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Rand, Edward Sprague, 1834-1597. 

Seventy-five popular flowers, and how to cultivate them. By 
Edward Sprague Rand, jr. ... Boston, J. E. Tilton and com- 
pany, 1870. 


208 p11. front. illus, 23 pl. 20°. 


1. Floriculture. 1. Title. 

Agr 09-2207 
Agriculture 97R158 
a30c1, 


Library, U. 8. Dept. of 


Rand, Edward Sprague, 1834-1897. 


Traditionary stories extant among the Tapoia Indians, 
inhabiting the valley of the middje Amazon in northern 
Brazil, collated by E. S. Rand ... a literal translation 
from notes taken of the narrations of the natives in their 
own tongue. Detroit, Mich., G. 8. Davis, 1882. 

2p. 1. 30 p. 15)" 


1. Tapuya Indians—Legends. 2. Folk-lore, Indian 


1-6183 
Library of Congress F2519.R18 


Rand, Edward Sprague, 1834-1897. 
The window gardener. By Edward S. Rand, jr. ... Bos- 
ton, Shepard and Gill, 1872. 


1p.1, 546,182 p. illus, 19)". 


1. Window-gardening. 


1194385 
Library of Congress 8B419.R18 


Copyright 1872: 10328 (2841, 


Rand, Edward a 1834-1897. 


The window Edward 8. Rand, jr. ... 
Boston, Shepard’ and Oil Gili, 15. ; 


iv, 5-6, 132 p. illus, 199™. 


1. Window-gardening. 
1S-11097 


Library of Congress SB419.R19 1873 


Rand, Edward Sprague, 1834-1897. 


The window gardener. By Edward 8S. Rand, jr. 
(New ed. New York, Hord and Ho: oughton ; Cambridge, 
The Riverside press, 1876. 


vi, 7-154 p. illus. 1997. 


1. Window-gardening. 


Library of Congress SBA4I9.R19 = 
Copyright 1876: 5776 


Rand, Elizabeth Huntington, 1875- 
wa by Elizabeth H. Rand. Boston, R. G. Badger, 


55 p. 2. 


1. Title. 


Library of Congress 
Copyright A 104393 


PS3ss5.ASSE4 1904 
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Rand, Ellery, pseud. 
eee 
Kohn, Mrs. Rosa (Rosenthal) 


‘33-23431 
Library of Congress 2 


Rand, Florence Osgood, 1861- 
on genealogy of the Rand family in the United States; 
. by Florence Osgood Rand. New York, The Re- 
publ ie press, 1898. 
20 p, 11 front, port. 244™. 
“A partial list of books consulted”: p. (5-6; 


1. Rand family. 2 Sent sd (Robert Rand, 4. 16407, 3, Rand 
family (Francis id, 


3—1676 
Library of Congress CS71.R187 1898 
Copy 2. 0201), 





Rand, Frank Prentice. 


Doctor Ben of Butter Hill, by Frank Prentice Rand .. 
with a foreword by David Grayson. Boston, Mass., The 
Cornhill publishing company (1923, 


xp, 13s. 2. 


Poems. 

1. Title. 

Library of Congress PS3S3S.ASS2D6 1923 
— —— Copy 2. 
Copyright A 766547 7) 
Rand, Frank Prentice. 


Garlingtown by, Frank Prentice Rand. Boston, The 
Cornhill company ,*1918, 
4p Lap.il 19. 


Poems 
1. Title. ~ 
Library of Congr ss PS3S35.A5S2G3 1918 ” 
—— —— Copy2 
Copyright ‘A 512771 32 


Rand, Frank Prentice. 

Sein Bove) 0 play of M. A. C. in the days of '71, 1 by 
Frank Prentice and ond grcmeen the Roister Dois- 
ters at the semi-centennial anniversary celebration of 
the Massachusetts Re vissbesy = June 1921. 
(Northampton, Mass. it, “1921, 

@p, il ports. 2. 


1, Massachusetts. Agricultural college, Amherst. Roister Doisters. 


ow 21-13888 
Library of Congress PS3S3S.ASS2)6 1921 

—— —— Copy 2. 

Copyright D S&2i1 a 


Rand, Frank Prentice. 


Phi sigma kappa; a history, 1873-1923, by Frank Pren- 
tice Rand... ;Amherst, Mass.) The Couneil of Phi sigma 
kappa, 1923. 


265 p. incl. front, illus, ports. 2". 


1. Phi sigma kappa 
Library of Congress 
Copy 2 

Copyright A 777682 rP) 


24-7483 
LJ75.P85R5 








Rand 
Rand, Frank — 
eat play of Elizabethan 
by Sprack Pi Prentice (Amherst, Mass.) The 
ter Doisters, M ag | college (1: 
4 2p 23”. 


1. Sidney, Sir Philip, $55¢-1096-—-Dremm. 1. Massachusetts. Agricul- 





1 Amberst. Roister Doisters. 1. Title. 
tural college, oe 
Library of Congress PS3S35.ASS2SS 1925 
_ Copy 2. 
Copyright D 72238 2 


Rand, Frank Prentice. 


Tiamat, and other verses, by Frank Prentice Rand . 
(Northampton, Mass., The Kingsbury print, 1917. 


2p.1,7-00p. 21° 


1. Title. 


17-2840 
Library of Congress 
Copyright A 476541 


PS3S35.ASS2TS 1917 
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Pat Pratin Bend —- = 
Massachusetts state college, 1933. 
vip, 11,245 p. front., plates, ports. 239". 
Map on lining-papers. 
One plate accompanied by transparent guard sheet with descriptive 


state college, 1863-1933, by 
p 1 al ; 


1, Massachusetts. State college, Amherst. 1 Title. 


83-86704 
Library of Congress 8587 MS8R3 
—— ——- Copy 2. 
Copyright A 68323 3) 0.711 


ee ae 

wilt of corn. By Frederick V. Rand ... and 
Ulin © Cab . Washington ,U. 8. Govt. print. off, 1988. 
attte 3 on 21: dines =. (U.S. Dept. of agriculture. Tech- 
Gustin bp Sign goes tate 
“Literature cited”: p. 29-30. 


1. Maize—Diseases and pests, 1. Cash, Lillian Claire, joint au 
thor. 1. Title. 
Agr 33-287 
Library, U. 8. Dept. of 3 
Library of Congress iSiats as. + - 
(3465, 


Rand, Frederick Vernon, 1883- 

Bacterial wilt of corn. By Frederick V. Rand ... and 
Lillian C. Cash ... Issued et 1938 ; revised October 1987. 
; Washington, U. 8. Govt. print. off. ., 1987, 
tito 22". (U. 8. Dept. of agriculture. Tech- 


Contribution from Burean of industry. 
“Literature cited”: p. 29-80, 


1. Maize—Diseases and pests, 1 Cash, Lillian Claire, joint ae- 


thor. 1. Title. 
Agr 81-10 
v.8. .ofagr. Library yom Bo. 362 rev. 
for ry of Congress (821.472 no. 862) 
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Rand, Frederick Vernon, 1883- 


... Bacterial wilt of anata, By Frederick V. Rand 
... and Fila M. A. Enlows .... Washington, Govt. print. 
off., 1920. 

cover-title, 43, ;1) p. incl, diagrs. “ tv plo on 21 23. (U.S. Dept. of 
agriculture. Bulletin no. 828. Prot paper) 

Contribution from the Bureau of aa industry 


1. Cucurbitaceae— viseases 1. Enlows, Mrs. Ella Morgan {Austin) 
1884- =— joint came. un. Title. 
Agr 20-975 
Library, U. S. Dept. of Agriculture 1Ag#4B no. 828 


ca) 





Rand 


Rand, Frederick Vernon. 

Dissemination of bacterial wilt of cucurbits. 
liminary note> 

In U.S. of agriculture. of agricultural research. b 
ae Pp. ‘S-nee pl xxrv. 26™. Jeraablagton -“ = 

Contribution from the Bureau of plant industry 


<Pre- 


1. Cucurbitaceae—iDiseases; 2. (Wilt disease: 


Agr 15-1492 


Library, U. S. Dept. of Agriculture 1Ag84J vol. 5 


Rand, Frederick Vernon. 


Leafspot-rot of pond lilies caused by Helicosporium 
preg + 


Us U. 8. 


eee research. 
VII, no. 6, p. poy 67-70 on 2 a a Weskingtes, 1917) 
Contribution from the Bureau of plant industry. 
1. tHelicosporium nymphaearum 2. Leaf-spot. 
Agr 17-245 


Library, U. S. Dept. of Agriculture 1Ag@4J vol. 8 


Rand, Frederick Vernon, 1883- 


Pecan rosette, its histology, cy tology, and relation to 
other chlorotic diseases, by Frederick V. ‘Rand ... (Wash- 
ington, Govt. print. off., 1922, 

1p. 1, 42, (2) p xe pl (took) oo 7 1 —, 
Department of agriculture. Bulletin 1038) 

Tint (eu. v.)—Columbia university, 1920. 

ita. 

“Literature cited”: p. 37-42. 


(On cover: United States 


1. Pecan rosette. 


22-18443 
Library of Congress SB608. PASRS 
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Rand, Frederick Vernon, 1583- 

Pecan rosette: its histology, cytology, and —~ pen 
to other chlorotic diseases. 5 A Frederick V. Rand . 
Washington, Govt. print. off., 


cover-title, 42 p. yt (1 col.) on 71. 23. (U.S. Dept. of agri- 
culture. Bulletin 


Cont ~ dry = of plant industry. 
“Literature = 


1. Pecan—Diseases and pests, 2. Pecan rosette. 


Agr 22-359 
Agriculture 1Ag84B_ no. 1038 
ri) 


Library, U. S. Dept. of 


Rand, Frederick Vernon. 
Some diseases of pecans. 


och em. 


gh ty 


1. Pecan—Diseases. 


“ 
Library, U.S. Dept. of Agriculture 1Ag@4J 1 


Rand, Frederick Vernon, 1883- 
Semets Passe f come. By Frederick V. Rand .. 
and Lillian C. Cash .. 
agricultural research. vol. 
males ap. oe cio ‘Weahlagten, 1021) 
Coutribution from Bureau of plant industry (G—233) 


{Jfte-Sieee ant pam 1. Cash, Lillian C., joint author. 
1". 
Agr 21-718 


Library, U. S. Dept. of Agriculture 1Ag®#J vol. 21 
s 


LIBRARY OF CONGRESS 


Rand, Frederick Vernon. 

Transmission of and control of bacterial wilt gan 
bits. By Frederick V. Rand ... and Ella M. A. Enlows .. 
maine tp ana ak dng tara eoil 2. "washington, 
191 


Contribution from the Bureau of plant industry. 


1. Cucurbitaceae—iDiseases) 2. (Wilt disease; 1 Enlows, Mrs. Ella 
Morgan (Austin) joint author. 
Agr 16-1163 


Library, U. S. Dept. of Agriculture 1Ag&J vol.6 


Rand, George Hart. 
Sherman Hale and the Sta; pagieiee mystery, by Cu 
art Rand... New York, R. F. Fenno & company (1912, 
256 p. front. plates. 20™. 90.75 
1. Title. 
12-22597 
Library of Longress @ Pz 


Copyright A 320765 


Rand, George Hart. 


Sherman Hale, the Harvard half-back, by George Hart 
Rand. New York, R. F. Fenno & company (1910, 


1 p. L, vii-vili, 9-325 p. col front, col. plates. 24". $1.50 


10-21745 
Library of Congress 
15, 1910; 2c. 3 

ON You 


PZ7.RISSS 
1910; A 273024; R. F. Fenno & co. 


Rand, Gertrude 
see 


Rand, Marie Gertrude. 


Rand, Helen Ma: 


rgaret. 
English at work, by Helen Rand ... 
and company ‘1933, 
=, 42 p. tus, 194". 


New York, H. Holt 


1 English language—Composition and exercises 1. Title. 


33404 
Library of Congress 


Copyright A 50876 


PE1111.R218 
(3041, Pr) 


Rand, Helen Margaret, 1892- 
Film and school; a handbook in ing-picture evaluation, 
by Helen Rand and Richa oa Lewin, with Os odvies end coum” 
sel of Edgar Dale and Sarah McLean Mullen. A ion 
- the National council of teachers of English. New York. 
London. 1. Appleton-Century compan: company, incorporated 1887, (°1937, 
xv p. 11, 57, Bp. 11, 61-281, (1) p. Inet, 
diagrs. 199°. 
“Source materials” : penn 


6, Stone Bitert, 0" Jotnt 


Rand, Helen Margaret. 
The freshman oa in the 
Helen Rand .. 


112 p. 16°. 
Bernbaum) 


fundamentals of ish, b 
New York, T. Nelson and sons, oa ’ 


(Half-title; Nelson's English series; general editor—E. 


“References to Handbooks”: p. 8. 


1. English language — Composition and exercises. 2. English lan- 
guage— Sentences. 1. Title, 


20-10011 
Library of Congress PE1111.R22 
— —— Copy 2. 
Copyright A 7866 3) 


78 p. illus, fold. col. pl, fold. tab. 21°. 


1, Vertebrates — Anatomy. 2. Anatomy, Comparative — Laboratory 
manuals. 


31-81517 
Library of Congress 


Copyright A 44463 aid, 


{5068} Sels07T 


Rand, Herbert Wilbur, 
.. The regenerating nervous system of Lumbricide and 
the centrosome of its nerve cells. By Herbert W. Rand. 


With eight plates ... Cambridge, Mass., Printed for the 
— 1901. 


64 p81. Spl. 244. (On cover: Contributions from the 
i laboratory of the Museum oi camponatioe zodlogy at Harvard 
col ) 


“From the Bulletin of the Museum of comgarative zoology at Harvard 
college, vol. xxxvm., no. 3. 

Issued September, 1901 

“Literature ‘cited p. 185-163. 

1. Nervous system—Fishes. 2. Lumbricidse. 


S-11656 
Library of Congress QLLH33 


Rand, Howard B. 

The book of Revelation; outline studies ,by, Howard B. 
Rand, wu. ». Haverhill, Mass., Anglo-Saxon federation of 
America ,*1932, 

2p1,7-%p. ies 16. 
ee nt & Ge Age Geaee ftmatee of Annie tee 


1. Bible, N.T. Revelation— 2 Bible—! N.T. 
Prophectes. ‘Prophecies—! 
32-28431 


Library of Congress 
Copyright A 54720 a 


Rand, Howard B. 

Joel's prophetic message and warning, by Howard B. Rand, 
uu. 8. Haverhill, Mass., Anglo-Saxon federation of America, 
1930. 

vil, 87 p. 225". 

Printed in Great Britain. 


0. T. Joel—Criticiam, Setecpreeeen, ete. 2. Bible—Criti- 
py BOM. wy Joel 1 Title, 


31-30910 
Library of Congress BS1575.R3 
3) 224.7 
Howard B. 
" Joule prophetic manage by Howard B. Rand, 
ee Man Deniay 1940. 
"aes zy. 


“Fifth edition, 1940." 


ite 0. T. ~~ eet 2 Bible—Orit- 





onion 1". Retina p——: et teachers of — on 
standards for motion pictures and newspapers. II. 
$8—1615 
Library of Congress PN1906.R3 
r4lz2, TO1.4 


4 


ee.—O. T. Joal. 
«2079 
Library of Congress BS157.BB 1960 
— ——- Oopy 2 
Copyright a aad 
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Rand, Howard B. 

Study in Revelation, by Howard B. Rand, 11. s. 1st ed. 
Haverhill, Mass, Destiny publishers ,“1941, 

zivp.11,3%p iM®!uas 22. 


1 Bible N. T. Revelation—Commentaries. 2. Bible--Commentar- 
leo—N.T. Revelation. 1. Title. 
41-19012 
Library of Congress BS2825.R387 
2; ms 


Rand, Isaac, 1743-1822. 

Observations on phthisis pulmonalis, and the use of the 
Digitalis purpurea in the treatment of that disease: with prac- 
tical remarks on the use of the tepid bath. By Isaac Rand .. 
Read at the request of the Massachusetts medical society, June 
6, 1804. Boston: Printed at the Repertory office. 1804. 


2p. 24". 


1. Tuberculosis. 2. Digitalis purpurea. 
Library of Congress RC311.R19 
a20f1) 


Rand, James Hall. 
... The North Carolina Indians ,by, James Hall Rand. 
Chapel Hill, N. C., The University, 1913. 


41 p. 224". (The James Mictestest petentionss pub. under 
the direction of the North Ca historical society ... ¥. 12, no. 2) 


Half-title: The Indians of North Carolina and their relations with 
the settlers, 


“References” : p. 41. 


1. Indians of —- America—North Carolina. 2. North Carolina— 
Hist—Colonial period. 


13—333%5 
Library of Congress F251.J28 vol. 12,n0.2 
—— —— Copy 2. ET8.N74R2 
a40g1, 


Rand, James Henry, 1886- 

Assuring business profits; or, How to run any business on 
a business basis, by James H. Rand, jr. New York, B. C. 
Forbes publishing company ,*1926, 

XY Dp. 1L, 245 p. incl. forms, 194™. 

On cover: Assuring business; how to run any business on a big busi- 
Deas basis. 


1. Business. 
‘Deas basis. 


Library of Congress 


1. Title, 1 Title: How to run any business on « busl- 


(26-18308 Revised 
AFS856.R3 


wreif2, 


Rand, James Henry, 1886 
Statement before Banking & currency committee. U. 8S. 
Senate, Monday, January 22, 1934. By James H- Rand, jr., 


chairman, Committee for the nation ... «n. p., 1934, 
14 numb. 1,11. 29" 
Mimeographed 


Le wg ry -* 2. U. 8.—Beonomic policy. 3. Cur- 
4. Gold. ._U. 8. Congress. Senate. Com- 
tmittse on Desking and curveney. um. Tith. 





36-23625 
Library of Congress HG5ae R15 832.40073 
Rand, John. 
@ comedy in three acts, John Rand ... 


Coll daze, 
New York, N. Y., Los Angeles, Calif, S. French; London, 
S. French, td. ; ,etc., ete., 1940. 

83, (1) p. diagr. 184. 


1, Tithe, 
41-6749 


PN6120.0813 
2 8125 


Library of Congress 


CATALOG OF PRINTED CARDS 


Rand, John 
Keep ; & comedy in three acts, by John Rand 
ne ten ey ~, Los Angeles, Calif., S. French; London, 8. 
Itd.; ,ete., 1 “1938. 
ap. diagr. 19°. 
1 Title. 
‘BA-BAS 
Library of Congress PSS535.4554K4 1988 
—— —— Copy 2. 
Copyright D pub. 60160 3 8125 
Rand, John. 
Murder at the De Soto ; a one-act m: qrid yd nS og pe mg 
New York, N. Y., Lo Angeles, 
S. French, Itd.; sete., etc.) “1! 
88, \1;p. diagr. 19°. 
1. Title. 
88-25219 
Library of Congress PS8585.4554MB 1988 
— —— Copy 2. 
Copyright D pub. 50018 2) e125 
Rand, John. 
No curtain calls > fs an ot Bes 
ew York, N. Y., 


cast of five men, by John 
Los Angeles, Calif., S. French ; ne French, Itd.; ,ete., 
ete.; 1920. 


29,1) p. diagr. 18)”. 


1. Title. 
40- 10806, 
Library of Congress PSS5S5.ASS4N6 1940 
— ——-Copy 2. 
Copyright D pub. 70180 2) 8125 
John. 
a in three acts, by John Rand 


oom. “=. 
Library of Congress —- ons 


Rand, John Clark, 1842- ed. 

One of « thousand, a series of biographical sketches of one 
thousand tive men in the commonwealth cf 
Massachusetts, a. p. 1888-89; comp. under the editorial super- 
vision of John C. Rand. Boston, First national publishing 
company, 1890. 

4p. L, 707 p Mus. (incl, ports. facsim.) 281. 


1. Massachnsetts— Blog. 1. Title 
319145 
Library of Congress Fas. itis 
Coprright Ise: 30043 (SAA, 


(Rand, John Clark, 
ee Boston, Rand Avery com- 
pany (1 


76». 1589". 





10-12381¢ 
Library of Congress 
© 1886: 2419 


Rand, Josephine. 
Lectures on the of the voice and princi- 
les of teaching, by Ji Rand ... Boston, A. 
udge & son, printers, 1 
Bp. 2. 
Comrents.—The basis of voice —Vocal —Method —Expres- 
sion —First principles: as embodied in the of teaching music. 
1. Voice. 2. Singing and voice culture 

12-$472 
Library of Congress PN4162.R3 
Copyright 1894: 25540 
Rand, Josephine. 
Sardis and the fst quests Be tees of 9 Cone, by 
Josephine Rand. New ork, E. P. Dutton & company, 
1897. 
2p Lp wu. 
Library of Congress PZ3.R1MS 

ai (Copyright 1897: 45730) 

Rand, Kenneth, 1891- 


The dirge of the sea-children, and other poems, by Ken- 
neth Rand. Boston, Sherman, French & company, 1913. 


SpL%p Im”. F100 
Partly reprinted from various periodicals. 


1. Title 


13-16307 
Library of Congress 


Copyright A 350388 


PS3S3S.ASSSDS 1913 


Rand, Kenneth, 1891- 
The dreamer, and other 
Boston, Sherman, French 


Spl, 8p 97. $100 


poems, by Kenneth Rand .. 
@ company, 1915. 


1. Title. 


Library of Congress 
Copyright A 416935 


PS3535.ASSSD7 1915 


Rand, Kenneth, 1891- 


The rainbow chaser, and other poems, by Kenneth Rand 
... Boston, Sherman, French & company, 1914. 


SpLecdip. mm. $100 
Reprinted in part from various periodicals. 


2. Tithe. 


‘ ibrary of Congress 
Copyright A 393051 


Rand, Lia, 
The philoso 


Brandeis, Mrs. Giulia. 


y of cooking..« 








Rand, Louise. 

The boys are 38 in three acts, by Louise Rand 
.. New York, Calif., S. French; London, 
8. French, Itd.; ete, ete. "1940. 

©.) p , Ginger. my”. 

© Tithe 

Library of Congress PSSOBS_ASSTBS 1960 
— -— Copy? 

Copyright D pub. 70085 ry e125 
Rand, Marie Gertrude, 1886- 

The factors Giat tnBasnee tho senatiivity of tho sulinn 
to color: 4 quantitative lig Fm of standardiz- 
ing ... by G ton, N. J., 1913. 

xi, 1p 2". 


Fao (en, »)—Bryn Mawr college, 1911 
“Reprinted from the Psychological monographs.” 


1. Color-sense 

Library of Congress QP481.R3 

Bryn Mawr College Libr. 
—_~ | 


(Rand, Mary A 1 
Windfalls of 
Times co.,‘1 on"? * 


‘Sp 2. 
On cover: Mary A. Rand. 


Southington, Conn., News & 


1. Title. 
P 20-16878 
Library of Congress PS3SIS.ASOWS 1920 
Copyright A S76248 7) 


Rand, Nehemiah Wheeler, 1853-1898. 

Random rimes. Medical and miscellaneous. By N. W. and 
J.P. Rand. Boston, O. Clapp & son, 1897 

Spl, at-svp.213p 16. 


L Rand, John Prentice, 1857-1923, joint author. a. Title. 


(80-18601 
Library of Congress 


Copyright 1897: 17320 


Rand, Olive. 

A vacation excursion. From Massachusetts bay to Puget 
sound. By O.R.... Manchester. NX. H., Press of J. B. Clarke, 
1884. 

208 p. inet. front, 19". 


1. The West— Description and travel 1 Title 


AMS-215 


Title from HE Mant ington Libr. Printed by L. 


dint, 


Rand, Royden Nelson. 
It happened this way, by Royden Nelson Rand. Albany. 
N. ¥.. The Book club of the air, L. 1. Fuller, 1992. 
Spt, 144 p. front. (perts.) 20° 
“Biblical dramas ... broadenst through radio station WOY."—Pref. 
Contests — Tye shadow of he fll—The way to paace <The mae 
ure of a man —Face to face with God —Judgewent day —The dreamer 
and his dream.— Prince Joseph — The reconciliation. — God's aged 
saint. —The call to leadership. 


1. Bible plays 2. Hadio plays 1 Tithe. 
32 328m 
Library of Congress PRIM AGZIT 1932 
Copyright A A880 2, Te 


LIBRARY OF CONGRESS 


(Rand, Silas Tertius, 1810-1889. 
Bread cast upon the waters ... 
Gospel tract depot ,1872;] 
4 pt. 17%. (Tracts in Micmac 1-4) 
Caption titles. Bread ... no. 7, 2, 4, 8 


(Colophon: London, 


Contexts. —me. 1 Ta 3? iow one wap te, be comet 
=. 2. a sin” “Be clean.” 
Thy sins are f—. K, thee Sta wen welidégtt? Who 
is to on? 
1. Micmac language—Texts. 1. Title. 
2S- 16866 
Library of Congres« PM1794.R27 


Rand, Silas Tertius, 1410-1889. 

Dictionary of the languages of the Micmac Indians, who 
reside in Nova Scotia, New Brunswick, Prince Edward Island 
Cape Breton and Newfoundland. By Rev. Silas Tertius Rand 

Halifax, N. S., Nova Scotia printing co., 1883. 


2p. 1, Mh-vill, 26 p. 26 21". 


1. Miemac fengunge—-Sermennctee nga 2 English lauguage— 
Dictionaries— Micmac. 


330415 
PM1793.R3 
bull 


Library of Congress 


:Rand, Silas Tertius, 1810-1889. 

A first reading book in the Micmac language : comprising the 
Micmac numerals, and the names of the different kinds of 
beasts. birds, fishes. trees, &c. of the maritime provinces of 
Canada. Also. some of the Indian names of places, and many 
familiar words and phrases, translated literally into English. 
Halifax, Nova Scotia printing company, 1875. 

vp. 11,5108 p. 17. 

With this is bound: Bible. N. 1 ene Micmac. Pel kesagu- 





1. Micmac language—Texts. 1, Tithe. 
1-28218 Revised 
Library of Congress PMITO#4.R3 
—— ——— Copy 2. (362) 


Rand, Silas Tertius, 1810-1889. 


Hymni recentes latini. Translationes et originales: 
ad — Tertium Randium ... Halifax, N. S., S. Sel- 


168 p. 165. 


6-19822 
Library of Congress 


Rand, Silas Tertius, 1810-1889. 
Legends of the Miemacs. By the Rev. Silas Tertius Rand 
New York and London, Longmans, Green, and co., 1894. 


xivi, 452 p. inet. front. (port.) 23°. (Wellesley philological pubii- 
cations) 


Edited by Helen L. Webster. 


1. Miemac Indians. 2. Folk-tore, Indian. 
more, 1853-1928, ed 


2—1071 
b99 M6R1 


tet 


Library of Congress 


Rand, Silas Tertius, 1510-1889. 

Rand’s Miemae dicti ¥ from hie word- 
lists, prepared by Rev. Silas T. x i-p - Transcribed 
and alph habetically arranged, with a grammar and list of 
place-names, by Jeremi: Clark, ». a. <A companion 
volume to Rand’s English-Miemac vocabulary> ... Char- 
lottetown, P. — I, The Patriot publishing company, 1902. 





xxxiti, 192 p. 
4 aecion of the Canadian government” 

“Micmac in the maritime provinees of Canada. 1. om 
Rand's manuscripts, “aod ) capgtementedl by help from other sources 

p. 1177)-192. ro 

1 Sjemas tenumnge—Dictionnstee—Be hay & i. 
mar. 3. Miemac Indians— aphical— 
Canada 1. Clark, Jere- bay eR, ‘oe. 

2S-24314 


Library of Congre-s PM1793. R32 


1, Webster, Helen Liver- 


Rand, Silas Tertius, 1810-1889. 


- Miemac place-names in the maritime provinces and 
Gaspé peninsula recorded between 1852 and 1890 by Rev. 
8.T. Rand... Collected, arranged and indexed by Lieut.- 
Col. Wm. P. Anderson’... member of the Geographic 
board of Canad. Ottawa, Printed at the Surveyor gen- 
eral’s Pee | 1919. 

2p. =. 

At AS» au tite Geographic poe of Canada 

Autographed from type-written 

1. Names, Geograph: > saeco 2. Indians of North Amsericg— Nemes, 
3 aermne peovinces, Canada. 4. Gaspé District, 5. mac lan- 
“= — , Sapabatianien, ete. a son, William Patrick. I 18S 1- 

1. Title 


23-17418 


Library of Congress F1004.R18 


sh 


‘Rand, Silas Tertius, 1810-1989. 
“Wokimayiin.” “Be thou clean.” 
printing company, 1888, 
ip =o. 
Caption title. 


+Halifax, Nova Scotia 


1. Micmac language—Texts. 1. Title. 
25- -16848 
Library of Congress PM1704.R35 
140b1, 


Rand, Theodore Harding, 1835-1900, ed. 

A treasury of Canadian verse, with brief biographical notes; 
selected and ed. by Theodore H. Rand ... New York, E P. 
Dutton & co. ; :ete., ete., 1900. 

Spl. iz-xxlv, 12 p. Bw. 


1. Canadian poetry (Collections) 1. Title. 
4—13951 

PR920.R3 

42m1, 


Library of Congress 


Rand, Thomas, j,. 


Dictation exercises; comprising the principal difficul- 
ties in the orthography of the English language. By 
Rev. Thomas Rand, jr. Opelousas, La., Printed at 
the Patriot office, 1856. 


8. 48 p. 14y* 


Library of Congress 


Rand, Thomas, 1776-1857, ed. 

The voice of the turtle, or A collection of pieces, in prose 
and verse, being the exercises of young converts. By Thomas 
Rand Wrentham, (Mass) Printed by Nathaniel Heaton, 
jun. for the author.—1801. 

“8p. 10°. 


eee poetry, American. 2 American literature (Collections) 
L ’ 


31-23731 


Library of Congress 


Rand, Thomas C. . 

A sketch of Keene, the gem of the Ashuelot Valley. 
Originally published in the Granite monthly for Febra 
ary, 1895, to which are added reminiscences and sket 
of Keene people, originally published in the New Hamp- 
shire sentinel, over the signature ‘‘Ash Swamp.” (By; 
Thomas C. Rand... (Keene, 18951) 


4p. front. (port) 23™. 
1. Keene, N. H.—Hist. 


Library of Congress F44. K2R2 
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Rand, Waldron Holmes, .1876- 


Spare moments; a collection of articles on Fag soe d 
subjects written during the years 1922-23 for the 1 


monwealth-Atlantic news, by ‘‘ Censor’ 
Mass., MeGrath-Sherrill press, 1924. 


4o.LiM2p 19% 
“Limited edition of four hundred copies.” This copy not numbered. 


’ pseud., Boston, 


1. Conduct of life. 1. Title 
24-2200 
Library of Congress BI1S61.R5 
——- —— Copy 2 
Copyright A 800466 h 


(Rand, Waldron Holmes, 1876- 

Spare moments; a collection of articles on s everyday subjects 
written for the Atlantic news, by “Censor” :pseud., ... with 
an introduction by George S. Mumford ... 2d and enl. ed. 
Boston, Mass., McGrath-Sherrill press, 1926. 


x, 275 p. 219". 
“Limiced edition of five hundred copies.” This copy not numbered. 


1. Conduct of life. 

Library of Congress 
—- —— Copy 2 
Copyright A 963031 


1. Title, 
27-1017 
BJ1581.R3 1926 


(37b1, 


Rand, Wendell Phillips. 

Generation of oil in rocks by shearing pressures. rv-v. 
Further studies of effects of heat on oil shales ,by, W. P. Rand 

Tulsa, Okla., 1933, 

Pp. 1229-1250 incl. tables, diagrs. 24°. 

Caption tit 

Thesis (rm. —University of Wisconsin, 1931 

Thesis note stamped on p. 

“This paper contains results obtained in an investigation on ‘The 
res’, listed as Project no. 1 








From Bulletin of the American association of petroleum geologists, 
¥. 17, no. 10, Oct 


1, Oll-shales. L Tithe 

34-24510 
Library of Congr TNS71.R3 1931 
Univ. of Wisconsin Libr. 2 553.23 


Rand, William Henry, 1846-1925. 

Alcoholic drinks, stimulants and narcotics; a hand-book for 
common schools. By W. H. Rand, ». pv. Keene ,N. H., Sen- 
tinel printing company, book and job printers, 1554. 

47 p. 17. 


1. Alcoholism. 2. Stimulants. 3. Narcotic habit 


7-32778 Revived 2 
Library of Congress 


Copyright 1884: 7406 


RCS R18 
(r28ud2, 


Rand, William Sprague. 
Experiments in liquid manuring. 


(Jn U. &. Dept. of agriculture. Report, 1967, p. 184-186. 23. Wash- 
ington, 1868) 
1. Manure, Liquid. 
Agr 13-1110 


Library, U.S. Dept. of Agriculture 1Ag®4 1867 
(Rand, William Wilberforce, 1816-1909. 

He buke wehiwehi huaolelo ates: me na pala 
laaina a me na kii; i unuhiia e Rev. E. W. Clark. Nu 
Yoka, Paiia e ko Amerika ahahui teraka, 1872. 

408 p. illus, maps (incl. front.) 20°. 


Hawaiian translation of W. W. Rand's Dictionary of the Holy Bible, 
pub. by the American tract society 


Bible—Dictionaries. 2. Hawaiian language—Dictionaries. 1. Clark, 
Ephrein Weston, 1799-1878, tr. u. Title. 
ca 18-453 Unrev'd 
Library of Congress PL6OM7.R3 


CATALOG OF PRINTED CARDS 


[Rand, William Wilberforce | 1816- 
He buke wehiwehi huaolelo Baibala: me na 


palaaina a me na kii; 1 unuhiia e Rev. E. W. Clark. 


Nu Yoka [New York] Paiia e ko Amerika Ahahui tera- 
ka, 1892. 

408 p. 204. 

Havaiian translation of W. W. Rand's Dictionary 


of the Holy Bible, pub. by the American tract 
society. 


I. Clark, Ephraim Weston, 1799-1878, tr. 
6-17560 


illue., maps. 


Library of Congress 


(Rand, William Wilberforce, 1816-1909, ed. 


584 p. double front., Ilius. (incl. plans) maps. 20". 


ane watts to Reed ont Mleenee ste Ey Bae oe 
schools and young persons, by Edward Robinson’ . 

been drawn from the Bible dictionaries of Rev. joha Brows x 
Eadie ... and other sources.”"—Pref. 


1. Bible—Dictionaries. 1 Robinson, Edward, 1704-1868. m. Amer- 
iean tract society. rm. Title. 


40-25312 
Library of Congress BS440.R3 1850 
2 
Rand, Winifred. 
Growth and 


of the yous om, why Winifred 
Rand ... Mary E. Sweeny ... ,and, E. Lee -» Phila- 
delphia ‘and Fontes, Ww. B. phe Lending 1930. 

1p. 1, 9304p. ius, col. pl, diagrs. (1 fold.) 20°. 


Bibliography : p. 378-378. 


Child study B Growth. 8 Chi 
Sweeny, Mary F.. a" comer. n ee 3 ent, Mitasbeth Lan 
1897 - Joint oben m. Th 
30-2872 
library of Congress RJ131. R38 
— Copy 2 
Copyright A 29007 rflg*2; 196.71 


Rand, Winifred. 

Growth and development of the young child, by Winifreu 
Rand ... Mary E. Sweeny ... and, E. Lee Vincent ... 2d od, 
rev, and entirely reset. Philadelphia and London, Ww. B. 
Saunders company, 1934. 

1p. L. 4209p. ihe, col. pl, diagra 2 

Bibliography: p. 406-411; “References” at end of each chapter. 


hg | 2 Growth 8. Children—Care and hygiene. 
Sweeny, Mary E., 1870- Joint author. u. Vincent, Elizabeth aan 
1807- Joint muithor. 11, Tithe. 


Ry ATH 
Library of Congress 


(150.92271) 194.71 


Rand, Winifred. 

Growth and development of the young child, by Winifred 
Rand ... Mary E, Sweeny ... pand, E. Lee Vincent ... 3d ed., 
rev. and entirely reset. Philadelphia and London, Ww. B. 
Saunders company, 1940. 

%, 402 p, inci, ius, tables. diagrs. 20)". 

Bibliography : p. 441-449; “References” at end of each chapter. 

1. Child study. 


2. Growth. 8, Children — Care and L 





Sweeny, Mary E., 1873- joint author. a. Vincent, ib Lee, 
1a97- joint author. m1, Title, 
4011897 

Library of Congress RJ1IS1 RS 10 

flout, (150.92271) 136.71 
Rand drill company. 

Air and gas fi d by the Rand drill 
company ... New York city ... Catalogue “C” 1905... 4th 
ed. |New York, Bartlett & company, The Orr press, *1905, 

187 p. incl. front. tlus,, plates. 234". 

1. Alr-compressors—Ca talogs. 

ca 6—OTl Unrev'd 

Library of Congress ‘TJ902.R2 

Copyright (331, 


Rand drill company. 


Rock drilling and air qupraning machine: Rand 
drill company ... New York... (New York, Erie 


v. itlus., plates (part fold) 2-2)™. 
Cover-title IMustrated catalogue of the Rand drill company ... 


1. Rock-drills—Catalogs. 2. Air-compressors—Catalogs. 


Library of Congress TJW2RB eatin 


1s2Sb1) 


Rand Kardex service corporation 
Library bureau 


Library bureau. 


Rand, McNally & co. 

Art folio of World's Columbian exposition. Chicago, 
Rand, MeNally & co., “1892. 

14 pl. (1 fold) 3 x 2" 

No t-p.; binder's title. 

Plates mounted 


1. Chicago World's Columbian exposition, 1993—Views. 


ca 11-1089 Unrev'd 


Library of Congress ‘TS00.A2R172 


Atlas of reconstruction for schools. A brief history of the 
world war, an outline of new Europe, statistics of the war, 
SS ee ine an een ee 
of the peace treaties ... Chicago. New York, Rand, McNally 
& co, 1921, 

80 p. inet. 18 col. maps, 10 diegr. 279". 


1, Atlases. 
Map 7-11 
Library of Congress Div. of Maps 
193611, 

Rand, McNally & co. ; 

Atlas of the Mexican conflict, containing detailed maps 

the territory involved, pertinent statistics of Mexico 

and the United States, summa: events in Mexico. 


ry of recent 
Chicago, New York, Rand. McNally & company, 1913. 
6, p incl. 20 col. maps. 354™ 


1. Mexico—Hist —Reroluticn, 1910- —Mape. 
Library of Congress 
Copyright A 35467 

Rand, McNally & co. 


Rand M:Nally atlas of the United States. — 
eg poe ony pictures of the presi- 
9 New York, Chicago ,etc., Rand M:Nally & company 
t 


4 p. incl. 25 maps (pert col.) Mins 26°. 


1, U. 8 —Desecr. & trav —Mapa. 


Library of Congress Div. of Maps 
Copyright A 82370 ra 





Rand, McNally & co. 

Atlas of the world. Illustrated by Edgar Miller. Chicago, 
Published for Container corporation of America by Rand 
M:Nally & company, 1936. 

318 p. incl. 179 col. maps, illus, tables, diagra 3864™. 


1. Atlases. 1 Container corporation of America. teap 98-80 
Library of Congress. Div. of maps 

Copyright A 101453 2 

Rand, McNally & co. 
Rand M‘Nally anto road atlas of the United a aghn} in- 


cluding description of the national parks 
onuents ... Chicago, New York ,etc., Rand MNally 
& company, “1926. 

9 p incl S6 maps SI. 


1. Automobiles—Road guides. 2. National parks and reserves—U. S. 


Map %-19 
Library of Congress 


Copyright A 892256 


Div. of maps 
(32e1, 


Rand, McNally & company. 
ot BEE ete cant cen of the Caled Sate 
castern Canada containing maps of every state in the United 
States and of Ontario, Quebec, and the time Provinces of 
Canada ... Chicago, New York ,etc., Rand M‘Nally & com- 
pany, “1928. 
104 p inet. 74 col. maps. 33°. 


Map 20-2 

Library of Congress Div. of Maps 
Copyright A 10TT18T 2 
Rand, McNally & co. 

Rand M‘Nally auto road atlas of the United States. A 
map of every state in the United States and every province 
of eastern Canada Chicago, New York ,etc., Rand M*Nally 
& company, °1930. 

104 p. incl. 04 maps (part col.) 824~. 

Index os t-p 


Map 8741 
Library of Congress. Div. of maps 
Copyright AA 88717 2 
Rand, McNally & co. 


104 p. tncl. 94 maps (part col.) 
Uaéer on tp 


ae. 


1. U. © —Deser. & trav.—Maps. 2 Canade—Deser. & trav—Maps. 


Map 3742 
Litrary of Congress. Div. of maps 
Copyright AA 68223 2 
Rand, McNally & co. 


& company, “1941. 
106 p tinct. 65 maps. 325° 


1. Reads—U 8 —Maps. 2 Rosds—Cana4da—Maps. 


Library of Congress Div of Maps 


a 


LIBRARY OF CONGRESS 


Rand, McNally & co. 

The blazed trails, presenting the important features of 
marked highways and ——- the manner in which in- 
system in the United 
States is made ‘available. For the automobile tourist. 
Chicago, New York, Rand, McNally & company (1922, 

1p. L, 30 p. illus. (part col, incl. maps) 17. 











1. Automobiles—Road guides. 2. Roads—U. S. 1. Title. 23-1708 
Library of Congress GV 1024.R24 

—— ——- Copy 2. 

Copyright A 678455 od 


A catalog of educational publications: text books, maps and 
globes. New York, Chinas yete., Rand, M‘Nally & company 
°1928, 

256, 200 p. illus. (incl. facsims.) maps (part double) diagr. 22)". 


-books— Bibl. ? M Bibl.—Catalogs. 3. Globes—Catalogs. 
+ Catsione Publishers’ — + Title: Educational! publications, A 
catalog of. 


28-7401 
Library of Congress 25817.Z9R2 
Copyright A 1067785 oy 
Rand, McNally & eo. 
Rand M*Nally Columbian atlas ps of all 





bee ot ne of the world, no scale maps of Ay state and 


— ion of the United States and the = 
with alphabetical index giving the name, 

= and ion of counties, cities and towns — on 

state, as well az an index of the principal cities of —— 


countries. New York, Chicago ete; Rand M*‘Nally 
company (1925, 
147 p. incl. 67 col. maps, diagrs. 44™. 


1. Atlases. 
Map 26-10 
Library of Congress Div. of maps 
Copyright A 879193 2, 
Rand, McNally & co. 


Combined book of sash, doors, blinds, mouldings, stair 
work, mantels, and all kinds of interior and exterior fin- 
ish. Glass lists ... designs, etc., of ——e, ground, and 
cut glass, brackets, scroll and turned work 





Rand, McNally & co., publishers. 

Rand M‘Nally & co.’s commercial atlas of America. Con- 
taining large-scale maps of all the yy in the United States 
and of its outlying ; of the provi of the Do- 
minion of Canada, of Newfoundland, che Republic of Mexico, 
Central America, Panama. Bermuda, the West Indies, Cuba, 
Polar regions, and various other useful maps; also large con- 
tinental maps of North America, South America, Europe 
Africa, Asia, and Oceania, and a new map of South hawies't in 

(Continued on next card) 


88e1, 





Map 1-1 


Rand, McNally & co., publishers. Rand M‘Nally & co.’s 
commercial atlas of America... (Card 2) 


four sections including complete and revised indices ... Chi- 
cago, Rand, M‘Nally & co., 1917. 
Ip. 1. & 448 p. incl. 123 col. maps. 537° 


At head of title: 4%th edition. First edition published 1911 


Contains lets of ruilroads, steamship lives, postal informetion, travel 
distance table, and diagram showing American tariff from 1791 to 1915. 


1. Atlases. 2 U. 8 —Desecription and travel—Maps 


Map 17-1 
Li-rary of Congress Div. of maps 


(Ser 


Rand, McNally & co. 

The Rand, McNally. commercial atlas of America. Spe- 
cial edition with {creign reign arge- 
scale maps of all ¥tates in the United Shanes and its ont- 
lying possessions, the provinces of the Dominion of 

anada, Newfoundland, the republic of Mexico, Central 
America, Panama, Bermuda, the West — Cuba, 





Austria- T"é , the Balkan states, Belgium, Denmark, 
England ales, France, the German empire, Ire- 
land, Italy, Lanenbong, Netherlands, Norway, Palestine, 
(Continued on next card) 
Map 19-1 
Rand, McNally & co. The aad MeNally commercial 
atlas of America... (Card 2 
Portugal, Russia, Scotland, S; , Sweden, Switzerland, 


Turkey in Asia, and various other shee maps; also large 





door and window frames, pulpits, pew ends, etc. Also — 
ed. New universal moulding book ... Adopted by the 
Wholesale sash, door and blind manufacturers’ associa- 
tion of the Northwest, January 10, 1895. Chicago, Rand, 
McNally & company, 1895. 

30 p. illus, plates (partly col.) 27. 

Plates printed on both sides. 

1. Woodwork—Catalogs. 


ca 9-$086 Unrev'd 
L’brary of Congress 


THII1SS.R2 
(Copyright 1895: 8799) 


Rand, McNally & co., publishers. 
Rand, McNally & co.’s commercial atlas of Ameri 





containing large-scale maps of all states in the Uni 
States and of its outlyi: , of the 
of the Dominion of C; -of Newfoundland, the repub- 
lic of Mexico, Central America, Berm the 
West Indies and Cuba; la: = maps of North 
America, South America, am Ane Asia, and Aus- 
be Pyare ana me M ally & co., 1914. 
Ebina fats of all the rah Pry <4 ye Steamship and steam. 
boat lines ; ange aockes lake ake ——— , Areight 
trafhe and 
1 Adases. 2. U.S — 4 y eae 
Maps 14-1 Revised 
Library of Congress Div. of maps and charts 
Rand, 


Rand, MeNaity & ry commercial atlas of America. 
Containing large-scale maps of all states in the United 


of its outlying p of the 
py pg ne Le re LS emg 
i , Central America, Panama, the 
West Indies and Cuba; lar, —— maps of North 
Aemecten, Bont See 

tralasia .. 


Asia, and Aus- 
Chicago, Had, McNally & & co., 1915. 
Tey es aad 


Contains lists of all railroads, and and steamboat lines ; also 
maps showing lake traffic, time, Teme and eaten ins, 
association territories, 





oe. 
1. Atlases. 2 U.S Deser. & trav —Maps. 


Maps 15-2 


Library of Congress Div. of maps and charts 


tal maps of North America, South America, 
Europe, Africa, Asia, Oceania, and a new map of 
South America in four sections including complete and 
revised indices with latest Fey y figures Mor each 
country ... Chicago, Rand, Me ally & co., 1919. 
1 p. L, xlii, 484 p. incl. 137 col. maps, diagr. 53° 
(Continued on next card) 
Map 19-1 


Rand, McNally & co. The Send, McNally commercial 
atlas of America... (Card 


Contains list of sdliesate paced wy postal information, travel 
the United States, jiagram showing American 
Contains large ~—_ 
Brooklyn and Jersey 
more. — Washington. 
~- Indianapolis — Chi 
Louis. —Kansas City —New et gee = Kaeo ~~ 
ps of the following: Havana. 
x - Hambore = Petrograd 
pest — Vienna — Moscow — Stockho! Lisbon — 
essa Madrid — Jerusalem 





Library of Congress Div. of maps 


Rand, McNally & co. 
Commercial atlas of America. Containing large- -scale maps 
of all states in the United States and its outlying pomessions, 

"0 of the d ion of Canada, Newfoundland, 
Mexico, Central America, Panama, Bermuda, the West Indies, 
Cuba. and various other useful maps: also large continental 
maps of North America, South America, Europe, Africa, Asia, 
and Oceania; and a new map of South America in four sections, 





including complete and revised indices with latest population 
figures for each country Chicago, Rand, McNally & o., 
921. 
HH, 400, (1) p. inet, 166 mane. tinge, SAP 
(Continued on next card) 
Map 21-2 
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ally & co. Commercial atlas of America ... 
1921. (Card 2) 
At head of title | 52nd edition 
Contains lists of railroads, steamship lines aud canals, information 
concerning the postal system. production, population, and travel dis- 


tance tables 

Mape of the following cities: ork, Brooklyn aa Jer- 
sey City. — Raffole _ Broskiyn "Phinda —Pittsburgh.— Washing- 
ton. — - pati. — 
troft. — Tadianspolts Chicago. saqeshee.— —Minveapolis.—8t. Pa 





St. Louts —Kansas 
Toronto. —Havans 


City —New Orleans —San Francisco. —Montreal.— 


1. U. 8.—Description and travel—Maps. 2 Atlases. 1. Title. 
Map 21-2 
Library of Congress Div. of Maps 
S4il, 


Rand, McNally & co. 

. Commercial atlas of America. Containing _—— 
maps of all states in the United States and its outlying 
sions, the provinces of the dominion of Canada, pare def 
Mexico, Central America, Panama, Berquda, the West Indies, 
Cuba and various other useful maps; also large continental 
maps of North America, South America, Europe, Africa, Asia 
and Oceania; and a new map of South America in five sections, 
including complete and revised indices with latest population 
figures for each country ... Chicago, Rand, McNally & com- 
pany, 1924. 


43 p. incl. 197 maps, @iagrs. 534”. 
(Continued on next card) 
Map 24-3 
cfigl, 
Rand, McNally & co. .«. Commercial atlas of America ... 
1924. (Card 2) 


At yt of title: Fifty-fifth edition. Rand, McNally. 
First publi 


List of alread, teazahp Hime and canaia information cooceraiog 
1 system, production, population and travel distance tables. 


1. U. 8.—Deser. & trav. —Maps. 2. Atlases. 1. Title. 


Map 4-8 
Library of Congress. Div. of maps 


aéigi, 


Rand, McNallv & co. 

. Rand M‘Nally commercial atlas of America. Containing 
large- -scale maps of all states in the United States and its out- 
lying the provi of the di of Canada, 
Newfoundland, Mexico, Central America, Panama, Bermuda, 
the West Indies, Cuba, and various other useful maps; also 
large continental maps of North America, South America, 
Europe, Africa, Asia, and Oceania; and a new map of South 
America in five sections, including complete and revised indices 

(Continued on next card) 
Map 26—11 





lel, 


.. Rand M*Nally commercial atlas 

of America . 
with latest population figures of each country 
Rand M‘Nally & company, 1925. 

431 p. incl. 210 maps. diagr. 58)”. 

At head of title: Fifty-sixth edition. 

rust « oaitien 


the pessal eyetes, 


Chicago, 


steamship lines and canals, information concerning 
Production, population and travel distance tables. 


1. Atlases, 2. U_ 8.—Desecr, & trav. —Maps. 

Map 2%—11 
Library of Congress. Div. of maps 
Copyright A 815671 adlel, 


Rand, McNally & co. 

Rand M‘Nally commercial atlas of America. 57th ed. 

New York, Chicago ete, Rand M*Nally & company (1926, 
646 p. incl. 234 col. maps. S4™. 

ent she ee nad leading products, exports, imports and 

a Secale lines, ‘connections ‘and distances between ports, railroads, 

jane distance tables, 


septation, oe. 
This edition contains maps of the tates Gade catty ol ee 
maps of the United States uot found 


1. Atlases. 2 U. S—Description and travel—Maps. 


Library of Congress Div. of maps 
Copyrght A 883604 h 
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Rand McNally commercial atlas. 59th ed. New York, 
Chicago ,etc., Rand McNally & company ;°1928, 
528 p. incl. 252 col. maps. 59. 


ports, —y Ky Ft ai 
roads, travel 
Cy - t  E- 


1. Title. 1m. Title: Commercial atlas. 


Library of Congress Div. of mape 
Copyright A 1061685 (3243, 


Rand, McNally & co. 

... Commercial atlas. Gist ed. New York, Chicago ,etc., 
Rand McNally & company ,‘1930, 

554 p. incl. 240 maps (part col.) 53™. 


tay ym an atias of the United States. with world maps, a few 
maps of foreign countries, and extensive statistics. 


1. U. 8.—Desecription and travel—Maps. 2. Atlases. 1. Title. 
Map 304 
Library of Congress. Div. of maps 
Copyright A 18528 (a38gl, 


Rand, McNally & company. 
Rand M‘Naliy commercial atlas. Sixty-third edition. New 
York, Chicago ,ete., Rand M:Nally & company ,*1932, 
548 p. incl. 354 maps (part col.) SB. 


Primarily ap atias of the United = with world maps, a few maps 
of foreign countries, and extensive 


1. U. 8 —Deser. & trav—Maps. 2. Atlases. 1. Tithe : Commercial 
atlas. 


Map 32-42 


Library of Congress Div. of Maps 


15) 


Rand, McNally & company. 
Rand M*'Nally commercial atlas. Sixty-fourth edition, 
New York, Chicago ,etc., Rand M’Nally & company ,°1938, 
G41 p. incl. 302 maps (part col.) 53”. 
Sitaeiy on cee & Ge See Gee, Se cold eign 8 fe 
Ramet: and extensive statistics. 
density by county is shown on maps of the states of the 


1. U. 8. —Deser. & trav.—Mapa. 2. Atlases. L Tithe: Commercial 


33-32 
Library of Congress Div. of Maps nt 


Copyright A 60825 3 


Rand, MeNally & company. 

Rand M:Nally commercial atlas. Sixty-fifth edition. New 
York, Chicago ete. Rand M*Nally & company (“1934, 

533, (2), 12) fold. p. inel, 290 mays (part col., part fold.) 3 fold. tahjes. 
se. 


Primarily an atlas of the ee a world maps, a few 
of foreign countries, and extensive sti 

“ sere ecaity by county 1s shown on maps of the states of the 

United States. 


1. U. 8.—Deser. & trav—Maps. 2. Atlases. 
atlas 


1. Title: Commercial 


Map 34-40 


Library of Congress Div. of Maps 


New York etc, Rand M*Nally & 
, “1935. ? 
“ame 100 meee fperiseest on ent east) 
Map 85-78 
tl 
9 


Rand 
Rand, MeNally & co. Rand M‘Nally commercial atlas ... 
11985, (Card 2) 
a= 1985 road atlas. Supplement to Rand M*Nally commercial 
| Dy ~} tla 
Index on t-p. 


1. U. 8.—Deser. & trav—Maps. 2 Atlases. 1 Tithe: Commercial 


Map 35-73 
Library of Congress Div. of Maps 
—— —— Copy2 
Copyright A T9025 ft 
Rand, McNally & co. 


'y-seventh edition, New Yuh, Gling ain 
tau 1°1986, 

‘552 p. incl. 887 maps. 7 maps on & fold. p. 6 tab. on 6 fold. p. 53”. 
ot foreign countrien. snd extensive sentation ee 
as teen density by counties is shown on maps of the states of 

(Continued on next card) 


a8 oy 
ect, = 


Rand, McNally & co. Rand M:Nally commercial atlas and 
marketing guide... ,“1936, (Card 2) 

—— Rand M:Nally road atlas of the United States, Canada 

and Mexico ... Chicago, New York etc, Rand MiNally & 


104 p. incl. 106 maps (part col.) 403”. 

On cover 1936 road atlas. Supplement to Rand M!Nally commercial 
In pocket of main work. 

Index on t.-p. 


1. U. 8. —Deser. & trav.—Maps 2 Atlases. 1 Tithe: Commercial 
Map 38-58 
Library of a Div. of Maps 
Copyright A 91785 371, 


Sisty-sighth edition Now York, Chicage qe, Rend fio 
& company ,“1937, 
546 p. Incl. 829 maps. 7 maps on 6 fold. p. 6 tab. on @, fold. p. SB”. 
of seltmartly a atlas of the United States, with world maps, o fow maps 
of ee oun ane nae tatics. 
tion density by counties ts shown on mape of the states of the 
United States. 
(Continued on next card) 
Map 38-138 
Copyright A 104184 a 


Rand, McNally & co. Rand M'Nally commercial atlas ... 
1°1987, (Card 2) 


Gant cae ne iat atits of Go Full Gtm 


Canada and Mexico ... Chicago, New York etc, Rand 
M'Nally & company, *! 


$00: tad £80 mage toasted “oy. 
On cover: 1987 road atiaa. 

«an Supplement to Raed M*‘Nally commercial 
In pocket of main work. 


LU. S—Deeer. pe ® 2 Atese. L Title: Commercta! 
cits aud mdeine onte : Read atias of the United States. 


Map 88-138 
Library of Congress. Div. of maps 
* 
Rand, McNally & co. 
Rand M°‘Ni 


ally commercial atlas and marketing guide. 
Sixty-ninth edition. New York, Chicago ,etc., Rand M*Nally 
& company “1938, 

S| damptenteate (part col.) 7 maps on 6 fold. p., 6 tab. on @, fold. 


ney ee — 

. density by counties is shown on maps of the states of the 
United States. 

~~ Copy 2. 

Copyright A 115204 


(Continued oo next card) 
4041, 








Rand, & oo. 
(1988, (Card 2) 
—— Rand M:Nally road atlas of the United States, Canada and 
Mexico ... Chicago, New York ,etc., Rand M‘Nally & com- 

pany, #1988. 
104 p. inet. Ae} (part col.) 40)" 


Rand M:Nally commercial atlas ... 


On cover: 1988 road atlas Supplement to Rand M‘Nally commercial 
atlas service. 
Ip pocket of main work. 


1. U. S—Deser. & trav.—Maps. 2 Atlases. 1, Tithe: Commercial 
. marketing guide. u. Title: Road atias of the United States. 


atlas and 
Map 38-130 
Library of Cungress. Div. of maps 
14041, 

Rand, MeNally & co. 

Rand M'Nally commercial atlas and marketing guide. Sev- 
entieth edition. New York, Chicago ,etc., Rand M'Nally & 
company ,*1939, 


546 p. incl. 324 maps (part col.) 17 maps on 6, ;4; fold. p., 6 tab. on 6; 
fold. p. SBI™. « 


Primarily an atias of the United States, with world maps, a few maps 
of countries, and extensive 
density by counties is shown on maps of the states of the 
United States. 
(Continued on next card) 


4143, 


Map 0-24 


McNally & co. Rand M*Nally commercial atlas ... 
a (Card 2) 
railroad maps of the United States. Que. 
to Rand M'Nally commercial atlas service. 
Rand MvNally &.co.,*1907, 
cover-title, ST maps on 48 p. 51 x 23". 
t teeta title: 1987 handy railroad maps of the United 
States... (1987, 


1 U. 8—Descr. & trav.—Maps. 2 Raflroade—U.8—Maps 8 Atlases 
1 Title: Commercial atias. 
Map 0% 


Library of Congress. 
Copyright A 126062 


Div. of maps 
14143, 


Rand M®‘Nally commercial atlas and marketing guide. 
Seventy-first edition. New York, Chicago ,etc., Rand M'Nally 
& company ,*1940, 

546 p. inci 323 maps (part col) 17 maps on 6 fold 1; 6 tab on 8 
fold. 1. 584”. 


Primarily an atlas of the United States, with world maps, a few maps 
of foreign countries, and ertensive statistics. 

density by counties is shown on maps of the states of the 

United States. 

LU. & Deecr. & trav.—Mape 2 Atlas L Tithe: Commercial 


Map 0-104 
Div. of maps 


Copyright A 137710 6 


Rand MeNally i rketing guide. 72d 
ed. Now York, Chicago ee 7 Nal & company 
1941, 


546 p. incl, 208 maps (part col.) 16 maps on 8 fold. 1, tab. on 3 
fold L Lo. 


Fetmasty on atten of tho Untied eaten, with world mage, 6 tow mage 





a — by counties is shown on maps of the states of the 
—— (Continued on next card) 
Map 41-11 
a0, 
Rand, McNally & co. Kand M*Nally commercial atlas and 
marketing guide... 1941, (Card 2) 


—— Rand M'Nally road atlas of the United States, Canada 
and Mexico ... Chicago, New York etc, Rand M'Nally & 
company, “1941. 
. 112 p tinct ST maps (part col) 40)™. 
On cover : 1941 revised and improved road atlas; supplement to Rand 
Issued in pocket of the main wort. 


& trev. 2 Atlases, 3 U. S—Econ. condit— 
1 U. S—Deeer. —Mape. 


Stat. + Tithe: Commercial atlas and tm. Title: Road 
atten of the Unitea Btates. Map 41-11 
Library of Congress. Div. of maps 
110 


LIBRARY OF CONGRESS 


Rand, McNally & co. 

. Commercial atlas of foreign countries, a companion vol- 
ume to the Commercial atlas of America, containing maps— 
showing all recent boundary changes—of all the countries and 
principal political divisions of the world outside of the United 
States of America, and detail maps of important islands, cities 
and p rts, with an alphabetical index of more than 150,000 
place names and names of physical features, with key to loca- 
tion on map; latest available population figures; chief ports of 
call; many. industrial, commercial and historical notations; al- 

(Continued on next card) 


Map 21-7 
(33k1, 


a MeNally & co. 

(Card 2) 
ante of principal mountains, lengths of chief rivers, and 
depths of principal lakes. 2ded. Chicago, Rand, McNally & 
co., 1921. 


(221), 117-348 p. incl. TS maps. Sd*. 
At head of title: Rand McNally 


.. Commercial atlas of foreign coun- 


Map 21-7 
Litrary of Congress Div. of maps 


(33k), 


McNally & co. 

Rand, McNally & co,’s complete atlas of the world, con- 
taining colored maps, with marginal indexes, of every 
country and civil division in the world; also portraits and 
sketches of leading statesmen, generals, writers and in- 
ventors, —e with a complete and up-to-date ready 

ding the latest official population 
figures ay ia, for = United States and all the prin- 
4 wns, and villages of forei , een 

ork, Rand, McNall y & co., 191 


rtp incl. 120 col. mann, ports, i 
ose -—Coutaine _ eee 





the same maps as 
i Albers ad Sackatchewsn 
i — New York city.— 


cities 
Brooklyn — Pi .—Phil- adelphia. — Baltimore. —Washington, 
D. Ea Foncnmat Chicago Cleveland. — Detroit — Milwaukee — 
St. Paul — Minneapolis. Louis.— Kansas City, Kan, and Kan- 


sas City, Mo—New Or- leans.—San Francisco. 
Library of Congress Div. of Map 18-2 
McNally & co. 


Rand MeNally complete atlas of the world, containing 
maps of all countries of the world, with the new bounda- 
ries thus far determined under the peace treaties, and 
maps of the «tates and territories of the United States, 
also, the Covenant of the League of nations and the reser- 
vations thereto ax adopted, but not finally ratified, by the 
United States Senate, and a summary of the great issues 
in Congress since 1916, with a tabulation showing the vote 
of each congressman and senator on these issues. Chi- 
omme,) New } Spe Pm Rand, a & co. (1920 

incl. ¥ 
ty’ ty 
Map 21-4 


Library of Congress Div of maps 


1823¢2) 


Rand, McNally & co. 

Complete atlas of the workl, containing maps of all coun- 
tries of the world, with the most recent boundary decisions, 
and maps of all the states, territories, and possessions of the 
United States, with population figures from the latest official 
census reports, also data of interest concerning international 
and domestic political questions Chieago, New York, 
Rand, McNally & co. ,1922, 

291 p. incl. 119 col. maps, 8 col. pl. 367". 

Same as their Ideal atlas of the world (1922, omitting 1 diagram, 
“The religious of the world”, and 15 pages of additional text following 


1. Atlases. 
Map 22-16 
Library of Congress Div. of maps 
eaiel, 
~~ McNally & co. 
Road ically & atlas of the new Europe ... ;Chicago, 
eNally & co., 1919, 
cover-title, 32 p. incl. 16 col. maps. 354°". 
Text on inside of covers. 
1. Atlases. 
Map 21-1 


Library of Congress Div. of maps 


2, 


Rand, McNally & co. 

Eighty views of Washington and its neighborhood. 
Reproduced from recent photographs. Chicago and New 
York, Rand, MeNally & co., 1899. 


64 p. illus. 16)x 22)". 


1. Washington, D. C.—Deser.—Views. 1. Title. 
, 2150 Revised 
Library of Congress F199.RI7 
Copyright 1899. 30089 r20d2 
Rand, McNally & oo. 

Rand-McNally encyclopedia and atlas of the world ... 
Rev. ed. Chicago and New York, Rand, McNally & 
co., 1898. 

2v. illua fol. 


Dee. 14, 8-102 


Library of Congress, no. Copyright. 


Rand, McNally & co., publishers. 
Rand, McNally & co.’s enlarged business atlas and 
— guide, containing large-scale maps of all states 
territories in the United States, of the Dominion of 
Canada, the republic of Mexico, Central America, the 
West Indies, Cuba, » Festa — Hawaii, the Philippines, 
Japan and China... 37th ed. Chicago, Rand, McNally 
& co., 1906. 


xxxy, (1), 333 (i. ¢. 369) p. incl. 106 col. maps, diagr. 5347 
1. Atlases 


Maps 6-9 
Library of Congress 


Copyright A 140529 


Rand, McNally & company, pub. 

Rand, MeNally & co.’s enlarged business atlas and ship- 
pers’ guide, containing large-scale maps of all states and 
territories in the United States, of the Dominion of Can- 
ada, the Republic of Mexico, Central America, ay Nas 
Indies, Cuba, Porto Rico, Hawaii, the Philip, 
and China ... 38th ed. Chicago, Rand, Met ally e = 
pany, 1907. 


379 (i. ¢. 411) p. incl. 109 maps, diagr. 53™ 


Maps 8-15 


Library of Congress Div. of maps and charts 


(Copyright 1907 A 186198) 


Rand, McNally & company, pub. 

Rand, McNally & co.’s enlarged business atlas and ship- 
pers’ guide, containing lar maps of all states and 
territories, in the United States, of the Dominion of Can- 
ada, the Republic of Mexico, Central America, the West 
Indies, Cuba, Porto Rico, Hawaii, the Phili lippines, Japan, 
and China ... 39th ed. Chicago, Rand, ally & com 
pany, 1908. 

397 9. inci. 106 col. maps, diagr. 53™. 


Maps 87 


Library of Congress Div. of maps and cha’ 


(Copyright 1908 A 198383) 


Rand, McNally & co. 

Everybody's new census atlas of the world ... histori- 
cal, descriptive, and statistical matter based on the latest 
available information ... Chicago, New York, Rand, Mc- 
Nally & co., 1901. 

1pi, 2p. 1 ihe fol 







Library of Congress Copyright 





Rand, McNally & co. . 


Facts you should know about Ohio ... 


: Chicago, New 
York, Rand, MeNally & company, 1922. 


17 p. illus (map) 15™ 

1. Ohio. 1. Title 

Library of Congress F491.R16 — 
Copyright A 689204 2, 
Rand, McNally & co. 


Famous art reproduced; being a collection of artotype en- 
gravings of noted modern paintings and sculptures of all 
schools and from all nations, with descriptive and critical text. 
Chicago, Rand, McNally & company, 1895. 

244 p. tus, 28) 2345". 


1. Paintings. 2. Sculpture. 3. Chicago. World's Columbian exposi- 
tion, 1883. L Title. 


21451 
Library of Congress 


Copyright 1895: 28008 


N4500.R2 Follo 
(a33b1, 


Rand, McNally & co. 

Rand-McNally 15¢ pocket atlas of the world, containing 
colored maps of all the states and territories in the United 
States, the provinces of the Dominion of Canada, and of every 
country and civil division upon the face of the globe. United 
States census, 1900. Foreign cities, 1901. Chicago and New 
York, Rand, McNally & company, 1902. 

2 p. L, (11)-286 p. incl. 119 col. maps. 14)*. 

Published also with title: Rand-MeNally pocket atlas maps of the 
wor! 


1. Atlases. 1. Title: 15¢ pocket atlas of the world. 


Library of Congress Div. of Maps 


Rand, MoNally & oo. 


Fifty - sane of Boston ; reproduced from recent pho- 
tographs .. . Chicago and New York, Rand, McNally 
& co., 1895. 

48 pp. illus. 
F73.5.R21 


obl. 16°. 


1-1BiW—M) 


Rand, McNally & co. 


Fifty panes 4 cma reproduced from recent pho- 
tographs ‘ cago and New York, Rand, McNally 
& co., 1898. 

54 pp. illus. obl. 16° 
F73.5. R22 

1-12s—M 1 
Rand, McNally & co. 


Fifty glimpses of Boston ; reproduced | from recent pho- 
tographs of its public b 
a streets, and harbor. Chicago and New York, 

nd, McNally & co., 1900. 


3p. illus. 





16} x 225. 


1. Boston—Descr —Views. 


July 25, 1900-155 


Library of Congress F735.R23 Copyrigit 


CATALOG OF PRINTED CARDS 


Rand, McNally & oo. 
ai glimpses “4 Philadelphia a vieini Repro- 
rom recent — 8. Chicago and 
Rand, MeNally & co., 1900. - ‘ end Kew _ 
56 p. of illus. obi. 16° 
Aug 2, 1900-139 


Library of Congress (Copyright 1900 A 15909) 


Rand, McNally & co. 
A geographical handbook of the counties, cities and princi- 
towns of the United States. New York, Chicago ,etc., 
, M*Nally & company ,*1932, 
175 p. 1 tus 27". 


1, U. S.—Deser. & trav.—Gazettecrs. 1. Title. 
32-1782 

Library of Congress E154. R28 
— —— Copy 2 
Copyright A 40845 e e173 
Rand, McNally & co. 

Rand M'Nally ical handbook. Chicago, New York 
yetc., Rand, M*Nally & company ,1942, 

1228p Wx. 


On cover: & treed tates of Go Sutees Ste. All counties, all cities 
and towns of over 100 population. New census 


1. U. 8.—Descr. & trav. —Gazetteers. 
42-5013 
Library of Congress EM4.R28 142 


3) 0173 


Rand, McNally & compagy, pub. 

The globe handbook. Chicago, New York, Rand Me- 
Nally & company (1925, 

1p. lL, vex, 48p illus. (incl. maps) pl 19°. 





1. Globes. 

25-2247 
Library of Congress GA263.R3 
Copyright A 873328 2 
Rand, McNally & co. 
The handbook and ng index for use with 
Rand ally indened world globes = . New York, Chicago 


yete., Rand M'Nally & company, 1936. 


32 p. loci. map, diagrs. 26°. 
world. ,°1986,) 


Table of contents on ¢.-p. 


[ Wéth its Ready-reference atias of the 


1. Globes. 


Library of Congress. Div. of maps 


Rand, McNally & co. 
Greater New York illustrated. Over one hundred and fifty 
photographic views of the foremost city of the western hemi- 


sphere. Chicago and New York. Rand. McNally & company, 
1898. 


249 p. incl. plates. 202 27° 
Plates: p. 5-249 


1, New York (City) Deser.—Views. t Title 
1-14742 Revised 
Library of Congress F128.5.R17 
Copyright 1897: eg052 3142, 


il 


Rand, McNally & co. 
Greater New York illustrated. Over one hundred and 
a views of the  Soompens ey & Bo west- 
ere. Chicago and New York, Rand, McNally 
pri % 


255 p. of illus. 19 x2™. 
Printed on one side of leaf only. 


1. New York (City)—Deser—Views 1 Tithe. 


Library of Congress 
Copyright 1899: 318s 


FI2BS RIB 
(2642, 


Rand, McNally & ce. 
Rand McNally to San Francisco, Oakland, Berkeley, 
and environs of bay cities ... New York, San Francisco 
rete., Rand, McNally & company ,*1925, 
Ip, vil, 1), 220p tus, maps (1 fold) 19°. 


1. Sen .—Geide-books. 2 Oakland, Oaltf —Deser.— 


Guidebooks 8 Berkeley, Calif. — Descr.—Guide-books 4 Callfernie— 
Descr & trav. —Gaide-books. 
+7) 


Library of Congress 


Rand, McNally & 


eye 
renee ene cities ... Ed. of 1987. New Y: : 
San Francisco ,etc., Rand, McNally & company, 1927. 

188 p. lus, maps (1 fold.) 19°. 


Library of Congress Fees.Ri7T2 1927 
—- -——- Copy 2. 
Copyright A 1081085 es 

Rand, McNally & co. 


Guide to the National exposition of railway appliances, Chi- 
cago, Thursday, May 24, to Saturday, June 23, 1883. With 
diagram showing the names and location of exhibitors. Also 
an illustrated guide and map to the city of Chicago. Chicago, 
Rand, McNally & co., 1883. 

160 p. ius. fold. map, fold. plan. 20°. 

matter 





1. National exposition of railway appliances, Chicago, 1883. 2. Chi- 
Descr —Guide-books. 1 Title. 


6 27 
Library of Congress Tre.co 
a33b1, 
Rand, McNally & co. 
van Cine of the Holy Land. New 


ally historical 
ork, Chicago ,etc., Tend Me-Malty & company ,"1938, 
22 p. inc. col. maps 80x 24". 


. ae pa 2 Palestine—Historical geogre- 
phy—Mapa 8. L Tithe: Historical atlas of 
the Hoty Land. 
Map 88137 
Library of Congress. Dtv. of maps 
aaih2, 
Rand, MeNally & co. 

Rand M‘N i atlas of U. S. A 
1650-1926 ... New York, McNally & company, 
“1926. 

22 p. incl. 19 col. maps, Mies. diagr. 207”. 

1. U. 8 —Iistorical geography—Maps. 1 Tithe. 

Map 31-13 

Library of Congress Div. of Maps 


Coprright A 883111 





etek 
ltt 
Hit 

ties 

t iF 

sir 

i | 

F 


7 
ip 
: 
on 


vote of cach 
New York, McNally & co, 1921. 
Dp. incl. 3 MA, 304 mare. 364". 

Same as their “omnplete, las of the 1920", with a few slight 
changes and the addition of “An alphabetical list of all the incorporated 
cities, towns and villages and counties in state. terri and pos 
session of the United States. including Alaska, Hawaii, Philippine 
Islands and Porto Rico, with population figures frum the 
census of 1930.” 

1 Atlases. 


& co. 

Rand M:Nally illustrated atlas; maps, pictures, descrip- 
tions covering the Chicago, Rand MiNally & com. 
pany ,*1937, 

4 p. incl. 54 maps (part col.) illus. 334*. 


1. Atlases. 1. Tithe: Iustrated atlas. 


Map 38-6 
Labrary of Congress. Div. of maps 
Copyright A 103083 ra 
Rand, McNally & co. 


bergen Agr ese wat = ey yam Ieee = 
covering the world. Chicago, Rand M'Nally & company ,°1938, 
4p. imei 53 mape (part col.) illus. 8847. 


1 Atlases. 
Map 40-109 
Library of Congress. Div. of maps 
Copyright AA 504888 my 


Rand, McNally & co., pud. 
The Pm Kang ness mf indexed atlas of the Dominion of 
- containing detail maps of the colonics and 
poate ef te — t,.f ES At. 


with a ive index for each map and 





Maps 5-7 
Div. of mape and charte 


Rand, McNally & co. 

. Rand, McNally & co.'s Indexed ome we Bo - — 
taining large scale maps of every country 

upon the face of the globe. together with historical, statistical 
and descriptive matter relative to each .. . accompanied b; ... & 


turns of 1880. Chicago. Rand. McNally & 1883. 
MO  depnddee 173 maps (part eo ant cle, Gia. 
oar head of tite: Eighth edition. 

1 Atlases. 1. Title: Indexed atlas of the world. Map 38-01 
Litrary of Congrem. Div. of maps 


ia 


LIBRARY OF CONGRESS 


Rand, McNally & co. 

Rag x app pliant ponent ye = Sy . Con- 
taining maps - ae and civil division 
upon the face of the globe . with torical, dwcp 
tive, statistical matter cduiiee te amb to each . by .. 

& ready reference index ... Chicago, New “Toke Rand, Me- 
Nally & co. ,1898, 
2y. Sy. 
At head of title: ;v. 1; Foreign countries; :v. 2; United States. 


1. Atlases. 2. U. 8.—Descr. & trav.—Maps. 


9O—1744 
Library of Congress (82e1, 


Rand, McNally & co. 
emp GES pga Lak Be eX 
Containing scale maps ony oy ae civil divi- 
ae ses Co en ot OS ee with historical, 
statistical matter relative to each . 


pend by ly reference index Chicago and Ni 
ork, Rand, McNally & company (1000, - 


2. maps, diagrs 65)". 


At bead of title: «v. 1, countries ; United States. 
te cv. 1; Foreign od 


1. Atiases, 
Map 37-40 
Library of Congress. Div. of maps 
a 
Rand, McNally & co. 
Rand, , McNally & co. "s Indexed atlas of the world, with 275 
i Historical ith a 





ae index to each map. Chicago, New York jete, Rand, 
MeNally & company ,°1905,-06, 

2. maps (part col.) 534x304". 

Paged ory 4 ae 8p. 1, 5-274 (4. ¢. 382) p.; v. 2: will, 274a- 
‘214b, 275-27 (4 

Pages 17- =21 wanting in Le C. copy. 

Contents. —v. 1. United States. 1906.—v. 2 Foreign countries. 

1. Atlases. 1. Title: Indexed atlas of the world. 

Map 38-92 
Library of Congress. Div. of maps 


ca) 


Rand, McNally & cempany, pwd. 
_,, Rand, , McNally & ¢ co. 's indexed atlas of the world with 275 


London ,etc., Rand, McNally 4 & company, 1907. 
2. So. 





Conrenrs.—+. 1. United States.—v. 2. Foreign countries. 


Maps 7—16 





Library of Congress ir41b2, 


Rand, McNally & co. 
Rand, mony & co.'s indexed county and township 


E'New York, Rand, McNally & eo, 190” “NOMS? 


May 10, 1900-0 
(Copyright 1900 A 7019) 


Rand, McNally & co. 

Rand, MeNally & co. ’s indexed county and townshi 
pocket map and shippers’ guide of North Dakota ... Che 
cago & New York, id, MeNally & co. :1900, 

16 p. map. 16°. 


May 10, 1900-51 


Library of Congress (Copyright 1900 A 7022) 


Rand, McNally & co. 

Rand, McNally & co.’s indexed county and township pocket 
map and shippers’ guide of Oregon ed by a new and 
original compilation and ready reference index... Population 
is given according to the latest official census. " Chicago and 
New York, Rand, McNally & co. ;*1900, 

27 p. fold. map. 16). 


1. Oregon—Descr. & trav.—Maps. 2. Railroads—Oregoo—Maps. 
Library of Congress r41b2, 


Rand, McNally & co. 


Rand, McNally & co.’s indexed omy and won 
pocket map and shi an = ide of South Dakota... Chi- 
bago & New York, Rand, McNally & co. 1900, 

21 p. map. 16°. 


May 10, 1900-52 


Library of Congress (Copyright 1900 A 7026) 


Rand, McNally & co. 

. Rand, McNally & co.’s indexed county map and — 
guide to Nova Scotia, New Brunswick, and Prince Edward 
island, accompanied by a new original compilation = 
ready reference index ... is given 
the latest official census. Chistes and New York, Rand, } Me. 
Nally & co. °1900, 

Sv.inL fold. ma. 19". 


Cover-tt 
oe bend of titte: Nova Scotia, New Brunswick, and Prince Edward 


1. Nova Scotia—Descr. & Py yt 2. Rallroads—Nova —— 
Maps. 8. New Brunswick—Descr. & ek 4 Ral! 
Brunswick — Maps. 5. Prince Edward island hae tas tee 
6. Ratiroads— Prince Ed- ward island—Mape. 
0-9088 Revised 
Library of Congress 


Copyright 1900 A 8400- 





8402 
yr4ib2, 


Rand, McNally & co. 
das ob Moaieke smonpented ty © now ant entgfnal eam 
f Manitoba ~ Padlagg Bae yong mt 


Rand, McNally & co. ,“1900, 
Op. fold. map. 16)”. 


1. Manitoba—Deser. & trav.—Maps. 2. Rallroads—Manttoba—Maps. 
0-8087 Revised 


Library of Congress praibe, 


ry 

po: in each state, as the 

cities and towns of foreign countries. FLT ~ 
(Continued on next card) Megs 16-1 








“oe 











International atlas of the world 


Rand, McNally & co. 
«. (Card 2) 


ence index on the in of each map... Chicago, New 
York, Rand, McNally & co., 1915. 

2p. L, xx, 329 p. incl. 105 col. maps, 25 col. pl, 4 diagr. 364™. 

aaa Eaten — Gale wo of engtion & ha tet Gt Oh b at 0 
revised, an essentially new atlas ...” 


1. Atlases. 2. U. S.—Deser. & trav.—Maps 


Maps 16-1 


Library of Congress Div. of maps and charts 


Rand, McNally & co. 


Rand MeNally international atlas of the world, contain- 
ing large scale i me | rug 4 ae state, — and 
outlying possession e tates, i 
of pinks and every country in the world, as map ac- 
companied by a page of letterpress, covering area, popu- 
lation, resources, industries, climate, etc., of each state or 
country, with an alphabetical index, giving the name, ‘oca- 
tion, and population of every county, city, and incorpo- 
rated villege in each state, as well as the principal cities 

(Continued on next card) 


2 
22, _ 
Rand, McNally & co. Rand McNally international 
atlas of the world ... (Card 2) 


and towns of foreign countries; also a ready reference 
index on the margin of each map... Chicago, New York, 
Rand, McNally & co., 1921. 


391 p. incl. front., 23 col. pl, 114 maps, 4 diagr. 364™. 


1. Atlases. 


Map 22-7 
Library of Congress Div. of maps 


(3232 


Rand, McNally & co. 

Rand MeNally international atlas of the world, contain- 
ing large scale colored mone of each state, territory, and 
outlying possession of the United States, the provinces of 

and every country in the world, each map accom- 


ated village in each state, as well as the principal 
and towns of foreign countries; also a refi 
= Ge margin of each map. 


dex 
Rand MeNally & compan: 

0p nl Ben 19 cot mee, 4 dine. 3am. 

1 

Library of Congress Div. of maps Map 25-4 
Rand, McNally & co. 


Rand M‘Nally international atlas of the world containing 
large scale colored maps of each state, territory, and outlying 
possession of the United States, the provinces of Canada, and 
every country in the world, each map accompanied by a page 
of letter press, covering area, popul ion, resources, industri 





ete., with an index, giving the name, 
pe Fw pe kg A FT, A 
porated village in each state, as setups dient 
towns of foreign countries; also a ready index on the 
margin of each map. Chicago, New York, Rand M*Nally & 
bev tev 
. i a 
a lca 


volumes, containing over two hundred maps end 
index ... Chicago, New York, Rand, McNally & company 
"1912, 

ay. oe. 


Labrary of Congress Div. of Maps 


(3te1, 


CATALOG OF PRINTED CARDS 


Rand, McNally & co. 


--» Maryland, D. C. and Delaware. Chicago, Rand, McNally 
& co., 1900. 

Ovlored political accompanied 
tet has a EN ans ret ent tmp 
pocket map und shipper's of Maryland and Delaware. 

Seale 1 inch to 11 miles, 


1, Maryland—Deser. & trav —Maps. 2. District of Columbie—Descr. 
& trav —Maps. 3. Delaware—Descr. & trav.—Mapes. 


Rand, McNally & co. 
N atlas of the world. colored 
map of ll the sate and terviorc in the Unie Stas 
P' o page 
f country and civil division the face of 
the globe. Chicas, New York, Rand, MeN 
1 


00. 
satay eae 174". (Helf-tite: Complete handy atlas 





Library of Congress Div. of mape and charts 


Rand, McNally & company. 








New handy atlas of the world, colored 

United States and every of il the eas ana tarcitorian inthe United Staten ana the 

country upon the face of the globe, with full ptive mat- vinces of the dominion of Canads; full page er 4 
pain pak Go Sa Sad aes ee and civil division pe th hw ft abe 

« together with » cycloped useful cago, New York, Rand company 7 

portraite of the presidents of the United States and the signers 96 p. inch. 117 col. mapa. 18). 





publishing company, 1889. 
501 p. incl. 117 maps, fllus., ports., diagrs. 179”. 
1. Atlases. 1, Title: Model atlas of the world. 
Map 35-43 
Library of Congress Div. of Maps G1019.R38 
——— Copy 2. ca 


Rand, McNally & company, pub. 
New atlas of the state of Minnesota. Chicago-New York, 
Rand, McNally & company, 1907. 


100 p. incl. 8 pl, 42 maps, 3 tab. facsim. 2 fold. maps. 86)”. 


Map 1-6 
Library of Congress Div. of maps and charts 
Copyright A 158083 a27al, . 
Rand, McNally & company. 

Rand-MecNally new catalogue of globes, atlases, 
ete. ... 1902. 2ded. New York, , Rand, Mo- 
Nally & company 1902, 

10 p. ilu. 23. 

1. Maps. 2 Atlases. 3. Globes 

E 10-14 


Library, U. S. Bur. of Education LB3265.M3R2 


MeNally & co. 
Rand, McNally & co.’s New dollar atlas of the United States 
and Dominion 


Rand, McNally & co. Rand, McNally & co.’s New dollar 

a and Dominion of Canada ... 
mileage; cereal products ... Chicago, Rand, McNally & com- 
pany, 1884. 


128 p. incl. 57 col. maps, illus, diagrs. 20". 


1, U. 8.—Deser. & trav—Maps. 2. Cansde—Descr. & trav 
New dollar etlas of the United States. pris: Delian enkes 


44 
2 
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Cover-title: Complete handy stlas of the world. 


1. Atlases. 1 Title 


Library of Congress Div. of Maps 


Rand, MeNally & co. 


printed in colors, also ... a new, complete and 
index to the state of Indiana ... Chicago, New 
McNally & co., 1908. 


104 p. inci, 8 col, pl, 70 col. maps, 2 diagr. 2 col, fold. maps. 36)™. 


Library of Congress. 
Copyright A 210727 


Rand, McNally & co. 


ldieiel 


their 

ty 
ork, Rand ‘ally & company, 1914 
2p. 1, 192 p incl. 218 Gol. mapa. 96) x 20)". 





1 Atlases. 
‘Map 00-49 
Library of Congress. Div. of maps 
2 
Rand, McNally & co. 


‘ial i Rand, McNally & company; The Continental 
publishing co., 1887. 
731 p., 4 fold. L inel. 168 mape (part col.) front, illus, diagrs. 879". 


1 Atlases. 1. Tithe: New atlas of the world. 
Map 38-03 
Library of Congress. Div. of maps 
12) 
Rand, McNally & oo. 

Rand MeNally new reference atlas of the world and 
war. Containing detailed maps of war 
re- 








McNally & co. Rand bear, = new reference 
atlas of the world and the war... (Card 2) 
indexes with p iati lation figures, and 


and p 
many other features of aa thy fora complete comprehen- 
sion of -the war situation. Chicago, New York, Rani, 
MeNally & co. (1918, 
148 p. incl. 67 col. maps. %6)* 


The cight strategic maps of Furopean war areas are accompanie: 
akey and a separate index to accompany each man. Contains -~ Bd 


map of United States, and an industrial map of the United States. 
1. Atlases. 2. European war, 1914- —Atlases 
Map 19-3 
Library of Congress Div. of maps 


3 


Rand, MeNally & co. 

Rand-McNally new standard atlas of the world, containing 
large scale maps of every country and civil division upon the 
face of the globe. Illustrated by colored diagrams, showing 
area, =e .. wealth, = chief productions, statistics 
of fi ete. Accom- 
panied by a ... * peady ~ h.. index ... Supplemented by 
United States official census of 1900, by counties, i 
cities, towns. boroughs. and villages of each state and territory. 
Chicago and New York. Rand, —e | & company 11901, 

rey af p. |, 873 p. incl. 254 col. diagrs. 
157-160 wanting io L. C. copy. 

1 Title: New 











1. Atlases. standard atias of the world 
Map 38 94 
Library of Congress. Div. of maps 
12) 


Rand, McNally & co. 
1937 handy railroad maps of th~ United States. S 


LIBRARY OF CONGRESS 


Rand, McNally & company. 

125 photographic views of bas ap in the order in which 
they may be seen most conveniently during a tour about 
the &. —— New York, Rand, McNally & com 
pany (192 

12) p., 62 vy 134 x 20". 

Illustration on p. 2 of cover. 

Plates printed on both sides. 


1. Chicago—Descr —Views. 


Library of Congress F548.5.R514 alee 
Copyright A 622519 a 
Rand, McNally & co. 


One hundred photographic views of Chi 
cago and Nev; York, , MeNally & co. (“1 

1 p. L, 132) p. of illus. front. 134 x 20)™. 

Part of the illus. are accompanied by descriptive letterpress. 


1. Chicago, Ill —Deser —Views 


douse 
Library of Congress TSMBSRS Copyright 


—— Copy 2 


Rand, MoNally & 00., pu, 





to Rand M:Nally commercial atlas service. “Chica Rand 
M'Nally & co., *1937. 
cover-titie, 48 p. loci, 57 maps. $1 x 23". 


1. Ratiroads—U. 8.—Maps. 1. Tithe: Handy ratiroad maps of the 


United States, 
Map 388120 
Library of Congress. Div, of maps 
Copyright AA 233737 a40e1, 


Rand, McNally & co. 

One hundred and twenty-five photographic views of 
Chicago; the most complete collection ever ae & 
thle Sore. Chicago and New York, Rand, McNally & co. 
f 


1p.l, 5125p front, illus. 14 x 2y™. 


1. Chicago—Descr.— Views 





1237986 
Library of Congress FS48.5.R51 
Copyright A 2659946 
Rand, McNally & co. 
One hundred and twenty-five pho! phic views of 
Chicago; a of reprod: ph 
of the most prominent streets, buildi statues, me 





scenes, and other features of interest in the city. 
cago and New York, Rand, McNally & company tion 
17 p itus 14x 2)". 25 
Cover included in pagination 


1. Chicago—Deser —Views t Title 
13-1130 


Library of Congress 
Copyright A 347399 


FS48.5.R512 


Rand, McNally & co. 
One hundred and js pao -five Day ~  & views of 
of the raves Saeed streets, buildings, statues, park 
t ues, pa 
scenes, and other features of interest in the city. Chi- 
cage end How York, Rand, McNally & company (1916, 
a2 p. of Mus. 14x mi. 3S 
Iustrations on p. (2) and ih of cover. 





1. Chicago—Deser -- Views. 1 Tithe. 


17-1604 
Library of Congress FS48.5.RS13 


Copyright A 455019 


hic views of Asbury Park, Ocean Grove 
or vicinity. Chicago and New York, Rand, McNally 
& co., 1896. 
16 1. inel. pl. 16° 


F144. A7R1 
1-77 1 


Rand, MoNally & co. 

Rand, McNally & co.'s pictorial guide to Chicago 
What to see and how to see it. Chicago, Rand, McNally 
& co., 1884. 113 pp. illus. map. 16°. 


F548. 45. R2 1Re-1998 


Rand, MoNally & oo. 


Rand, McNally & co.'s pictorial guide to Chicago. Rev. 
and extended . Chicago, Rand, McNally & co., 1888. 
112 pp. illus., map. 16°. 


F548.45.R3 1-Re-1898 


Rand atlas maps of the world, containing 
yd ST Tho 
States, the of the Dominion of Canada, and 
country and ivil division upon the foce of the globe. “United 
States census, 1900. Foreign cities, 1901. Chicago and New 
York, Rand, McNally & company, 1902. 

2 p. L, @lp-286 p. Incl. 119 col. maps. 144”. 

Publiabed slso with title: Rand-MeNally 15¢ pocket atlas of the world. 


1. Atlases. 1. Title: Pocket atlas maps of the world. 
Map 35-46 
Library of Congress Div. of Mapes 
2 
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Rand, MeNally & co. 
Political atlas for 1928. A compendium of facts and fig- 
ures, p and p the men and the 





issues of the presidential campaigns. Chicago, New York. 
Rand, McNally & company, 1928. 


lp. l,616p. Mus. (ports, double map) 34)”. 
“107 years of American immigration”: p. :2, of cover. “United States 
it; interest-bearing debt 


debt and the acts 
outstanding, September 30, 1927": p. ;3, of cover. 





1. Presidents—U. 8. 2. U. 8.—Pol. & govt. 1. Tithe. 
28-11191 


Library of Congress JK526.1928.R3 
— —-— Copy 2. 
Copyright A 1061528 fe] 
Rand, McNally & co. 


117 p. illus 31px 26". 


1. Geography—Text-books—1870- 


Library of Congress GIZ7 R14 


Rand, McNally & co. 

Premier atlas of the world, containing maps of all countries 
of the world, with the most recent boundary decisions, and 
maps of all the states, territories, and possessions of the United 
States, with population figures from the latest official census 
reports, also data of interest concerning international and do- 
mestic political questions. New York, Chicago, Rand, Mc- 
Nally co. ,1923, 

291 p. incl. 118 maps, 3 diagr 30)". 

= heir atlas of the world ... (1922) with the addition 
itled, “Popular cn of Mackenzie”. Contains map entitied, 
“Teamatrial map of the | United States" 


Map 24-1 
Library of Congress. Div. of maps 
yatlel, 


Rand, McNally & co. 

Premier atlas of the world containing maps of all countries 
of the world, with the most recent boundary decisions, wid 
maps of all the states, territories, and possessions of the United 
States, with population figures from the latest official census 
reports, also data of interest concerning international and do 
mestic political questions. New York, Chicago, Rand MNally 
& company /°1926, 


302 p. incl. 119 col, maps, tables, diagra. 30°. 


1. Atlases. 1. Title. 
Map 26-15 
Library of Congress. Div. of nape 


Copyright A 801818 Od, 


Rand, McNally & co. 

Rand M:Nally ready-reference atlas of the world. New 
York, Chicago ,ete.; Rand M‘Nally & company ,°1934, 

109 p. incl. 78 maps (part col.) Ulus., tables, diagre. 26". 


1. Attones. 1. Tithe: Rendy-reference atlas of the world. 
Map 35-47 
Library of Congress. Dit. of mape 
Copyright A T7008 dog 
Rand, McNally & co. 


Rand M!Nally ready-reference atlas of the world. New 
York, Chicago ,etc., Rand M'Nally & company ,“1935, 
160 p. incl. 77 maps (part col.) tus. tables, diagre, 26°. 


1. Atlases. 
Map s— 118 
Dibrary of Congress. hw of mane 
Copyright A 82502 adel, 

















Rand, McNally & co. ss 

Rand M'Nally ready-reference atlas of the world. New 
York, Chicago ,ete., Rand M'Nally & company ,1936, 

160 p. incl. 61 maps (part col.) tllus., tries, diagrs. 28". 
auZiit® this to bonne tie Gite handheck and prencuncing index .. 


1. Atlases. 
Library of Congress. Div. of maps 
Copyright A 190088 ry 


Rand, McNally & co. 

Rand M®Nally ready-reference atlas of the world. New 
York, Chicago ,ete., Rand M*Nally & company ,“1937, 

160 p. incl. 61 maps (part col.) illus, tables, diagra. 26°. 

Pages 57-72 are duplicated. 


1. Atlases. 
Map 0-106 
Library of Congress. Div. of maps 
Copyright A 190034 % 


Rand, McNally & co. 

Rand M'Nally ready-reference atlas of the world. New 
York, Chicago ,etc., Rand M*Nally & company ,*1938, 

160 p. incl. 61 maps (part col.) ius., tables, diagra. 267. 


1 Atlases. 


Library of Congress. Div. of maps 


Rand, MeNally & co. 

Rand M*Nally ready-reference atlas of the world. New 
York, Chicago ,ete., Rand M*Nally & company ,°1939, 

160 p. Incl. €2 maps (part col.) (Nus., tables, diagrs. 20°. 


1. Atlases. 
Map 0-108 
Library of Congress. Div. of maps 
Copyright A 134736 ro) 


Rand, MeNally & company. 

Rand M*Nally road atlas and guide to places of interest of 
the United States and eastern Canada ... Chicago, New York 
yete., Rand M*Nally & company, *1932. 

104 p. incl. 70 maps (part col.) 35)”. 


1. Roade—U. 8.—Maps. 2. Roads—Canada—Maps. 1 Tithe. 
Map 32-28 
Library of Congress Div. of Maps 
Copyright A 52750 ss 


Rand, McNally & company. 

Rand M*Nally roed atlas of the United States and eastern 
Canada ... Chicago, New York ,etc., Rand M'Nally & com- 
pany, “1933. 

96 p. Incl. 69 maps (part col.) 354". 


1. Roade—U. 8.—Maps. 2 Roade—Canade—Maps. 1. Title. 
Map 83 50 
Library of Congress Div. of Maps 
Copyright A 60824 2) 


CATALOG OF PRINTED CARDS 


Rand, MeNally & co. 

Sa OEY Sat an of Bo Witt esos eten 
Canade ... H New York ,etc., Rand M*Nally & com- 
pany, “1934. 

104 p. incl. 73 maps (part col.) 85y™. 


vU. 8— L — 2 — b _ 
i. S.—Deser. & trg¢—Maps. Canada—Descr. & trav. —Maps. 


Library of Congress Div. of Maps saecunias 


Copyright A 146814 os 


Rand, McNally & co. 
Rand M'‘Nally road atlas of the United States, Canada and 


Mexico ... Chicago, New York ,etc., Rand M*Nally & com- 
pany, °19:5. 
104 p. incl. 108 maps (part col.) 40)”. 


Index on t.-p. 
Published also as a supplement to Rand M*Nally commercial atlas. 


8.—Descr. & at A Oe aa Deecr. & trav.—Maps. 
8 Mesico--Deser. & tre —Mape. 


Map 35-74 
Library of Congress. Div. of maps 
—— —— Copy 2. 
Copyright A 80774 a40dl, 


Rand, McNally & co. 

Rand M‘Nally road atlas of the United States, Canada and 
Mexico ... Chicago, New York ,etc., Rand M*Nally & com- 
pany, °1936. 

104 p. incl. 106 maps (part col.) 40)". 

= cover: 1996 road atlas. Supplement to Rand M*Nally commercial 


atlas service. 
Index on t.-p. 


1. ©. eg he and Clay 2. Canada— Description and 
3. Mex' 


travel—Ma) Description and travel— Maps. 1. Tithe. 
n. Tithe: Commercial 
Map 36-60 
Library of Congress. Div. of maps 
Copyright A 91784 a3901, 
Rand, MeNally & co. 

Rand M:Nally road atlas of the United States, Canada and 
Mexico ... Chicago, New York ,etc., Rand M'Nally & com- 
pany, °1937. 

104 p. incl. 107 maps (part col.) 40)". 

Index on t.-p. 


LU. 8.—Desecr. & trav.—Maps. 2 Canada—-Descr. & trav.—Maps 
8. Mexico—Deacr. 


. & tray —Mape. 
38-7 
Library of Congress. Div. of maps — 
Copyright A 104183 3 


Rand, McNally & co. 

Rand M‘Nally road atlas of the United States, Canada and 
Mexico ... Chicago, New York ,ete., Rand M*Nally & com- 
pany, “1938. 

104 p. incl. 106 maps (part col.) 40)~. 

Index on tp. 


1. U. S—Deser. & trav.—Mape 2 Oanede—Descr, & trav.—-Maps 
3. Mexico—-Desecr. & trav. —Maps. 


Map 0-71 
Library of Congress. Div. of maps 
Copyright AA 257792 cy 
Rand, McNally & co. 
Rand M*Nally road atlas of the United States, Canada and 
Mexico ... New York, Chicago ,etc., Rand M*Nally & com- 
Pany, °1939. 


112 p. incl. 114 maps (part col.) 40)”. 

On cover : 1989 revised and improved road atlas, Supplement to Rand 
commercial atias service. 

Index on tp 


1. United States—Descr. & trav —Mape 2 Cansda—Descr. & trav — 
Mapa. 3 Mexico—Descr. & trav.—Maps. 


Map © 108 
Library of Congress. Dtv. of maps 
Copyright AA 234250 th 
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Rand 
Rand, McNally & co. 
Rand M'Nally road atlas of the United States, and 
Mexico ... New York, Chicago ,etc., Rand M'Nally & com- 
pany, °1940. 


eran 114 maps (part col.) 40)". 


1040 tition, revised and improved Rand MUNalty 
eta —United Beaten Ounnte ene —< 


trav—Mapa. 1. Title: Road atlas of the United 
States. 
Library of Congress. Div. of maps etnind 
& 
Rand, McNally & co, 

Russo-Japanese war atlas, showing Russia-in-Europe and 
Russia-in-Asia, Japan, Korea, Manchuria, afd China, and the 
entire theater of operations in the Far Eastern conflict. Chi- 
cago, New York, Rand, McNally & company, 1904. 

15, 1) p. incl. 11 col. maps. 36x 20". 

1 Russo-Japanese war, 1904-1905— Maps 

Map 38-74 

Library of Congress. Div. of maps 
Copyright A T0435 a 
ee 

San Francisco, Oakland and other bay cities; « visitor's 


guide. Chicago, New York, Rand McNally & company :1923, 
85, (11, p Mus, fold map. 18)". 

Blank “Notes” (10 

"reper sot prim Ty Read Sacialty & company for the members 
of the N. BA, 

“Round about the state”: p. 57-82. 


1. San Francisco—Descr —Guide-books. 2 Oakland, Calif —Descr— 
Guide-books. 8. California—Desct. & trav —Guide-books 


2310856 
Library of Congress 008.R17 
———- Copy 2. 
Copyright A 711070 188el, 
Rand, McNally & co. 
Self- 


pencentins C500 gunn of yoee & Se ae 
zones : Belgium, Germany, L Aus- 
tria-Hungary, Italy, France. Chieago, New York, Rand, 
MeNally & company (1919, 


Ip.l, S12 p. 14*. 9025 





1. Title. 
G106. RIB 


1. Names, Geographical. 

Library of Congress 
— —— Copy 2. 
Copyright A 515203 a 


19-1118 


Rand, McNally & co. 

Rand MeNally & 

eae Seerer) core pit Cee 
“fou mes illus. fold. map. 21)" 


On cover Fypbihed ender Go quatew of Go Genel ily 
mister of the Chicago association of = 


1. Chicago—Descr —Guide-books. 1. The Chicago association of cont 
merce. 

Library of FS485.R511 - 
Copyright * Sooke 
Rand McNally & company. 

Rand M'Nally auto road atlas of the United States 
and New York ,etc., Rand M’- 
Nally & company, 1931. 

47, ly p inet. OT col. maps. 38 x 40. 

. Reade —U. &. —Mape Reade Canada Mays ‘Tithe: 

Map 32 18 
litgary of Cougreps Div. of Maps 

Copyright A 48783 ra 








Rand 


Rand, McNally & co. 
Stamp collector’s atlas and own with an intro 
by A. Kimble ... New York, Chicago ,ete., Rar 


Nally & company (°1983, 
48 p. iius, (maps) 27™. 
Blank pages for “ Memoranda” (46-48) 


1. Atlases. 2. Postage-stampe—Collectors und colectins 
Library of Congress 61088. 863 - 
— —— Copy 2. 
Copyright A 65680 (W302, 
Rand, McNally & co. 
Rand M'Nally standard atlas of the world. New York, 


Chicago ,ete., Rand M*Nally & company ,1938, 
882 p. incl. 184 maps (part col.) illus, tables, diagrs. 27. 


1. Atlases. 1. Title: Standard atlas of the world. 
Map 86—111 
Library of Congress. Div. of maps 
4211, 


Rand, MeNally & co. 

Rand M:Nally standard atlas of the world. New York, 
Chicago ,etc., Rand M'Nally & company ,*1939, 

382 p. incl. 184 maps (part col.) illus, tables, diagrs. 27™. 


¥ Map 40-107 
Library of Congress. Div. of maps 
Copyrignt A 137050 3 
Rand, MeNally & co. 
Standard highway mileage guide. New York, Chicago ,etc., 
Band M:Nally & company ,°1934, 


2p. 1, incl. map, 7 maps on 6 fold. p., 6 fold. tab. 37. 


‘With this ts bound © Sings Wiietie 2008 eaten of the Catind Cates and 
eastern Canada... New York, Chicago, “1083. 


1. U. &©—Distances, ete. 2. U. 5.—Descr. & trav.—Maps. 


1. Tithe. 
Map 88-107 
Library of Coogress. Div. of maps 
Copyright A TOGBS 2, 
Rand, McNally & co. 

. Street number Cilense, and complete transit directo: 
of Brooklyn + Chicago, New York, Rand, McNally 
company (19 

v. fold map. 163°. 

1. Brooklyn—Streets. 
ca 25-968 Unrev'd 
Library of Congress F129.B7A2 
Copyright 
Rand, McNally & co. 
Rand M'N; u world atlas and ency 
cP cote ass ee Ya Ean 


‘ally & company ,°1937, 
288 p. incl. 197 maps (part col.) tllus, tables, diagre. 96) x 20". 


. Map 40-72 
Library of Congress. Div. of maps 
Copyright A 100443 a 


LIBRARY OF CONGRESS 


Rand, MecNaliy & co., pwd. 

Rand, McNally & co.’s universal atlas of the wo 
with marginal index together — historical, descriptis 
statistical matter ... colored stat ical diagrams, and cit; 
A new complete ready reference > tae to the United Std 
also a concise review ... of the world’s peoples. Chicag 
York, Rand, MeNally & co., 1901. 

4p. L, 41 p. incl, 122 col. maps. 
At head of title : 1900 census. 


Mus., ports, diagrs. 38”. 
i Atlases, 


Library of Congress fig], 


Rand, McNally 

Rand McNally es co.’s Unrivaled atlas of the world, contain- 
ing colored maps of every country and civil division upon the 
pn E - the globe, witht marginal index; together with his- 

i | matter p ing to each, 

aa statistical ‘diagrams, and city maps. A new w complete 
ready reference index to the United States showing full re 
turns from the census of 1900. Also a concise review, 
illustrated by engravings, of the world’s peoples. Chicago, 
New York, Rend McNally & company, 1910. 

Sp. 857 p. jncl. 227 col. maps, diagrs. 964 x 29 





4 x 204". 
Rand MeNais & co's New travel chart and distance table of the 
tipped in at end. 
1. Atlases. Unrivaled atlas of the world 
Map 38-71 
Library of Congress. Div. of maps 
3) 

Rand, McNally & co. 


Rand McNally & co.’s unrivaled atlas of the world 
containing colored maps of every country and civil divi- 
sion upon the face of the globe with marginal index to 

maps of foreign countries; together with historical, de- 
scriptive, one stati: tistical matter pertaining to each, and 

city maps; a ly index to the 
United States > chewing fall retarns from the census of 
1910; index to prinei ad in Ji. + —) rs 
a concise review, ro illust 





world’s cago, New a eh “Hand city @ & 
compan) 11 
Ipl, 7 Daa illus, 124 col. maps. 37™. 
L 
Maps 12-10 
Library of Congress De of maps and charts 
i} i 


Rand, McNally & co. 

Rand McNally & co.’s Unrivaled atlas of the world, con- 
taining colored maps of every country and civil division upon 
the face of the globe, with marginal index to maps of foreign 
countries; together with historical, descriptive, and statistical 
matter pertaining to each, and city maps; a new complete 
ready reference index to the United States showing full re- 
turns from the census of 1910; index to principal cities in 
en countries; also a concise review, richly illustrated by 

ings, of the world’s peoples. Chicago, New York, Rand 
Maly & & company, lf 1912. 


70% 335 p. incl. 215 5 mage (part col.) ites, diagr. 36) x 224°. 
Atinses. 1. Title Unrivaled atias of the world. 
Map 38-72 
Library of Congress. Div. of maps 
c 
Rand, McNally & co. 
The world and its 1 and described ; 





posers o—11008 
Library of Congress G188.R2 
Copyright 18Tb1-, 
Rand, McNally & co. 
The world and its Sheteqpaghnel ond Goebel 
a political, social, and commercial histo! 
of the various countries of the "world and their political 
jn pee with more than seven hundred excellent 
f. illustrations from rare and con- 


taining —> 

ed. Chicago, ‘New York 

for the Thompson 
352 p. incl. front. illus, maps. 36). 
1. Geography 


of from o drawings 
maps _ 





Library of Congress G138.R22 Copyright 


16 


McNally 

The pone pay ite} peo les ebatrgreghed and described ; 
a political, geograp ical, social, and commercial history 
yd the various countries of the world and their political 
ndencies; with more than one thousand excellent 
fn f-tone illustrations from rare photographs, and one 
hundred pages of m a from original drawings. The 
work is supplemented by an index giving pete 

figures and locations of the leading cities, towns and vil- 
lages of the United States and al! other countries of the 


world ... Chicago, New York, Rand, McNally & company 
1913 
e 13, illus. (incl. ports., maps) 30". $5.00 
1. Geography 1. Title. 
Library of Congress GISR2 1913 4-177 
Copyright A 358781 


McNally & company. 
Rand M'Nally world atlas. (Chicago, Rand M'Nally & com- 
pany, °1933, 
cover-title, 12 p. incl. 8 col. maps. 83°. 
Text inside front and back covers. 


1. Atlases. 
Library of Congress. Div. of maps 


42e1, 


Rand, McNally & co. 


Rand M*Nally world atlas. (Chicago, Rand, M*Nally & 
company, *1987, 


cover-title, 16 p. incl. 18 col. maps, diagrs., tables. 33”. 
Text on p. ;2; and (3; of cover. 


1. Atlases. 
Map 38-8 
Library of Congress. Div. of maps 
Copyright AA 220610 2 
Rand, McNally & co. 


Rand M'Nally world atlas. Published ny for Wood- 


men of the world, Omaha, Nebraska. Chicago, Rand M'Nally 
& company, *1937. 
80 p. incl. 83 col. maps, illus. 26°. 
1. Atlases. 1. Woodmen of the world. 
Map 40-75 
Library of Congress. Div. of maps 
Copyright A 107T20 12) 
Rand, McNally & co. 


Rand M'Nally world atlas Rand MIN: a 
company, °1939, nat and 
cover-title, 16 p. incl. 18 col. maps, tables, diagrs. 88 x 254". 
Text on p. ;2) and (8, of cover. 


1. Atlases. 
Map 0-102 
Library of Congress. Div. of maps 
Copyright AA 808804 12) 
Rand, McNally & co. 
cago, Rand ally & company, 1939, 
cover-title, 16 p. incl. 15 maps (part col.) 88 x 253". 
‘Text on p. (2; and ;8, of cover. 
1. Atianes. 
Map 40-108 
Library of Congress. Div. of mape 
Copyright AA Si5114 12 
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Rand, MeNaliy & co. 


Rand, McNally & co. 
Rand M'Nally world atlas” Ideal edition. 


Rand, McNally & co. 
Chicago, Rand Rand M*Nally world atlas. International edition. Chicago, Rand M*Nally world atlas. Premier edition. Chicago, New 
M:Nally & company ,*1937, New York ,ete., Rand M'Nally & company ,*1939, York ,ete., Rand M'Nally & company ,*1936, 
96 p. inci. 44 maps (part col.) illus, tables. 24*. 408 18 pl. incl. 191 maps (part col.) front.. col. Mus. tables, diagrs. 1 p. 1, Sp-270 p. incl. 108 maps (part col.) tables, diagr. 364 x 20". 
364 x a. 
“Rand M‘Nally popular eX of Germany, Czechosiovakia and Hun- 
gary” inse 234 
1. Atlases. 1. Ath ' 1. Atlases. 
Map 88-181 ae Map 40-23 Map 40-14 
Library of Congress. Div. of maps Library of Congress. Div. of maps Library of Congress. Div. of maps 
Copyright A 106877 2 Copyright A 125775 s, Copyright A 108305 3 
Rand, McNally & co. Rand, McNally & co. 


. World atlas. International ed. New York, Chicago ,ete., 
Rand McNally & company ,*1£29, 
391 p. incl, 112 maps (part col.) front. 22 col, pl, 2 diagr. 36” 


Descriptive text ou colored plates. 
Text Includes 16 small economic maps. 


4 p. incl. 23 maps (part col.) illus. 24°. 


1. World—Dexcription—-Atlases. 2. Atlases. 1 a 
Map 80-0 
Library of Congress, Div. of maps Library of Congress. Div. of maps 
Copyright A 21062 mill, 


Copyright A 71326 a3Tel, 
Rand, McNally & co. 


Rand M!Nally world atlas. International edition. Chi 
cago, New York ,etc., Rand M‘Nally & company ‘1931, 


400 p., 21 pi. Incl. 39s cnags cpart ext) front. col. iNus., tables, diagra, 
(part col.) 36)x 


INustrated lining-papers. 


Rand, McNally & co. 


Chicago ,etc., Rand, McNally & company ‘1927, 
1 p. L, Sy-278 p. imel. 110 col. mapa, col. pl. 367". 


: Map 31-11 1. Atlases. 2. |World—Atiases, 

Library of Congress. Div. of maps om ot —— —, Div. of Maps 
Copyright A ST7T1 ya40e1) opr right ait 
Rand, McNally & co. 


Rand, McNally & co. 
Rand M‘Nally world atlas. 


International edition. Chicago, Rand McNally world atlas. Premier edition. Wew York, 
New York ,etc., Rand M*Nally & company ,*1935, i 


Chicago ,etc., Rand McNally & company 1931, 
$i, WED OE. SER GED DGS Seth, OS ee, SS age ipl 
904 x 20". 


1. Atlases. 1. Atlases. 1. Title. 1. Atlases. 
es Map 31-12 mee 
Library of Congress. Div. of maps Library of Congress Div. of Maps Livrary of Congress. Div. of maps 
Copyright A 117177 2 Copyright A 39225 422) + 4 19S “ 
Rand, McNally & co. Rand, McNally & co. Rand, MeNally & company. 
Rand M!Nally world atlas. International edition. Chi- 


cago, New York ,etc., Rand M‘Nally & company (°1936, York ,etc, Rand M!Nally & company 1932, 
he 19 pl. incl. 182 maps (part col.) front., col. iNlus., tables, diagrs. 
364 x 2H". 


1p. L, 5y-271 p. incl. 206 maps (part col.) tables, diagrs. 86)". 


1. Atlases. Map 38-73 Revised 1. Atlases. 

Library of Congress Div. of maps Library of Congress. Div. of maps 
— —— Copy 2. —- —— Copy 2. 
Copyright A 106304 174002, Copyright A T1240 1r39f2, 
Rand, McNally & co. G8, Se OS. 


Rand M‘Nally world atlas. International edition. Chi- 

cago, New York ,etc., Rand M'Nally & company (°1937, . 

at?" incl. 192 maps (part col.) froat., col. ius, tables, diagra 
: . 


York ,ete., Rand M‘Nally & company ,“1935, 


1 Adases. 
Map 40-73 1. Atlases. 1. Tithe. 
om Map 40-40 Mapsi—1# 
— Library of Congress. Div. of maps Library of Congress. Div. of maps 
Library of Congress. maps Copyright A 116770 2 4201) 
Copyright A 116TT2 i 


Rand M‘Nally world atlas. Pictorial edition. New York, 
rete., Rand M‘Nally & company ‘1934, 


Rand McNally world atlas. Premier edition. 


. Op-2T1 p. incl. 144 maps (part col.) col. pl. 367". 


Rand M!Nally world alas. Premier edition. Chicago, New 


Map 34-64 Revised 3. attnee 


, ‘ Rand, McNally & co. 
Rand M'Nally world atlas. Premier edition. Chicago, New 


1p 1, y-272 p Incl. 182 maps (part col.) tables, diagr. 964 x 20". 


Rand, McNally & co. 


Rand M'Nally world atlas. Premier edition. Chicago, 
New York ,etc., Rand M'Nally & company ,1937, 


1 p. L, 5)-270 p. incl 183 maps (part col.) tables, diagr. 864 x 29". 


1. Atlases. 
none Map 38—188 
Library of Div. of 
congright “ANH _— 


New York, a Seo. 


Rand M*Nally world atlas. Premier edition. Chicago, 
New York ,etc., Rand M‘Nally & company ,*1938, 


qu, © fe AvS op. tack SED mage Cyst ah) em, ten ogee os 


1. Atlanes. 
2 
Map 20-5 ataal 
Library of Congress. Div. of maps 
Copyright A 122478 3 
Rand, McNally & co. 


Rand M!Nally world atlas. Premier edition. Chicago, New 
York ,ete., Rand M‘Nally & company ,*1940, 


1 p. L, ®)-270 p. Incl. 116 maps (part col.) illus, tables, diagrs 
964 x 284". 


Rand McNally world atlas. Readers edition. New York, 
Chicago ,ete., Rand McNally & company ,*1930, 
256 p. incl. 112 col. maps. 27*. 


Beales of the seperate state mays of. the United aap f range from 
Rhode Island, 1 : 223,000, to Tex cape of the 
continents range from Europe, : 17,628,000, to Africn 1: Sa.sono00. 

Index: ». 161-256. 


Map 3i+ 
Library of Congress 


Copyright A 1161 


Ihe of Maps 
rd 


Rand McNally world atlas. Readers edition ... New York, 
Chicago ,ete., Rand McNally & company, 1931. 


904 p. incl. 84 col. mapa. 27)". 








Rand 


Rand, McNally & co. 

Rand M*Nally world atias. Readers edition (revised). New 
York, Chicago ete., Rand M*Nally & company ,°1936, 

24 p. incl. 148 maps (part col.) diagrs. 274°. 

Mapes off Mning-papera 


1. Atlases. 
Map 39-3 
Library of Congress. Div. of maps 
—-—— Copy 2. 
Copyright A 110030 
Rand, McNally & co. 


Rand M*Nally world atlas. Readers edition. New York, 
Chicago ,etc., Rand M'Nally & company ,°1941, 

256, 4) p. incl. OS maps (part col.) diagrs. 26)*. 

Map of “The defense problem of the United States navy” on lining- 
papers. 


1. Atiases. 
Map 42-117 
Library, of Congress, Div. of maps 
3 
Rand MeNally & company. 


Rand M*Nally world atlas. Travel edition. New York, 
Chicago ,ete., Rand M‘Nally & company (1931, 
422 p. inci. 88 maps (part col.) 15°. 


1, Atlases. 1 Title: World atlas 
Map 32-14 
Library of Congress Div. of Maps 
Copyright A 46450 ea) 


Rand, McNally & co. 

Rand M‘Nally world atlas. Travel edition. New York, 
Chicago ,ete., Rand M‘Nally & company ,°1936, 

432 p. incl. 111 maps (parc cot.) 15. 


1. Atlases. 
Map 81-48 
Library of Congress. Div. of maps 
Copyright A 90028 a 
Rand, McNally 


Rand M:Nally world atlas and international gazetteer. Spe- 
cial household edition. Published expressly for Household 

per products, inc., Detroit, Michigan. ,Chicago, Rand M*- 
Nally & company, *1935, 

136 p. incl. 40 maps (part col.) front. ius, diagrs. 20°. 

‘Two maps on back lining-paper. 


1. Atlases. 1. Household paper products, inc. 
Map3e-22 
Library of Congress. Div. of maps 
Copyright A 80435 3, 


Rand, McNally & co. 

Rand M!Nally world atlas and international gazetteer. 
Special household edition. Published expressly for Household 
paper ucts, inc., Detroit, Michigan. (Chicago, Rand, 
M'Nally & company, *1936, 

136 p. incl. 38 maps (part col.) front., titus., diagrs. 20°. 

Mapes of the Arctic and Antarctic regions on front lining-paper ; star 

op back lining-paper. 


1. Atlases, t Household paper products, tne. 


Library of Congress. Div. of maps 
Copyright A 98701 2 


LIBRARY OF CONGRESS 


Rand, McNally & co. 

The world patagyhes: @ political, social and com. 
mercial history of various countries of the world and 
their political dependencies; with more than one thou- 
sand excellent half-tone illustrations from rare photo- 
graphs Chieago, New York ete; Rand, McNally & 
company “1906, 


3% p. illus (incl maps) 36} x 28)™ 


1. Geography 
645787 


Library of Congress G138.R24 Copyright 


Rand, McNally & co. 

The world today and yesterday; Europe as it looks today, 
maps of the new countries, what the new treaties mean. Chi- 
cago, New York, Rand McNally & company ,°1919, 


cover-titie, 32 p. incl. 25 col. maps, ius., ports, tables. 85 x 28". 
Text on p. (2; and (8; of cover. 


1. Atlasen 2 European war, 1914-1918—Maps. 1. Title. 


Map 40-70 


Library of Congress. Div. of maps 


2 
a 


Rand, McNally & co.’s advance guide to the World's 
Columbian exposition ... Chieago and New York, 
MeNally & company, 1893. 

64 p. incl. front. illus. fold. plan. 199° 


1. Chicago. World's Columbian exposition, 1893—Guide-books. 
ca $—2176 Unrev'd 


Library of Congress TS00.A2R1 


McNally & y's alphabetical list of all the 
bank cities and towns of the United States, showing the 
population, federal reserve district and all member 
hanks ... Chicago, Rand, McNally & company, °1914. 
cover-title, Bp, 11 35" $100 
Map on 4th page of cover 


1 Banks and hanking—U! $—Direct 


14-8751 
Library of Congress 


Copyright A 371242 


HG2441.R27 


Rand, McNally & co.’s bankers’ monthly 
see 


The Bankers’ monthly. 


ca 18-1651 Unrev'd 


& c0.'s Chicago city railway directory and 
street number guide . . . ;1g01; Chicago and N 
York, Rand, McNally ‘& co, 1901. 7 


Copy Rand Mealy. Chg, 


Class A, XXc, no. 14576, 


12—M 4 Ort. 17 


Rand, McNally & co.’s commercial atlas of America ... 
Ist ed. Chicago, Rand, McNally & co., 1911. 
438 p. incl. 108 col. maps. 53”. 


Ou cover: Census atlas. 


Map 11-2 
Library of Congress "iv. of Maps 


13001, 


Rend, McNally & oo.’s complete city railway and street 
number guide of New York city. Chicago and New 
York, Rand, McNally & co. ('896, 
2p. 1,107 pp. fold. map. 24° 


F128.47.R18 
11m—M 1 


Rand, McNally & co.’s complete street number guide of New 
York city ... Chicago and New York, Rand, McNally & 
company, 1899. 
2p. 1,96 p. fold. map. 154". 


1. New York (City) —Streets. 
, 98-1878 Revised 


F128.67.A1A2 1800 
(735b2, 


Library of Congress 


Rand, McNally & co's diagrams of World's fair 
buildings showing location of exhibits. [Chicago] 
Rand, McNally & company ,°1695 - 

31 p. illus., plans. 144, 


Aleo published with title: Diagrams of World's 
fair buildings. 
1. Chicago. World's Columbian exposition, 1893- 
Guide-books. 
CA 5-2175 Unrev'd 
Library of Congress 1500.A2R14 


Rand, McNally & co.'s Eset wa and gazetteer. A 
condensation of the F bri Cham- 
bers’ encyclopmdia, ete. “ Iilustrated with eighty 
full-page colored maps and nearly two thousand en- 
gravings. Rev. ed. Chicago and New York, Rand, 
MeNally & co., 1899. 


800 p. incl. lus, maps. 30) x 24™. 





1. Encyclopedias and dictionaries. 


Library of Congress 
Copyright 1898: 69311 251, 


Ippers’ guide”. 29th ed 


my es Rand, McNally & 
43 p. fol 

Mar. 9, 9-56 
Library of Congress Copyright 








XUM 








Rand, McNally & co.'s enkenged business atlas and ship- 
ong — -. 80th ed. Chicago, Rand, McNally & 


ee illus. fol 


1900-100 
Library of Congress Copyright nS 


Rand, McNally & co.’s enlarged business atlas and dn ym 
guide, containing large-scale maps of states and terri- 
tories in the United States, of the dominion of Canada, the 
republic of Mexico, Central America, the West Indies, Cuba, 


Porto Rico, Hawaii, the Philippines, and China ... 34th 
ed., Chicago, Rand, McNally & company, 1904. 
$01 p. incl. ins, maps. Tt x aoe 
1. Atlases. 
4+-3400 


Library of Congress 


Copyright Bier 


Rand, McNally & co.’s handbook of the World’s Columbian 
exposition, with special descriptive articles by Mrs. Potter 
Palmer, the Countess of Aberdeen, Mrs. Schuyler Van 
Rensselaer ... Chicago, Rand, McNally & company, 1893. 
1p. 1, 5-224 p. illus, ports, plans. 20°. 

¥. 1, no. 180) 


Complied by Stuart C. Wade. 


(On cover; Globe library, 


Chicago. World's = exposition, 1898—Guide books. 
L Wate, Stuart Charles, com; 
590125, 
Library of Congress T300.A2R16 


14041, 


Rand, McNally & co.’s hand book of the World’s Colum- 


hian exposition with special descriptive articles by Mrs. 
Potter Palmer, the Countess of Aberdeen, Mrs. Schuy- 
ler Van Rensselaer Chicago, Rand, McNally & com- 
_ 1893. 
5-224 ». illus. ports, plans. 20°. (On cover: Globe library, 
¥. i ne. \ied) 


Compiled by Stuart C. Wade. 


1. Chicago. World's Columbian exposition, 1893—Guide-books. 1. Wade, 
Stuart rles, comp. 
S—34959 
Library of Congress 7500. A2R17 
1s2Sel; 


Rand, McNally & co.’s handy 


ide to Boston and envi- 
rons ... Chicago and New 


ork, Rand, McNally & co., 


184 p. front. plates, fold map. 18° 

Pub. also by G. W. Armstrong, Boston, 1895, under title: A souvenir 
guide to Boston and environs 

Contains advertisements 


1. Boston—Deser —Guide-books. 


1-12312 
Library of Congress 


Copyright 1895: 27940 


F73S.R17 


to Boston 


Rand, ear & hand ide and envi- 
mo. es Y fone Rand, MeNally & co., 


rons ... Chicago and New 
1897. 


184 p. front., plates, fold. map. 174™. 
Contains advertisements 


1. Boston—Descr —Guide-bocks 


1-12313 
Library of Congress 


Copysght 1897: 41025 


F73S.R18 
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Rand, McNally & co.'s handy guide to Boston and environs ... 
Chicago and New York, Rand, McNally & co., 1898. 


164 p. front., plates; fold. map. 17. 
Includes advertising matter. 


1. Boston--Deser.—Gulde-books. 


Library of Congress F735.R26 1906 


Rand, McNally & co.’s handy guide to Boston and envi- 
Chicago and New York, Rand, Me- 
Nally & co., 1899. 


159 p. front., plates, fold. map. 17. 
Advertising matter interspersed 


1. Boston, Mass —Descr —Guide-books. 


F735 ase 


Library of Congress 
Copyright 1899: 36858 


Rend, Settee & sn) bendy guide to Peston ant oe 


virons ... 4th ed. Chicago and New York, Rand, Mc- 
Nally & o., 1900. 
159 p. front. plates, fold. map. 17 x 114 
1. Boston—Descr —Guide-books. 

0-3368 Revised 
Library of Congress F735.R20 


Copyright 1900 A 13913 


Rand, McNally & co.’s handy guide to Boston and environs . 
%h ed. Chicago and New York, Rand, McNally & co., 
1905 ,1904, 


(3)-198 p. tlus, fold. map. 19°. 


matter 





1. Boston— Descr —Guide-books. 


Library of Congress 
Copyright 


FIS5.R2M 1906 
a35b1; 


Rand, McNally & co.’s handy guide to Boston and envi- 


rons ... 10th ed. Chicago and New York, Rand, Mc- 
Nally & co., 1905. 
(1, 4193 p. illus, fold. map, 19° 


Advertising matter interspers -d. 


1. Bostony-Descr —Guide book: 
. . $-13815 


Library of Congress F735.R206 Copyright 


a & on’ band ide to Boston and envi- 
—_ “ep Cuicage oad New York, Rand, Me- 
Nally en. 1908. 


13,-194 p. illus. fold. map. 19°. 
Advertising matter interspersed. 


1. Boston— Deser.—Guide-books. 


6-13 
Library of Congress 


Copyright A 134803 


F73.5.R206 


at eee 5 eb tant bo Gite, cat Wate 

lumbian exposition . Fahy - how to see it. 
Chicnge und Rew York, Rand, McNally & company, 1892, 
220 p. Mus. (incl. port.) fold. plan. 179". 


Othe: the guide-book were issued with different t-p. and 
cover, A FA gt 
rising matter 


Chicago—Descr.— Guide-books. 2. Chicago. World's Columbian 
onsen 1883—Gulde-books. 

Library of Congress PS48.5.R2 eaten 
Copyright 1892: 31487 (a34b1, 


Send, SGRRy 6 cole henly atte » Ging ant Sa 
Columbian exposition .. to see and Luw to see it. 
Chicago and New York, Rand, McNally & company, 1892. 
220 p. incl. fromt., illus. maps (1 fold.) 17 


Half-tithe: Handy guide to Chicago .. 
Another edition published 1892, ‘without balf-title, and with other 
ae Ry 
judes advertising matter. 


1. Chicago—Deser —Guide-books. 2 Chicago. World's Columbian ex- 
position, 1898—Guide-books. 
‘84-88752 


Library of Congress FS48.5.R22 17.781 


(Rani, McNally & co.'s, . . . handy guide to Cinage 


and World’s Columbian exposition . 
New York, Rand, McNally & co., 1893. 219, (1) = 
incl. front., illus., pl. map. 16°. 
lesued for distribetion by the Chicage white lead & oi! ov 
F548.5.R275 Roam 
Rand, McNally & oo.'s handy guide to New York 
Brooklyn, Staten Island and other districts incloded Ee 
the enlarged city, by Ernest «. 15th ooe 
Chicago and New York, Rand, McNally & co., 1904. 
230 p. front. illus, fold. map. 19° 
1. New York (City) —Deser—Guide-books 
331006 


Library of Congress F128S.R22 Copyright 


Rand, McNally & co.'s handy guide to Philadelphia and en- 
virons, including Atlantic chy and Cape May. By Wil- 
liam E. Meehan ... Chicago and New York, Rand, Mc- 
Nally & co., 1895. 


187 p. front.. plates, fold. map. 18°. 


. Guidebooks. 2 Atlantic City—Deser.— 
Peony to May —Descr —Guide-bdooks. 1. Meshes, Wi- 
1-107 
Library of Congress FissS.R2 1605 
(a28el, 
Megrtant nelating Atal Oy 
tlantic City Cape 34 
+, -T. - Iustrations. Chieago “New 
York Rand eNally bene 1898. 
126 p front, plates, fold. map. 17)™. 
Advertising matter interspersed 
1 Pa—Descr —Guide-books, 2 Atlantic City—Deser— 


Guide-books. 3 May—Descr —Guide+t soks. 


Library of Congress 
Copyright 1898: 460999 








Rand 


McNally & Hand and 
ee incloding tents Sie wd Cape May 4th 
* Chicago and New York, Rand, MeN, ally & co., 


127 p. font, plates, fold. map, plan. 17°. 


1 Radeiphio-~ Descr —Guide 2, Atlantic City, N. LY —Deser — 
Gdéee. books. ores? May, N. 4 al) sees Sar 
99-1891 Revised 
Library of Congress F1S85.R212 


Copyright 1899: 29901 


Rand, MoN: fh o's eed eae ce Teenteits ond 
conning’ ity and Ca ay. sth 
ed... New York, Rand, McNally & co., 
1900. 

Ip. L, 136, )p. front, pl, fold. mapa 16°. 


1. Philadelphia—Deser—Guide books. 2. Atlantic City—Deser.—Gulde 
books 3. Cape May—Deser.—Guiide books. sfieny 


‘Library of Congress P158.5.R6 Copyright 


Rand, McNally & co.’s handy 


git to Philadelphia and 
environs, including Atlantic City and Cape May. 14th 
ed. ... Chicago and New York, Rand, McNally & co., 
1905. 


168 p. incl front. illus. foid map. 19. 


1 Ne gy Deser.—Guide books. 2 Atlantic City—Descr. —Guide 
books. 3 Cape Weise —Guide books. 


5-1958S 


Library of Congress F1S85.R22 Copyright 


Rand, McNally & co.’s handy to Philadelphia and en- 
virons, incl Cemasng Atuatie Clty end C Cape May. 14th ed. 
Chicago and New York, Rand, McNally & co., 1906. 
168 p. incl. front, tilus. fold. map. 19°. 

matter 





1. Philadelphia — Descr.— Guide-books. 2. Atlantic City, N. J.— 
Descr —Guide-books. 8. Cape May, N. J.—Descr.—Guide-books. 
6—1000 
Libra-y of Congress FIBSDR2 1906 
Copytight A 154802 a3Tb1-, 


Rand, McNally & co.’s handy guide to the country around 

ae, Sa Se Go wince driver, and excursionist. 
‘ith original maps and illustrations. Chicago and New 

York, Bend, Malially Bees ine 

3p. 1, 5-182 p. front, Mlus, plates, fold. map. 19°. 


Map writing. 

1. New York —Suburte, 2 Jersey—Deser. —Guide 
dooka 3. Now York (State) Desert yy mye ns ag — 
soll, Ernest, 1862- 

1—14784 

Library of Congress F128.68.41R1 
Copyright 1896: 31357 (3301, 

Rand, 


LIBRARY OF CONGRESS 


— & 00.’s handy guide to the New En 
Sted. Chicago and Ea New York, Rand! Me 

Nally & 20. 1898. 

lp. l, 8p. illus, pl, maps 16°. 


Subject entries: New Engiand—Deser. & trav.—Guide books. 


Ang. 31, <0 
Library of Dongrem, po. Copyright. 
McN. & 00.’ 
nnd 5 4 nents Snide to tho Be 


4th ed., wi 
fd Chicago and New York,  ~S, roapeaid 
& company, 1899. 


3p. 1, 5-273 p. front, plates, fold. maps. 17> 


1. New England—Descr. & trav —Guide books. 1. Ingersoll, Ernest, 


Library of Congress nes Cie” 


Rand, ally & co.’s handy guide to the southeastern 
states ; including Florida, Georgia, the Carolinas, and 
the Gulf coast. With maps oa illustrations. Chi- 
eago and New York, Rand, McNally & company, 1896. 
246 p. front., plates, fold. map. 18. 

Advertising matter interspersed 


1. Southern states—Desct. & trav —Guide-books. 


Library of Congress F211.R18 
Copyright 1805: 66434 


Rand, McNally & co.'s handy guide to the southeastern 
states including Florida, Georgia the Carolinas, and 
the Gulf coast. With ma lustrations. Chicago 
and New York, Rand, Me: Nally & & company, 1897. 

246 p. front. plates, fold. map. 17°. 
Advertising matter interspersed 


1. Southern states—Descr. & tray —Guide-books. 


Library of Congress F211.R19 
Copyright 1897: 10139 


Rand, MoNally & o0.'s handy guide to the southeastern 
states; including Florida, Georgia, the r-» and 
the Gulf coast. By Ernest ingen 
Chicago and New York, Ra McNally <2 ©0., 1899. 


248 pp. front., pl., fold. map. 17 am. 


F211.R18 
1 M1 
Rand, nay & co.’s handy to Washington and the 
District of Columbis. By Chicago 


and New York, Rand, McNally & company, 1896. 
sT2 p. front. tlus., plates, fold. map. 17)”. 


1, Washington, D. C.—Deser —Guide books. 1 Ingersoll, Ernest, 
3 -20n65 
Library of Congress ¥190.R18 
az7dl, 
20 


Rand, McNally & co.’s hand. ole to Wutinaien 08 Be 
District of Columbia. By Ernest 3d ed. With 
maps and illustrations. Chicago and New York, Rand, Me- 
Nally & company, 1899. 

ait ih 10%, eal p tack, front, Mee plates (part double) maps. 


Includes advertising matter. 


1. Washington, D. C.—Descr.—Guide-books. 1 Ingersoll, Ernest, 


90-2424 Revised 
Library of Congress ¥190.R182 
Copyright 1880: 34208 r20e2, 
Ot Be 8 ee eS 
and Catskill mountains, by Ernest Ingersoll. Chicago and 


New York, Rand, McNally & company, 1893. 
248 p. front.. plates, fold. maps, plan. 19°. 
Includes advertising matter. 


1. Hudson river—-Descr. & trav.—Guide-books. 2 Catskill moun- 
tains Descr. & trav. Guidebooks. 1. Ingersoll, Ernest, 1852- 


1-14117 Revised 
Library of Congress F127.H8k2 
Copyright 1888: 2879 iF32b2, 


Rand, McNally & co.’s illustrated guide to the Hudson river 
and Catskill mountains, by Ernest Ingersoll. Chicago and 
New York, Rand, McNally & company, 1894. 

43 p. front., plates, fold. maps, plan. 184”. 
Includes advertising matter. 


1, Hudson river—Deecr. & trav—Guide-books. 2 Catskill moun- 
taine—Descr. & trav.—Guide-books. 1. Ingersoll, Ernest, 1652- 


1-14118 Revised 
Library of Congress F127.H8k21 
Copyright 1804: 828675 (Perea, 


Mand, BANEy © cole Meteatel entte 0 Ge Baten tow 
ll mountains, by Ernest i and 

New Fou Rent Nadie 6 ccupe ame — 

249 p. front., plates, fold. maps, plan. 184”. 

Includes advertising matter. 


—Guide-books, 2 Catskill moun 
1 Ingersoll, Ernest, 1862- 


1-14119 Revieed 


1. Hudson river—Deser. & trav. 
tains —Deser. & trav.—Guide-books. 


Library of Congress F121.HSR22 
Copyright 1896: 28648 rae, 


Oe By 6 ot ees oo @ See ar 
mountains, by Ernest Ingersoll. 4th ed. Chi- 

peed New York, McNally & company, 1896. 

245 p. front., plates, fold. maps, plan. 18”. 

Inclades advertising matter. 


1. Hudson river—Descr. & trav.—Guide-books, 2 Catskill moun- 
taine—Deeser. & trav. —Quide-books. 1. Ingersoll, Ernest, 1852- 


1-14120 Revised 
Library of Congress i271 HSR28 
Copyright 1808: 42140 irae 


to the Hudson river 
Ons BO® 6 oh ee o> Po 
for lest. Chicago and New Y.rk, Rand, McNally & com- 
pany, 1897. 
245 p front. plates, fold. maps, plan. 17*. 
Incindes advertising matter. * 


1, Hedeoe river—Descr. & trev—Guidebooks. 2 Catskill) moun 
taine—Deser. & trav —Guide-books. 1. Ingersoll, Ernest, 1803— 


1-14121 Revised 
Library of Congress Fiz? WSR 
Copyright 1807: s0222 (Ma, 








XUM 








Rand, McNally & co.’s illustrated guide to the Hudson 
River and Catskill Mountains; by Ernest Ingersoll. 7th 
ed. Chicago and New York, Rand, McNally & company, 
1899. 


251 p. front., plates, fold. maps, plan. 174°. 


1. Hudson River—Deser. & trav.—Guide-books. 2. Catskill Moun- 
tains—Descr. & trav —Guide-books. t. Ingersoll, Ernest, 1852- 
99-3148 Revised 
Library of Congress F127.H8R26 
Copyright 1899; 40798 17192, 


Rand, McNally & co.’s illustrated guide to the Hudson river 
and Catskill mountains, by Ernest 8th ed. Chi- 
cago and New York, Rand, McNally & company, 1900. 
(3;-251 p. front., plates, fold. maps, plan. 17°. 

Includes advertising matter. 


Hudson river—Deser. & trav. ———. 2. one moun- 


rd, 4 & trav —Guide- books. Ingersoll, Ernest, 
0-8213 Revised 
Library of Congress F127. H8R27 
Copyright 1900 4 11524 (732c2, 


Rand, McNally & co.’s illustrated guide to the Hudson 
River and Catskill Mountains; by Ernest Ingersoll. 
9th ed. Chicago and New York, Rand, McNally & co., 
1901. 


246 p. incl. front. plates, fold. maps, plan. 174° 
1. Hudson River — Deser. & trav. er 2. Catskill Moun- 
tains—Deser. & trav.—Guide-books. . Ingersoll, Ernest, 1852- 
1-10748 
Library of Congress F127. H8R28 


Copyright 


& co.’s illustrated guide to the Hudson 
hy - ‘atskill Mountains. By Ernest Ingersoll. 
10th ed. Chicago and New York, Rand, McNally & co., 
1902. 

245 p. incl. front 


plates, fold. maps, plan. 174™ 


1. Hudson River — Deser. & trav.— Guide book 
teins —Eeect. & trav —Guide books. 


s 2 Cone Moun- 
t Ingersoll, Ernest, 1 


2-19283 Additions 


Library of Congress F127.H8R29 Copyright 


Rand, McNally & co.’s illustrated guide to the Hudson 
River and Catskill Mountains ... By Ernest Ingersoll. 


13th ed. Chicago and New York, Rand. MeNally & co., 
1905. 
15:-245 p. plates, fold. maps, plan. 19° 
1. Hadson River — Deser & trav Guide-books. 2. Catskill Moun- 
tains—Deser. & trav - Guide -hooks. 1. Ingersoll, Ernest, 1852- 
S— 21061 
Library of Congress F127 H8R32 


Copyright 


Rand, Belieliy & £0.’ 's illustrirter fuhrer durch Chicago 
und die C Chicago u. New 
York, Rand, McNally & co., 1893. 172 pp. incl. front., 
illus., pl. map. 16°. 

F548.5. R45 





1 Re-e 


CATALOG OF PRINTED CARDS 


.. Rand, McNally & co. ‘s indexed atlas of the world . 
historical, and d 

by a new and original compilation forming a ready nr 
erence index... ;7th ed. Chicago, Ill, Rand, McNally 
& company, 1882. 


3 p. 1, 904 p. incl. maps, tables, col. diagrs. 39)™. 





Library of Congress 


Rand, McNally & co.’s indexed atlas of the world witn 
275 ——,. Historical—descriptive—statistical 
v. ed. Chicago, New York ,ete.; Rand, MeNally 

& co. (1902) 


2v. maps 55x40™. 
Each map accompanied by special index. 
Conrents.—v. 1. United States —yv. 2. Foreign countries. 


1. Atlases. 
2.30100 


Library of Congress 


Rand, McNally & €0.'s indexed atlas of the world, with 275 
illustrations. ical 
a special index to each map. "Rev. ed., 
York ,ete., Rand McNally & company (1905, 
2¥. maps. 53) x 305". 

fi continuously ; v. 1: 3 p. L, 5-274 p.; v. 2: will, 274a-274b, 275- 

e. 





ConTents.—v. 1. United States.—v, 2. Foreign countries. 


Library of Congress 
Copyright A 119010- 119011 


(40b1, . 


Rand, McNally & co. 's indexed omy and railroad pean 
map and shippers’ guide of California ... Chicago 
New York, Rand, McNally & co. (1900, 


Mp. map. 16°. 


June 29, 1900-97 


Library of Congress 
©1m Asses 


-— wy & = 's indexed county and calicend my 


ide of Georgia . 


New York, Rand, Me ‘ally & co. (1900, 
2p. map 6”. 


June 29, 1900-98 


Library of Congress (Copyright 1900 A 8397) 


"Bice a indexed coun’ oar Loe 
of ian Ter: 
ped vee ee guide of To & co. (1900, 


pres 


May 10, 1990-47 


Library of Congress Copyright 


21 


Rand 
ey ye OT and railroad pocket 
ppers’ -- Chicago & 
New Tou Band, - Et. 11900, 
Gp. map. 16°. 
June 29, 1900-99 
Library of Congress 
©1900 Asm 


Rand, McNally & co.’s indexed county and railroad 


map and shippers’ guide of Maine ... Chicago New 
¥ork, Rand, McNally & co. ,“1900, 
38 p. fold. map. 1647”. 
1, Maine—Deser. & trav.—Maps. 
O—2871 


library of Congress 


Copyright 1900 A 8390 (32e1, 


McNally & co.’s indexed county and velvend 
pocket map and shippers’ guide of Massachusetts . 
icago & New York, Rand, MeNally & co. (1900, 


Sp. map. 16° 


May 10, 1900-48 


Library of Congress Copyright 


Rand, McNally & co.’s indexed county and railroad 
pocket map and shippers’ guide of North Carolina ... 
Chicago & New York, Rand, MeNally & cv. (1900, 

77 p map. 10° 


June 29, 1900-101 


Library of Congress (Copyright 1900 A 8391) 


Rand, McNally & co.’s indexed county and railroad 
pocket map and shippers’ = of Oklahoma Territory 
.. Chieago & New York, Rand, MeNally & co. ,1900, 


rte Mn Lh MeNally & & o's indexed ... map ... of Indian 
Oct. 11, 1900-99 
Library of Congress Copyright 
Rand, McNally & co. tp lnteaed panty ond railroad pocket 
map and shippers’ guide of South Carolina ... Chi- 
cago & New York, Rand. MeNally & co. 1900, 
43 p. map. 16° 
June 29, 1900-102 


Library of Congress (Copyright 1990 A 8403) 











Rand, McNally & co.’s inde xed county and railroad 


pocket map and shippers’ guide of Tennessee ... Chi- 
cago & New York, Rand, MeNally & co. ;1900. 


67 p map. 16° 


June 29, 1900-103 
Library of Congress (Copyright 1900 8398) 


Rand, McNally & oo.’s indexed county and railroad 
pocket map and shippers’ guide of Virginia ... Chi- 
eago & New York, Rand, MeNally & co. (1900, 


Mp. map. 16° 


June 29, 1900-104 
Library of Congress (Copyright 1900 8384) 


Rand, McNally & co.’s indexed county and railroad 
pocket map and shippers’ guide of West Virginia ... 
Chicago & New York, Rand, McNally & co. ;1900, 


®p. map. 16° 


June 29, 1990-105 


Library of Congress (Copyright 1900 A 8389) 


Rent, Melt tes Peta Drotriet of recor fxm Com Chicago, ten oes f 


MeNally & co. (1881, 
43 p. fold. map. 16° 


Library of Congress 
Rand, aoe & 00's indexed and township 


nd abi 
cago and ’ io a - 


1. Alabama—Descr. & trav —Maps. 


July 5, 1900-199 
Library of Congress 
Copyright 1900 \ 8383 
Rand, Some tel die indexed egy 4 


ree t Nee York Tea uel ally oo. 11900, 
19 map. 16° 


Juty 5, 1900-160 


Library of Congress 
©im astm 


LIBRARY OF CONGRESS 





Rand, McNally & co.’s indexed count ond wae Rand, McNally & co.'s indexed county wnship 
et map po atin pes of C sanentie “>. pocket map and ship * guide of Louisi 4 
& New York, Rand, MeNally & co. 1900, panied by a new and original compilation 
pa ~ reference index, sho in detail the entire rail 

Dp. map. pe SS -. Ghicago call New York, Rand, McNally 
0. ( 


1. Louisiana—Descr. & trav —Maps. 


July 5, 1900-161 
Library of Congress Library of Congress July 5, 1900-162 
©1900 A893 Copyright 1900 A 8394 
ony BR indenel epunty end bit nord pocket iy BF Ld of Maryland and Die 
E New York, ted ipgee ie 1900; Nally’ Colum ieage & New York, Rand, Mo- 
cam © Sp. fold map. 16° 
1-137 
a on : Oct. 11, 1900-100 Library of © 
McNally & co.’s indexed county ant township . f : 
Pocket map and shippers: guide of Idaho .. Chicago Pocket map and shippers guide of Michigan "Chr 
and New York, Rand, MeNally & co. (1900 cago and New York, Rand’ M MeNally & co. ;1900, 
16 p fold. map. 16). Tp. told. map. 16)" 
1. Idaho—Deser. & trav —Maps. 
July 12, 1900-101 


Library of Congress May 10, 1990-49 Additions 


Copyright 1900 A 9595 Library of Congress Copyright 


Rand, McNally & oo.'s indexed county and {ouutip 


Rand, McNally & oo font county and ) tomaettp pocket map and shippers’ guide of Mississi; . Chi- 
ree map and sb ide of Illinois ... Chicago cago & New York, Rend, Menai & co. 1900, 
New York, Rand. ‘Nally & co. (1900, “s » 
p map. 16 
Bp. map. 16°. 
July 5, 1900-163 
July 19, 1900-61 
Library of Congress (Copyright 1900 A 8381) 
Library of Congress (Copyright 1900 A 7881) 


Rand, McNally & co.’s indexed county and township 
and shippers’ guide of Indiana, accompanied by « new 
original compilation and ready reference index, showing 
in detail the entire railroad system ... population according 
to the latest official census. Chicago ‘and New York, Rand, 
MeNally & co. ,“1912, 
Ip.l. 0p fold map. 17 
Includes advertisements. 


Rand, McNally & co.'s indexed county and township 
pocket map and shippers’ guide of Montana ... 
Chicago & New York, Rand, McNally & co. [1900] 


23 p. map. 16°. 


July 5, 1900-164 


1, Indiena—Deser & trav. —Mape Library of Congress (Copyright 1900 A 8395) 


1248468 
Library of Congress yadibl, 
Rand, McNally & co.’s indexed commie ¢ and township 

lally & co.’s indexed county and tor pocket map and shippers’ guide of ada... Chi- 

meee map any shi ide of Iowa .... Chicago cago & New York, Rand. MeNally & co. :1900, 
York, Rand, MeNally & co. (1900, is on © 
Sip map 16° 
July 12, 1900-102 
Oct 11, 1900-101 Library of Congress (Copyright 1909 A9591) 


Library of Congress 











Rand, McNally & co.'s indexed county apd township pock- 
et map and shippers’ guide of New Hampshire .... Chi- 
t New Yor, Rand, MeNally & co. ;1900, 


Bp. map. 16° 


July 12, 1900-103 


Library of Congress 
©1m0 Aso 


Rand, McNally & co.’s indexed county and townshi) 
pocket map and shippers’ guide of New Jersey .... Chi 
cago & New York, Rand, MeNally & co. 1900 


53 p. map. 16° 


July $, 1900-165 
Library of Congress (Copyright 1990 A 8385) 


Rand, McNally & co's — county and township 
pocket map and ship ’ guide of New Mexico ... 
Chicago & New Yorke A MeNally & co. 1900, 


21 p. map. 16° 


July 5, 1900-166 


(Copyright 1990 A 8396) 


Rand, McNally & co.'s indexed county and wont Aney' 


et map and ship ide of Vermont .. 
New York, Rand MeNolly & co. (1900, 


22 p. map. 16°. 


July 12, 1900-104 


Library of Congress 
©1990 A986 


Rand, McNally & co.’s indexed county and township 
pocket map "one shippers’ guide of Washington ... 
Chicago & Kew York, Rand. McNally & co. 1900, 


Dp map 16° 


July 12, 1900-105 


Library of Congress (Copyright 1990 A 9593) 

Rand, McNally & co.’s indexed county and tounclip 
pocket map and shippers’ guide of Wyoming ... Chi- 
cago & New York, Rand. McNally & co. (1900 


1S p. map. 16° 


July 12, 1900-106 


Library of Congress (Copyright 1900 A 9590) 


CATALOG OF PRINTED CARDS 


Rand, McNally & co.’s indexed district map and ship- 
pers’ guide of Ontario ... Chicago & New York, Rand, 
MeNally & co, 1900, 


0p map 16° 


Aug. 9, 1990. 145 


Library of Congre-+ (Copyright 1900) A 11728) 


Rand, McNally & co.'s indexed district ma 
= of Quebec .. 

ally & co. (1900, 
27 p. map. 16° 


ate a cn 
Chicago & New York, Ra 


July 5, 1900-172 


Library of Congress 
©1900 A892 


the railroads, counties, lakes and rivers . 
Rand, McNally & co. (°1880, 
Dp. fold. map. 1. 


ar MoNally & o0.’s indexed map of sey showing 
Chicago, 


Library of Congress, no. 


Rand, McNally & co.’s indexed maps of Kentucky and 
Tennessee, showing the railroads in those states, and 
the express company doing business over each. Also, 
counties and rivers together with every post office, 
railroad station or town, carefully indexed, referring 
to the exact location where each may be found on the 
map. Chicago, Rand, MeNally & co. (1877, 


2B p. fold col. map. 15) x 8™. 


ue Kentucky—Deser. & trav—Maps. 2 Tennessee—Descr. & trav.— 
aps 


11-2727 
Library of Congress 
Copyright 1877: 18366 


Rand, McNally & co.'s indexed maps of the province of 
Ontario, Canada, showing the railroads, and the ex- 
press company doing business over each. Also, coun- 
ties, islands, lakes & rivers, together with every post 

ice, railroad station or town, carefully indexed, re- 
ferring to the exact location where each may be found 
upon the maps. Chicago, Rand, McNally & co., 1877. 


32 p. fold. col. map. 15} x 8™. 


1. Ontario—Deser. & trav —Maps. 


11-23728 
Library of Congress 


McNally & co.'s indexed pocket map and shippers’ 
ide of British Columbia ... Chicago & New York, 
nd, MeNally & co. ;1900, 


lip. map tee 


July 5, 1900-173 


Library of Congress (Copyright 1900 A 8388) 


23 


Rand 
Rand, McNally & co.’s indexed state and railroad 
of Mexico ... Chicago & New York, Rand, MeNally & 


co. 1900, 
4p. map. 16° 


ee 


Library of Congress (Copyright 1900 A 9594) 


Rand, McNally & co. "a new census atlas of the world, con- 
taining maps of each state and territory in the United 
States, provinces of Canada, the continents, and their 
subdivisions. An alphabetical index of 100,000 of the 
prominent cities of the United States with 1910 census, 
and principal cities of foreign sae. Chicago, New 
York, Rand MeNally & co., 1911 


2p. 1, 177 p. incl. col. pl, 100 col abas diagr. 35™. 


Maps 11-1 


Library of Congress Div. of maps and charts 


Rand, McNally & co.’s new imperial atlas of the world, 
containing BA scale colored maps of each state and 
territory in the United States, provinees of Canada, the 


continents and their subdivisions ... Chicago, New 
York, Rand, MeNally & company, 1905, 
2p. 1, 172 p. incl. maps. 36x 30™ 
1. Atlases. 
5— 3309 


Library of Congress 


Copyright al%&ly 


Rand, MeNally & co.’s new imperial atlas of the world con- 
taining large scale colored maps of each state J oo territory 
in the United States, age of Canada, the continents 
and their subdivisions ... Chicago, New York, Rand, Mc- 
Nally & company, 1911. 
2p. 1, 198 p. inel 118 col. maps. 364%. 


1, Atlases. 
ll-u 
Library of Congress Div. of maps 7 
Copyright A 295068 adtel, 


Rand, McNally & co.’s over!an:! guide from the Misouri river 
to the Pacific ocean via Kansas, Colorado, New Mexico, 
Arizona and California. Chas. 8. Glee, editor, Rev. ed. 
Chicago, Rand, MeNally & co., Ist 
246 p. incl. thus, pt 


fold. map 20)". 


1. The Weet—Diewer, & trav 
ner, 15% 1920, = a, ‘Tithe 
to the Pucitie eee 


Onde beaks 1. Gleed, Pharles Sum- 
Overiand guide from the Missouri river 


1-21765 Revised 
Library of Congress 


Coprricht 184: 1N257 


Fa eet 
ervey 


Rand, MeNally & co.’s pictorial Chicago and illustrated 
Workl's Colvmbian exposition, containing views of principal 
buildings. residences, streets ... ete. Chicago, Rand, Me- 
Nally & company, 1505, 


2p h. 10 pl faye ase 


Sines Some ¥ jews, 2. Chicago. World's Columbien exposi- 


ti. 18—V 
Re-2387 
Library of Congress F346 G.R32 
Copyright 1603: 40035 38b1, 








Rand LIBRARY OF CONGRESS 


Rand, McNally & co.’s pictorial Chicago; containing ) » D A aes . Rand-MeNally bankers’ directory, (hicago, comp. 
views of principal buildings, residences, streets, parks, ~—o —y ly b oy pee an - _ note ot. a Key to numerical system of the American bankers associa- 


monuments, ete. (hicago, Rand, McNally & company . " r aa : tion; a numerical and alphabetical list of banks of the United 
(1898, — ow oo. 1893 #77. (3) Pp. incl. front., States, comp. ... by Rand- MeNally bankers directory under the 
2p. 1, pl 23x24" oe ~ authority and according to the system of the American bank- 
Oter otitions with different 1p. and cover, were issued for distribution by varios ers association Chicago, Rand, McNally & company (“191i- 
beviness firme. 
F548.5.R4 an vy. 274". 
1. Chicago—Deser — Views. 1. Banks ge U. 8.—Direct. . 1 American banker's asso 
ciation. 1 
98-85 208204 
ee Library of Congress G2441.R4 
Library of Congress FS485.R322 Copyright Copyright (38r22f1, 
Rand, McNally & co. torial guide to Chi nd Rand, McNally & co.'s political atlas; a compendium of , 
( y S) pic g cago ai pe’ Rand-McNally bankers’ month! 
the World's Columbian exposition . . . Chicago and facts and figares, platforms, biographies, and portraits ; ™ und ij 
New York, Rand, McNally & co., 1893. 125 pp. incl. the men and the issues of the presidential campaign of see 
illus., pl. map. 16°. = Chieago-New York, Rand, McNally & company, The Bankers’ monthly. 
Other editions of the Pictorial guide were ieeved with diferent t -p and cover. for distri. : 
Ddetree by varices Busrnens Arma 16 p. illus. (incl. map) 354x 29™. 
F548.5.R3 1-Re-ziea 
1. U. S—Pol, & govt 
8-22573 ca 18-1652 Unrev'd 
Library of Congress jxamens 
Copyright 1908 A 212935) Library of Congress 
Rand, Mc Rand MeNally bankers jester of fe grein f 54 
Rand, McNally & co.’s pictorial guide to Washington -“ Nally & co.’s tourist atts to the Northwest . Canada . ‘omp. and pub. exclusively by 
environs ... Chicago a New York, Rand, McNally & Chieago, Rand, MeNally & co., 1877 Rand MeNally bankers directory ... a complete alpha- 
company, 1900. M6 p. illus. 20" betical list of all signing officers, bank and trust, in the 


United States and Canada, showing name of officer, 
title, name of bank, city and state. Chicago, New York, 
Rand, MeNally & company 1922)- 


1 p. L, @-208 p. incl. ius, maps, plans. front. fold. map. 214". 





v. 28°, 
1. Bankers—U. S.—Direct. 2. Bankers—Canada—Direct. 1. Rand 
McNally bankers directory parvo 
1. Washington, D. C.—Descr.—Guide-books. 1. Northwest, Old--Descr. & trav. 2. Summer resorts—Northwest, Old Library of Congress HG2441.R45 x 
08544 Revised 4-600 —— 2d set. 
Library of Congress F190.R183 Copyright h 
Copyright 173502; Library of Congress F476 Ris 
Rand, McN: Boston guide to the and environs, with 
a bg? & co.'s pictorial guide to ers at :. Rand, McNally & co.’s universal atlas of the world . mage pony eed oe Re Chicago, Rand, 
com, be pH A with marginal index together with historical, descrip- McNally & company, ‘19 
brary ary of Congress, White House, the departments, Mount tive, and statistical matter ... colored statistical dia . 
Vernon, Arlington, and all other points of interest ... Chi- grams and city maps. Also a concise review ... of the v. (tue, plans, maps. 109* 
cago and New York, Rand, McNally & company, 1901. world’s peoples. Chicago, New York, Rand, MeNally 
204 p. incl. front., illus. (incl. plans) plates, maps (1 fold.) 214. & company 1899, 
Includes advertising matter. 3 p. L, 3-456 p. incl. illus, maps, plans, diagrs. 361. 


With this to baud: Mistery of the Sessidh-Ameriean wer with handy 
atlas maps... Chicago and New York :1 


L. Boston —Deacr - Guidebooks. 


1. Washington, D. C.—Descr —Guide books. R 4 
1, Atlases. 99-1892 Revi 210 
36-29240 Library of Congress GI0I9.RS 1899 Library of Congress F785. R24 
—- —— Copy 2. idl, 
Library of Congress Frise. RIM 917.53 c . 1999; 26968 172642) 


Rand, McNally & co.’s pictorial guide to Washington and Rand, McNally & co.'s A week at the fais, Miestenting the Rand, McNally Boston guile to the city and environs, with 


environs ; incinding complete descriptions of the Capi exhibits and wonders of the World’s Columbian expo- ' 
tol. Library of Congress, White House, the depart sition, with special descriptive articles by Mrs. Potter map and ny New York, Chicago, Rand, Me 
ments, Mount Vernon, Arlington, and all other inte Palmer, the Countess of Aberdcen, Mrs. Schuyler Van Nally & company (1915, 
of interest. Illustrations from recent photographs, Rensselaer ... Chicago, Rand, McNally & company, 113 p. illus. Cine! plans) fold. map. 195°" 
gether with maps, plans, ete., prepared especially. for 1993. §. Retve—Deert «Caldetenhe + 
this work . een and New York, Rand, MeNally & 1 pL, 9268 p. fold, front., illus., ports., plans, 239°. F73S.RM 5-008 
company. 15 Library of Congress 
‘ Compiled by Stuart CW ade Copyright A 393505 
2p |. 204 p incl. front. illus, maps, plans 213° Advertisements: p. 262-2) 
1. Washi pc-o Seine sees ; is dg ago. | World's Cotasitien exposition, 1893—Guide-books 
Library of Congress F199 R192 g $—30130 
— — Cops 2 Library of Congress TS0O.\2KI9 
Copyright am, 
Rand, McNally & co.'s pocket atlas of the world. Contsining » 4 MeNally bankers directory and the bankers 1 ister, Rand McNally broadcasting and special land station 
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world, with dates of their accession, arrai .in chron- 
be ical order, and a ... comprehensive index. Chicago 
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Library of Congress, no. G127. R175. 
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Library of Congress 


Copy 2. 
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Library of Congress F866.R192 Copyright 


The Rand-MeNally guide to California via “The overland 
route”, by A. Darlow and Harry Brook Chicago and 
New ¥! Rand, McNally & ange 1903, 


2p. 1, 11242 p. front. iitus, fold. map. 199%. 
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author. 
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Library of Congress 
Copyright zal, 
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The Rand. McNally guide to California via the 


Santa Fe 
route ... Chicago and New York, Rand, McNally & 
company ,1900, 


on i OMe front., illus. fold. map. 20°. (Om cover: Rialto series, 
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Library of Congress atid 


Coperight 1900 A 26437 


F866.R18 
172242) 


The Rand-Mo! 
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Library of Congress, no. F806. R182. Copyright. 


The Rand-McNally guide to California via the Santa Fe; 
with map and illustrations. Chicago and New York, 
Rand, McNally & company ,“1908, 


2p. 1, G-248 p. illus, fold map. 19)™ 


1. California—Descr. & trav —Guide-books. 
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F866.R183 
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Library of Congress 


Rand McNally guide to Chicago and environs, with 
illustrations. Chicago, New York, Rand, McNally 
pany ,“1922, 

167 p. tlus. (incl. plans) fold. map. 19°. 
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1. Chicago—Descr —G ulde-hooks. 
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Rand McNally guide to Detroit and erlvirons ... New 
York, © Roxas Rand, McNally & company, 1922- 
v. ius, maps. 19°. 
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Rand, McNally & co.’s pictorial Coinage, containing 
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— ete. Chicago, Rand, MeNally & company 
“1898; 
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1. Chicago— Deser —Views. 
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Library of Congress FS485.R322 Copyright 


(Rend, McNally & co. s; pictorial guide to Chicago and 
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illus., pl. map. 16°. 
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Detioe by verieve business Arma 


F548.5.R3 1-Re-28 


Rand, McNally & co.’s pictorial guide to W: and 
environs ... Chicago and New York, Rand, weNally & 
company, 1900. 


1 p. L, @y-206 p. incl. ius, maps, plans. front. fold. map. 214". 
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Copyright (7352; 


Rand, MeNally & co.’ pictorial guide to Washington and en- 
virons, complete di of the Capitol, Li- 
nd of Camaro, bes Howse, the ST. ph Mount 

Vernon, Arlington, and terest Chi- 
cago and New York, Rand, McNahy & company, 1901. 
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Includes advertising matter. 
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Rand, McNally & co.’s pictorial guide to Washington and 
environs ; including complete descriptions of the Capi 
tol, Library of Congress, White House, the depart 
ments, Mount Vernon, Arlington, and all other points 
of interest. Illustrations from recent photographs, to- 
gether with maps, plans, etc., prepared especially for 
this work ... Chicago and New York, Rand, McNally & 
company. 1902. 


2p. 1. %-204 p. incl. front, illus, maps, plans 214° 


1. Washington. D. C._—Deser —Guide-books. 
Library of Congress FIW R192 
Copy 2. 

Copyright am, 


Rand, MeNally & co.’s pocket atlas of the world. Containing 
colored maps of each state and territory in the United States; 
also, maps of the chief grand divisions, with complete index 
of every country on the face of the globe. Illustrated by more 
than one hundred colored diagrams, tables, etc. Chicago, 
New York, Rand, McNally & co., 1886. 


Wi p. col. Mus (incl maps) 14)”. 
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Rand, McNally & co.’s pocket guide to Chicago . . . with 
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Rand, McNally & co., 1893. 177, ;3) pp. incl. front., 
illus., pl, map. 16°. 
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Rand, McNally & co.’s political atlas; a compendium of 
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the men and the issues of the presidential campaign of 
1908. Chieago-New York, Rand, McNally & company, 
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16 p. illus. (incl map) 354 x 29™. 
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Library of Congress JK2262.R3 
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Rand, McNally & co.’s tourist guide to the Northwest . 
Chicago, Rand, MeNally & co., 1877. 


6p illus. 20" 
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Library of Congress F476.R18 


Rand, McNally & co.’s universal atlas of the world . 
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tive, and statistical matter ... colored statistical dia 
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world’s peoples. hicago, New York, Rand, McNally 
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3 p. 1, r-456 p. incl. illus, maps, plans, diagrs. 364°. 
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Rand, McNally & co.'s A week at the fair, illustrating the 
exhibits and wonders of the World’s Columbian ¢xpo- 
sition, with special descriptive articles by Mrs. Potter 
Palmer, the Countess of Aberdeen, Mrs. Schuyler Van 
Rensselacr ... Chicago, Rand, McNally & company, 
1893, 

1 1, 208 p. fold. front., illus., ports., plans, 233. 
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Rand MeNally bankers directory ... a complete alpha- 
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1. Bankers—U. S.—Direct. 2. Bankers—Canada—Direct. 1. Rand 
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Library of Congress HG2441.R45 
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Copyright h 
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Rand McNally broadcasting and special land station: 
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Rand McNally complete radio atlas of the United States 
and principal broadcasting stations of the world ... 
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world, with dates of their accession, arra .in chron- 
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S-2as2it 
Library of Congress G127.R17S 18% 
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(Rand-MecNally grammar school geography, 
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York, Rand, McNally & company (1897, 
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The Rand- McNally grammar school geography ... 
Woodward & Tiernan’s Texas ed, St. Louis, Mo., 
Ww ard & Tiernan printing company (1898, 
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The Rand-MeNally guide to California via “The overland 
route”, by A. Darlow and Harry Brook ... Chicago and 
New Y: Rand, McNally & company ,1903, 
2p. 1, 11-242 p. front., iltus, fold. map. 199°. 
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author. 


a. Brook, Herry, joint a 


Library of Congress F906.R19 


The Rand- ‘McNally guide to California via the Santa Fe 
route ..._ Chicago and New York, Rand, MeNally & 
company 1900, 
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Library of Congress Ges Dotnt 
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with map and illustrations. Chicago and New York, 
Rand, McNally & company ;*1908, 


2p. 1, G-248 p. illus, fold map 19)™. 
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Rand McNally guide to Chicago and environs, with mapas 
illustrations. Chicago, New York, Rand, McNally & com- 
pany ,°1922, 

167 p. Mlus. (incl. plans) fold. map. 19°. 
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Libre~ of Congress FS74.D4R2 
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Rand, McNally guide to New York city and environs ... 
New Fak Chines Rand, McNally & company, 
¥. fitus., fold. maps 199. 
Title vartes: Rand, McNally & co.’s handy guide to New York 
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Rand, McNally New York guide to the city Lt environs. 


Rand, McNally guide to New York and en 
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Copyright 3711, 
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The Rand-McN: guide to the great Northwest; con- 
taining information regarding the states of Montana, 
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Alaska, also tern Canada and British Columbia, 

with a description of the route along the Great north- 

ern railway. Gives the early history, topography, cli- 
mate, resources, and valuable statistics on the states 

comprising the great Northwest. By S. H. Soulé . 

— and New York, Rand, McNally & company 
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7oe 171-366 p. front. illus. fold. map. 19)" 


Northwestern states—Descr. & trav —-Guide-books 1. Soulé, Sidney 
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Rand McNally guide to Washington and environs, with maps 
and illustrations. New York, Chicago, Rand, McNally & 
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158 p. Mlus. (incl. plans) 19°. 

“24th edition.” 

1. Washington, D. C.—Descr.—Guide-books. onane 
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“25th edition.” 
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The Rand-McNally hand-book to the Pan-American 
ep ayy Niagara Falls ... Chicago and New 
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The Rand-MoNally hand-book to the Pan-American ex- 
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tations, ncuding reference lists of t hotels of 
sement, steamship piers, etc., in New York ci oi, 

New York, Chicago, Rand MeNally & company (“191 


@ p. illus, fold maps. 19) go2s 


1. Hudson River—Descr. & trav. —Guide-books 

1S-1911 
Library of Congress 

Copyright A 406845 


F127. H8RM 


Rand McNally talons, ieuding efron i snide, with of hotel place of 
Dire ee New York ci 
New New York, ‘Chicago, penny: AL ¥ OL Ya 1918, 
@ p. ius, fold. maps. 19)". 


1. Hudson River—Descr. & trav —Guide-books. 


Library of Congress 
Copyright A 430982 


26 





Rand McNally Hudson River guide, wi 
trations, including reference lists of Got ES "of 
amusement, steamship piers, ete., in New York cit,. 
New York. Chicago, Rand. McNally & company “1919, 


59 p. illus., fold. maps. 199° 


1. Hudson River—Descr. & trav.—Guide-pooks. 


19-14292 
Library of Congress F127.H8RM3 
Copyright A $30062 oa 
Rand McNally Hudson River guide with maps and illus- 
trations, including reference lists of hotels, places of 
amusement, steamship piers, etc., in New York city. 


New York, Chicago, Rand MeNally & company (‘1920 
59 p. illus. fold. maps. 19)" 


1. Hudson River—Descr. & trav.—Guide-books. 


20-12883 
Library of Congress F127.H8R344 
Copyright A 571738 3 
list of attorneys-at-law 
., New York city etc, Rand, McNally & 
company, 
vy. B. 


1. Lawyers—U. S.—Direct. 11. Legal directories 


Library of Congress 
Copyright 


The yee list of selections in school readers. 
An alphabetically arranged list of the titles of all the 
selections in fifty-five series of school readers now in use 
in the United States, Great Britain, and Canada. Chi- 
cago and New York, Rand, McNally & company (°1896, 
218 p. 18™ 


1. Readers and speakers—Bibl. 2, Text-books—Bibi. 


Library of Congress 
© 1896 : 64362 


27136. R2R18 


The Rand-McNally new century reader, number 
six 
Chicago & New York, Rand, McNally & company 


v. illus. 19°. (On cover: Local series) 
Vol. 3 comp. by H. S. Tibbits. 
Vol 40 het have La The Rand-McNally new century reader, sunber 
four)-six); selected and adapted for the World's standard literature. 


1. Readers and speakers—1870- 1. Tibbits, Henry S., comp. 


Nov. 1, 1900-282 Additions 


Library of Congress PEI117.NS22 
Copyright 
Rand-McNally new standard atlas of the world ... Chi- 
cago and New © York, Rand, MeNally & co. (1899, 
373 p. illus. fol. 
Mar 16,9963 
Librar, of Congress (Copyright 1899: 10016) 














Rand, McNally new street number guide and complete 
transit directory of the Bronx, showing the location of 
any given corner number on any street or avenue ... 
New York, Chicago, Rand, McNally & co. (1918, 


2p. L, 3-163, ch) p. ius. (map) 164™. 


1. Bronx (Borough)—Streets. 
19-1 5088 
Library of Congress F 128.68. B8R2 
Copyright A 509789 3 


Rand, McNally New York guide to the 
city and environs 
see 


Rand, McNally guide to New York city 
and environs... 


Rand McNally Philadelphia guide to the city and en- 
virons, with ma eoT iitesteations, New York, Chi- 
eago, Rand, McNally & company ;“1914, 

126 p. illus, plans (1 fold.) 199 
1. Philadelphia—Descr —Guide-books 
14-12805 


Library of Congress 
Copyright A 376681 


F158.5.R23 


Rand McNally Philadelphia guide to the oy ond. envi- 
rons, with maps and illustrations. New York. 
Rand McNally & company (1915, 


126 p. illus, plans (1 fold) 19). $025 
1. Philadelphia—Descr —Guide-books 
15-15910 
Library of Congress F158.5.R232 
Copyright A 406844 
Rand, McNally Philadel to the city and en- 
virons, with maps poe gh as ‘ork, Chi- 
cago, Rand, McNally & company (1916, 
125 p. illus, fold. map. 19)™. 
1. Philadelphia—Descr —Guide-books 
16-14910 
Library of Congress F158.5.R233 
Copyright A 431824 


“aro ay, TSE) . ork Chi. 
McNally & company (1917, 
125 p. ius, fold. map. 197. 


1. Philadelphis—Deser —Guide-books. 
Library of Congress FIS8S.R2¢ a 
Copyright A 453624 
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“arene mm sa yoy tT AY shtew Fork Chi. 


ally & company, 1919. 
se p. ‘ maps. 19)". 


1. Philadelphia—Descr.—Guide-books. 


Library of Congress F158.5.R235 
Copyright A $30061 wh 


Rand McNally Philadelphia guide to the city’ and envi- 
rons, with maps and illustrations ... New York, Chi- 
cago, Rand MeNally & company, ‘1920. 


1 p. 1, $138 p. incl. illus, maps. 194°" 


1. Philadeiphia—Descr.—Guide-books 


20-12884 
Library of Congress F1S8.5.R23%6 
Copyright A 571737 3 
Rand, McNally Philadelphia guide to the ci 
virons, with maps and illustrations. New York’ Ont Chi- 
cago, Rand, MeNally & company, 1921. 
1p. 1, S141 p. incl. illus, maps. 199. 
1. Philadelphia—Descr.—Guide-books. 
22-2383 
Library of Congress FiS8.S.R2 1921 
Copyright A 656320 12) 


The Rand-MeNally photo-auto guide ... Chicago, New York, 
Rand, McNally & company ,*1909- 


v. Mus. 20”. 


1. Automoblies—Road guides. 2. U. 8.—Deecr. & trav —Guide-books. 


Library of Congress 
Copyright A 244789 


ary, 

cago, Rand, McNally & company ,°1901, 
Ip, 7 pl. 182179. 
Descriptive text at foot of each plate. 


1. Buffalo. Pan-American exposition, 1901—Views. 


Library of Congress 
Copyright A 13760 


‘Tes8.C1R18 
301, 


Rand-MeNally og atlas of the ; historical—politi- 
cal—commercial .. Chisago & Now Y. York, Rand, McNally 
& company (1900, 

381 p. flue. (maps) 15°. 


1. Atlases. 


Library of Congress 
Copyright 1900 A 25665 


Rand 

itical atlas, a compendii 
Mond heures ddoeme, tagraghion, Gnd portraite; the 
issues of the tial of 


1016 "Ginn New York, Rand, McNally & company, 


16 p. illus. (incl. ports, map) diagr. H™. $025 


1, Campaign literature, 1916. 2. Presidents—U. S. 


Library of Congress JKS26.1916.R3 — 
Copyright A 437537 
Band RRaRy polite & compendium of facts end 
‘orms, and portraits; the 
ous tn tues a campaign of 1920, 


Chicago, New York, Rand, McNally & company, 1920. 
16 p. illus. (incl. ports, maps) 34™. 


1, Campaign literature, 1920. 2. Presidente—U. S.- 


2154 
Library of Congress JK2263.1920.R3 
—— Copy2. 
Copyright A 574048 a 
Rand, MeNally political atlas for 1982 ... New York, Chi- 
cago ,etc., Rand, McNally & company, *1932. 
16 p. illus. (incl. ports, maps) 344". 
1. Campaign literature, 1962. 2 Presidente—-U. 5. 1 Rand, Mo 
Nally & co. 1. Title: Political atlas for 1982. 
2-237 
Library of Congress 7K2263.1982.R3 
—- —— Copy 2. 
Copyright AA 102765 co 320.01 
Rand M:Nally political atlas for 1936 ... New York, Chicago 


yetc., Rand M'Nally & company, 1936. 
82 p incl. 12 maps (part col) illus, ports, tables, diagra. 254”. 


aun t 
" Compliments ‘fF of Stitt ignition company ... Columbus, Ohio. 


1. Campaign lterature, 1986 2 poagee-s. a 1 Reod, 
McNally & co. 1. Title: Political atias for 1986. 
Map «0-77 
Library of Congress. Div. of maps 
Copyright A 111525 12) 


cago and New York, MeNally & company (1894, 
115, chy p. illus, 2619. (Rand-MeNally geographical serien 


1 Geography —Text-books— 1870- 


Sas 
cizRin 


Library of Congress 
i ——~ Copy 2 
Rand, McNally Sen Francisca 
-. New York, San 
Nally & company ,19 
v. map: (1 fold) 18”. 


street and transportation 
nee 


1. San Frencisco—Strests. 


o1-esTe> 
Library of Congress ‘eee 804? 
—— 2 eet. 
Copyright a, wT sem 





Rani ee oe street number xuide ar. 1 complete transit 
Manhattan .. 


Chicago. New York, Rand, MeNally & company 
v. fold. map. 169". 


1. New York (City)—Streets. 


Library of Congress F128.67. A1A2 
Copyright 12, 


Rand McNally street number guide and indexed map of 


Manhattan ... 
Chicago, New York, Rand, McNally & company, 19 
v. fold map 16x87. 


1. New York (City)—Streets. 


24-2497 
Library of Congress F128.67.A1A2 
Copy right 72 
McNally Washi 
virons, with yop ta » *, ont Ont. 
cago, Rand, McNally & company (1915; 
213 p. illus, fold. map. 19". 9025 
1, Washington, D. C.—Descr.—Guide-books. 1$-19908 
Library of Congress F199. R193 
———- Copy 2. 
Copyright A 406663 


Rand, McNally yp = guide to the city and envi- 
rons, with may justrations. New York, Chicago, 
Rand, McNally & company (1916, 


213 p. illus. (incl. map, plans) fold. map. 19)". 925 


1. Washington, D. C—Deser—Guide-books. 
Library of Congress F199.R193 
—— Copy 2. 
Copyright A 433963 
Bad, ty Washington guide to the city and environs, 
with maps and illustrations. New York, Chicago, Rand, 
MeNally & company, “1917. 
223 p. illus. (incl. maps, plans) 194* 


16-16187 
1916 


1. Washington, D. C_—Deser. —Guide-books. 


17-21670 
Library of Congress FIW.R193 1917 
Copyright A 473051 
Rand Washington guide to the city and envi- 


rons, with maps and illustrations. Eel. of 1920. Now 


York, Chicago, Rand, MeNally & company, 1920 
223 p. front., illus. (incl. maps, plans) 19)" 
1. Washington, D. C.—Descr.—Guide-Looks. 
wR 
Library of Congress FI99.R193 1920 
Copyright A 563910 2 


LIBRARY OF CONGRESS 


Rand school of social science, New York. 


The case of the Rand school ... New York city, Rand 
school of social science, 1919. 


ipl Wap 2. 


1. Socialism. 2. American socialist society. 1. Title. 
20-967 
Library of Congress HX92.NSR3 
ch 


Rand school of social science, New York. Correspond- 
ence dept. 
The human element in economics ; twelve lessons 
pared by Scott Nearing ... New York, Rand schoo "ot 
social science 1919 


Sip. 26°. $3590 

Caption title. 

Cover-title: Rand school correspondence courses. 

1. Economics. 2. Economics—Examinations, questions, etc. 1. Near- 
ing, Scott, 1883- 

19-5372 

Library of Congress HB171.7.R2 

Copyright A 511983 bh 


Rand school of social science, \ew York. 
search. 

What shall I read! A book list for boys and girls empha- 
sizing the progressive social spirit, compiled by Grace Poole 
and Solon De Leon of the Research department, Rand school 
of social science. New York, N. Y., Issued by the Educa- 
tional department, Workmen's circle ,“1929, 

285 p. 20). 

Annotated and classified with author and title index. 


Dept. of labor re- 


1. Children’s literature—Bibi. 1. Poole, Grace. 1. De Leon, Solon. 
1883— mi, Workmen's circle. Educational committee. tv. Title 
30-10836 
Library of Congress Z1087.R18 
3; 028.5 


Randa, Anton, ritter von, 1834-1914 
Der besitz nach dsterreichischem rechte, mit beriicksichti- 


gung des gemeinen rechtes, des preussischen, franzisischen und 
sachsischen hes. Von dr. Anton Randa ... Leipzig, 
Breitkopf und Hirtel, 1865. 
xvi, 884 p. 224°. 
“AbkOrsungen” (bibliography) : p. (xv)-xvi. 
1. Possession (Law) —Austria. 
42-2760 


Library of Congress 12) 


Randa, Anton, ritter ven, 1884-1914. 
Der besitz nach & h rechte mit b ticksichugung 
des gemeinen rechtes, des h und 
des siichsi a und h 
Von dr. Anton Rande ... pte ome oy und verm. aufl. 
Leipzig, Breitkopf und fiartel, 1895. 
xxxiz, 814 p. 229". 
“Abktrzungen”: p. xxxvi-zxsiz 











1, Possession (Law) (1. Possession, 
1. Title. 


12. Possession—Austria, 


926741 


Library of Congress a30d1; 


Rands, Anten, ritter ven, 1834-1914. 
Das ei mit 


papiere 
biicher. Von dr. Anton Randa ... 


2, sum theil umguarb. suf Leipzig, Breitkopf und Hartel, 


. 2. 


Library of Congress yadibl, 


28 





Randa, Anton, vitter ven. 
Das éster delsrecht mi h) 
a Von Dr. Anton ritter v. Randa. 
utsche ausgabe bearbeitet unter beihilfe des k. k. 





landesgerichterates Dr. Berth. Joh. Wolf ... Wien, 
Manzsche buchhandlung, 1905. 
2v. 2 
Biographical! footnotes. 
1. Wolf, Bertold Johann, ed. 
6-Woa2 


Library of Congress 


Randa, Anton, ritier von, 1834— 
Das che und aul wasserrecht mit bezug auf die 


wassergesetzgebungen. 
Von dr. Anton Randa ... 3. umgearb. und in. suf 
Prag, F. Rivnaé, 1891. 


4p.1,210, 2p. 27 
“Literatuw : p. 1-3. 





Library of Congress a 


Randa, Anton, ritter von, 1834- 

Die sch»denersatzpflicht nach ésterreichischem rechte, 
mit bedaclitnunme auf ausliindische gesetzgebungen. Mit 
einem anhange iiber das dsterreichische automobilgesetz 
vom 9. august 1908 im a mit dem betreffenden 
reichsdeutschen entwurfe. 2., verm. aufl. Von dr. Anton 
ritter von Randa. Wien, Manz, 1908. 


vii, (), 29 p. 2™. 


11-16396 
Library of Congress 


Randa, Anton, ritter von, 1834-1914. 

Die schadenersatzpfiicht nach ésterreichischem rechte insbe- 
sondere aus eisenb und bilurfillen mit bedacht- 
nahme auf liindi b 3., verm. aufl. Von 
dr. Anton ritter von awd 9 Wien, Manz, 1913. 

xi, 2829p. 23>. 

“Elnleitung. Gesetzgebung und literatur™ 








p. 1-24. 


1. Damages—aAustria. 2. Accident law—Austria. 3. Railroad law— 
Austria. 4. Automobiles—Laws and regulations Austria. 1. Tithe. 
88-13834 
Library of Congress 3 


Randa, Anton, ritter von, 1834-1914. 

Die fe ma nach _osterreichischem rechte 
mit bezug auf und 
— Von dr. Anton, ritter von Randa .. Prag, Fr. Rivnédé, 





4p.1,43p. 2. 
Zagieich ein nachtrag rum: “Ocesterr. wasserrecht” desselben verfas 
seers. 


Library of Congress yadib1, 


Randaccio, Carlo, 1827- 


Storia navale universale antica e unoderna; opera 
che riporta il secondo premio (il primo non fu conferito) 
al coneorso bandito dal Ministero della marina per un 
libro di storia navale. Roma. Forzani e c., 1861. 


2v. 2". 


1. Naval art and science—Hist. 


Library of Congress 














Randal, John. i 
The solace, by John Randal ... New Yo 
EP. Bavteny Pa BE es 
2p |, wiirvilip, 11, Bip 19. 
7-197 


tchinson, W 
Newcastle, 1778. 27%". v. 1. 62 p. at end) 


Subject entries: Northumberland, Eng.—Religious & ecclesiastical insti- 


oe 
‘Library of Congres, no. DA670.N8H9. 
Randall, A G. 
Primer for voters, by A. G. Randall. (San Francisco, 
The Blair-Murdock co., ‘1911, 
45, (2) p incl. form. 174°. 9025 
1. Title. 
12-4373 
Library of Congress s 
Copyright A 39130 
Randall, Ada M. 

Through golden windows; children’s posts and story-tellers, 
by Ada M. Randall and Mary Katharine Reely; illustrations 
by Emma L. Brock. | siteecbon Minsmpotin £: Hale ond 
company, 1934. 

4p. 1, 21 p. tcl frost, itus 2. 
Mustrated lining-papers. 


Contents. — —t 9. Cater pele on8 cterp eater of Amastea— 
pt. 2. Children's poets and story-tellers of other 


1 Authors. & totem, soot, & Poets 


1 Reely, Mary Kath- 
artne, jotnt author. m Tithe. 


8427279 
Library of Congress 
Copyright A T6130 


PN1000.A1R3 
410%, oR 


Randall, Alexander. 

sn ofteess to Ge deni cnt Saat, SO. oe 
By Aexander’Bandall, 20, -. Annapolis, RB. F. 
Er 

2 me. 


1. St. John’s college, Annapolis, Md. neue 


aw, 
Library of Congress LD411.8208 1890 


“Tan Phew Pieetegpom semahiiens v. 2,00. 


Randall, Alexander, 1883 
Surgical pathology of prostatic obstructions, by Alexander 
—- Debtors, "The Williams & Wikine sompeny, 


will, 908 p. tmcl. plates, diagra pl. 27)”. 
Descriptive letterpress om verece facing plates. 


1. Prostate giand—Diseaees. 2. Prostate giand—Surgery. 1 Title 
‘81-2062 

Library of Congress ROMS RB 

Copyright A 42830 8841, ees 


CATALOG OF PRINTED CARDS 


Randall, Alexander Williams 


Randall, Alfred Edward. 

A selection of leading cases in equity, with notes (in- 
tended to form a companion volume Py Shirley's 
ing cases in the common law’’) by A. E Basta Lon- 
don, Stevens and sons, limited; Toronto, Canada law 
book company ; (ete., ete.) 1912. 

Ixxxviii, 233 p. 229™. 


1. Equity. 1. Shirley, Walter Shirley, 1851-1888. 


A13-1135 


Title from Columbia Univ. Printed by L. C. 


Randall, Mrs. Alice Elizabeth (Sawtelle) 1865-1909. 

The sources of 5S; classical m » by Alice 
Elizabeth Sawtelle ... New York, Boston etc., Silver, Burdett 
and company, 1896. 


1p 2. 
Thesis pd grin Sey ey’ 
tory note 


Prefa’ signed: A 8. C. ot. ©. Albert & Cook, 
1. Spenser, Edmund, 15527-1600. 


Labrary of Congress 
Copyright 1808: 68201 


PR2367 (683, 
(371, 


Randall, Caleb Dwinell, 1831-1908. 

... The fourth International prison congress, St. 
Russia, by C. D. Randall ... 
1891. 


a_i F ng, 


Washington, Govt. print. off., 


plates, ports. plans (1 fold.) qv. 
Circulars of information, 1801, no. 2: 


1. Internationa! penal and prison congrear. 4th, 8t. Petersburg, 1800. 


Linas ¥ 
of 1 
aa HVT248 19004 

deel; 


Randall, Charles Edgar, 1897- 
Famous trees. ,By Charles E. Randall and D. Priscills 
Washington, U. S. Govt. print. off., 1938, 


nptin 200 =. a". (0. & Dept of agriculture. Miscel- 
Janeous publication no. 


Jy jon with came title ty D Priscila Bdagertoo 
was lesued in : 

“Literature cited”: p 111-115. 

1 (Trees—Notabie, 2. Treee—U. 8. Eégerton, Mra Daisy Pris 
“Ne (Sestth) 1968- Joint author. Title 
us ao Library Bo 28 = 

"for Lloraty ef Ooagrens igieads "a'306) 

ra2v2, (€80.6178) 

08 Gar oe, 


sod of wld parca n mpome Tceek hoa 
Baltimore, 1982. 


Ip. lt, p 73-68,11 ius, pl, diagrs. 224”. 
Thsats ».)—Jobus Hopkins university, 1962. 
Rumaing title. ‘Ultrasonic velocity 


“Reprintes from Bureau of standards journal of research vol 6 
Janeary, 1982.” 





1. Bounéd-waves. 2 Compreax:bility. 3. Interferometer. Title. 
m Title: Ultrasonic velocity measurements. - 
a QC33.R3 1982 ” 
Youn ogaioe Coir, oe . 
— —— Copy 2. a ose 


Randall 


Randall, Chester Reynolds, 1900- 





Ultrasonic of the 
tions and of ibd parties pension, 6) Cott Has 
dall . 


Journal of enearcn w gehingens US "Coe "B Gore, peat fot of, 1938. a8. 
january, 1932, v. 8, no. 1, p. degre. pl) 
Kuoping title: ca gmoney 








1. Sound-waves. 2 3 i Tithe. 
u Title: Ultrasonic velocity measurements 
Library of Congress QC1.US2 vol 8, n0.1 
_ Copy 2. TLU4 vol.8.n0.1 
3 (908) om 


Randall, Clare Bert, 1901- 


The drycleaning department, manual of a ea nee room 
tice, by C. B. Randal! ... Silver National 
ciation of dyers and cleaners of th the Tai Back States and Canada 

(°1937, 


6p... 11-141 p. front, ius, diagra 19°. 


i 


L Cleaning. 1. Nationa! association of dyers and cleaners of the 
United States and Canada. un. Title. 


‘38— 182 
Library of Congress TPIG2.RS 
~~ — — Copy 2. 
Copyright A 111008 (3902, 46.6 


and Canada ,*1940, 
6p. L, 11,217 p. front, illus, diagra 19”. 
Se So an € Gm 8 Ge ee 
41-21681 
Library of Congress TPS RS 1940 
s on8 


Randall, Daniel Boody, 1807-1899. 

A statistical history of the Maine conference of the 
M. E. church from 1793 to 1893. Collected and arranged 
by Rev. D. B. Randall, v. p. Portland, Me., The Lake- 
side press, 1893. 


4p. 1, 5-233, 1, p. 11 front. illus, ports. 23)™ 


1. Methodist Episcopal church. Conferences—Maine. 


21-19560 Revised 
Library of Congress BX8381. M2R2 
1r22b2) 
=e Daniel Richard, 1864-1936. 


and the South; by Daniel BR 
ie & ret ——-& }- 


Randall, Daniel Richard, 1464-1936. 
... A Puritan colony in Maryland, by Daniel R. Randall, 
a.s. Baltimore, N. Murray, 1886. 


4 p. Rol (Jobas Hopkins university studies in bistorier] and 
polities! ectence ... 4th ser., 1) 


1. Marylend—Chureh history. 2 Maryland—Hist—Cotonial period. 
8 Virginia—Church history yet 


Ke 8428 
Library of Congress Fisk 
—_-— 2 (Added 6-9: con on ae 
sity studies in Bistorteal and politien! science ... vol rv) 
HB J6 
Copyright iss: 10064 afro 1 








Randall, David Anton, 1905- 
The legion of the lost, by David A. Randall. 

? - nantes (New York, “1981, 27) 2214°°. pt 7 mo. 1, 
» 


Printed Dy Redfield-Downey-Odell co., New York. cf. Contents to pt. 
7 of the series. 


1. Bibliography—Rare books. . Title. 
AC 38-1005 
Grosvenor library ZIOOT.CT1 9pt7,n01 
for Library of Congress (Z1007.C71 pt. 7, mo. 1) 
th “010.5) 
Randall, David Austin, 1513-1854. 


The handwriting of God in Egypt, Sinai, and the Holy 
Land: Go cere of 0 femnee Sem Se goat iy Ft 
‘West to the sacred places of the East. By Rev. D. A. Randall .. 
Columbus, ©., Randall and Aston; New York, Sheldon & ©, 
1862. 

2¥.in 1 fronts, (lus. plates, plans. 26°. 

Cowrenre.—+. 1. Egypt and Sinal.—v. 2. The Holy Land. 


1. Bible—Geography. 2. -o. & trav. 8. Palestine—Descr. & 
trav. 4. Sinaitic Peninsula— . & trav. b 


1 Title. 
4—28872 
Library of Congress DS48.R18 
(391, 
Randall, Delmer, A,lmon, 1872- 


>. (71905; 
1199p 2. 
Library of Congress (Copyright A 118692) 
Randall, De-ter. 
Democracy vindicated and Dorrism unveiled. By Dex- 


ter Randall. = Printed by H. H. Brown, 1846. 
0p. 2. 


1. Dorr rebellion, 1842. 2 Rhode Island—Pol. & govt.—1775-1865. 
10-15727 


Library of Congress Fa4.Ri8 


Rendell, (on W } 
Randall's tabulated United States history. Lima, O., 
Evening times, 1885. 


pp mn. 
Subiect entries: U. §.—Hist.—Outlines, syllabi, etc. 


Library of Congrem, no. E178.2 Bia, 


Randall, Dwight T. 
ge, ee om } See me 0 
preliminary report, by D. T. Randall. Washington, Govt 

print. off., 1908. 
2.1 p 2i*. (U.S. Geological survey. Bulletin no. 884) 


Satscar rst 


1. Coal. 2 Smoke prevention. 


oss 
I aM 
U. 8. Geol survey. Library (200) B no. 
tor Library of Congress QRTS.BO no. 84 
atigl) 


LIBRARY OF CONGRESS 


Randall, Dwight T. 

North Dakota lignite as a fuel for power-plant boilers, 

by D. T. Randall and Henry Kreisinger. Washington, Govt. 
print. off., 1910. 

42». fold. pl, diagrs. 


tests bed were made by the United States Geological survey 
in cooperation with the United Stites Reclamation service. 


244". (U.S. Burenu of aines. Bulletin 2) 


1 Sante ee Dakota 1. Kreisinger, Henry, 1876- joint 
1. Tie 


author 


10—36115 
TNB.U4 0.2 


TPS26.U6N9 1910 
(38e1, 


library of Congress 
—- —— Copy 2. 


Randall, Dwight T. 

North Dakota a Benito one as a fuel oe power-plant boil- 
ers, by D. T. Randa Henry Kreisinger. (2d ed., 
rev. June, 1912; Washington, Govt. print. off., 1912. 


42 p. illus. fold. pl 25. ((U. $1 Bureau of mines. Bulletin 2) 
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The irrepressible conflict in religion, by John Herman 
Randall... New York, Dodge pu ing company (1925, 
vii, th, M3 p. 19*. 
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1. New thought t. Title. 
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Copyright A 476932 
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aid, 


Louise Dows. 
ilding Tesources; & study of the recre- 
ational opportunities and f. 
affiliated with Se few eA chest of San 





cisco, qos ‘oo M 1 


i mittee on recreation. iv. Title. 
F Special com- 
Library of Congress LC233.S4R3 
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“Bibliography of books consulted”: p 819. 
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Copyright ham? 
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See oe 


States, prepared for the Committee on personnel practices 
official oo. Sees organisation for pac belt 
nursing Marian G. Randall. York, The Macmillan 
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—-—-—— Copy 2. 
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; terminal associations. y C. G. Randell ... Washington, 


. 8. Govt. print. off., 1928. 
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An essay on the law of perpetuity, and on trusts of 
accumulation: with an introduction, ——s the his- 
tory of alienation. By Henry Randell London, Print- 
ed for T. & G. Underwood, 1822. 

viii, 250 p. 28". 
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I’m alone, by Captain Jack Randell, as told to Meigs O. Frost 
.» Indianapolis, The Bobbs-Merrill company ,*1930, 


S17 p. front. plates, ports, map 22)”. 
Autoblography. 
“First edition.” 
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—— —— Copy 2. 
Copyright A 20661 40), 926.56 
Randell, Robert. 
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. Messengers for ashiod ty With fo Randi .. - 
don, Hutchinson & co., ltd. ,1940, 
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1, Faraday, Michael, 1701-1867, 
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Randell, Wilfrid L. 
Quaker Robins, by Wilfrid L. Randell. With illustra- 
tions by John Little: London, 8. Paul & co., 1910. 
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The romance of electricity, by Wilfrid L. Randell. Lon- 
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Library of Congress PT2635.A5A48 1985 
Copyright A—Foreign 27716 
2 a3 01 


45 


455 . 
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S4 p. col. plates, ports., facsims. coat of arms. 23°". 


aan printed.” 
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. Der wettbewerb der deutschen braunkohlen-industrie 
gegen die einfuhr der béhmischen braunkohle. Von dr. ing. 
Wolther Randhahn Mit 3 kurven und einer karte. Jena, 
G. Fischer, 1908. 
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Randi, Luigi. 
.. Il marito e i figlivoli di Beatrice Portinari; lettera 


al prof. Isidoro del Lungo. (Firenze, Tip. di G. Carne- 
secchi ¢ figli, 1892) 
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Randle ... Waco, Tex., Counselor print :1919 
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New York and Washing’ Neale publishing company, 
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1. Woman— History and condition of women. 
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Woman among the illustrious. A lecture, by Frederick 
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Feeding the family; health cook book; with general sug- 
gestions regarding health and combination of foods and health 
recipes. By Helen Gertrude Randle ... assisted by J. H. Til- 
den ... and, Lilian Gunter Davis ... Greenville, 3. C., Helen 
Randle health publications ,*1934, 
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_ Copy 2. 
Copyright A 73340 3 15 


Randle, Helen Gertrude. 
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H. N. Randle ... 
xii, 4p. 22. 
Bibliography : p. :374,-883. 
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Conrents.—4. 1. Le probleme de I'alimentation, par Lacie Randoin 


at; Hear! Simonnct th La question deo vitemioes, per Lacie Mas- 
doin et, Henri Simonnet. 
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~~ ie eaten, pe a fom Gade ~ © Bae 
8 70 figures, 4 tableaux. Paris, A. 
Colin, 1982. 
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Copyright A—Foreign 17142 
a 239 
Randoin, Lucie. 
. Les vitamines (juillet — 1988) per Lacie Ran- 
doin ... et Pierre Le Gallic ... Paris, Hermann & c*, 1989. 
per mo = Fg age revue anovuelle, dirtgée par 
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gious Fes 2 sel rom many sources. New and enl. 
ed. York, A. D. r Randolph & co. :1872) 

3p. 1, Si-288, 288 p. 16™. 


1. Religious poetry, English 1. Title «. Tithe: The shadow of the 


r= 
Library of Congress — 


Copyright 1872: 11783 


PRII91.R24 18728 
1s2Sel) 


,Randolph, Anson Davies Fitz, 1820-1896. 

A Christmas chime ... New York, A. D. F. Randolph & 
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Fducation, and not instruction; an address delivered 
at the celebration of the twenty-fifth anniversary of the 
founding of Salem college, at Salem, West Virginia, June 
12, 1913, by Corliss Fitz Randolph. Plainfield, N. J., 
Press of the American Sabbath tract society, 19134. 

Ip lt, S4p 21". $050 


1. Education—Addresses, essays, lectures. 1. Title 


14—J188 
Library of Congress 
Copyright A 361892 


LCI01L R3 
124d, 


Randolph, Corliss Fitz, 1563— 
mpg ~~ oh eee 
oodbridgetown and Salemville churches in Penn- 
mfrania tnd te Shreve chur in New Jem by Corliss 
Randolph ... Plainfield, N. J., Printed for the author 
by the American Sabbath tract society, 1905. 
at” * 21, 504 p. front., illus, plates, ports, double maps, facsims. 
“Authorities” : p. xt)-aIv. 
1. Seventh-day Baptists. 2. Seventh-day Baptiste—West Virginia. 


66-1288 Revised 
BX6804. W4R3 


1422, 


Library of Congress 


a Corliss Fits, 1863- 





ant Wale of a visit to E schools includi ag Eng- 
ales, Scotland, Holland and Germany, J 
March, 1909, by Corliss Fitz Randolph ... Newark, N. 


42. front. (port.) illus, diagr. 254™. 
“Reprinted from the School exchange, Newark, New Jersey, July, 1909." 


plants. Tr. the French, and to American 
use, by Cornelia J. Randolph ... Boston, J. E. Tilton & com- 
pany ;°1861, 
158 p 11 pl (incl. front) 14". 
1. Window-gardening. 2. House plaots L Tithe. 
11—sea8T 
Library of Congress $8419.R2 





7. 








Randolph, Cornelia J. 

The parlor gardener: a treatise on the house culture of orna- 
mental roy Translated from the French, and adapted to 
American use, by Cornelia J. Randolph ... Boston, Lee and 
Shepard; New York, C. T. Dillingham, 1884, 

158 p front. plates. 15”. 

First published, 1861. 


1. Window-gardening. 2. House plants 


Library of Congress SB4190.R2 1884 


Randolph, David Meade. 

A treatise on wheel carriages ; or, Considerations, com- 
ments, and certain conclasions, respecting their = 
and construction. By David Meade Randolp! 
ndon, Printed for J. Harding, 1810. 

viii, 60 p. incl. front, diagrs. plates, fold. diagr. 219°. «With Edge- 


worth, Richard L. An essay on the construction of roads and carriages. 
London, 1817) 


1. Carriage and wagon making. 


19-9397 
Library of Congress TEI4S.E23 1817 
Randolph, Donald Wolf, 1897- 
.. Flame speed and spark intensity, by D. W. Randolph 
and F. B, Silsbee. Washington, Govt. print. off., 1924. 


cover-title, 14 p. — a tables, 2". (,U. 8, National advisory 
committee for aeronautics. Report, no. 187) 


1, Plame, 2. Electric «park. 1 Silsbee, Froncis Briggs, 1880- 


Jotnt author 
24 -20868 
Library of Congress ‘TLS21.A33 no, 187 
(3841, 
(Randolph, Edgar Dunnington, 


.. An outline of the field of child welfare. Issued b 
the Extension department of Colorado state teachers col- 
lege, Colorado branch National congress of mothers and 

rent-teacher associations co-operating. Greeley, Colo., 

tate teachers college (1918) 


16 7 2x". (Colorado state teachers college bulletin. Series xvitt, 
no, 2, May 1918) 


By Edgar Dunnington Randolph —p. id 
1 Children—Care ,and hygiene, _ 1. Title: Child welfare. 


Library, U. S. Bur. of Education 


Randolph, Edgar Dunnington, 1878- 
The professional treatment of subject- matter, by Ed- 





Pp , Warwick & 
ata ine., 1924. 
2p 1,3-24p 217 
ee on d.)—Columbia university, 1924. 
Bibliography: p. 187-196. 
1, Teachers, Training of. 
uw 

Library of Congress LBI715.R3 _ 

s25c2, 


— Edgar Dunnington, 1878- 
The professional treatment of subject-matter, by Edgar 
—_—— Randolph ... Baltimore, Warwick & York, inc., 


‘aus 24>. 


Published also as thesis (ru. pv.) Cotambla university, 1924. 
Bibliography: p. 187-196. 


1. Teachers, Training of. 


24—14186 
Library of Congress LBITIO.RS 19340 


Copyright A TeSe58 aan, 


CATALOG OF PRINTED CARDS 


Randolph, Bigar Eugene, 1878- 

Chemical engineering practice, by E. E. Ran- 
dolph ... Norman, Okla., Lithoprinted by Univ- 
ersity litho publishers [1934] 

1 p. 1., 44, 100 numb. 1. illus., diagr.263™, 


1. Chemical engineering. 
CA 34-1297Unrev'¢ 
Library of Congres 
Copyright AA 138045 


TP155.R3 


660 


Randolph, Edgar Fitz, 1861- 
Inter-ocean hunting tales, by Edgar F. Randolph ... 
York, Forest and stream publishing co., 1908. 


iv, 2) p, 11,173 p. front, 18 pl 194". 


“Ia this volume will be found a series of articles which in recent years 
have appeared in Forest and stream."-—Foreword. 


1, Hunting—U.8. +. Title. 


Library of Congress 
sadicl, 


Randolph, Edith. 
Lammas eve, fantasy in one act, by Edith Randolph. 
(in Poet lore, Boston, 1921. 254°. vol. XXXII, no. 2) p. 288-306) 


1. Title. 
cDz2s 
Library of Congress (Card bo) = PN2.P7 vol 32° 
(82601, 
‘Randolph, Edmund, 1753-1813. 
Political truth: or, Animadversions on the and present 


state of public affairs; with an inquiry into the truth of the 
charges preferred against Mr. Randolph. Philadelphia, Printed 
by S. H. Smith, 1796, 

4p. 224". 


ished anonymously. 
Relates particularly to —- growing out of Randolph's relations 
with Fauchet, the French m! 


1. U. 8—Pol. & govt.—1789-1797. 2. Fauchet, Joseph, baron, 1761- 
1834. 1. Tithe. 


Library of Congress 
‘opy 2. 


—— 


6151 
E311 R19 


(Thorndike 5 
aca ts Ly ehaemeerie 


Randolph, Edmund, 1753-1813. 

A vindication of Filmund Randolph, written by himself, and 
published in 1795. New ed., with a preface, by P. V. Daniel, 
jr. Richmond, C. H, Wynne, printer, 1855. 

xi 82 p 22. 


Hapa poy ap Emmy ap ny 
In regard to bis resignation from the office of secretary of state, caused! 
by suspicions of improper relations with the French minister. 


U. 8—Pol. & — 178-1787 £ *Faochet, Joseph, baron, 1761- 
1934. 1. Daniel, Vivian, jr. 
O61 
Library of Congress ESILR2 
—— ——— Copy 2. (a3idl, 


(Randolph, Edmund, 1753-1813. 

A vindication of Mr. Randolph's resignation. Philadel- 
phia: Printed by Sammel H. Smith, no. 118, Chesnut street. 
M.DOC.XCY. 

108 p. 21". 

Concerning bis resignation from the office of secretary of state, caused 

Improper minister 


ah oe tions with the French m! 
Uv. 8.— — & govt.—1789-1797. 2. *Fauchet, Joseph, baron, 1761- 
1994 1 0 
#311. R2 
Livrary of Congress ~~ 
~) te ae ee © oe by 
Wome and “The democratiad, « poem . 
ty contenant Becticut™. 
(Sal, 


Randolph 


Randolph, Edmund, 1820-1861. 

Address on the history of California, from the discov- 
ery of the country to the vear 1849. Delivered before 
the Society of Californie pioneers, at their celebration 
of the tenth i of the of the state of 
California into the union, by Edmund Randolph, esq. 
San Francisco, September 10th, 1860. = Francisco, 
Printed at the Alta ¢ California = office, 1 

72 p. 2 fold. maps. Society of ~—Y Tass Anniver- 


Cover-title: An outline of the history of California ... San Francisco, 








* PGliorns—Hist—To 1846. 
Re—715 
Library of Congress F8S6.S68 1860 
= Copy 2. 13261, 
Randolph, Edmund, 1820-1861. 

Titles to land in the city - os Franciseo. Supreme 
court of California, Deeembe: vn Hart, yee me 
ent vs. Burnett et als., appellants, ejectment. Argument 
of Edmund Randolph, for appellants. rted 


Charles A. Sumner. Sacramento, J. Anthony & co., 1 
cover-title, 33 p. 22". 


al Land titles—San F, William, respondent. . Bur- 
it, appellant. 11 hemo Charles yoy 1835-1903, reporter. 


7—27892 


I ‘brary of Congress HD268.S4R2 


11941, 


Randolph, Edmund, 1820-1861. 

Titles to land in the city of San Francisco. Supreme 
court of Caiena, —— Wm. Hart, re- 
spondent vs. Burnett et appe Ejectment. 
gument of Edmund Randolph, for appellants. < rted 
by Charles A. Sumner> San Francisco, Towne & 
printers, 1860. 

Uilads “i htorcal sketch of the etement cf Caltorna aod San 

2 San Francisco—Hist. California. 


pale ee Sen! Ser im. Bereett i la, eppel- 
lants. tv. Summer, Charles A. ‘A. reporar 8 


ca 25-725 Unrev'd 
Library of Congress 


(Randolph, Edmund, 1903- 
Descent of the Randolph and Carter families (uf New 
York and Philadelphia) New York, T. A. Wright, inc. 1982, 
peneal. tab. illus (coats of arms) 50x 63". 
“Only 58 copies printed.” 


1. Randolph family. 2 Carter family. 1 Title. 


Library of Congress CST1LRISS 1982 


Edward, ca. 1632-1703. 

Edward Randolph; including his letters and official papers 
from the New England, middle, and southern colonies in Amer- 
ica, with other documents relating chiefly to the vacating of the 
royal charter of the colony of Massachusetts bay. 1676-1703. 
With historical illustrations and a memoir, by Robert Noxon 
a . Boston, Prince society, 1898-1909. 

front. (port. v. 6) Pt ( Added t-p.: The publications 
otthe Prince society. ,¥. 24-28, 80-81, 
(Costinued on next card) 


08—1272 
ijl, 





Randolph 


Edwin Archer, 1854- 
The life of Rev. John Jasper, pastor of Sixth Mt. Zion 
mond, his bi 


a theo oo the v0 - oh 
+ we ith hi on » sien e sun. 
By E. ao... © 4, Va, R. T. Hill & 





co., Tees. 
xii, 167 p. front. (port) 199”. 


1. Jasper, John, 1812-1901. 2 Negroes—Virginia. 


12—10713 
Library of Congress E1ss.97 J” 
Copyright 1884: 7138 1s26ch) 
,Randolph, Mrs. Evelyn 8 Leger (Savile); 
The blackberry pickers, “4 Evelyn St. Leger :pseud. ... 
New York and London, G. Putnam’s sons, 1912. 
vii, 359 p. 199". $1.35 
1. Title. 
12-22519 
Library of Congress PZ3.R16B1 
— — — Copy 2 
Copyright A 327099 
(Randolph, 7s. Evelyn 8 Leger (Savile), 





The shape of the world, by Evelyn St. Leger ;pseud., 
New York and London, G. P. Putnam’s sons, 1911. 
vip, 11, 1p 199%. $125 
1. Title 
12-287 
Library of Congress PZ3.R16S 
—— —— Copy 2 
Copyright A 30358) 
(Randolph, Mrs. Evelyn 8 Leger (Savile), 
The tollhouse, by Evelyn St. Leger ipseud. 2d ed. 
London, J. Murray, 1916. 
3p.l, 47 p. 19™. 
1. European war, 1914- —Fiction. 1 Title. 
18-1594 
Library of Congress PZ3.RI6To 


Randolph, Francis Charles Hingeston- 
see 


Hingeston, Francis Charles. 


Randolph, Geoffrey, pseud. 


see 
Ellis, Edward Sylvester, 1840-1916. 


16-17087 





LIBRARY OF CONGRESS 


Randolph, George 


see also 


U.S. District pilorney (Tennessee ~ West- 
ern district 


Randolph, George, 170°. 1-1764. 
An enquiry into the medicinal virtues of Bristol-water : and 
the indications of cure which it answers. By George Randolph 
. London, R. Baldwin, wpoct. 
eae 21°. 


1. Mineral waters—Bristol, Eng. 


Library of Congress RASS0.BTR3 


Randolph, George Granville. 


Problems in naval —_, by Vice-Admiral Randolph. 
Portsmouth, Griffin & co., 1879. 


Dp. 4 fold. pl. 214. 


1. Naval tactics. 1. Title. 
A 16-1448 
Title from U. S. Naval War College. Printed by L. C. 


Randolph, Halvar George, 1890- 
Filled with the Spirit; how to live a Spirit-filled life, by 


H. G. Randolph ... Minneapolis, Minn., The Lutheran Bible 
institute ,*1934, 

Hp. 205". 

1. Holy Spirit. 1 Title. 

344036 

Library of Congress BT122.R3 
Copyright A 00604 (2) 213 
Randolph, Halvar George, 1890- 

Studies in Romans; suggestions on Bible study method, by 
H. G. Randolph Minneapolis, Minn. ,“1930, 


Sp.) 194% 


1. Bible. N.T. Romans—Study. 1. Title 
30-33678 
Library of Congress BS2665 R3 
Copyright A 29767 12) bs) 


Randolph, Harriet. 
Laboratory directions in general biology, by Harriet 
Randolph ... New York, H. Holt and company, 1897 


vi, 163 p. 179™. 


1 Biology—Laboratory manuals. 
6—21512 


Library of Congress QHSI7.R19 


34 





Randolph, Helen. 
Crossed trails in Mexico ,by, Helen Randolph. New York, 
Chicago, A. L. Burt company ,*1936, 
255 p. front. 20j™. ;Her Mexican mystery stories for girls, 
Illustrated lining-papers. 


1. Title. 
36-0883 
Library of Congress PZ7.R100Me no.3 
—— —— Copy 2. 
Copyright A 93868 3 
Randolph, Helen. 


The mystery of Carlitos ,by, Helen Randolph. New York, 
Chicago, A. L. Burt company ,°1936, 

247 p. front. 207". (Her Mexican mystery stories for girls) 

Illustrated lining-papers 


36-0240 
Library of Congress PZ7.R159Me no.1 
— —— Copy2 
Copyright A 96806 & 
Randolph, Helen. 


The secret of Casa Grande ,by, Helen Randolph. New 
York, Chicago, A. L. Burt a (°1936, 

250 p. front. 209". (Her Mexican mystery stories for girls, 
INustrated lining-papers. 


1. Title. 
36-0885, 
Library of Congress PZ7.R1G0Me no. 2 
— —— Copy 2. 
Copyright A 93871 3; 
Randolph, Helen Fitz. 
Mammo’. Cave and the « cave ms | Kentucky, ,4 — 
F. Randolph ... with e by 





Willard Rouse Jillson ... first _~ ae pr recone panded 
by H. Bruce Huffman ... introduction by Dr. H. C. Nelson 
. Louisville, aie The Standard printing company, in 

corporated, 1924 
153, 3) p. front. illus, fold. maps. 19°. 
Bibliography : p. (97;-104 


1. Mammoth Cave, Ky. 2. Caves. 


24—16476 
F457.M2R3 


Bhi, 


Library of Congress 
Copyright A 708333 


(Randolph, Henry Fitz, 1856—1892, comp. 
Tne blessed Easter-tide, comp. by the eclitor of “Christmas- 
tide in song and story.” New York, A. D. F. Randolph & com- 


pany “1886, 
2p. L, dity-v p., 2 L, (11)-160 p. 8 mounted phot. (incl. front.) 24)”. 
1. Easter—Poetry. 1. Title. 

11—27084 

Library of Congress PN6110 E2R4 

Copyright 1884: 6483 (2391, 

Randolph, Henry Fits, 1856-1892, ed. 
The book of latter-day ballads. (1858-1888.) Selected 


and 
arranged by Henry F-Randolph ... New York, A. D. F. Ran- 


dolph & co. ,“1888, 
xivp,11,24p 17. 
“Bibliographical notes” : p. ,257)-250. 


2, Bagie tetiate end cage, 1 Tithe. m. Tithe: Latter-day ballads, 


The book of. 

Library of Congress PR1181.R2 ‘olen 
——— Ong 2. 
Copyright 1888: 31580 :3¥b1, 











(Randolph, Henry Fitz, 1856-1892, comp. 

Christmas-tide in song. New York, A. D. F. Randolph and 
company (incorporated) ,1893, 

80 p. incl. front. illus. plates. 174™. 


1. Christmas— Poetry 1. Title. 
1128583 
Library of Congress PNOOTLOGRS 


ya4ib], 


(Randolph, Henry Fitz, 1856-1892, comp. 
Christmas-tide in song and story. New York, A. D. F. 
Randolph and company ,°1885, 


19 p. 1. 
1. Christmas—Poetry. 2. Christmas stories. L Tithe. 
‘1120585 
Library of Congress PNOOT1.CSRS 
Copyright 1885: 22085 (036d1; 


Randolph, Henry Fits, ed. 

Christmas-tide in story. ‘ew York, A. D. F. Randolph 
and company (incorporated) (1893, 

% p. front, oe “ge 


Contents. — Irving. — 7 old | rere last dream. 
} 2 Andersen Tiny Tim's Christmas dinner C. Dickens —Christmas 


) AL racebridge hall. ‘W. Wag the Chan 


—How 
= ee 


Rose- 


1783-1859. Andersen, Hans Christian, 1805 
1m12- 1990 ak Addison, Joseph, 1672-1719. 


vars. mm Tire Dickens ‘Charles 
eray, William Makepeace, 181 


v. Thackera; 


Library of Congress 


Randolph, Henry Fitz, 1856-1892, ed. 
Fifty years of English song. Selections from the of 
Se See Sty y Henry F. Ran- 





notes” at the beginning of each vol- 


(Randolph, Henry Fitz] 1856-1892, comp. 
In blossom time, songs and ballads of the 


epri New York, A. D. F. Randolph and com- 
pany [°1887] 
43 p. front., illus., plates. 20 x 15$™. 
1, Nature in poetry. 
11-28048 
Library of Congress PN6110.S7R3 


Copyright 1887: 6657 


(Randolph, Henry Fits, 1856-1892, comp. 

The mistletoe Christmas-tide in song 
story. New York, D. F. Randolph and 4 
(1887, a 

@ ». front, illus, plates. 225°. 





L. Christmas. 


Library of Congress 
Copyright 187: 30284 


PN6110.CSR4 
(3401, 


CATALOG OF PRINTED CARDS 


(Randolph, Henry Fits, 1856-1892, comp. 


The star in Juda’s 
com New York, A. 
(1887, 


1D i Rendoiph esd 


@ p. 3 mounted phot. (incl front) 23”. 


1. Christmas—Poetry. 


Library of Congress 
Copyright 1887: 26037 


in song and 
and company 


PNGIIOH4R2 1687 


eu a 1856-1892, comp. 
in song and story. New 
YoRADY. Randolph and company (i0ete 


@p front, ius 22°. 


1. Christmas—Poetry. 2 Christmas stories. 


Library of Congress 
Copyright 1887: 90285 


PNOOTLCSRS 
#01, 


(Randolph, Henry Fits, comp. 
The vacation journal; a diary of outings from May 


until November .. 
pany (1887, 
Bl p. 19* 


1. Quotations, English. 2. Diaries. 


Library of Congress 
Copyright 1887: 10603 


; New York, A. D . F. Randolph 


1. Title. 


Randulph, Henry Wheeler, 1851- 


A whistli 

The Neale pu 
403 p. front. (port) 205". 
Poems. 


1. Title. 


Library of Congress 
Copyright A 622312 


$2.50 


1 Tithe. 


farmer, by H.W. Rando! New Y. 
lishing company, 1920. - See 


PS3S3S.AS7TWS 1920 


Randolph, Hollins Wicholas, 1872- 
Address delivered at the annual convention 
United daughters of the confederacy, by Hollins 


N. Randolph, presidsnt Stone Mountain — 


monumental association, at Savannah, 
Wednesday, November 19, _ -pelterennant 100h, 


cover-title, 11 p. 


1. Stone Mountain memorial. 


of the confederacy. 


Library of Congrese ¥F292.S85R3 


Randolph, Hollins Nicholas, 1872- 


_ Federal reserve 


banking 
state bar association, 


une 2, 1915. Atlanta, Ga., 


cover-title, 26 p. 24° 


1. Federal reserve banks. 


Library of Congress 


5S 


Hollins N. 


thern printing ao Piois, 


HG2S63.R25 


I. United daughters 


25-4520 


system ; re before Geor- 
Rando! 


15-15798 Revised 


Randolph, Hollins Nicholas, 1872- 
Jin foeuten of Be vet vs oo eS 
federal o> ber“taseiatio, at Tybe 


rgia, May Gosngia bar 2, 1917. ,By) Hollins 
| = he 2 ret danle, Byrd printing company, 1917) 
cover-title, 21 p. 23°. 


Zz 


ropean war, 1914- 


Eur —Finance—U. S. 2. Debts, Publio—U. S. 
3 Federal reserve banks. 1. Tithe. 


17-2970 


Library of Congress BJ258R3 


Randolph, Hollins Nicholas, 1872- 

Government control of transportation during the 
address by Hollins N. Randolp! before Florida state 
bankers association, at Tampa, April 6, 1918. ;Atlanta? 
19181, 

cover-title, 16 p. 23". 


—U. &. «1. Railroads — Government control — 
‘ransportation. 


1. Railroads and state . 
U. S: 2. European war, 1914- —Tran 


A472 


Title from Bureau of Railway Economics. Printed by L. C. 


Randolph, Hollins Nicholas, 1872- 

Speech on the liberty bd delivered by Georgia 
Cotton seed crushers association at = 
ida, on June 5, 1917. (By; Hollins N. Randolph. 
lanta, Byrd printing company, 1917, 

cover-title, 13 p. 23. 


U.S. 2 European war, 1914- 


1. Debts, Public— —Finance—U. 8. 
1. Title: The liberty loan, Speech on. 


Library of Congress HJ8117.R3 


New York city, May 1! 15-20, 1910. 1870-1910. New York, 
The Literary aid borean (19 10; 


xi, 114 p. incl. plates, ports. front. 19°. $050 


1. MacArthur, Robert Stuart, 1841- 
Library of Congress oe 


1910; 2c. May 17, ; :HSF. 
© May 1g, 1910; 2,1 y 1910; A 255021; H. S. F. Randolph, 


a eet Howard 

at tna of the the world, by 

Handol ; illustrated with phs taken by 

1S rehmont, N.Y, The Dodge pub- 
lishing company, 191 

4p. 1, 135 p. a 7. 12 

1. Voyages around the world 1. Tite. 

1431s 
Library of Congress C“O.R2 


Copyright A 362522 


Randolph, Howard Stelle Frits, 1883- 
The Toers-Tuers family, by Howard 8. F. Randolph. 
mm. p.) 1926. 


cover-title, 3% p. 23”. 
f the . 
ae Genealogical magazine of New Jersey 


1. Toers family. 


Library of Congress CS7LT6 1926 








Randolph 


Randolph, Isaac Fitz, 1821-1905. 

Reminiscences of Salem and its surroundings in pio- 
neer days, by Isaae Fitz Randolph ; ed., with annotations, 
by Corliss Fitz Randolph. New Milton, W. Va, F. F. 
Randolph, 1919. 


13 p. front. (port.) 20°. 


1. Salem, W. Va. 1. Randolph, Corliss Fitz, 1863- — ed. 
20-12638 
Library of Congress F249.S16R19 
— —— Copy 2. 2202, 
Randolph, Mrs. Isham 
ae 
Randolph, Mary Henry (Taylor) “Mrs. Isham Randolph,” 
1859-1985. 
‘87-10085 
Library of Congress 2 
Randelph, Isham, 1548- 


tpt thy Isham Randolph, member of the 
improvement commission, before the Senate sit- 

ing an Commition of the whole on the mater of deep 
ways, MarcB 10, 1909. Ordered printed for the use 

of the Senate Springfield, Dlinois state journal co., 
state printers, 1909. 


Wp a. 


1. Inland asvigation—IIlinows. 


I 1. Illinois. General assembly. Senate. 


10-33012 


Library of Congress TO624.1 3R3 


Randolph, Isham, 1848- 

Argument sustaining the prayer of the Sanitary dis- 
trict of Chicago f permit to the flow of th 
Calumet River. Presented to the Hon. Wr. H. Taft, sec- 
retary of war, by Isham Randolph ... (Chicago, 1906; 


cover-title, 16 p. 23. 


1. Chicago— Sewer 2. Sewage, Purification of. 1. Chicago. San- 
itary district. - 
A 10-49 
‘Title from Harvard Univ Printed by L. C. 


Randolph, Isham, 1848-1920. 
eR ee ee ee 
Columbia, Priv. print. by E. W. Stephens company, 1987. 
1p. 1,54 p. ports my". 


© Tithe. 
57-8789 
Library of Congress CT 275. R255A4 
— —— Copy? 
Copyright A 108685 3 926.3 
Randolph, Isham, 1848- 
Report of Isham Randolph, c. £. on Jones Island har- 


bor project. Preceded by a report of the Special com- 
mittee of five of the Common council on the same subject. 
(Milwaukee, The E. Keogh press, 19091, 


14, 19-36 p. fold. plan. 239° 


1. Milwaukee—Harbor. 1. Milwa 


Common council Special 
— on Jones Island harbor ba. ge 1. Tithe: Jones Island harbor 


= 12-16970 
Library of Congress TC22S M6R3 

a 2 

——&i 


LIBRARY OF CONGRESS 


Randolph, Isham, 1248- 


A review, by Isham Randolph, of John W. Alvord’s 
“*Review of the ye wall sanitary and ship canal, with 
suggestions for a harbor’’. |Chicago, 19081) 

13 p. 23. 


Chicago drainage canal. 2. Avert, John Watson, 1861- Review 
of the Chicago sanitary and ship cana 
N—5123 
Library of Congress TC625.C6A7 
1s26d1, 


Randolph, J w. 


Life in the Arctic: the true story of the Greely expedi- 
tion... By J. W. Randolph. Cleveland, 0.,T.C. Schenck 
& co., 1884. 


Dp. 15™ 


1, Arctic regions. 2. Lady Franklin Bay expedition. 


5-397 14 
Library of Congress (G670.1881.G73 
Randolph, J. Thornton, pseud. 
ace 
Peterson, Charles Jacobs, 1819-1887. 
7—96161 


Library of Congress 140b1, 


Randolph, Jacob, 1796-1848. 

A memoir on the life and character of Philip Syng oe, 
am. v., by J. Randolph Philadelphia, Printed by T. K. & 
P. G, Collins, 1839. 


114 p. front. (port.) 24=. 


1. Physick, Philip Syng, 1708-1887. 


15-O08s Revised 
Library of Congress R154. PSRS 
—— —— Copy 2. 1784b2, 
Randolph, Jay. 


. Raw materials used in glass making, by Jay Randolph. 

Norman, 1941. 

(21; p 23". (Oklahoma. Geological survey. Mineral report no. 9) 
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1. Glass. 2. Glass manufacture 3. Raw materials. 1. Title. 
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U. & Geol. sui . Library 
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at (558.00708) 086.1 
Randolph, Jennings, 1902— 
page ote a eg . and James A. 
Bell ... ; Washington, D. C., Press of B. 8. ‘Adams, *1939, 
Tp.L, 13-158p. in. 
“First edition.” 
1. Oratory. 1. Bell, James Alexander, 1882- Joint author. 
™. Title. 
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_ Copy 2. 
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Randolph, Jesse. 
Zion's hymns, 1854 


Hearn, Rufus, etc. 


Randolph, John, 1727-1784, supposed author. 

Considerations on the present state of Virginia; attributed 
to John Randolph, attorney ge=eral; and Considerations on 
the present state of Virginia examined, by Robert Carter 
Nicholas; edited by Earl Gregg Swem ... New York city, 
C. F. Heartman, 1919. 

83 p. Incl. front. facsim. 25°. ,Heartman's historical series, no. 32, 

Imprint Long Ta three copies printed for Charles F. Heartman, in 
New York city, 1 
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On verse of t.-p.: Number 43 of 63 copies printed on Nippon vellum. 
Also seven copies printed on Japan vellum, and eleven copies printed for 
Mr. Ear! Gregg Swem. 

Includes photographic reproductions of title pages of the original pam- 
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Nholen & Carter, 1728-1780. Considerations on the present state 
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Library of Congress E263. V8R2 
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Considerations | on the | present —_ i 1 of | ! Virginia. | 
;Williamsburg?, Printed in the Year m.oce..xx1v. | *; Boston 
1929, 


facsim.: 24 p. 24" mericana series; photostst reproductions by 
the Mw cancbusstte Sistoliea! society. no. 244, 
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Library of Congress F220.1n10 


(Randolph, John, 1727-1784. 

Randolph's culinary gardener, enlarged and adapted to the 
present state of our climate, by an experienced gardener, a 
native of Virginia. Richmond, Collins & co., 1826. 

115 p. 149. 

Additions signed: M. 


1. Vegetable gardening. .M.—— ed. m Title. m1. Title: Ov- 
nary gardener. 
12-81304 Revised 
Library of Congress 8B321 5. R3 
(F272, 


Randolph, John, 1727-1784. 
A letter from the Virginia loyalist John Randolph to 
Thomas Jefferon, written in London in 1779. By Leonard 
L. Mackall. 
(Cin American society, worcester, Mass. 
Worcester, Mass.. | 25". a. 8. ¥. 30, p 17-31) 
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Bibliographical foot-notes 


. Proceedings. 
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eaXiet-, (973.082) 














Randolph, John, 1727-1784. 

A treatise on gardening, by a citizen of Virginia, John 
Randolph, jr. (1727-1784) reprinted from the American 
gardener by John Gardiner and David Hepburn, 3d ed., 
1826; edited by M. F. Warner. rinted by 
Appeals ooh, ine. for the William Parks club, 1924. 

xiv p. 3 1, $4» p. 25°. (Half-tige: William Parks club publications, ed. 
by E.G. Swem ... no. 2) 
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Randolph, John, /p. of London, 1749-1813. 

A sermon preached before the incorporated Society for the 
propagation of the gospel in foreign parts; at their anniver- 
sary meeting in the church of St. Marvy-le-Bow, on 
February 18, 1803. By the yop —- John, lord bishop 
of Oxford. London, Printed by 8. 
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the prepeantion of the i in foreign part 
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Randolph, John, 1773-1833. 

Letter from the Hon, John Randolph, to James Lloyd, 
esq. of Boston, late a member of the Senate of the United 
States, from the state of Massachusetts. Georgetown, 
D. C., Printed and published by J. B. Carter. 1814. 
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Randolph, John, 1773-1833. 
Letters of John Randolph, to a young relative; 
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2. Gt. Brit—Comm—U. S. 3. Embargo, 
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Library of Congress ACW1LB3 vol. 35 


Randolph, John, 1773-1833. 

The speech of the Hon. J. Randolph, bo pry cone for the 
state of Virginia, in the General congress of America; on a 
motion for the non-importation of British merchandize, pend- 
ing the present disputes between Great Britain and America. 
With an introduction, by the author of “War in disguise.” 
(New York, Printed.) London, Reprinted for J. Butterworth 
ana J. Hatchard, 1806. 

2p.L, al, 81 p. 21°. 

Introduction by James Stephen. 

1, Embargo, 1807-1800. 1 Stephen, James, 1100-1008, 


Library of HF3027.1.R17 
————— Copy 2. Mis Se panes, ¢. 065, no. 1; 
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Randolph, John, 1773-1833. 


Speeches of Mr. Randolph, on the Greek question ; on internal 
improvement ; and on the tariff bill. Delivered in the House 
of representatives of the United States. Washington, Printed 
by Gales & Seaton, 1824. 

ST p. 26". 
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Vublic works. 3. Tariff- —Speeches in Congress. 
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Randolph, John, 1773-1833. 





a series of years, from early youth, to mature manhood. Phil- 
adelphia, / smcong Lea & Blanchard, 1834. 
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Letters to Theodore Bland Dudley, 1506-1822. 


1. Dudley, Theodore Blanu 
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Randolph, John, 1773-1833. 

Second speech of the Hon. J Randolph, on the non- 
importation resolution of Mr. Greg. New York, L. Riley 
and ¢o., 

22». 22 
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1. Embargo, 1807-1809. 
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delivered in the House of representatives of the 
United States, by John my pe esq; the fifth March, 1806, 
on Mr. Gregg’s with Great- 
Richmond, Printed | by A. A. Davis 11806, 
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“Second speech of John Randolph, esq. on Mr. Gregg’s resolution. 
Thursday, March 6”: p. 33-53. 
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Subst ofa delivered by Mr. John Randolph, 
in a committee of ae ea resentatives, on 
Thursday, the 6th of March, 1806... 1806, 
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Ailereaneens parnptiens, v. 431, 20.4 


Randolph, John, 1773-1833. 

Substance of a speech delivered by Mr. John Randolph, 
March 5, 1806, in Committee of the whole House of repre- 
sentatives, on Mr. 's resolution to prohibit the im- 

rtation of British ‘into the United Btates. (Wash- 

ngton? 1806, 
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1 U.S 


—Comm—Gt. Brit. 2. Gt. Brit—Comm—U. S. 3. Embargo, 
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by Green and Jarvis, 1828. 
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Randolph, John, 1773-1833. 
Substance of a speech of Mr. Fandolph, on 

and reform, delivered in the House of representatives of the 

United States, February 1, 1828. ye Fd ag 


rections. Washington, by Green Jarvis, 1828. 
Sp. 2. 
1. U. 8.—Pol. & govt —1825-1828. 
10—T887 
Library of Congress ‘ES76.R19 
(281, 
(Randolph, John, 1773-1833. 
To the freeholders of Charlotte, Prince- 
Edward and Cumberland. m. p. 1812, 
Mp. mm. 
Caption title. 
Signed : John of Roanoke. 
Includes a speech on intended declaration of war Great Britain, 
delivered in the House of representatives, May 30th, 1812 
1. U. 9 —Hist—War of 1812 1. Title, 
2-1784 
Library of Congress E3S7.R19 
—— —— Copy 2. ein ¥. 926, no. 10; 
1a26e1, 
Randolph, John Adam Fitz, 1904- 
Gathing measure and a generalization of the Gauss- 
Green lemma ... by John Adam Fitz Randolph .. New 


York, 1935, 
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Randolph, Joseph Fits, 1843- 
i - Je inheritance and transfer tax laws, contain- 
all New Jersey statutes and reported decisions, with 
r cases bearing on such provisions in other rte as 
have been enacted in New Jersey. By Joseph F. Ran 
dolph ... Newark, N. J., Soney & Sage, 1913. 
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Randolph, Joseph Fitz, 1843-1932. 

A treatise on the law of ial ; ining « full 
statement of i Gamteen ond Gtign cataien, her 
with the text of the codes of Great Britain, 


Germany and Spain. By Joseph F. Randolph... Jersey City, 
N. Jn¥. D. Linn & co., 1886-88. 


agpenaie age Ay pm American statutes: 1 California 
m UTX = statutes. —u. Foreign statutes. 
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1. American statutes: 1 > le 
tectrements nw Ad pr a Conowals eokeene 
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Randolph, Joseph Fits, 1843- 
United States inheritance and transfer taxes, including 
federal and state laws for 1916, and rules for procedure 


under the federal act, by Joseph F. Randolph ... Newark, 
N. J., Soney & Sage, 1917. 
2p.1,243p. 27 
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Randolph, Lewis Van Syckel Fits, 1838-1921. 

8 story of « thousand years, 
o Publuhed andes Ge euplcn ef tee 
New Jersey historical society. (New York, Riverside press, 
907. 

184 p. incl. flus, plan, geneal. tables. front, plates, ports, fold. 
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1. Fits Randolph family. fren Seeee Gate (ideas Tie 
Randolph, 4. 1675) 1 New Jersey historical society. 


CST1.FS6 1907 
e371, 


Library of Congress 


Lewis Van Syckel Fitz, 1838-1921. 
Survivals, by Lewis V. F. Randolph, embellished by Bryson 
Burroughs. New York & London, G. P. Putnam's sons, 1900. 
xii, 1), 8p. Mos, 20. 
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Randolph, Lowell Fitz, 1894- 


Cytogenetics of tetraploid maize ,Zea mays L., .. 
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botany, New tere’ State college ‘of agriculture. 
Pubitched pen. 19, 1937. 
“Literature cited”: p. 913-916. 
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Randolph, Lowell Fitz, 1894— 
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Because vou love me, by Mary Randolph. New York, 
Broadway publishing company (“1904 
~, 214 p. 199" 
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‘Randolph, Mrs. Mary, 
The Virginia house-wife ... 2d ed., with amendments and 
additions. Washington, Printed by Way & Gideon, 1825. 
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Randolph, Mrs. Mary. 
The Virginia house-wife; or; Methodical cook. By Mrs. 


Mary Randolph ... Fourth edition, with amendments and 
additions. Washington, P. Thompson, 1830. 
vill p. 1 L, (lly-186 p. 17°, 
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Presidents and first ladies, by Mary Randolph .. New 
= London, D. Appleton-Century company, incorporated, 
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— —— Copy 2. 
Copyright A 00631 (37m5, 923.173 


atte, Rew Henry (Taylor) “Mrs. Isham Randolph,” 
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Randolph, Nathaniel Archer, 1858-1888. 

Notes from the Physiological laboratory of the University 
of Pennsylvania. Edited by N. A. Randol . and Samuel 
G. Dixon ... Philadelphia, Printed by J. 
pany, 1885. 
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1. Dixon, Samuel Oib- 
Phystolog- 
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(Randolph, Paschal Beverly, 1825-1874. 

After death; or, Disembodied man. The world of spirits; 
“its location, extent, appearance ; the route thither; inhabitants ; 
customs; societies: also sex and its uses , ete., ete., with 
much matter pertinent to the question of human immortality. 
Being the sequel to “Dealings with the dead.” By the ‘shor 
of ‘Pre-Adamite man.’ 2d ed., rev., cor., and enl. . 

Mass., Printed for and sold exclusively by the author, ro. 

vill, 9-260 p 23". 

Preface signed : Paschal Beverly Randolph. 
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Randolph, Paschal Beverly, 1825-1874. 
After death: the disembodiment of man. The world of 


spirits, its location, extent, appearance; the route thither; in- 
habitants; customs ; societies; also sex and its uses 
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Randolph, Paschal Beverly, }. 1825. 
Dealings with the dead; the human soul, its migrations and 


its transmigrations. Penned by the Rosicrucian ... Utica, 
N. Y., M. J. Randolph, 1861-"62, 

2p. 1, Br-268 p. 189™. 
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Randolph, Paschal Beverly, }. 1825. 
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magic, chemistry, rules, laws, moods, and rationale. 
Reing the third revelation of soul and sex and a reply to “Wh 
is man immortal?” By Paschal Beverly Randolph, ». p., wi 
extensive notes by R. ‘Swinburne Clymer, ™. ». Quakertown 
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Randolph, Paschal Beverly, 1825- 

Eulis! the history of love ... being the third 
revelation of soul and sex. Also, reply to "Why 
is man immortal?” the solution of the Darwin pro- 
blem ... By Paschal Beverly Randolph, M: D. 24 
ed. Toledo, °. Qo.» js publishing co., 1874. 
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(Randolph, Paschal Beverly, 1825- 

Love and its hidden history. A book for man, woman, 
wives, husbands, and d, the loving and the unloved . 
By the Count de St. Leon wseud., 4th ed., entirely re- 
written. Boston, W. White and company, 1869. 

iv, $172 p. 234™. 
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165, id: p. incl. tab., diagrs. 2 fold. diagr. 15. 


1, Air-brakes. 
8 24252 


Library of Congress FO te» noon = Aaa an 


Randolph, Wilfrid. 
The churches of Belgium; an architectural outline by Wil- 


frid Randolph ... with 80 illustrations, including 2 plans and 
a key-map. London, G. Routledge and sons Itd. ,1919, 

vii, (1), 108 p. front. 1 titus, (map) plates, plan. 214% 

1. Churches—Beigiom. 

26-9013 

Library of Congress NA661.R3 

8141. 
Randolph, Wilfrid. 

French churches in the war zone: in architec- 
tural ne ly y Wilfrid Randolph .. London, G. 
seaietge S cote, ited ; New York, E. P. Dutton & co., 

viii, 53, cl) p. incl. front. (map) plates, plan. 19°. 

1. Churches—France. 1. Title. 

17-13654 

Library of Congress NASS41.R3 

Notes on the treatment of ancient towns, by Wilfrid Ran- 
dolph ... London, Heath, Cranton, limited, 1935. 

MD ae. 


(eee ese 


1. Monuments — Preservation. 
8. Cities and towns—Planning. 


Library of Congress 


Randolph, W. 

The vandalisms of peace, an English yr by w. 
Randolph. London, @ Ro Routledge & sons, Itd., 

@p. 24". 


1. Monuments—Preservation. 2. England—-Historic houses, etc. 1. Title. 


18-2035) 


Library of Congress DA6SS.R3 


Randolph, Mass. First church. 
Proceedings at the one hundred and fiftieth anniver- 
sary of the organization of the First Congr 
church, omy h, Mass., Wednesday, June 
poly g 1881. 
150 p. rh lold. facsim. 
Cowren’ bp V over Yy discourse. By. Rev J. C. Labaree. — 
. Ebenezer A! 


the Sabbath school. By 
four menting: -houses. B: 


other records. 
1 Registers of births, etc—Randolph, Me 1. Webster, Heary 
Seal, 145- ed 
u = Giighen, Asbury Cote, 2008- dotat of. mm. 
os “a 10—88182 
4141, 


Randolph, Vt. anti-slavery con- 
vention, ‘1658 


dest Randolph, Vt. Anti-slavery con- 
Vention, 1656. 


Oatalagne of Kiptall puis Hues, Ve 
—_ i foe rekeabeee Vue Tas Cnlodoalon onm, 
pany, 


Wp. front, illus, port, diagr. 234". 


Library of Congress 








Randolph 


Randolph, Vt. Public library. 

The Kimball library building and the Randolph public 
library. (Randolph, 1903, 

24 p incl. front, illus, plan 254™. 

Caption title. 


1. Libraries. 


640317 

Library of Congress 7733. R18S 
Randelgh, Avon and Holbrook, Massachusetts one 
1940- v. 1- Compiled and published by H. D. 
Whitaker 4 co. North Hampton, N. H., ‘1940- 


FT4. RITAIS 
2 


Randolph Center, Vt. Vermont state 
school of agriculture 


Vermont. State school of agriculture, 
Randol 


Randolph County advertising club, Cuthbert, Ga. 


Tree values are true values; being a record of the tree 
ceremonial at the gees McDonald pecan tree, under 


the auspices of the Randolph ead ertising club of 
Randolph County, Georgia. Philadelphia, ‘1923, 
63 p. ius. 20™. 
othe Tie at Title. wu. Title: Tree ceremonial at 
23-18382 
Library of Congress SB401 R3 
Copyright A 763514 h 


Randolph County historical society, Elkins, W. Va. 


a ingisins of Meter Megegly of Dente Onenty 


np 2. 





dotgh and St. Clair, in Indiana Territory. ag 4 
17, 1806. Referred ittee appointed 
witims, oo 0 letter from Willem Henry Hasrices, pon 
ernor of the Indiana Territory. Washington, A. & G. 
Wag, peimtere, 1606. 
Ny ane 
part of Michigan. Randolph and St. Clair counties at this date 
nearly the whole of the present state of Illinois. by J. Edgar and 
"Teak & 2 Mlinois—Pol, & 3. Slavery 
ate —" 1 Se Clair ‘Count, il Citizens. 
1 FSS.R19 10-1556 
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Randolpn field, Tex. Sch ol of aviation medicine 
sce 
U.S. School of aviation medicine, Randolph field, Tex. 


Lasrany or Cononress Rererence 
epee! should references may be to a 
cots, of temaattery,cataloge tnt etecar ts beatings in dapostisry catalase. 


X 42-2231 


The SeneA, Holbrook and Avon directory, Massachu- 


. Providence, R. I., C. De Witt White co., 
v 2m. 


1. Ran Mass. — Direct. 2 Hi Mass. — Di 3 
Pm dolph, s jolbrook, rect. Avon, 


P 11-9545 
Library of Congress 
Copyright 


F74RI7AI8 


Randolph-Macon college, Ashland, Va. 


Catalogue. 
Richmond, 18 
v. 2. 


ca7—2200 Unrev'd 


Library of Congress LD4701.R4 


1s25b1) 


Randolph-Macon college, Ashland, Va. 

Charter and laws of Randolph Macon college, with the 
names of the trustees and faculty, and the course of 
——. Raleigh, Printed at the office of the Raleigh star, 


2p. 214°. 


1. Randolph-Macon » Ashland, Va.—iLaws and i 
2. (Randolph-Macon college, Ashland, Va—Curriculum, — 
E 16-943 


Library, U. S. Bur. of Education 1LD4701.R37 


Randolph-Macon college, Ashland, Va. 
Illustrated booklet, Randolph-Macon col 

Va. (Richmond, Va., Everett Waddey co., 19061, 
45, ly p. illus. (incl. plan) fold. pl. 15) x 24)". 
Plate printed on both sides. 


ca 11-92) Unrev'd 


Library of Congress LD4701.R433 1906 


Randolph-Macon college, Ashland, Va. 
Pictorial Randolph-Macon. ;Ashland? n. d.) 
rh p. illus, 13 pl. (1 fold.) 144 22™. 

Plates printed on both sides. 


Eis-27s 
Library, U. S. Bur. of 


Randolph-Macon historical papers 
see 


John P. Pranch historical papers. 


Randolph-Macon historical society 
see 


Randolph-Macon college, Ashland, Va. 
Historical society. 


Randolph-Macon woman's college, Lynchburg, Va. 
Bulletin ... 
Lynchburg, Va., Randolph-Macon woman's college (19 
v. a=. 


27-10737 
Library of Congress LD7251.L55 a 
-— ——. Copy 2 2 
Randolph-Macon woman's college, Lynchburg, Va. 
Catalogue ... Announcements ... 
Lynchburg, Va. 
v. plates. 23)". 
ca 10—156 Unrev'd 
Library of Congress LDT251.L85 
133b1, 


Randolph-Macon woman's college, Lynchburg, Va. 

Home life at Randolph-Macon woman's college, Lynch- 
burg, Virginia. (L; burg, Va., Brown-Morrison com- 
pany, 1 i) 

2, & p. incl. illus, plates, ports. fold. pl. 18 x 274". 

Plates mostly printed on both sides. 


1. Randolph-Macon woman's college, Lynchburg, Va._. Title. 
E 13-205 
Library, U. S. Bur. of Education LD7251.L8R2 
Randolph-Macon woman's college, Lynchburg, Va. 
The inauguration of William Alexander Webb as presi- 
dent of Randolph-Macon woman’s co! June Ist, 1914. 
Lynchburg, Va., For the College ,191 


et F- (On cover: Bulletin of Randolph-Macon woman's college. 
. 1, nO. 


1. Webb, William Alexander, 1867- 


E 14-2290 
Library, U. S. Bur. of 


Education LD72S1.L8R2248 1914 











Randolph-Macon woman's college, Lynchburg, Va. Library. 
ap oe SEED 6B ED SOE AE Lynchburg, Va. 
(1929, 


cover-title, 82 p. fins, 23°. (Bulletin of Randolph-Macon woman's 
college, Lynchburg, Va. vol. xv, no. 4.—vol. xvi, po. 1) 


1. Libraries— Addresses, essays, lectures. 


‘30-1286 


Library of Congress Z133.188 


3 


Random, Gilbert. 
The recent movement in physics. 


(In National education association of the United States. Journal 
of proceedings and addresses, 1909. p. 503-507) 


1. Physics—,Study and, teaching— High schools, 


E 10-687 


Library, U. 8. Bur. of Education 


Random de Béerenger, Charles, baron 
de Beaufain 


Berenger, Charles xandom de baron 
Beaufain. Z 2 


Random notes on natural history. v. 1-3; Jan. 1, 1884- 
Dec. 1, 1886. Providence, R. I., Southwick & Jencks ,etc., 
1884-86, 

Sv.in1. 25°. monthly. 
No more published. 


1. Natural history—Period. 


Library of Congress QH1.R2 


(38b1, 


Random sketches of Buenos Ayres, with explana’ 
notes. Edinburgh, W. P. Nimmo, 1868. ned 


Ip.L3p. BMpl 2147. 
Added t-p, illus: Sketches of Buenos Ayres. 


1. Argentine Republic—Deser. & trav. 2 Buenos Aires—Descr. 


7-12022 


Library of Congress F2a15.R19 


een, 
Randoa, Gabriel 
see 


Rictus, Jehan, pseud. of Gabriel Randon de Saint-Amand, 
1867-1933. 


Lrmmary or Conorzss Rerzzence 
Cungrum Secenttany extsine which de sot appant as besdings is depoaitory entalogn 
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Randun, Gilbert, 18101-1884. 
La vie de troupier; —- et Sentasion, b a pied, & 
cheval &, par Randon. Paris, Maison Martinet (18— 
1p. L, 16 pl 34. With Adam, Albrecht. Tribulations parisiennes et 
campagnardes. Paris, 18 


Ty aaa wit and humor, Pictorial. 2. Caricatures and cartoons. 
1. Ti 


17-820 


Library of Congress NC1499.A4 
Randon, Jacques Louls César Alexandre, comée,1795-1871. 
Mémoires du maréchal Randon. Paris, Typographie 
Lahure, 1875-77. 
2v. 2fold. maps. 224. 


1. France—Hist —1789-1900, 2 Algeria—Hist —1630- 


Library of Congress (3ty., 1D0280.5.R2A2 


Randon, Jean. 

De l’émigration et de l’immigration au point de vue 
du droit international ..._ Paris, Imprimerie H. Jouve, 
909. 


2p.1, 1382p. 258" 


Thése—Univ. de Paris. 
“Bibliographic” : p. (127)-129. 


Fi peat and immigration. 2. International law and relations. 
1. Tit 


voor? 24—13446 


1s24b1; 


Library of Congress 


Randon de Malboissi#re, Genevibve Frangoise, 1746-1766. 


1746-1766. 
(Card 2) 


Randon de Malboissitre, Genevisve 
Une jeune fille au xvmr’ sidcle ... 
sy Sots ey 

ee os par le 
tah Pa be tts seme 


parsers is i 
Library of Congress HQIGIZL8 vol 2 


Randon de Malboissitre, Genevieve Francoise, 1746-1768. 
Laurette de Malboissidre; lettres d'une jeune fille du tempe 
de Louis xv, 1761-1766; publiées d’aprés les originaux et précé 
dées d'une notice historique par m™ la marquise de La Grange. 
Paris. Didier et c*, 1866. 
2p 1, xviii p11, 30¢p, 11 fold. facsim. 19°. 


146-168 Tite, 1 Title jeune fille du temps 
- Bs 29782 
Library of Congress DC1SS.8.RS 
a wT 


Lanzary or Concunes Rerexence 
consi Stats "czeSiae wich bo wok appant us Dealings in depository cotalags 
x 42-680 
ay 

Randon du Landre, Hector. 

... De la phiegmatia alba dolens Paris, Rignoux, im- 
primeur, 1859. 

Bp Bre 

At bead of title: Focuind do eptaesinn 60 Parte Ne 111. ‘Totes pour 


1. Phiegmasta alba dolens. 


Library of Congress 


“Ucn en prfeion drat pain 
de discipline Société du Recueil Sirey, 1912. 
ap. wa. 


‘Thase—Univ. de Parts. 
“Bibliographie”: p. ,11;-14. 


1. Lawyers—France. ;1. Attorneys—France, 2. Legs! ethics. 3. Paria, 
Barreau. 1 Title. m Title: Conseil de discipline, Pouvoirs du. 
13818 


Library of Congress 38 





. House 

1 planta. 

Labrary of Congress 8419.25 
13801, 

Rands, Edward M comp. 


Iowa school laws. Teachers’ and officers’ edition, with 
official notes, decisions and forms; fom = See 
court decisions and attorney -— Wd 
indexed with appendix. Comp. by Ed Rands. 
cago, Northwestern school supply company (1884, 

249 p. incl. forms. 17°. 


ee Biametenal few tnd tegitutcn~toes. 1 Towa. Laws, statutes, 


18-9646 

Library of Congress LB2s2919 1884 
—— —— Copy 2. 
Coperiste 1884-22902 
Rands, Henry. 

... New Zealand bo coals, with special reference to 
their use in gas- “yang and for low-temperature dis- 
tillation. By H. . and W. O. R. Gilli . Wel- 


lington, M. F. Marks, quvealaas printer, 1918. 

4) illus, 28°. (New Zealand. Board of science and art. Bulletin 
Bo 

At head of title: Dominion of New Zealand 
__Issued under the authority of the Hon. G. W. Russell, minister of 
internal affairs 

“List of publications mogt frequently used by the authors”: p. 42. 

1. Gilling, William Osric Robert, joint author. u. Title. 

GSi9-18 


Library, U. S. Geological Survey S(890) qN44 no.1 





Rands, Mrs. Minnie (Frost) 1889- 


The Prince of Peace; a story-drama in ten episodes, by 
Minnie Frost Rands ... Washington, D. C., Priv. print. by 
Mrs. R. D. Rands, 1938. 

vil, l), 5,1) p. Mon 19". 

1. Jesus Christ—Drama. 1. Title, 

39-168 

Library of Congress PN6120.B4R27 
—— —— Copy 2 
Copyright D pub. 60087 8 a2 
ope cre 


The slamatan; a Java comedy, by Minnie Frost Rands. 
Boston, Walter H. Baker company ,*1984, 
30 p. diagr. 18)”. (National league of American penwomen plays) 


1 Title. 
oa 34-1224 Unrev'd 
Library of Congress PS8535.458686 1934 
Copyright D pub. 27518 8125 


pny = ge ey 
The sbolition of ware wae conan of the pro- 
poe agt mg Ade —— J. Rands, ». a. 
pewich Eng. Printed by W. E. i Ready Yoda 
2p. diegrs. 16”. 
Imprint on cover: Ipewich, W. EB. Harrison and sons; London, Simp 
Mmited. 


wie Mareb, 1983 ... 6th impression, May, 1985." 
“Booka, ete, to reed": D. ZB. 


1. Douglas, Clifford Hugh, 1879- 2 Economics. 1, Title. 
36-714 
Library of Congress HG3701.D77R3 1985 
3 (3824) 832.7 


fe ae arn 

— em Spy & ~Ay By B. D. 
Rands ... and Wilbur ;!; Brotherton, jr. .. 
xan os. July 18, 10d ps tors tie, eu, 


Contribution from Bureau of industry (G—481 
Pole November 67188, preprint October : — 


resistant varieties, 1. Brotherton, Wilber Esmond, 


Agr 25-1901 
Agriculture 1Ag4J vol. 31 


Rands, Robert Delafield, 1890- 


... Brown bast disease of Pieataticn rubber, its cause 
and prevention, x D. Rands ... (Buitenzorg, Archi- 
pel rij, 


9 5 dag, 20 (Buitenzorg. Instituut voor plantenziekten. 
cuir ne een 
Oe a ctore cited”: p. (Str-S7. 


1. (Brown bast disease) 2. India-rubber. (2, Hevea brasiliensis—Dis- 
eases) 


Agr 22-113 
Agriculture 464.9Ea72 no. 47 
2 


Library, U. S. Dept. of 


he Robert Delafield. 
ht of ‘an and related plants by, R. D. 


wo cred es. Gages. experiment station 
ec Bovcarestiicue a2), 


The author's doctoral dissertation, University of Wisconsin, 1917, but 

not, as a thesis. 
cited” : p. 47-48. 
1. Potatoes—Diseases and pests. 
18-17510 

Library of Congress 

Univ. of Wisconsin Libr. 
—- ——— Copy 2 

Thesis note stamped on cover. 
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Bands, Robert Delafield, 1890- 
. Histological studies on the brown bast disease of 
lantation ru 4 by R. D. Rands. Batavia, Drukkeri- 
jen Ruygrok & co., 1921. 
sbi “eda St” 
At head of title: Departement van landbouw, nijverheid en handel. 
“Literature cited”: p. 126)-27. 


(Buitenzorg. Instituut voor 


1. (Brown bast disease) 2. India-rubber. (2. Hevea brasiliensis—Dis- 
Agr 22-114 
Agriculture 464.9Ea72 no. 49 
7) 


Library, U. S. Dept. of 


Rands, Robert Delafield, 1890- 

Influence of certain harmful soil constituents on severity of 
Pythium root rot of sugarcane Saccharum officinarum L.), 
By R. D. Rands ... and Ernest Dopp ... 

U. 8. Dept. of agricultare. Journal of eT Rnd 
rid ne Jan, oae 9 S847. an, lage . Wi 

Contribution from ow of plant industry (G—1081) 


1. Root-rot. fl. AL Doon arrbenomanes, 2 Sugar cane — Diseases 
and pests. (2. Root-rot of sugar-cane, 3. (Sugarcane soils, t Dopp, 
. Joint author. 
Agr 38-190 
U.8. tobe Library 1Ag®J vol. 56, no. 1 
for of Congress (821.475 vol. 56, no. 1) 
oe, (430.72) 
Rands, Robert Delafield, 1890— 
oa Eee root out of enqposane. By R. D. Rands ... and 
Ernest Dopp ... Washington ,U. 8 t+ print. off., 1938, 


cover-title, 86 p. illus, 4 pl. Ry diagre. 2347. (U.S. Dept. of 
agriculture. Technical bulletin 


Contribution from Bureau of plant ae 
“Literature cited” : p. 90-05. 


S, Gage esnn~ Sienna and eau a. tg Nl = sugarcane, 2. \Py- 
} a arrhenomanes, 1. Dopp, Ernest, 1 joint author. nu. 
Agr 38-771 
U. 8. Dept. of agr. Library F owes po. 
for Library of Congress { AT2 no. 666) 
7m (630.6173) 


Rands, Robert Delafield, 1890- 

. oct Gasane of ange cane in Louisiana. (By, R. D. 
Rands .. Washington (Govt. print. off. 1926. 
tor el illus. 237. (U.S. Dept of agriculture. Department circu- 


Contribution from Bureau of plant industry. 


1, Root-rot. 2. 1, 2 Root-rot of . 
Space 2 rot sugarcane; 3. Sugar 


Agr 25-678 


Library, U. S. Dept. of Agriculture 1Ag@4D no. 366 
oh 


Rands, Robert Delafield, 1890- 


Snails as peoiiepeding agents of sugar cane ‘‘root dis- 
ease’’ in Louisiana. 


Us U. 8. agriculture. of research. vol. 
XVII, so. A th yy wo ashington, 1934) 
Contribution from Bureau of industry (G—309) 
Puslihed November Tf, 1900 ‘ 
1, Root-rot of sugar-cane, 2 Snails. 
Agr 24-978 
Library, U. 5. Dept. of Agriculture 1Ag4J vol 2 


4 
66 





Rands, Robert Delafield, 1890- 
South American leaf disease of Para rubbe: 
R. D. Rands .. Washington Govt. print. off, 1924. 7 


19, ih qo Bs pi p16) 23. (U.S. Dept. of agriculture. De. 


Contribution from Zot, s it indust: 
“Literature cited” - - 


1 Settee ulei) 2. India-rubber—Diseases and pests, 3. :South Amer- 
leaf disease of rubber; 
Agr 25-5 
Agriculture 1Ag84B no. 1286 
6 


Library, U. ©. Dept. of 


Bands, Robert Delafield, 1890- 

Streepkanker van kaneel, veroorzaakt door Phy- 
tophthora cinnamomi n. sp. (Stripe canker of cinnamon, 
caused by Phytophthora cinnamomi n. sp.) Door R. D 
Rands. Batavia, Drukkerij Ruygrok & co., 1922. 

3 p. lL, 7-53, ay >. fo a. col.) ms 4 ale (Buitenzorg. Instituut 
voor plantenzick' ededeelinger: 


At head of — fae iement van jal nijverheid en handel. 


teerde Lay page following p. 53. 
Has a summary in Englich (p. (50)-53) 
ek Se —-feum, 8 (Phytophthora cinnamomi, 1. Tithe: Stripe 
Agr 23-561 
Library, U. S. Dept. of Agriculture 464.9Ea72 
2, 


Rands, Robert Delafield, 1890- 

.. Variability in fain < arrhenomanes in relation to root 
rot of sugarcane Saccharum officinarum L., and corn Zea 
mays L., By R. D. Rands ... and Ernest Dopp ... 

vu. 
oe tr 


from Bureau of plant industry (G—918) 


Published Aug. 16, 1964. 
“Literature I": p. 221. 
rot of maine —y | ty gy ie BT 
Root sugar-cane ‘ugarcane— Diseases and 
1 Dopp. Rreast, 1800-°  Solel author 


Agr 4-608 


Sige vol. 49, no. 3 


Library, U. 8. Dept. of 
Library of Congress ‘eine 


a 


Rands, Thomas. 

eA, - erumena: or, The trooper turn’d poet. Con- 

. The poet’s voyage to Amsterdam ..._ xxvil. 

ry ram ble. thro’ the camp in Flanders. London, Printed 
for the author, Thomas Rands, of the late Lieutenant 
General Wood's regiment of Horse, 1713. 

4p.l, 1386p. 189. 

The epistie dedicatory signed: Thomas Rands. 


1. Title. u. Title: The trooper turn'd poet. 


Library of Congress 


‘Rands, William Brighty, 1823-1882. 

Chaucer’s England. By Matthew Browne :pseud., ... Lon- 
don, Hurst and Blackett, 1869. 

2+. front. (port.) ius. 20°. 

Title vignette. 


1. Gt. Brit—Soc. life & cust. 2. Chaucer, Geoffrey, 1828-1400. 
© Tithe. 


2—18130 
Library of Congress DA185.R18 


fig, 


;Rands, William ah pm | 1823-1882. 


Sind quad, datas in Bh ond Away, . 
narrative and « discussion ... London, A. Strahan, 1865. 

2. 20". 

Bhetches, 

Conrerts.—+. 1. Stodies in life, literature, and philosophy —v. 2. 
Controversial letters: 


Library of Congress PR5209.R2H4 











or 88 





,Rands, William Brighty, 1823-1882. 

Lilliput levee: poems of chikdhood, child-fancy, and child- 
like moods; with the addition of several new poems, written 
expressly for this edition. New York, G. Routledge & sons; 

London, A Strahan & co., and G. Routledge & sons; ,etc., etc., 
a 
vill, 213, (1) p. plates. 144™. 


1, Title, 


Library of Congress P783.Ri6Li 
Copyright 1868: S47 14061, 


Rands, William Brighty, 1823-1882. 
od tek B ley Jahon ted “4 
. by rim! illustra! 
derburn. London, J ne; New by Grin 
company (1905, 
10 p. 11, 17-224, rip frome, 31 pl. 19. 


in ‘Good words for the 


‘Innocents’ Island’ in the same magazine, 1872."—| ‘s note. 


1 fohnson, Reginald Brimley, 1867- od wm Tithe sm. Tithe: Inno- 

cents’ Island. 
22-2970 

Library of Congress PZB3.R16Lic 
‘Rands, William Brighty, 1923-1882. 

Tangled talk; an cessyist’s holiday. London, A. Strahan 
and c’, 1864. 

vill, 880 p. 199". 

Dedication signed : T. Talker. 


Views and opinions, by Matthew Browne :peeud., London 
and New York, A. Strahan, 1864. 
xvill, 294 p. 174". 
1. Tite. 
 a300 
Library of Congress PRS200.R2V8 
Rands, William Henry. 

Albert and Logan district. ( pe OR 
Rands, assistant government ... (Brisbane, 
J. C. Beal, government printer, 

6p fold [os em (Queensland. (Geological survey. 
Caption title. 
1. Geology—Queensland. 
css 
Litrary, U. &. Geol. survey (810) qD no. SI 
Rands, William Henry. 


a Alluvial cinnabar deposit near Kilkivan. re 
ove "Braue, 40 Bac pert pre 


2 i eurvey. Publice- 


Caption title. 


1 Mercury mines and mining -Queensiand 
css 


Laorary, U. S. Geol survey (810) qD 0079 
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Rands, William Henry. 

The Big Hill — mining company’s lease, Talgai. 
(Report on, by William H. Rands, assistant government 
foe” R Brisbane, E. Gregory, government printer, 


3p M™. (Queensland. (Geological survey. Publication no. 12) 
Caption title 


1. Gold mines and mining—Queensland. 
Gss8sz 


Library, U. S. Geol. survey (810) qD no. 129 


Tm Brocka, Pal 
citsiantgeveroment ge 


2p M™. (Queensland Geological survey. Publication no. 6h) 
Caption title. 


Pare. 
(Brisbane, J. C. Real, governmen’ 


1. Geology—Queensiand. 

Gsw2 
Library, U. 5. Geol. survey (810) qD 0.63 
Rands, William Henry. 

. The Burrum coal field. Sg of report on, with 
corrections and additions, by William H. Rands ... gov- 
ernment geclogist) .. . 1886; and (Report on, a Lionel Cc. 
Ball . (Bris- 
bane, G. A. Vaughan, government printer, 1900," 

% p. 6 a. aii maps. 334°. (Queensland. (Geological survey. 
Caption utie 





1. Coal mines and mining—Queensland 
GS8SMS 


Library, U.S. Geol survey (830) qD no. 170 


Rands, William Henry. 
Cape River gold field. ae gl _* William HL 
Rands, esiatant government geologist, ca the) ... Bris 
C. Beal, government printer, 1891, 
18 p 3 ok. Cl fete. and ont) § (ot emp, M™. (:Queensiand Geo 
Caption title 


Library, U. S. Geol. 


Rands, William Heary. 
~ Coal in the parish of Noosa. (Report by William 
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sieur Le Sage ... London, W. Owen, 1747. 
iv, 2p. 19". 


1. London—Soc. life & cust. 2 Ranelagh Gerdens, London. 


21-168 
Library of Congress PRS201.A1R8 
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education. Me ag — yy 
serie Garment 5 Ce ee 


‘89 88320 
10410.02R3 


2 877.10048 


Library of Congress 


Rang, Paul Charles Alexandre Léonard, 1793-1844. 
et Go See snails Gn aaa & S San 
coquilles ... par m. | Rang ... Paris, Roret, 1829. 
1p. L, ty, 300 p. ver pl, fold. tab. 149". 


1. Mollusks. 
6—18751 
Library of Congress QLA08. R2 
1a3Tb1, 
Rang, Sander 
see 
Rang, Paul Charles alexander Leonard, 


1793-1644, 
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1. India—Pol. & govt. —1919- 
« Title. 


Rahge Aiyer, C. &. 


Ranga Iyer, C s- 


Range Cheriyer, M. 


Rang&chirya, Malir, 1861- 


Ranga lyer, C 8. 

Father India; a reply to Mother India, by C. S. Ranga Lyer 
«. London, Selwyn & Blount itd, ,1927, 

207, 1) p19. 

“First printed November 1927 ... reprinted November 1927." 


as “wy Mother India. 2. India—Soc. condit 3. Women 
L 


in Tea 
100 
Library of Congress Ds421 Mee 
Copyright A ad int. 10438 138q1, 


Ranga lyer, C 


yy a - London, 


Selwyn and Blount, ltd. ,1928, 


xvip, iL, 10-886 p. 199". 


2. Gt. Brit —Colontes—India. 


Library of Congress D8480.45.R3 


Ranga lyer, C 8. 


India, peace or wart By C. S. Rangs Iyer ... London 
G. G. Harrap & co. ltd. Ted. :1980, at om 
25, 1) p. 21". 


1. India—Pol. & govt. —1919- 2. Gt. Brit —Colonies—India 


L 


Library of Congress 18448 RS ata 
8, 4 
Retecune cara 
Range Pillei, Anande 
see 


Anandarange Pillal, 1709-1761. 


Library of Congress 








a gabe 


Rangabe » Alexandros Rizos 
see 


RankabSs, Alexandros Rizos, 1610-1892, 


;Rangabé, Eugenios Rizo, 1851- 

Livre d’or de la noblesse phanariote et des familles princiéres 
de Valachie et de Moldavie, par E. R. R. (2. éd.) Athénes, 
Imprimerie 8. Viastos, 1904. 

So tt a. 0h (4. ¢. 288) p. incl. coats of arms, geneal. tables. 
coate 

First edition issued 1892, under title: Sears —4 4 
riote en Gréce, en Roumanie, en Russie et en Turquie. na. 

“addenda et errata” (p. 258 a-h) inserted. 

1. Phanariots. 2. Wallachia—Nobility. 3. Moldavia—Nobility. 

L Title. 


3831-11103 


Library of Congress C81044.R3 1904 929.798 


Rangabé, Eugenics Rizo, 1851- 
A practical method in the modern Greek language, 


gone Wiselenguhd. Becton ond Lenten, Gina end coneeny, 
1896. 


vil, 240 p19". 


1. Greek language, Modern—Grammar. 


A 14-780 
South Dekota. Univ. Libr. 
for Library of Congress PA1066.R3 
Copyright 1806: 40646 e381, 


Rangabis, Alexandros Rizos 
see 


Rankabés, Alexandros Aizos, 1610-18692. 


Rahgactrya, M 
see 


Rangécharya, Kaltr. 


Rangachariar, Tiruvenxata 
see 


Tiruvenkata Rangachariar. 


LIBRARY OF CONGRESS 


, Kadambi. 


A hand-book of botany for India, by Dewan Bahadur K. 


Rangachari .. Madras, P. Varadachary & co., 1925. 
Ipl.ivp, 11, 614 p, 11, xf, typ fllus, diagrs, 19° 


“List of books for reference and study”: page after p. xi. 


1. Botany—India. (1. India—bBunuy, 2. Botany—;Texthooks, 
Agr 32-280 Revised 

Agriculture 463.3R17 

+r 34b2, 


Library, U. 8. Dept. of 


, Kidambi. 
A: handbook ‘of some South Indian grasses. By Rai Ba- 
hadur K. Ranga Achariyar ... assisted by C. “Tadulings 


Mudaliyar ... Madras, Printed by the superintendent, Gov- 
ernment press, 1921. 
iv p11, 318 p. tins 25. 


(1. Graminene,; 2. = —India. (2. India—Botany, 


L tesctinoen, Cbhinnakawanam, 1878- joint author. 
Agr 23-61 Revised 
Library, U. 8. Dept. of Agriculture 460.12R16 
(F34e2, 
Rangacharya, Vijayaraghava. 
sds in Hae ‘Musalman India... By V. Rangacharya ... 
uxley press, 1929- 
one van 
Inciudes bibliographies. 


1 India—Hist.—Barly. 2. Ethnology—India. 


30-6825 
Provistosal 
Library of Congress DS451.R16 
2 a8 
Rangichiarya, V comp. 


A topographical list of the inscriptions of the Madras 

residency (collected till 1915) with notes and references, 
by V. Rangacharya ... Madras, Printed by the superin- 
tendent, government press, 1919. 

3v. 25". 


The compil ante direction of Sir John Marshall, di - 
comet lation wee, on fe bey dienes of Sir J la |, director. 


I Mad: P 2. Mad: Pi —AI 
5 £. Jaserigtigne- yt eine. ras (Presidency) —Antiq. 


20-8410 
Library of Congress DS485.M2SR3 
2) Provisional 
Shiyali Ramamrita, 1592- 
Classified catalogue code, by S. R. han ... with a 


Ranganat! " 
foreword by W. Erlam Smith ... Madras, The Madras library 
association ; London, E. Gpldston, itd., 1934. 


Ly a hagl 22". (Holf-title: Madras library amociation. Publica- 
tion sertes, 4 


1. Cataloging. 1 Title 
36—2807 
Library of Congress 7686.R18 
139d1, 025.3 
Cae deinton | pt Madras, The 
Madras library Oe Galton, Wa 1008 


3 pt in iv. 22". (Helf-titie: Madras library association. Publica- 
thon series, 3) 


Goseanee <0). }. Sate of deatieatinn Gt. ©. Ciiateies of Camt 
fication —pt. 8. Index to the schedules. 


1. Classification—Books. 1 Title. 
‘A 33-8280 
Title from Univ. of Mina. 
Library of Congress (7406.19) 
n35e1, 
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ee ee ae 


6 





Colon » by S. ras, The 
Madras library association ; erm Goldsion, ha "1099. 


4pt iniv. 22". (Helf-title: Madras brary association. Publica. 
oo sertes, 8) e 


“First edition 1983. ho (revised) 1989." 
Parts 2-4 each have special t. 
Qorarra—94 Bale ofcamienen gt. bade of 
fication —pt. U1. Index to the schedules —pt. tv. Examples Ta. 


1. Clasaification— Books. 1 Tithe, 
40-82967 
Library of Congress 7406.R19 1960 
(2 085 4 
8 
The five laws of trary ia 
with a foreword by Sir P. 


by S. R. Ranganathan .. 
». S. “Sreoam igen . and an intro- 

Madras, The Madras 
; Landon, BE Goldston ed nee 


xxxii, 458, vi p. front. illus. (maps) plates (1 col. 
(Helf-titlc: Madras lbrary association Publlestion clon “ - 


duction by W. C. 
library association 





“Madras library and list of ”: 
up 
1. Library science. 2. Libraries. 1. Title. 
Library of Congress 2670. R22 — 
(34a2, 202 


Ranganathan, Shiyali Ramamrita, 1892- 

Library administration, by S. R. Ranganathan ... with a 
foreword by R. Littlehailes .. Madras, The Madras library 
association ; London, E. Goldston, Itd., 1935. 


673 p. ius, 224". (Half-title: Madras library association. Pubii- 
cation series, 5) 


1. Library administration. 
36— 19008 
Library of Congress 7A78.R19 


(891), 025, 


Ranganathan, Shiyali Ramamrita, 1892- 
a to library cl , by 
Madras! library poe ck mn E. ae 





ston, Itd., 1937. 


xvi, . diagrs. 2247. (Madras Wbrary association. Publica- 
tion series, 6) 


. and C, Sundaram . 8 foreword by Sir Maurice Lin- 
ford --» Madras, The Madras library association; Lon- 
don, E. 1940 

¥. 22". (Holf-titie: Madras library association. Publication 
worries, ¥ 


Cowrarrs.—+. 1. pt. 1-4 Theory. 


ab SS Gh, * we. 1. Sundaram, C., 
is 41-1947 
Library of Congress ZT11.R8 
3 025.5, 
Shiyall Ramamrita, 1892— 
Theory of li yn A > op 
& foreword, by S. E. Runganadhan ... The Madras 
library association; London, E. Goldston, Itd., 1938. 


=F 22”. (Helf-titte: Madras Worary amociation. Publication 
eerien, 


1. Tithe. 


Library of Congress TAR.RD 





———————— 








Rangapoullé 
ace 


Anandarahga Pijjai, 1709-1761. 


Larary or Cononess Rerzxence 
CoS Leet See Eien not appear 20 bendings in depository cutalegs. 


x 41-3697 


Rahgasvami Ayyahgar, C 

. A leaf spot and blight disease of onions caused by AL 
ternaria palandui nov. sp. By C. Rangaswami Ayyangar ... 
Calcutta, Government of India central publication branch, 
1928. 


Ip t.up op. oil, Seer. 244". (Pusa. Agricultural re 
search inetivete. Bulletin no. 179 


1. ;Alternaria palandul,; 2. Onions—Diseases .»nd pests, 


Agr 29-239 Revised 
Library, U. 8. Dept. of Agriculture 22P97 no. 179 
1r84c2, 
Rangaswami Aiyangar, K v. 


. Some trends of modern public finance, with reference to 
India, by K. V. Rangaswami Aiyangar. ,Madras, University 
of Madras, 1936. 


4p. L, :vil-vill, 257 p. 25". (Sir William Meyer lectures, 1964) 


1. Finanee—India. 2. Economic policy. 1. Title. 
40-8124 
Provisional 
Library of Congress HJ1312.R35, 
2, 336.54 


Range, Paul Theodor, 1879- 


—y + rginzungen zur landeskunde des deu 








schen Namalandes, von dr. P. Range . eet OT abil. 
dungen im text und 5 kartenskizzen ... Hamburg, L. 
= 1 yt ) 4old. pl, fold. fold. tab. 29™. 

7 ports. . 
dabed ign 2 yn 

pee t Big Sforeeng, dv Karalenden 2. t, Das land 
ee te een De Die Die G —4, t. 
Wirtschaftliche aufgaben der zukunft. 1 

Bo. ogee 2 Namaqualand—Econ. condit. 3. 

21-9946 
Library of Congriss DT720.N3R3 
Bett 


Range, Paul Theodor, 1879- 

i hep von Liibeck und my dryastone 
nebst einer ve: ‘ichenden bes besprechung der gilazial pflan- 
zen fiihrenden ablagerungen tiberhaupt, von dr. Paul 
tnd i mit einer skizze hay” weiteren eet Liibecks 
wu rei 





*S ’ 


iv, —— fold. ~~ diagrs. 257. 


Sonderabdruck : uy Bh fir vung Labecks' p 48 76. 
‘Das glaziald:! avtana weiteren umgebung ibecks” . 
“Die fuhrenden abl. , 


2p. 55-99. 
1. Geology—Germany. 2. Glaci.! epoch. 





GSis64 


Library, U. S. Geologicat Survey 353(530) R16 


Range, Paul Theodor, 1879- 

... Ergebnisse von bohrungen in Deutsch-Siidwest- 
Afrika, von 4 . Mit 1 tafel und 1 tibersichts- 
karte. Hrsg. zentralstelle fiir die 
deutschen schutagebiete. rlin, Im va bei der 
Kdéniglichen geologischen landes-anstalt, 191! 


2 imel. fold. tables fold. 
ann th p pl. ( i. ono) part — ti) (Beitrige 
1. Gevlogy—Africa, Southwest. 
CS2210 
Library, U. S. Geological Survey (5301) P4 
2) 


CATALOG OF PRINTED CARDS 


Range, Paul Theodore, 1879- 


Geologie des deutschen Namalandes. Von Paul 
Range. Mit 11 tafeln und einer ——— tibersichts- 
karte ..._ Berlin, Im vertrieb der K6 


general. 
Bréve resefia historica de la vida politica y militar del 
ilustre general Guerrero, en la de la revolucion de 





P 


geologischen landesanstalt, 1912. 





2p. 1. 104.p. 11 pl. (part fold.) fold. map (in pocket) 26°. (Beitrage 
our log 4 ££ der Goutetan hft. 2) 
Hrsg mit i des Rei ia von der Kéniglich 





Preussischen geologischen landesanstalt zu Berlin. 
“Literaturverzeichnis” : p. 9-104. 


1 Geology—Namaland 1. Prussia. Geologische landesanstalt. 





GS13-418 
Library, U. S. Geol survey (S301) P4 hit. 2 
Benge, Pest ‘Thesdev, wte- 
f n Siidwestafrika. 


Von dr. P S = Mi 1 a. as 4 kartenbeila- 
gen. 


(Cn Beitrage sur geologischen erforsch der deutschen 
brag. von rentralstelle ee die deutschen seemeaion 
bft. 16. Berlin, 1920. 25. p. 33-42. illus, 4 fold. raps) 


1. Geology—Africa, Southwest. 1. Title. 
GSum 
Library, U. S. Geological Survey (S301) P4 bit 18 
7) 


Range, Paul Theodor, 1879- 

an Tie Wetentene Palasti Mit logi 
rsichtskarto im massstab 1: 250000, von. dr Pea 

a . Berlin Gesellschaft fir Palistina-forschung, 


tg Ge ~~ ir, 23. (Gesellschaft fir Palistina- 





1. Geology—Palestine. 2. Coast changes. 1. Title. 
Gs22z 
Library, U.S. Geological Survey 203(80) Ri 
[7] 
Range data, inc., Dallas. 
Broadcast data. ,v. 1- 
November 1941- 
Dallas, Tex., Range data, inc. ,1941- 
¥. tables, diagr. 214 x 184”. 
1. Radio—Stations. 2 Radio in eeronautics 1 Tithe. 
4218780 
Library of Congress TLS@6.5.R35 
12 984. S09TS 


The Range finder. v. 1 (no. 1-6); ;Mar.?,-Aug. 1918. (Fort 
Hancock, N. J., ete., 1918, 
iv. Mus 281". irregular. 
Published by the men of the 57th artillery, C. A C. (Vol. 1, no, 5-6, 
issued “somewhere in France”) 
No more published 


1. Buropean war, 191+-+918—Perted. A ye wis— 


coast artillery. L.v08 
artillery ‘STth coast artillery, 1918-| 
24—17045 
Library of Congress DSOOLRS 
adibt, 
Range finder; a weekly devoted to the activities of the 
Fourth field artillery, U.S.A. v. 1- 
Oct. 17, 1918- 
Corpus Christi, Tex., 1918- 
v. ee gO. 


1. Buropean war, 1914-1918—Period. 2 European war, 191¢-1918— 


Regimental bistories—U. 8.—Artillery—4tb field artillery 1.08 
artillery. 4th field artillery. 
2417046 
Library of Congress DOOLR2T 
@1d1, 
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P desde que comenzé en 1810 hasta que se 
consumé en 27 de setiembre de 1821. Redactala el 


nea Rangel .. 3 publicacién en este afio. México, 
impr. de Lara, 1868. 


Bp. 2. 


Subject entries; Guerrero, Vicente, 1783-1831. 


Library of Congrem, no. 


Rangel, Alberto. 

. D. Pedro 1 e a marquesa de Santos, ppm he Lay 
intimas e de outros documentos publicos e particulares .. 
Rio de Janeiro te; F. Alves, 1916. 


ot 455 p. illus., plates, ports. (1 col.) facsims., geneal. tables (part fold.) 


“Impressos € manuscriptos cuja consulta aproveitou 4 composicéo d'este 
volume”: p. ,433,-446. 


emperor of 1798-1834. 2. Domitila de Castro 
cue) Mellon aarquene fon 9 1997-1867, 3. Brazil—Hist — 1822-1889. 
17-31819 
Library of Congress F25%6.R19 
Rangel, Alberto, 1871- 
.. No rolar do tempo (opiniées e testemunhos respi no 
archivo do Orsay—Paris) ... Rio «de Janeiro, J. Olympio 
11937, 


2 pL, S280 p.21 ports. 224". (Coleco documentos brastletros, 
Girigda por Gilberto Frevre. 6) 


1. Brasi}— Hist —1822-1889—Anecdotes. 2 National characteristics, 
Brasilien. 3. Brasil—Soc. life & cust. 4 Brasil—Biog. 


1. Tithe. 
88-12714 
Library of Congress F2536.R196 
3 co 
Rangel, Alberto, 1871- 
peis pintados (avulsos 2 fragmentos) Paris, Du- 
chartre & Van Buggenhoudt, 1! 
2, 2p. 18". 


I 
i 


Library of Congress PQ06e7 R2TP3 Cd 


Sage Sate, Se 
ferencias) ... 2. ed. 


es fee Oe eee 
Ag ey (Bibitotheca pedagogica brasileira. ser. v. Bre- 





Comrents. —Os serties eoctedade brasileira no pri 


brasiletros —A 
retnado.—Euctides da Ounha —Dtscursos de 
i eras" hs a het gow © oe Sea Te 
marttima ; As terras centraia. 


1 Brasil. 2. *Cunba, Buctydes da, 1806-1908. 1 Tithe 
34-27185 
Labrary of Congress 2508. R22 
a wa 


Rangel, Francisco Ferreira Ribeiro 
Pinto 


Ferreira Ribeiro Pinto Rangel, Francisco, 
a. 1874. 









Rangel 


Rangel, Godofredo. 
... Andorinhas, contos. Séo Paulo, Monteiro Lobato & cia. 
192-1, 


ae 12*. (On cover: Bibliotheca da rainha Mab. 9) 
Tassie £0 s00.— — ae ont — a 
culo - Oe |pts peek — —— hu —A b Ree ~~ Ty 


1 Title. 
31-24508 
Library of Congress PQO8UT.R2RAT so 
Rangel, Godofredo. : 
.. Vide ociosa. 2 ed. So Paulo ,etc., Companhia editors 
nacional ,1934, 
et eb arial 184". (Colleccfio, Os grandes livros brasileiros, 
1 
——- 41-1704 
Library of Congress PQ0807.R28V5 
a am03 
Rangel, Jefferson Firth 
ses 
Firth Rangei, Jefferson. 
Lamaary or Cowoxess Ravengence 
Compu secseeary extzien which do mot appear as basdings is depository catalogs. 
X 42-8225 


Kangel, Joaquin. 

Carta dirigida al c. Juan A. Mateos, por el Gral. Rangel, 
sobre los detalles del episodio ocurrido en el Monte de las 
cruces. el die 2 de junio de 1863. Mexico, Impr. del comercio, 
de N. Chavez, 1868. 


“Mp 2. 


1. Mexico— Hist —Buropean tntervention, 1961-1867 


Library of Congress F1233.R19 


Rangel, Joaquin. 
Oracion civica pronunciada el 27 de setiembre de 1851 
Fe redepe el c. general seal Soe 8 Rangel, en conmemoracion de 
exico, Impr. de I. David, 


pa front. (port) 24j™. 


1. Mexico—Hist —1821-1861 


12.9011 

Library of Congress F1232. R2 
Rangel, Jose. 

.. Como o tempo pama... aspectos, fatos, © coe 
tumes antigos ¢ Rio «de J A “En- 
cadernadors,” s. 2. 1940, 

Bp we. 

1. Minas Gerace, Brasil, + Tithe. 

41-2Azs 
Library of Congres 2581. R25 
a 





LIBRARY OF CONGRESS 


Rangel, Joseph Francisco Dimas. 
Discurso fisico sobre la formacion de tas auroras bore- 


ales. Por D. J rancisco Dimas Rangel ... :Mé- 
xico, Herederos de J. de Juaregui, 1789, 

vii p. 19)" 14)" 

Caption title 


1. Aurora borealis. 


Library of Congress Qco72. R19 


Rangel, Manuel F. 

.. Les criaderos «le fierro del Cerro de Mercado en Durango, 
por M. F. Rangel, y de la hacienda de Vaquerias, estado de 
Hidalgo, por J. D. Villarello y E. Bise. México, Oficina tipo- 
= de la Secretaria de fomento, 1902. 


flius., v (1. ¢. 6) pl. (part fold., part col. incl. map) 33° 
tate: Institute geaidgico de Mtesico ‘“Roletin nim. 16) 


Iron ores—-Mexico— Durango 1. Villaretio, Juan 1), 1863- 
u. See, Emil, 1868-1927 
Gs 11-284 
U.8 Geol. survey. Library (200) 4k no. 16 
for Library of Congress (QE201.42 no. 16) 
ad7el, 


Rangel, Nello de Moura 
100 
Moura Rangel, Nello de. 


Lraary or Concurss Rerexence 
ot appear ss headings in depository catalogs. 


x4a2-114 


Rangel, Nicol4s, 1864 
comere <2 Sane Tate & Alarcon. Mexico ,Impr. 
dela S i jores, 1927. 

vill, 44 p. 20)". (Monografias bibiiogr. ficas mexicanas, ndm. 11) 
at fata obra se imprimieron 1,000 ejemplares eo pape! ‘Biblice 





1. Ruls de Alareéo y Mendoza, Juan, 4 1680—Hibi. 1, Title. 
2512 
Library of Congress 78768.0.19 
(fel, 


Rangel, Nicolds, 1864— 
Historia del toreo en México, época colonial (1529-1821> por 
Nicolfs Rangel ... México, Imp. M. L. Sanchez, 1924. 
374, @ Dp, 11 ius. (incl. ports. plans, facsime.) 25°. 





1. Bull-fights. oa 
Library of Congress GV1107._ RS 
(421, 
Rangel, Nuno, 
des de Joo de Deus ¢ Joa- 
quim de Araujo. fa 4p ew yh A. J. de Souza & irmio, 
1885. 
vil p, 61, @-104 p. 18". 
Poems 
t Title. 
34 HHT 
Library of Congress PQe2ti R33M6 
— ——— Copy 2. 17*. 900.1 
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Rangel, Rafael. 

Nota preliminar sobre la peste boba y la desrenga- 
dera de los equideos de los llanos de Venezuela (tri 
somiasis) por Rafael _ 1... Tripanosomiasis y Rebre 
de — por @. Delg: alacios . . y Bernardino Mos- 
quera ... Caracas, “yt Irigoyen & ca., 1905. 


2 2 21-3 pl_(2 col.) c (Junta gimialcteatore ra los hospi- 
tales de Caracas. Laboratorio del Hospital Vargas. Boletin 2) 


1. Texas fever. 2 Trypanosomiasis. 


1. Palacios, G. Delgado 
1t. Mosquera, Bernardino 


Agr 11-247* Cancel 
Library, U.S. Dept of Agriculture 4489H79 
Rangel, Ramén Garcia 
see 


Garcia Rangel, Ramén. 


Liprary or Concness Rerexence 


Users of deposi talogs 4 refere: 
Congress ph 7 A whica do Yt i tn dt Ky ASA. FY 


X 41-1189 
ay 
Rangel Béez, Cariou. 
re a una filosofis constitucional. Caracas, Tip. mercan- 
ul, 1926. 


138 p11, 23™, 


Conrasrs.—Propésitos del lbro.—Punt — 
clencia a la manera cartesiana.—Pensa: i PB, — eames ” 


1. Philosophy—Addresses, essays, lectures. 2. Political science—Ad- 
essays, lectures. 





dresses. 
20-24276 
Library of Congress B20.R3 
——e Se 
»yel i en América. México, 
DF, in 
ip. 2. 
At head of title: Universidad nacional de Mérico, Facultad de derecho 
7 clencias sociales, Eacuela de i 





Author's name on cover. 
“Bibilografia” : p. 150-161. 


1, Democracy. 2. American republice—Soc. condit. 8 Oommunism. 
4. State, The. 1 Title 
42-1587 
Library of Congress JC423. R23 
rr mis 
Rangel Couto, Hugo. 
.. La reforma del estado y de la economia, Tesis profe- 


sional que para obtener el titulc de licenciado en derecho pre- 
senta el pasante Hugo Range! Couto. México, D. F., 1934. 

2p, 21 2. 

At head of title: Universidad nacional de México. Facultad de 
derecho y ciencias sociales. 

“Bibdilografia” : p. 63; 


1, Democracy. 2. Industry and state. 1 Title. 
35-20019 
Library of Congress JC423.R3 
2 321.8 


Rangel de Castro, Sylvio. } 

.-. Quelques aspects de la civilisation brésilienne; confé- 
rences faites en Europe; préface de m. Gabriel Hanotaux ... 
(Paris, Les Presses universitaires de France ,1930, 

L, a7, 1 1 

Ahead ot thie? 8 Rhine de Caitro._ Be la diplomatie. 

Contents. — Brést] contempore inte “real iF pittorestee oe. 
—Le samme a a Brésil et ‘a Sa 
aspects itiques Loge = = od X aa vernture et ar. in de 
tn petstere. Sree! lenne-Discoure de Thonorable a Broest’ Barker, 


recteur du King's college (Université de Londres) —Discours de m. 
Edgar Prestage, professeur & la chatre Camo@ns, au King's college. 





aspects de 
Petra Rasa du Bréstl. 
ration des Italtens —Le Brést] 


1 Brasil_civilization. 2. Art—Bragil. 1. Title. 
31-18248 
Library of Congress F2508 R23 
2) 918.1 








Rangel de Feyas y quires, Hipolito 
Antonio Sanchez 


sd4nchez Rangel de Fayas y Juiros, Hip- 
olito A. 


— 


a > E> Cas Satta. Lis- 
vinden de Gaseta de Portagal, 1988 
Op.L, B-Wip,1. my". 
At head of title: Rangel de Lima Junior. 
Contents. —O cego.—A primeira setta—A feia—A resposta—Co- 
oeete Somerton a> Se... ny de mia — 


Um adulterto. — jume.—Espigas—O sonho de —!é 
sobrinha do moletro. 


84-13804 Revised 
Library of Congress 
(78862, e803 


Rangel de 8. Paio, 
... O quadro da Batalha dos Quaresones seu autor e 
seus criticos ... Rio de Janeiro, Typ. de J. Alves, 1880. 


3p. 1, i, M-372p,21 2am. 
Criticism of the works of art of Victor Meirelles de Lima. 
rabalhos 


“Cat dos t feit commendador Victor Meirelles de 
Lima dende malo de 1860 até desenbro de 1879": p. G47/-381 


S$41451 
Library of Congress 


Rangel de Souza, Antonio. 


.» VacilagSes; versos. Campos ,Brazil, Graphica Modelo, 
1932. 


Op 2. 


At head of title: Rangel de Sousa. 
“Algumas referencias a0 primeiro livro deste autor”: p. ;5)-)8) 


1 Title 


Library of Congress PQ0807 R288V38 


12) 908.1 


Rangel Frias, Radi. 

. Identidad de estado y derecho en Ia teorfa pee pura de 
Hans Kelsen. Exposicién y critica. Tesis para optar al grado 
de licenciado en derecho y ciencias sociales de la Universidad 
nacional auténoma de México. México, 1938. 


SOp,1L 105". 


1. Kelsen, Hans, 1881- 2 State, The 8 Constitutional lew, 
4 Political science. 
‘89 10006 
Library of Congress JCB KS 
2 ‘520.151 


Rangel Lamus, Amenodoro. E 

... Estudios de derecho privado. Caracas, Editorial “Elite”, 
lit. y tip. Vargas, 1937. 

Sp.L. O26 p.4 104". 


1. Civil law—Venesvela. 1. Title. 


Library of Congress 2 


CATALOG OF PRINTED CARDS 


lombia. Title, 
aatu0) 
arvard univ. 
for Litrary of Congress ray 
Rangel Pestana, Neréu. 
Climat et salubrité de I'Etat de Séo Paulo (Brésil) par Neréu 
Anvers, Le Commissariat ginéral du gou- 


Pestana. 
vernement de I’Etat de Séo Paulo, 1908. 
35, (1) p. incl. us, diagrs. 224™. 


1 ate 5 1? Brazil (State)—Climate. 2. S&o Paulo, Brazil (State)— 
Sanit. affai 


24—11983 
Library of Congress 


Rangel Pestana, Neréu. 

Comment on assainit un pa: ta) tt 
jaune & Rio de Janeiro, par Neréu Rangel Pestana. Pa- 
ris, Aillaud & e*, 1909. 

47, yp. illus, fold. plan. 225° 


al Yellow fever—Braril—Rio de Janeiro. 2 Rio de Janciro—Sanit. 
afars. 


Library of Congress RC212 BOR6 


Rangel Pestana, Neréu. 

Comment on assainit un pays. L’extinction de la fievre 
jaune & Rio de Janeiro, par Neréu Rangel Pestana. Pa- 
ris, Ailland & c*, 1910. 

47, (1) p. illus, fold. plan. 225° 


1 Yellow fever—Rio de Janeiro. 2 Rio de Janeiro—Sanit. affairs. 





Library of Congress RC212 BOR6 1910 me 
_ Copy 2 
Rangel Pestana, Paulo. 
A expansio estado de S. Paulo num seculo 


2p. 1, 53 numb. 1 21". 


At bead of title: “Universidad nacional euténoma de México.” Facul- 
tad de derecho y ciencias sociales. 
Mimeograpbed 


u. tie: poromy yy 9 = 
Os 96-815 Unrev'a 
Library of Congress 2 
75 


Ranger 
, Harry H. 
Silenced by ;_the story of a wildcat well, by Harry 
H. Rengder. ow Verh, Lenten cong The Aloo peed 


(1902) 
Ip l,(v}-vip,11, 5p a. 


Library of Congrem, no 


Rangeley, Me. 
Annual reports of the municipal officers and Board of edu- 
cation of the town ... 


Farmington, Ma, 
+. tables, 2. 
Report year irregular. 


0a 86-690 Unrev'd 
Librery of Congress 7818.R212 sezoT4lt 
Rangeley Plantation, /‘e. 
Annual report of the municipal officers ... 
Norway, Me., 
¥. tables. 23". 
Report year irregular. 
0a 84-2422 Unrev'd 
Library of Congress 3813.R213 982.0741T 


Ranger, Charles, paeud. 
see 


Murphy, Arthur, 1727-1805. 


Ranger, Henry Ward, 1858-1916. 


Art-talks with ) Se Bey Sas Se. New 
York and London, G. . Putnam’s sons, 1914. 


xiip, 11, 1890p. 21* $19 


{ge Adtrenees, conape, teste, 1. Bell, Ralcy Husted, 1860- 
. 

14-14 
Library of Congress N744$.R2 


Copyright A 380888 


Ranger, Richard H. 

The radio pathfinder, by Richard H. 
ings by Thomas E. Monroe. Garden City, 
day, Page & company, 1922. 


ix p. 11, 155 from, flus. 199°. 


line draw- 
. ¥., Doubie- 


2— 18540 








Ranger LIBRARY OF CONGRESS 





Ranger, Robin, pseud, r Laigi, d. 1823. 
Signi secien Silo ot, 0 het Oe eat 
see ficio, utile agli storici, 
ed ogni altro amatore delle belle arti. to "Roms, ‘Nelle Stam 
Freeman, James Midwinter, 1627-1900. pn Ge 6 














tr, Sp Susie [Wen he Bategrata certs Galle itt, © 
teeenpapal states Bib! 2 Rome (City)—Bibi. 1. Title. 
34-10016 
Library of Congress 22364 PRD 016.9486 
Ranger, W. —— 
A {Mets is); Ansiyeia of the setamn of wate 
supply of water also, g schedule Sa‘ Khia, d. 1835. 
So Gee Saab & pete Gee b endl walee com> 
pag feteapens, Ge. SS by are. Lon- 
Printed by Clowes and sons, for H. M. Stationery 
office, 1851. 
0p. fold. tab. 22”. 
(Technological pamphlets, v. 13, no. 4 
1. London—Water-supply. 
1S-18237 
Library of Congress 17725 Liteary of Congress 
Ranger, Walter Eugene, 1855— Bj. 
--» Educational progress in Vermont. By Walter E. ae clare Ene | Sites tes Oke antes of Oaieiy 
Ranger ... ‘Montpelier, 13 19031, Forenta Stater, av Hj. Rangman. Med 92 illustre- 
15 p. 197. (Vermont. Dept. of education. Circulars of educational toner. Uppsala, J. A. Lindbled ,1981, 
imformation, no. x1v) 227 p. Mics. 21. 
Caption title. 
1. Education—Vermont. 1. U. 8—Descr. & trav. 1 Title. 
E 15-1997 
Library of Congress 100 R46 lcs 
Library, U. S. Bur. of Education LA376.R2 2 "73 
Ranger, Walter E. Rangnow, Rudolf. 
Beaten ond eels gagmante t Verment, Boston, »o und aswell ot tutes on hoe 
Ginn & co., 1900 zonas. Braunschweig, G. Weed a uke nen, 
ii, 28 p12. 176 p. plates. 2”. 
L Insects— Amazon valley. Amason valley—Entomology, 2. Nat- 
ural history—Amazon valley. Amason valley—Natural 
Agr 41-180 
ve ofegr. Library one 
“ ' June 29, 1900-106 4. ra Ong 2 
Me yee A new al ke, and prognostication for § Rango, Conrad Tiburtius, 1639-1700. 
B Hl. Ra : int " Blick in den abgrund dess stli greuels / welchen aus 
ab of stationers (16 ee ee i= a tridentine, ne rechte / balien / = 
v men. hymnaliis, processionaliis, seqventiis, und also ihrer 
kirchen-praxi / dem Glaubens bekintniss der neuen papisten 
in Ungarn / bey der Svecia orthodoxa zu lesen / gantz gemiss / 
= recht-gldubigen zur ~~ oar / da 
sur bekehrung / begehren 
Falgedechet Cunred. "iteties Renee Mit einem stick 
1. Almanacs, English. 1. Ranger, Philip, comp. (Continued om next card) 
38-2884 
ca 18-1093 Unrev'd a 
Library of Congress 
+ The Ranger, new periodical miscellany ... no. 1- Rango, Conrad Tiburtius, 1639-1700. Blick in den abgrund 
Jan. 1, 17%4- dess ovo 2. 
Brentford, Printed for the author, 1704- der biblischen hr. d. Abr. Calovii ... Alt. Stettin / In 
+. 189". weekly, verlegung F. L. Rehtens / 1689. 
Editors: M. B. B. Hawke, R. Vincent. 4p. 1 tt am. 1 Mies, 20) x16". (With Ate Svecia orthodoxa 
1. Hawke, Hon Martin = 
our B, bare Biaden Edward. 1777-1880, ed. mo. Vincent, ois - povorum \ a8 pagatae ape wart 4 
Livrary of Congress APSR = Library of Congress BXS080.PTRS 
34b1, a 2302 











Agr 28-716 


Library, U. 8. Dept. of Agriculture 430R15 


Rango, Conrad Tiburtius, 1639-1700. 

Svecia orthodoxa, das ist: das rechtgliubige nordische 
kénigreich Schweden / wie dasselbe / von zeit der reforma- 
tion Gustavi Erici, immerdar der lehre der einmahl angenom- 
menen Augspurgischen confession / und wie dieselbe hernach 
in den dbrigen bichern Libri concordiw erkliret ist / eifrig 
zugethan geblieben sey / und bleiben wolle / alss ein / der 
schwedischen kirchen- historien / kurtzer ye / mit anzie- 
hung der / ins teutsche kéni / 

Pp und d ‘s — einigen historischen und 
heologischen digressionit registern / 

87-38752 











(Continued my next card) 
2 


Rango, Conrad Tiburtius, 1639-1700. 

(Card 2) 
wieder Matth. Pretorii lasterung /welches auffstellet Con- 
rad Tiburtins Rango ... Alt. Stettin / In verlegung F. L. 
Rhetens / 1688 

8p. L, 355 (1. ¢. 357), 27, p20) x16". 

een te paging: OT ey repeated in numbering. 

A reply te ‘Mattheeu Praetorius’ Tuba pacis. 

“Con! ad papatum pe 
garia” (text in L Latin and German): p. 349-355. 
(Continued on next card) 


Svecia orthodoxza ... 





. in Hon- 


37-38752 


Rango, Conrad Tiburtius, 1639-1700. 
1688. (Card 3) 
With this are bound : Pfue!, Johann 


Svecia orthodoxa ... 


E. Drey theologische fragen 


Abnliche erérterung / dreyer von 4. J. E. by ——ee t 
fragen Alt. Stettin. aes Conrad T. ja in den 
abgrund ders pAbst!: _ 3, satettin, 1689 ; . Jacob. 
t! . Alten Bteitin, 


Praetorius, Matthaeus, 4. 1707. oe 2. Svenska kyrkan— 
Hist. 3. Catholic church—Doctrinal and controversial Protes- 
tant — 1. Confessio novorum rt. -— ad papatum per- 
versorum, in Hungaria. 1. Title. 


37-38752 


Library of Congress BX8089.P7RS 


2 284 7485 


Rango, Friedrich Ludwig von. 
meiner reise nach Rio de Janeiro in yy 
zurtick. In den jahren 1819 und 20. In briefen . 
von Rango. 2. aufi. Ronneburg, F. Weber, 1832. 
=, 198 p front, pl 22". 
Part 1; no more published. 


1. Rio de Janeiro. 2 Fishes 8. Navigation. 
315068 
Library of Congress F2511.R19 


(3801, 
Rango, Tiburtius 


Rango, Conrad Tiburtius, 1639-1700, 








wweewyr Fs & 


—_ 





Rangoni, Giovanni Battista. 

Essai sur le goat de la musique, avec le caractére des 
trois célébres joueurs de violon, Messieurs Nardini, Lolli, 
& Pugnani, par Monsieur le marquis Jean-Baptiste de 


a < Livourne, Dans |’impr. de T. Masi & comp., 
17990. 
vii, 291 p. 199. 


Text in French and Italian on opposite pages. Added t.-p. in Italian. 


1. Music—Addresses, essays, lectures. 
9-12101 


Library of Congress ML3853.A2R19 


Rangoni, Giovanni Battista. 

Essai sur le gout de la musique, avec le caractére des trois 
célébres joueurs de violon, messieurs Nardini, Lolli, © repel, 
par monsieur le marquis Jean-Paptiste iste de Rangoni .. 
vourne, Impr. de T. Masi & comp., 1790. ‘Milano, Bollettino 


nee icale, 1932. 
a. (Collesione di trattati e musiche antiche edite in 


ayy) gy gusto della musica, col ittere de’ tre celebri 
cusuntert ‘at shaman Nerdini, Lolli, Pugnani, del del signor mar- 


‘Gtovanai Batista 
01 eR i (recto of tp.) the modern (Italian) title with series note 


“* preach and Italian on opposite pages. 
1. Music— Addresses, essays, .ectures. 


35 480 
Library of Congress MLS853.R19 1962 
i 780.1 
Rangoon, India. Court of the recorder 
see 
Burma, Lower. Court of the recorder of 
-Rangoon. 


Rangoon. High court 


Burma. High court of judicature. 


trust. 
Report on the working of the Rangoon development trust. 


: Rangoon, 1921- 
¥. pl, plans (part fold.) fold. charta. 83)”. 
year ends March 31. 
1/21 includes also Town lands reclamation administration, Ist 
soe oe es. 1921, Development trust, Ist February, 1921 
i the Report on the reclamation of Rangoon town lands ( Ran- 
goon, India) 
Title varies slightly. 
1. Reclamation of land—India—Rangoon. 
24—1870 
Library of Congress ‘TD104.R3R3 
rfibl, 
Rangoon, India. Government medical schou.. 
Report. 
Rangoon, 1908- 
. 3B 
1997- Report on the working of the Government medical school, 
Rangoon 
ca 11-180 Unrev'd 
Library of Congress RRI4RM 


CATALOG OF PRINTED CARDS 


Rangoon, India. Lunatic asylum. 
Report. 


Rangoon,18 -19 
¥. om. 


Report submitted by the inspector-general of civil 
Triennial reports every third addi: 


Library of Congress RCS. RB ™ ie 
271, 
Rangoon, India. University. 
.-- Hand-book and 19 
Rangoon, 19 
mye. 
At head of title: University of Rangoon. 
Ca 83-1151 Unrev'd 
Library of Congress L6@151.44 
re 


Rangoon, India. University. 

.-- Inseriptions of Burma ... 
press, H. Milford, 1934- 

facsims. 454x35j". (University of Rangoon. Oriental 

studies. Publication no 2, 

Imprint om slip attached to t.-p. 

Issued in portfolio. 

Preface signed: G. H. Lace, Pe Maung Tin. 


:London, Oxford university 


1. Inscriptions, Burmese. 
mm. 


1. Lace. Gordon Hanpington, 1889- od 
u. Tin, Maung, Joint ed. Title. - 


‘38-32788 
Library of Congress 


8 _ 105.8 


ee University. Library. 





of y & other libra- 
ries oa Rangoon with subject-index, compiled under the direc- 
tion of the Library committee, University of Rangoon. Ran- 
goon, The University library committee, 1937. 
Ipi,t, 5p 2. 
“Compiled in University library.”—p. 0) 


1. Pertodicals—Bibl—Union lists. 2. Rangoon, India—Libraries. 


38-38810 
Library of Congress ‘76045 R18 
3 016.05 
Ranguis, Juan Carlos. 
F Tratado elemental de marcas de fabrica y de comercio y 
por 





2p.1, 7r100p,11 174". 

pA eth Jegislaciéo industrial. 

11 fe Js Ge fabrica, de comercio y de 
ef jo de 1900": D. (141,-151 ; “Decreto 


i 


Ge la Ley”: 


1. Trade-marks—Uruguay. 1. Uruguay. Laws, statutes, ete 1. 
Title: fase do dibein. m. Title: Temas de legisiacién industrial. 
88-81808 
Library of Congress T258.V2R3 
8 08 


service, 0 prepare and on Oy 

of interesting bills of fare of f Delmonico’s, from 1962 to 1894. 

Making a Franco-A culinary 

Ranhofer ... New York, C. Ranhofer, 1894. 
vii p11, 2p. 11, 1188p. Mua 279". 
Added t.-p., engraved. 





1. Cookery, American. 2. Cookery, French. 3. Menus. 1. Tithe. 


Library of Congress TXTIS. R28 
Copyright 1808: 88749 (301, 


77 


vill p, 1 L, @) 1183 p. Mus, port 2ay=. 
Added t.-p., with ornamental border. 


1, Cookery, American. 2 Cookery, French 8. Menus 1, Title. 


Libeary of Congress TXTIS.R218 1920 


(362, 


;Ranicar, John, 


Memoir of the late Henry surgeon, of Liverpool. 
Liverpool, Printed by D. Margin to 


1p.1,38p. 21°. 


1. Park, Henry, 1745-1881. 1 Title. 


2880 
Library of Congress ‘R489. P25R3 
rfibl, 
Ranieri, Silvio. 
--» Liazione penale; contributo alla teoria dell’ azione nel 
diritto processuale Milano, 8. a. Istituto editoriale 
scientifico, 1928. 


taly. 
-18748 
Library of Congress 2 
Raniero da Pisa 
see 

Rainerus de Pisis, d, 1351. 
Reterence card 
Ranimirus I, called the Bastard, king of Aragon 


Ramiro I, called the Bastard, king of Aragon, d. 10631 


Library of Congress 
Ranfon 
eee 
Rossifskafs assotstatet{fe nauchno- 


Tssledovatel'skikh instttutov 
obshchestvennykh nauk, 





tr. 
dem éetlichen Nordland. Mit einer 
von Wilh. Ranisch und Walter 


ecbichte den leuten aus dem Svarfadstal —Die geschichte von 
leuten aus dem Rauchtal. 

& Vogt, Walther Hetprich, 1478- tr. o& Vige-Glame om 
Valla-Ljots ange. iv. Lijevetnings Svarfdela saga. vi. Reyk- 
dale saga. vm. Title. =- 


1. Christian life. 2 Kindness. & Love (Theology) 1 Title 
(Secular nome: Stanisiava Ranissewska, 








0-90074 
Library of Congress BX2350.R3 
—- ——— Copy 2. 
Copyright A—Foreign 182679 
2 
2 eee 6. ean 1865-1928. 
met deelen volgens het 
der staatecommissie ... door Johan Antoni de Ranits 
a 8. C. van Doesburgh, 1891. 
4plLwp =. 
Proefschrift—Leyden. 
“Btellingen” : p. (06,-100. 
L lav- a 
© Tithe 
88 90083 
Lavrary of Congress a 
Ranitssch, H od. 


Der unterricht in der volksschule, nach lebrstoff, lehr- 
pany ke lehrverfahren und lebrziel. Bearb. von lehrern 


pe . dp — Choe und zur hun- 
alow jo r desselben von professor 
i. Weimar, H. Béblau, 1888. 


1. Elementary education—Germany. 1. Tithe 

E 12-185 
Library, U. S. Bur. of Education LBI617G3H2 
— 


* 4-1 yy 
on aan aa Paris, La de Vert fran- 
ais (1933, 
cover-titie, 8p. L, Sr@B p. 1 L plates, ports, plam 2". 


Rensacd, Plerva, 1600-2000. 2. Tours Seint-Comme (Priory) 
my 2 Py francais. ‘Sean 
Library of Congress PQICTT BS 
Copyright 4—Foreign 22761 
a ome 
Raajerd, R. 
~- Gar lao poo do anint Mertin; lettvo-prétece do ean ent. 
monseigneur Graillard; dessins Michel Ranjerd. 
Tours, Librairie Lemiale ,1984, 
Wipe. sp wo. 
1. Martin, Saint, bp. of Tours, th cont. 1 Tithe 
Library of Congress BX 6700 MESRS 
Oapyright A— Foreign rest 
a on 204 





LIBRARY OF CONGRESS 


Raajard, R. 
-.» La Touraine Nogique ; guide de touriste en Indre- 
&-Loire. Teun 2. bathedkcee -inen, " 


2p.1, 0066p, 81 fold. map, plans (part fold.) 19”. 


1, Touraine—Deser. & trav—Guidebooks. 1 Title. 
8) 3083, 
Library of Congress DO8L1.TT38R3 
Copyright A—Foreign 9055 
cr 144s 


viastelina dubrovatkoga Piesni razlike. 
Rastojanjem i tro’- 
Tiskom narodne tis- 


xil, xiv, files. (port.) 239". (4ééed t.-.: Isbor starth 
visti piassthah” kas.'3) 


& Gej, Ljudevit, 1800-1872, od. 1. Tithe 


Ge 84-1588 Unrev'd 
Library of Congress PO1418. RAPS o01 A271 
Ranj{t Singh 
see 


Ranajita Sigha. 





By D. H. Rank and B. BR. Bordner 
from the Journal of chemical physics, vol. 3, no. 5, May, 


' 
i 


1. Raman effect. 2. Molecules. 8. Chemistry, Organic. 1 Bordner, 
Earl Raymond, 1806- joint author. a. Tithe 
Be 12845 
of Q0s4 R25 1085 
Pennsylvania State Col- Jege Libr. 
(Boel, 585.84 

Rank, Emil. 

Das eisenbahntarifwesen in seiner bezieh' mu “ie 


wirtechaft und verwaltung. Von = 
einem vorworte von dr. Emil Sax ... Wien, A. ‘towder, 
1895. 


xviii, 779, (ly p. fold. tab. 25™. 


HEI831 R19 





~—_,S Jonef, pag ten 


Bask et 
| 


No brnngerinn von prota 
Sap cain mp gw Sey Kari 
swei bildern. Prag, Calve (BR. Lerche) 

eek ie Baek, Or (3422 p. Set. toast.) Sean, Cuesta) ot = 
" eieislannliathings bean tiie en 


1. Bohemie—Socia! life and custome 2. Poilk-lore—Bobemia 
1 Wagner, Kari, 18%5- ed. 


nm Tithe 
‘A 4 8080 
‘Title from Mitmots Univ. Printed by L. 0. 
a 
Rank, Josef, 1833-1912. 
All * mag rbuch der bihmischen und deutech 





eprache, von Josef Rank ... 9. aufl. (unveriinderter abdruck 
der 8. auf.) Prag ,etc., A. Haase, 1990. 
2. wy. 


Previously published under title: Neuss tascheswirterbuch der 
bObmischen und deutschen eprache 


OCowrarts.- Boumisch deutecher tell 0. Deutsrh-t6hmiecher tail. 


1 Bobemian language Dictionaries -Germen. 2 German language 
Dictions riee—-Bohemian. 


Library of Congress PG466.G6R8 1920 49) AaRD 


Bank, Josef, 1833- 

Se ee 
won Joost Bank. "Dentadibdkeaiocher thall’ ver ond 
verb. aufl. Prag, G. Gh Hesse odhne, 1871 

2p. 1, 1004 p 4px tt. 

Added t-p, in Bohemian. 


1. Bohemian language—Dictionaries — German. 2 German language — 


Dictionaries— Bohemian. 
Library of Congress PG44S.GSRI —_ 
w2te2) 
Rank, Josef, 1833- 
Neues taschenwérterbuch der béhmischen und deutsch 





ungmann, Sanders ~ ws 9 
.. 7. verm. und verb. aufl. Prag, A. 
Haase (1904, ‘01, 


2¥. 1° 

Volume tu: Sechste vermehrte und verbesserte auflage. 1901. 

Added t-p. in Bohemian. - 

1. Bohemian — Dictionaries — German. 2. - 
, : language German language 


93542 Revised 
Library of Congress PGS. GSR4 


2te2) 


Rank, Lodewijk. 
ae sociologica ad antiquitates graecas et ro- 
manas ... Lagduni-Batavoram, J. C. Huysman jr., 1906. 
27, hp 27 
Proefechrift Leyden 


1. Family. 2. Matriarchy. 3. Marriage. 


Library of Congress aos RI ae si 
1s2Seh) 
Rank, Otto, 1884- 

Art and artist; creative urge and personality development, 
by Otto Rank, with « preface by Ludwig Lewisohn ; translated 
from the German by Charles Francis Atkinson. New York, 
A. A. Knopf, 1992. 

xitz, 81, xi p. 11. tus, plates, 229~ 

“First editions.” 


1 Artiste. 2 Art—Paychology 1. Atkinson, Chartes Francis, 


1=- 8=«© tr. m Tithe. 
32-2567S 
Litrary of Congress NTLRSS 
—— —— Copy 2. 
Copyright A S6B8T (39m!) ™ 











ea en 








sae 











Rank, Otto, 1884-1939. - 
Beyond psychology, by Otto Rank. Published privately 
friende and Paudents of the author. Camden, N. J., Haddon 

craftsmen, inc., 1941. 


2p. front. (port.) 234i”. 


1. Social psychology. 1. Tithe. 


42-12057 


Library of Congress HM251.R33 


Rank, Otto, 1884- 

Der kiinstler und andere beitrige zur psychoanalyse des 
dichterischen schaffens, von dr. Otto Rank. 4. verm. aufl. 
(5. bis 7. tausend) Leipzig ,ete., Internationaler psycho- 
analytischer verlag, 


208 p. 11 197°. (Imago-Diicher. 1) 


1 Art—Psychology. 2. Literature—Philosophy 1 Tithe 


34 14634 


Library of Congress NTL R26 1925 


a) (e01) 701 


Rank, Otto, 1884- 

Modern education; a critique of its fundamental ideas, by 
Otto Rank; translated from the German by Mabel E. Moxon. 
New York, A. A. Knopf, 1932. 

4p.1,5-2,tvp.11L 199°. 

“First edition.” 





1 jucation. 2 F 

1. Moxon, Mabel E., tr. um. Title. 
Library of Congress 

Rank, Otto, 1884— 


» Tho mgt of Cho Lteth of dh henn; 0 paychainaton’ law 
pretation of mythology, by Dr. Rank . 


Otto ‘Authorized 
translation by Dra. Dre. F. Robbins and Smith Ely Jellifle New 
York, The Journal of nervous ahd mental disease publishing 
company, 1914. 

; 25". (Nervous and mental disease monograph series, 
no. 18) 


1. Robbins, F., tr. 1, Jeliiffe, Smith Ely, 18806- joint tr. mm Title 


1412461 
Library of Congress 

———— Copy 2. ROSSLNS no. 18 

Copyright A 374554 lll, 


Rank, Otto, 1884 

.. Der mythus von der geburt des helden. Versuch 
einer psychologischen mythendeutung, von Otto Rank. 
Leipzig und Wien, F. Deuticke, 1909. 


Z2p.1, 93 24. (Schriften rur angewandten seclenkunde, hy 
pret 'ér. Sigh Fret. 8k) — 





1. Mythology. 2. Psychology, Pathological. 3. Heroes. 
Library of Congress BL313.R2Z7 eins 
2 
Rank, Otto, 1884-1939. 
. The sig’ of ps lysis for the mentai sciences, 
by Dr. Otto Rank and Dr. "Hanne Sache authorized 


English 
translation by Dr. Charles R. Payne. New York, The Nervous 
and mental disease company, 1916. 


+, 127 p. 2. (Nervous and mental disease monograph series, 
no 2) 


1 
cada Beckeell iano 
Library of Congress 
—_ ——— Copy 2. 
Copyright A 446115 


1 Sachs, Hanns, joint author, uo Payne, 
tr. 


16 22800 
BFITS.RS 
RCSSLNS no. 23 
agibl, 
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Rank, Otto, 1884— 

The traums of birth, London, K. Paul, 

Trench, Trubner & co., ltd. ; SP ace el 
company, 1929. 

, 4p ee Mw 
losophy and 


( Half-title: Lnternational Ubrary of pay- 
nae, phi! method ) 


1. Paychoanalysis. 1. Title, 
22008 


Library of Congress BF173.R35 


Rank, Otto, 1554— 
Truth and reality; a life history of the human will, by Otto 
Rank. New York, A. A. Knopf, 1936. 
ix, (1) p., 21, 3-182, ;2)p. 14". 
“Authorized translation from the German, with preface, by Jessie 
on ge 


edition.” 
nelly published op Wahrheit wad wirklichbett; entwurf einer 
pailesophie das seetiachen 





dulajemet. a Te 7 — 
3617244 
Library of Congress BF6L3.R3 
— —— Copy 2. 
Copyright A 97041 40b1, (150.947) 158 
Rank, Otto, 1884- 


Will therapy ; an analysis of the therapeutic process in terms 
of relationship, by Otto Rank. New York, A. A. Knopf, 1936. 
xxv, 21, 1) p11. 109". 


pe Lyd 
ition from the German, with a preface, by Jessie 


“Complete list of published works 


1. Paychoanalysis. 2 Neuroses, 1 Taft, Julia Jessie, tr. a. Title. 


‘36-173 
Library of Congress RCMS3.R275 
————- Copy 2. 
Copyright A 97040 13743, (159.98628) 131.346 


Rank, Mrs. Theresina G. 


Madame Theresina Rank’s American novel enterprise, 
on @ new organiza invented New-York, A 1, 
1852... New York, G. F. Nesbitt & co., printers, 1 


Rp =. 


ca 17-1232 Unrev'd 


Library of Congress PN3206.R3 


Rank, Mrs. Theresina G. 


Temple of harmony. Grand tableau of Louis xv. 
Madame Theresina G. ’s American novel enterprise, 
on a new organization. Invented, New-York, A 1 
1852... New-York, G. F. Nesbitt & co., printers, 

8p 2a 

Diagram of stage floor on t-p. 


ca 17-1231 Unrev'd 


Library of Congress PN3206.R315 

eee ee <a ” 
rary biogra: t+ Uy 

ood qosaee say, ee cl Seiment ving eneartlion 

London, Griffin, Bohn, and company, 1861. 

2 p. L, wit-avi, 416 p. 21". 

Issued also under title “A dictionary of contemporary biography.” 


Library of Congress CTIMUODS 186la 


79 


U.S. Army warcoll. Lébr. 
for Library of Congress 


Rankabés, Alexandros Risos, 1810-1892. 
wade wwd 
0 Pray "wragle fy denmlee colerapten 60 


2v. Za. ond atlas of 2p. 1, 3 pl (1 fold) ZHx Re. 
Atlas printed at Leipzig. 
Cowrants.—t. 1. “BAAqen,—4 11 "Pemain, 


1. Art, Ancient—Hist. 


Library of Congress NSSIS.R3 


Rankabés, Alexandros Risos, 1810-1892. 
Du Leurium, par m. Bangabé. 
Académie des inscriptions et beiles-letires, Paris. biémeires 
oad par divers savants. Peoria, 1846 24 x21*. 1. of, 
t 8, 2. ptie. (1874) p. 297)-846) 
Bibliographical foot-notes. 


1. Mines and minera! resources—Greece—Laurion. 
AC 36-088 


ser. 1, vol. 8, pt. 3 


Title from Univ. of Chi- oo i= 
Library of Congress = 162. PS12 MS et ped) 


Rastutte, Alexandros Risos, 1610-1892. 
hichte der neugriechi von ihren 
mi af die newete ait vom A RE ‘en 
Deni Sanders. Leipzig, W. Friedrich )1884, 


TAR p. 22a". (Added t-p.: Gintite to atediieets 
einzeldarstellungen. bd. vi, 2) 








rogress and t 

lished from the French of ‘Alexander isa 

Sap os tnteeteetien. New York, G. P. Putnam & son, 
1 


Wp. 2. 
Introduction signed C.K. T. (i. ¢. Charles Keating Tuckerman) 





1. Greece, Modern, 1 Tuckerman, Charles Keating, 182)-180%, tr. 
S78 
Library of Congress DF725.R19 
—— Si 
Rankabés, Alexandros Rizoq 1810-1892, 
s aioaiy oO ie HS dpyasodoyias, two "AdefdsSpov 
P. PereaB dx rou rewoypageioy rev 
1888-91. 
ay. on rang 
9 ea enatncnatiy: ©. 25 6 wh, MIM, Shy OS: BL AOD, 
On cover: Mera 1879 ciatowr ani rudews, 
At heed of tithe ‘Apres\eyushe Oprenpis. om 
Library of Congress 








Rankabés, Alexandros Risos, 1810-1892. 

__ Abyos Inpeonfels wapa rei nabrrytrov ris dpyasohoyias 
ane Roya san teen pry ca Oe 
“Abhvass, dx rou 9s Aaxevias, 1861 


Rp. fold map. BW”. 


Abel, 
TPT 





1. Athens—Antiq. 
13-1888) 


Library of Congress DF2Z7S.R3 


Rankabée, Alexandros Risos, 1810-1892. 
... Mémoire sur la partie méridionale de l'ile d’Eubée, par 
Rangabé. 


mn. 

Académie et belles-lettres, Paris. Mémoires 
ole i fe eS Mix2i™. off. 1, t 3 
p 197-288. v pl (1 col.) 





a AC 35-2402 
‘Title i AB162.P206 ser. 1, vol. 8 
fr tay an {AS1@2.P312 ser, 1, vol. 3) 
2 
Rankabée, Alexandros Rizos, 1810-1892. 
m. Rangabé .. 
(In Académie des inecriptions et belles-lettres, Paris. Mémoires 
wayyy Paris, 1844— 264 x 21™. 1. sé. 
6, 2. ptie. (1864) p. 
L Greek. 2 Athens 
4086-073 
‘Title trom Univ. of Chi- cago ASI@2.P205 ser. 1, vol. 6, pt. 3 
Library of Congress ‘{AB162.P312 vol. 6, pt. 2) 


i 


(Rankabés, Alexandros Risos, 1810-1892. 

La solution de la question d’Orient, par R***. Pari 
E. Dentu, 1866. es 
7p a. 

With this is bound the author's “La Turquie ou la Gréce,” 1867 


Balkan Modern—For. —Tu 
a Bastar, qoeation D3 Grom m—For. rel. key 


10-17827 
D372.R3 


Rankabés, Alexandros Rizos, 1810-1892. 
.-. Souvenirs d'une excursion d’Athénes en Arcadie, par m. 
Rangabé 


(In Académie des inecriptions et belles-lettres, Parts. 


Mémoires 
ly un let yt ‘1844 x2i™. 1. oér., 
5, 1. ptle. (1857) p. 2798-428. xvi pl. (incl. maps, »> 


LIBRARY OF CONGRESS 


Ranke, Ernst Constantin, 1614-1888. 
zum preis der H. Elisabeth, aus mit 

telalterlichen antiphonarien, mit bearbeitungen 
der alten tonsMtze durch Milller, Odenwald und 
Tomadini, hreg. von Ernst Ranke. Leipzig, Breit- 
kopf & HArtel, 1883-84. 

2v. faceim. 27" 

Paged continuously. 

On cover of v. 1: Festschrift zum hshundert- 





Rete Meee, 


F und aufsiitze, von Friedrich 
Breslau, Marekin a herondas 1935. 
118 p. 23°. (Added t.-p.: 


arbetten : 
8 SS SS SSS Ce Cs Se a. Aligemeine 
retbe. U 
m 1, tr, ut sind in den ‘Bayerischen beften fiir volkskunde’ 
band mt (Minchen 1916), 1. (1914), rx (1922) erschienen, or. tv und vi in 
itechrift fir volkskunde’ band 3 (Bremen 1925) 


“Erkldirung der cnertiarctmn quetenengabes” p. 117-118. 
Conrents.—1. Sage und nh und erlebnis.—m Der - 











sten jahrestage der einweihung der Elisabeth- 
kirke zu Marburg. v. 2: Abschluse der fest- 


(Continued on next card) 11-124e4 


Ranke, Ernst Constantin, 1814-1888. 


Chorgesfinge zum preis der H. Elisabeth... . 
+ « « «(Card 2) 


schrift ... 

Vol. 2: Mit beitriigen von prof. Commer. 

1. Elizabeth, of Hungary, Saint, 1207-1231. I. 
Catholic church. Liturgy and ritual. Antiphon- 


aries. 
11-124eh. 

Library of Congress M2.R22 
Ranke, Friedrich, 1889- 

«+ Die allegorie der in Gottfrieds Tristan, von 
Friedrich Ranke. i verlagsgesellschai. fir 
politik und geschichte m. b. h., 1925. 
saliochati. "Glistaswissenechaftiiche Nase, 2 Jahr, Bit 2)" - 


“1. auflage.” 


1, Gottfried von Strassburg, 13th ceat. Tristan. 
Pel nome: Gotthiif Johannes Friedrich Ranke 


AC 86-4870 
Title from Untv. of Cia- cimnati AS182.K7 2, nt. 2 
Lidrary of Congress {AS182.K7 jabr2, 2) 
a (088) 


Ranke, Friedrich, 1882- 
binniites of 








h; schrifttum, sprache, texte 
h, von dr. F. Ranke Berlin. 
co., 1987. 


(Sammlung Giscben 


mit ti ing und worterb 
Leipzig, W. de Gruyter 
145, (ly p21. 10". 


“Literatur”: p. 4-5. 


(1115,) 


1. Icelandic and Old Norse languages. © Title. 
(Pull name: Gotthilf Johannes Friedrich Ranke, 
38-16343 
Librery of Congress PD2224.R3 
2 439.6 


Ranke, Friedrich, 1882- 

Die deutschen velinecasn, von Friedrich Ranke. 2, 
verb. aufl. Miinchen, Beck, 1924. 
wt Rds 29 | AF 2a ej t.-p.: Deutsches sagenbuch ... hrag. 


Bibliography : p, (296-299. 


1. Legends, German. 2 Folk-lore, German. 
(Pull name: Gotthilf Johannes Friedrich Ranke: 


25-8022 


Library of Congress PTOSIA 4.0 


Ranke, Friedrich, 1882- 
.. Sprache und stil im Wiilschen gast des 
Circlaria. Von Friedrich Ranke. 
1908. 
2p.1, 1% p. wir. 


Thomasin von 
Berlin, Mayer & Miller 


(Paleecstra txvm) 


1. Thomasin von Zerciaere, f. 1215-1216. Die willeche gast. 
(Pulj name: Gotthiif Johannes Friedrich Ranke, 
98411 Revised 
PD2.PS no. 
(7302, 


Library of Congress 





kup.—tv. der 
in den deutschen volkssa, —vi. sur wieder- 
gabe deutscher voikssagen. . 
pean Comes. 2. Folk-lore—Study and teaching. 
(Full neme: Gotthilf Johannes Friedrich Ranke, 
Library of Congress GR166.R35, 38-25702 
12) 308 220043 


Ranke, Friedrich G P E .L 
see 


Ranke, Leopold Friedrich, 1842- 


Ranke, Friedrich Wilhelm, 
_ Periplecomenus sive de Epicuri, Peripateticorum, Aris- 
tippi_placitorum, apud tas comicos vestigiis. Mar- 
purgi Cattorum, typis Friderici typographi academici, 
1900. 

88, [1] p. 8°. 

Inaug. die. —Marburg. 

Vita. 


unm 


Library of Congress, no. 


Ranke, Hermann, 1878- 

Die iigyptischen p von Hi 
Gliickstadt, J. J. Augustin, 1935- 

 s2y*. 

Issued in parts. 

On cover: Mit der 

On verso of t-p.: Mit untersttzung der Deutschen forschungsge- 

“Verzeichnis der abkirzungen” (bibliography) : v. 1, p tx;-xvil. 

Contents.—bd. L Verzeichnis der namen. 


1. Names, Personal —Egyptian. 





der deutschen wis- 





AC 36-300 
‘Title from Princeton Univ. 


Printed by L.C. 


Ranke, Hermann, 1378- 
... Das alt&gyptische schlangenspiel, von H. Ranke ... 
Heidelberg, C. Winter, 1920. 


0p ius 245° cb 
4 abd.) epi 
Bibitographica! foot-notes 





der akademle der 
Klasse. bd. 11, jabrg. 1920, 








1. Games, Egyptian. 1 Tithe ac 
’ ABIS2H44 volt 
[neeary of Congress. (Sieenes bat) 
ri 
Ranke, Hermann, 1878- pentetener, 
... Alter und herkunft der igyptischen “léwenjagd-pelette”, 
von Hermann Ranke ... Mit 3 tafeln in lichtdruck ... Heidel- 
berg, C. Winter, 1925. 
" der akademie 
oan *Prticasphiech bistoriache kiasse. ibd. 15, saben. 1008 
25, 6. abb.) 
1. Bas-relief. 2. Sculpture, Egyptian. 1 Title. «. Title: Ldwen- 
pagd-palette. 
om ACS1-086 
tor ibeury of Congress [AS18244 bd. 15) 
2 (088) 











Ranke, Hermann, 1878— 

Babylonian legal and business documents from the time of 
20 ee yng 2 ens ee oe ee ee 
Ranke ... 71 plates ao = > of 
halftone illustrations. i iphia, Pub. by the of 
arc! o University of Ivania, 

vill p, 1 79. 30) B L pl . (Added t-p.: The Babylo- 
nian expedition of the University of a: 
texts. vol. v1, pt. 1) 

“Eckley Brinton Coxe, junior, fund. 


Ranke, Hermann, 1878- 
Early Babylonian personal names from the published tab- 
lets of the so-called Hammurabi dynasty (2. c. 2000) By 
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Banke, Johann Friedrich. 

Lieder und spiele fiir kleinkinderschulen und kinder- 
stuben. Unter mitwirkung von Jul. Alb. Ranke .. -—_—- 
argh bearb, und hrsg. durch Joh. Fr. Ranke .. 
loh, C. Bertelsmann, 1) 

iv, vill, 144 p. 22. 


1. Children’s songs. 2. Games. 1. Ranke, Jul. Alb., joint author. 





E1l-i@2 
Library, U. S. Bur. of Education LBI77.Ri7 
Ranke, Johann Friedrich. 
Der icht in blichen handarbeiten. Fir 
lehreri hulaufseh itter. Hrag. von Joh. 





Hermann Ranke .. Pag «Pub. by the Uni 








wnurebt 
5 St 
Library of Congress DSTU.H6S vol. 3 
a37b1, 
Ranke, Hermann, _1878- 
oun ventindnis der tay per. 
sonennamen in satzform, von F Heidelberg, 





C. Winter, 1937. 

Mp. 269° der 
3. abh.) ‘ 

Bibliographical foot-notes. 








akademie der wis- 
Klasse. (bd. 27, jabrg. 1996/87, 


1, Names, Personal—Egyptian. 





AC 317-2526 
Chicago. Univ. Library AS182.H44 vol. 27 
for Library of Congress {AS8182.H44 bd. 27) 
2 (068) 

Ranke, Hermann, am 

"Bevin, Verlag de der akade- 
Von dr. Hi. Ranke ... 
mie der bei Georg pond 


dor wlesenstnafon, aia or nn ta wTabres 1010. 


“Sheng abe BD Abh, 1) 


Bibliographical) foot-notes. 
1. Egyptian language— Vowels. 1, Title. 
AC #2088 
Princeton univ. Library 
for Library of Congress {48182.B84 1910) 
2) (068) 


ae ae Saas. 


ne #43. 





kleiner kinder in klein- 
ie und milion Anleitung, kinder in den ersten 
ren Nye oe ,dureh sp spielen, a, arbeiten und vorberei- 


herfickeich 





fergie Hinder nec er vfahrong earn 
r. . 5. verm. und verb. auf. ... Elberfeld, 
buch- und kunsthandlung, 1875. 


vil, 248 p. 199". 
1, Edneation of children. (1. Children—Education, 
Bii-1204 
U. 8. Off. of educ. Library LB1507.R1TS 
for Library of Congress e8Tb1, 
— pc ye 
beschiiftigung kleiner kinder in 
KR - B. und familien, von J. Fr. Ranke... 11. 
— ‘piverfela, A. Martini & Griittefien, 1906. 
vii, 324. 22". 
1. Children— Education. 
E10 1999 


Library, U. S Bur. of Education LB1S07 R2 


und mii 
Bielefeld, Velhagen & Klasing, 1862. 


1. Sewing—Instruction. 2 Needlework—Instruction. 
El-3s1 


Library, U. S. Bur. of Education LB1599.SSR2 
—_ Johennes, 1836-1916. 


mF und di oo rd orgechich Fa 
e ie 0} tion der 
forschung in Bayern durch kénig Ladwig 1. ... Miinchen, 
K. B. Akademie, 1900. 

107 p maps. 27§x22™. 

Festrede—Akad. d. wiss., 141. stiftungstag. 





K. Akademie der S ea Kommission fir erfor- 


oda der urgeschichte Bayerns. 2. Bavaria—Antiq 
1—16651 

Library of Congress DD801.B45R2 

1a26d1) ° 


Ra:-ke, Johannes, 1836-1916. 

Der mensch. Von prof. dr. Johannes Ranke. 2., ginzlich 
neubearb. aufl. ..._ Leipzig und Wien, Bibliographisches insti- 
tut, 1894-1900. 

2. fMflus., col. plates, maps. 26°. 


Conraents.—' f SS. Retetciatens, Son cad tbe Om auadiihen Of. 
Pere. —2. ba. Die heutigen und die 





1, Anthropology. 2. Anstomy, Human. 8. Physiology. 1 Title. 
+4177 
Iibrary of Congress GN24.R2 
(361; 


Ranke, Johannes, 1836-1916. 

Der mensch. Von professor dr. Johannes Ranke. 3., 
ganzlich neubearb. aufl. ... Leipzig und Wien, Bibliogra- 
phisches institut, 1911-12. 

2. Mas, plates (part fold., part col.) maps (part double) 20". 

Some of the plates accompanied by guard sheet with descriptive let- 
terpress. 

Conterts.— 1. bd. Entwickelung, beu und leben des menschlichen 
noes 5 bd. Dis beurigns end aie ‘aie vorgeschichtlichen menechenrassen. 

1. Anthropology. 2. Anatomy, Human. 8. Physiology. 


12-671 Revised 
Library of Congress GN2%4.R2 1911 
Copyright A—Foreign 4201, 6235 
(733b2) 


Ranke, Johannes, 1836-1916. 


Der mensch, von prof. dr. Johannes Ranke. Kleine 


ausg. Leipzig und Wien, Bibliographisches institut, 
1920. 

2. illus, (part col, part fold.) fold. maps. 22%. (Half-title: 
Kultur und welt) 


Contents —bd4. L Der menschliche kérper—t& 1. Die menschenrassen. 


1. Anthropology. 2. Anatomy, Human. 3. Physiology. 


22-2368 
Library of Congress GN24.R2 1920 
Copyright A—Foreign 20543 
2 


(Banke, Johannes, 1836-1916. 

. Zar forschung iiber alte schiffetypen auf ~~“ » 
nengewiissern und an den kiisten Deutschlands und 
angrenzenden liinder. ,Miinchen, 1902, 

p. 135-42. illus, ol 2. 
Prefatory note signed : J. Ranke A. Voss. 


‘Separat-abdruck Gp Companions See dor Deutethen extinapele- 
sischen gesellachaft. no. 3.1 


1. Boat-building—Hist. 2. Skip-buiiame—Hist. 1. Voss, Albert, 1837- 
1906, joint author. 11. Title. 
ca 25-1284 Unrev'd 
Library of Congress VMSS.R3 
Ranke, Kari Ernst, 1870-1926. 


K. E. Ranke ... hrag. und eingeleitet von W. und M. Pagel, 
mit 25 abbildungen. Berlin, J. Springer, 1928. 

vill, 236 p. ius, diagra 26°. (Die tuberkulose und thre grenzge- 
biete in einzeldarstellungen ... bd. 6) 


1, Tuberculosis. 1. Pagel, Walter, ed. m Pagel, M., joint ed 
mm. Tite, 


80-4179 
Library of Congress 


Copyright A—Foreign 


ROB11LR19 
6110 
1@0c1, 


ome. Kari Ernst, 1670-1996. 


Soon tt 





i eine fortfihrung der 
Ruteden yo Fg von Karl Ernst Ranke. Mfin- 
chen, Beck, 1928. 
xxiv, 705 p. 234". 


“Einftbrung in Karl Ernst Rankes leben und echaffen, von Manfred 
ag OX 





Kert Brest 
Rankes”: p. ,708,-706, 
2. Rasategen They  & Sees & ete. 1 Sebroter, 
Manfrec, 1880- 
34-8976 
Library of Congress BD163.R15 1%. 


Ranke, Karl Ernst. 
Tagliche schulfreitibungen. Im auf ag = 
 Minchener schulirzte, hrsg. ak E. Ranke 

= direktor Chr. C. Silberhorn ... Miinchen, O. Gmelin, 
4. 


2p. 1, Sp-102, 1) p. illus. 229". 


1. Gymnastics. 1. Silberhorn, Chr. C., joint author. . Title. 


E 17-361 


Library, U. S. Bur. of Education GV461.R16 


Ranke, Karl Ernst. 


Ueber die einwirkung des tropenklimas auf die erniih- 
rung des menschen, auf Po al von versuchen im t: 
schen und subtropischen Stidamerika bre vou br 
Kar! Ernst Ranke... Berlin, A. Hirschwald, 1900. 

2p.1,9, dip. 259™. 

Literatur-verzeichniss : p. :93)-95. 


1, Nutrition, 2 Diet. 3. Tropics—Sanit. aff. 


1-797 
Library of Congress RA7@.RI9 

Ranke, Karl, Ferdinand, 1802-1876. 
August Meineke, ein lebensbild, von Ferdinand Ranke. 





Leipzig, B. G. Teubner, 1871. 
2pl, bp sy. 


entries: A Johann Albert Friedrich 
wnat Meineke, August i. ¢. Angust, 


Library of Congress, no. 





Ranke 


Ranke, Kurt. 

. Die zwei briider, eine studie zur vergleichenden mirchen- 
forechung, von Kurt Ranke. Helsinki, Suomalainen tiedeaka- 
temia, Academia scientiarum fennica, 1934. 


1 pl, 3090p diagr. 23j°. (:Folklore fellows, FF communics- 
tloms no. 114) 


1. Fairy talee—Classifica —« Mee Ly narp—Seemen, setiven 
3 Euan Comparative—Themes, motives. L Tithe. 
a4 
Library of Congress GRIPS no. 114 
3 (308.0824T1) 306.21 


Ranke, Leopold Friedrich, 1842- 

Bilder aus der geschichte des papsttums, von d. Leop. 
Friedrich Ranke. Mit 16 er Miinchen, C. 
Beeksche verlagsbh. O. Beck, 19! 


vii, chi, 410 p. 16 port. (incl. front.) 199™. M49 


15-9906 
Library of Congress 


Copyright A—Foreign 11816 


Ranke, Leopold von, 1795-1886. 

Leopold von Ranke’s siimmtliche werke 
Leipzig, Duncker & Humblot, 1875-1900. 

Mv. io 31. 2. 

bd 40-64; 2 und & gesammtausgade. 
Contents. —1-6. bd. Deutache geachichte im reitalter der reformation. 
7. auf. 1894.—7. bd. Zor deutschen geschichte. Vow religionafrieden 
bis sum ._—~ — rigen ans 18. bd. Frnstdiete 
es Jabrundert 

iste TT ~14-22, ba Englische Feerhicnte, senha tm sieb- 
a jahohundert. te M354. auth bt wi 
23. bd. Geschichte Wallensteins, 5. aufl. 1806.- 2 bd. Oe 
(Continued on next card) 


3. gesammtausg. 





Ga 
Norah 


Ranke, Leopold von, 1795-1886. Leopold von Ranke's 
simmitliche werke ... 1875-1900. (Card 2) 
Te—Continued 





firstenbund. Deutache geschichte von 1780-1790 ausg. 1875. 
. bd. Geschichten der remanischen und germaniachen viilker von 

1404-1514. Zur kritik ey yen L, auf BAS, 
35.36. L Die Onnen and die spe her eon retit 116 und 17 
Jahrhundert 4. erweiterte aufl, des wertrs * “Flirsten und vilker von 
S0d-Europa.” 1877.37.39. bd. Die we fax in den letzten 
vier jahrhunderten. bd. 37-38, 0. auf, 1880. . Wauf, 1900. 

(Continued on next =e 
G—60T 


39r31f1, 


Ranke, Leopold von, 1795-1846. Leopold von Ranke's 


sammtliche werke 1875-1800. (Card 3) 
Contents—Continued 
40-41. bd. Hh lache studien, 1877.—42. bd. Zur venesiay 


nischen geschichte 1878. aah 9 Sette and 6 die Tirket im 
webnten bd. Ureprung und jan der covets. 
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Transiation of books 1-6 of the author's “Fransisische geachichte”, 
ending with 1588. 
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Ranke, Leopold von, 1795-1886. 

The ecclesiastical and political history of the popes of Rome 
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Ranke ... Translated from the German by Sarah A 
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Translation of Die rémischen piipste, thre kirche und ihr 
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Ranke, Leopold von, 1795-1886. 

Franzésische geachichte, vornehmlich im sechzehnten und 
siebzehnten jahrhundert. Von Leopold Ranke ... 2. aufl. 
Stuttgart und Augsburg, J. G. Cotta, 1856-62. 
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Ranke, Leopold von, 1795-1886. 
Friedrich der Grosse. Friedrich Wilhelm der Vierte. 


Zwei biographien von Leopold von Ranke. Leipzig, 
Duneker & Humblot, 1878. 
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Ranke, Leopold von, 1795-1886. 

Farsten und Volker von Siid-Europa im sechssehnten 
und siebzehnten jahrhundert. Vornehmlich aus 
druckten gesandtschafts-berichten. Von om Ranke 
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Geschichte Wallensteina. Von Leopold von Ranke. 4. aufl. 
Leipzig, Duncker 4 Humblot, 1880. 
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1588-1634. 
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Ranke, Leopold von, 1795-1886. 

Histoire de la papauté pendant les seiziéme et dix-septiéme 
siécles, par L. Ranke, traduite de l’allemand par J. B. Haiber; 
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Ranke, Leopold von, 1795-1886. 

Leopold von Rankes Historische meisterwerke, ——e 
und hrsg. von dr. Adolf Meyer ... und dr. Horst Michael . 
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Hamburg, Hoffmann und Campe verlag ,1932- 
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maps, facsima. 224°. 
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(Continued on next card) 


consists of 2 ¥. in 1, with combined 


AC 33-3552 
3) 
Ranke, Leopold von, 1795-1886. Leopold von Rankes 
Historische meisterwerke ,1932- (Card 2) 


Contents—Continued 


archie tm 16. und 17. jabrbundert ; 4. erweiterie auf. des werkes: “Fir- 
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Ranke, Leopold von, 1795-1886. 

History of the Latin and Teutonic nations from 1494 to 1514. 
| Aw: von Ranke. ‘Translated from the German by 
ilip A. Ashworth ... London, G. Bell and sons, 1887. 

vip. 1,888 p. 19". (Half-title: Bobo's standard library) 
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. 1 Ashworth, Philip Arthur, 1858- 
1921. 


A 13—807 
St. Paul. Public library 
for Library of a4idl, 940.21 


Ranke, Leopold von, 1795-1886. 

History of the Latin and Teutonic nations (1494 to 1514) ; 
by Leopold von Ranke. A revised translation by G. R. Den- 
nis ... with an introduction by Edward Armstrong .. 
don, G. Bell & sons, 1909. 

xxxvi, 48 p. 19)” 
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Ranke, Leopold von, 1795-1886. 
The history of the popes during the last four centuries, by 
id von Ranke; Mrs. Foster’s translation revised in ac- 
with the latest German edition by G. R. Dennis . 
London, G. Bell & sons, Itd., 1912. 


3. fronts. (ports.) 189°. (Half-title: Bohn’s standard library) 
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The history of the popes, their church and state, and 
especially of their conflicts with Protestantism in the sixteenth 
& seventeenth centuries. By Leopold Ranke. Translated by 
E. Foster ... London, H. G. Bohn, 1847-51. 


Sv. fronts (ports.) 18°. (Helf-title: Bobn's standard library) 


1. Popes—Hist. 2. Reformation. 1. Foster, E., tr. 
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Ranke, Leopold von, 1795-1886. 

The history of the popes, their church and state, and espe- 
cially of their conflicts with Protestantism in the sixteenth & 
seventeenth centuries. By Leopold Ranke. Translated 
E. Foster ... London, G. Bell and sons, 1886-87 ,v. 1, 87, 


Sv. fronts. (ports.) 19°. (Half-title: Bohn's standard library) 
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Vol. m, “Appendix” 


1. Popes—Hist. 2. Reformation. t Foster, E., tr. 
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Ranke, Leopold von, 1795-1886. 
The history of the popes, their church and state, and e- 

pecially of their conflicts with Protestantism in sixteenth 

a8 ete ae by Leopold von Ranke; tr. by E. 

Foster... London, G. Bell and sons, 1896. 
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First German edition publishet in 1884-87. 
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The World's great clansi) 
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Ranke, Leopold von, 1795-1886. 

History of the reformation in Germany. By Leopold Ranke 
Tr. from the last edition of the German, by Sarah Austin 
Philadelphia, Lea and Bl 1844. 
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Ranke, Leopold von, 1795-1886. 
History of the reformation in Germany, by Leopold von 
Ranke, translated by Sarah Austin, edited by Robert A. John- 


son, m. a. (Oxon) London, G, Routledge and sons, limited ; 
New York, E. P. Dutton & co., 1905. 
xziv, 7222p. 2 


First German edition, 6 vole, 1889-47; Sarah Austin's translation, 8 
published London, 1846-47. of. Bing. cat. 


vols., 
ip. xv-xvil. 
1. Reformation—Germany. 1 Austin, Mrs. Sarab (Taylor) 1708- 
1867, tr. a. Johnson, Robert A. ed. 
6-15 
Library of Congress BRSO.R4 1906 
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Ranke, Leopold von, 1795-1886. 

Illustrierte ichte; auf grundlage i 
werke von von Ranke, von Har- 
tung; bearbeitet und von Schneider ; ein- 


623 p. incl. front., illus, 64 pl. (incl. ports. facsima.) on 


1. History, Universal. 1 Hartung, Paul, ed. «. Schneider, Bern- 


bard. 
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Library of Congress D21.R33 
Copyright A—Foreign 14635 
a Dd 


Ranke, Leopold von, ‘795-1886. 
Kaiserwahl Karl's v (1519); ein kulturbild der tiber 
gangszeit vom mittelalter zur neuzeit, von Leopold von Ranke. 
Selected and ed., with an introduction and notes, by Hermann 
New York, Cincinnati ,etc., American book 
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Miinchen und Leipzig, Dun- 
cker & Humblot, 1914-15. 
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Hist. 
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Ranke, Leopold von, 1795-1886. 
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the last ed. of the German, by Walter K. Kelly .. Lon- 
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Ranke, Leopold von, 1795-1886. 

Der ursprung des siebenjahrigen krieges, von Leopold von 
Ranke. Leipzig, Duncker & Humblot, 1871. 

=, 22. mye. 

1. Seven years’ war, 1756-1768. india 
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Ranke, Leopold von, 1795-1886. 

U und beginn der revolutionskriege, 1791 und 1792. 
Von von Ranke. Leipzig, Duncker & Humblot, 1875. 
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Ranke, Leopold von, 1795-1886. 


Die vormacht Frankreichs in Europa (16. und 17. jahr- 
hundert) Richelieu, Mazarin und Ludwig xv. Ausge- 
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pF Kurt Kunze. Leipzig, Bibliographisches institut, 
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23-7930 
Library of Congress DC125.R3 
Copyright A—Foreign 22048 
2 
Ranke, Leopold von, 1795-1886. 
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eigenen lebensgeschichte. Von Leopold Ranke. 
Howe. von Alfred Dove Laipeig, Duncker & Humblot, 1890. 
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Zur kritik neuerer geschichtschreiber, von Leopold Ranke; 
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schichten. Leipzig und Berlin, G. Reimer, 1824. 
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Pages 255-256, advertising matter. 
1. Title. 
41-840657 
Library of Congress PT2085.452H4 1940 
Oopyright A—Foreign 47080 
2 988.01 


Ranke, Vrs. Vinnetta (Wells) 1874- 

The Blackburn genealogy; with notes on the Washington 
famil i i Containing historical facts on 
Virginia lore and Mount Vernon, including records of allied 
families. Compiled by Vinnetta Wells Ranke. Washington, 
D.C.,°1939. 
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The dominion of Australia; an account of its founda- 
tions. By W.H.L. Ranken. London, Chapman and Hall, 
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cover-title, p. 367-380, 391-424. Illus, pi. 
‘Thesis (ru. v.)—Washington university, 1926. 
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ak e-e 2. Hus, Jan, 1300-1415. =. Abailard, Pierre, 1070- 

3- are 
Library of Congress DC37.R1o 


142e1, 


Ranken, Clerk. 
Industrial chemistry, by Clerk Ranken ... London and 
Beehergh, T. C.& E. C. Jack, ltd. ; T. Nelson & sons, Itd., 


126 p. 163°". (Half-title: The people's books) 
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Ranken, George, 1828-1856. 
Canada and the Crimea; or, Sketches of a soldier's life. 
the late Major 


From the journals and correspondence 
Ranken, x. e. Ed. by his brother, W. Bayne Ranken. 
London, Green, and Roberts, 1862. 
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Lexi : Printed by Maxwell & Cooch. the sign 
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Dedication dated: January 1, 
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Rankin, Adam, 1755-1827. 
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1. School management and organization. 
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Rankin, Alexander C. 
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Chicago, Advance publishing company, 1 
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7-177 Library of Congress LBS600.R3 1987 
Library of Congress RM103.R23 (Copyright 1899, $5334) ———— am, ons 
Rankin, Egbert Guernsey. 
A text-book of dienses of the chest: leardium, SS rl tis forthe care of i 
tinum and pleare, by dren after ‘the period of infancy to the completion of 
adiphia Boericke & Tafel, i908 in with atns — by Francis H. Rankin ... New York, D. Apple- 
ton and com 
= pany, 1890. 
xv, 144 p. illus, plates, diagrs 244™. Op mI". 
1 Chest—Diseases. 
poor 1. Children—Care and hygiene. 
Library of Congress RX360.R2 6~37357 
Copyright 


Library of Congress 


RJOLR21 





Rankin, Fred Henry. 

Agricultural education as a erly in developing useful 
men. An address by Fred H. Rankin ... before the thirty. 
third annual meeting of the Keness state board of 
culture, Topeka, Kan., January 14, 1904. Also, Ci r 
of information, oy of agriculture, University of Tlli- 
nois, Urbana, 1904. ;Urbana? 1904, 


cover-title, 15 p. prolly 


1. Agricultural education. 2. Illinois. University. College of agri- 
culture 
10-1880 

Library of Congress $531.R2 

- Itural extension as a factor in college and station 
wor! 

af" *% S. Dept. of — Office of experiment stations. Bulletin 

Pp. 77-80. 23™. fashington, 1907) 





Education; 2. :Agricul 


1. Agricultural education. «1. A 
extension, 


Library, U.S. Dept. of 


Rankin, Fred Henry. 
Boys’ and girls’ institutes. 


(Un ¥. 8. eutetien. entien 
tates pe 71-90 sg Washington ieee) Ce 


1. Farmers’ institutes. 
Library, U. 8. Dept. of 


Rankin, Fred Heary, 1865- 

Developing the American farm an address by Fred 
H Hanke = ‘before the Norihers iilinels hortiesltural 
society, at Harvard, December 7, 1905 ... (Urbana, 19051, 

cover-title, 26 p. 23 


Contains also: Circular of information, College of agriculture, Univer- 
sity of Illinois, Urbana :1905-06; 


1. Agricultural education. 1. Illinois. University. College of agricul- 
ture. 
A 10-1854 

Title from Illinois Univ. Printed by L. C. 
Rankin, Fred Henry, 1865- 

ove Gamo facto shout engne Recto end how tp anee Gams 
uge' it clubs, by Fred H. Ran- 
kin ... “Ortene til, 1905. 


7p. 1 illus. an, (At head of title: Form 7, Agricultural college 
extension, University of Illinois) 





1. Sugar beet. 
A 13-2432 


Title from Illinois Univ. Printed by L. C. 


Rankin, Fred Henry, 1865- 
- Some facts about beets and how to 
24 ed. sper 7 ond ’ experiment clu! soe ty Pred 
«. (Urbana; 1 


illus. 224°. (At head of title: Form 16, Agricultural college 


7, - Pp . 
extension, University of Illinois) 


1. Sugar beet 
A 13-1842 


Title from [linois Univ. Printed by L. C. 














Rankin, Pred Henry, 1865- 


. Studies of corn and its uses; suggestions for 
people’ s rimental clubs and’ ———e min agent 
D ... 


ture in a 
Urbana, I! 


4 p. illus. a 
tension, University of Illinois 


— prepared by Fred 


ieee ao Form 9, Agricultural college ex- 


1. Maize. 


Title from Ilinois Univ. Printed by L. C. 


Rankin, Fred Henry, 1865- 

. Studies of corn and its uses. 2d ed. Suggestions 
for young people’s experimental clubs and rg in 
egnteatinse é in public schools; prepared by Fred H. Ran- 


kin... Urbana, Ill, 1906. 
o> i. illus. "il (Form 13, Agricultural college extension, Univer- 
sity of IMlinois 
1. Maize. 
A 13-2142 
Title from Illinois Univ. Printed by L. C. 
Rankin, Fred Henry, 1865- 

. Studies of corn and its uses. 3d ed. S i 
for young peop!s’s experimental clubs and iectreion in 
pam 3 in —_ schools; prepared by Fred H. Ran- 

(Urbana, 1908. 
4 p. illus. 23. (At head of title: Form 17, Agricultural college 


extension, University of Illinois) 


1. Maize 


A 13-1843 


Title from Mlinois Univ. Printed by L. C. 


Rankin, Fred Henry, 1865- 
- Studies of corn and its uses. 4th ed. Suggestions 
for young people’s experimental clubs and arg in 


poe in pate schools ; red H. Ran- 
kin... (Urbana) 1912. ee 


«0 23. (At head of title: 9, Agricultural college 
ath.¥ University of Illinois) « vom 


A 13-1844 
Title from Illinois Univ. Printed by L. C. 
Rankin, Fred Henry. 

The traveling library. 


In U.S. Dept. of Office of experiment stations. Bulletia 
196, p. 57-68, 25°°., Washington, 1908) 


1. Agricultural libraries. 


Library, U. S. Dept. of Agriculture 
Rankin, Fred Wharton, 1886— 
Case oh Ge ain 8 wae te ig 


&, 858 p. 11 incl. tus, tables. 259". 
“References” at end of each chapter except chapter x1. 


§ Oe ete 5 ee 8. Colon (Anat- 
omy)—Surgery. 4 5 1 Graham, An‘ ow Stephens, 
1900- Joint author. 


8018822 
Library of Congress 


Copyright A 181250 


(4102) (616.904) 61634 


CATALOG OF PRINTED CARDS 


Rankin, Fred Wharton, 1886— 

The colon, rectum and anus, by Fred W. Rankin ... J. 
Arnold Bargen ... Louis A. Buie ... with 435 illustrations. 
Philadelphia and London, W. B. Saunders company, 1932. 

ipl, 7-6p. col. front. Mus, diagra 25". 

Ribliography at eod of each chapter except one. 


1 Colon (Anatomy) — Diseases. 2. Rectum — 
Diseases. t Bargen, Jacob Arnold, 1804- 
Louis Arthor, 1880- Joint author. 


Diseases. 8. Anus -—- 
joint author. m. Bute, 


82. 2am 
Library of Congress ROS80. RB 
lel, 416.34 
— Fred Wharton, 1886- 
ay of Go ote, Wy Bnd red W. Rankin ... New 
you andon, D. Appleton and company, 1926. 
xiv p. 1 1, 366 ithas. Surgical 
the Laikorat supervicion of B. Lawa EP AW Eitlog) 
Bibliography at end of each chapter. 


1. Colon (Anatomy)—Surgery. 1. Title. 
26-3960 

Library of Congress RDS40.R3 
Copyright A 883201 os 
Rankin, George A. 

Ae Aaceriaan Wwanepertation exetens; 9 cotticiem of the 
Wy lg my at! ‘or the future, by George 
—— ew York and G. P. Putnam's sons, 

xv, 449. 2™. (On cover: Questions of the day?) $1.90 

1. Railroads—U. S. 2 Railroads and state—U. 8. 

Library of Congress HEZ7S7.1909.R3 
—_ Copy 2 (20f1, 





© Oct. 2, 1909; 2c. Oct. 18, 1909; rvaBSe7; G. A Rankin, Washington, D.C. 


Rankin, George Cameron. 
Border Canucks: our friendly relations. . sere, by 
o. Cameron Rankin ... Detroit, Mich., G. C. Rankin, 


3p. 1, WS p. 21™. 


1. Title. 


Library of Congress 
Copyright 1890: 21566 


PZ3.R168B 


;Rankin, George Clark, 1849-1915. 

The story of my life; or, More than s half century as T have 
lived it and seen it lived, written by myself at my own svg- 
gestion and that of many others who have known and loved 
me. Nashville, Tenn., and Dallas, Tex., Smith & Lamar ,*1912, 

6p. L, S386 p. agg 20". 


Foreword signed: G. C. Rankin. 
ce a decane Cp Oe No more published? 


1. Methodist Episcopal church, South. 2. Southern states—Soc. life & 
cust. 1 Title. 
BXS406.R26A3 


(3702, 


Library of Congress 
Copyright A 820896 


1012044 


Rankin, Sir George Claus, 1877- 
Custom and the Muslim law in British India. By the Right 
Hon. pee ge 


Gratins cosiety Outeniennet -- Landon, 1948. 
= ¥. 25, p. 88-1 — 


1 Lew, Mohammedan. 2 India—Politics and government. 1. Title 
A 0 -2887 
Carnegie endow. int. peace. Library JX1802.GT vol 3 
for Library of Congress {JX81.67 vol. 25) 
(2 (841.082421) 


Rankin, Sir George Claus, 1877-— 
Rapes of cnptiy > Ge stitatie ont ae 

of Barlinnie ; and into the existing 
the inspection of Scottish prisons ... London, Me J wd 
tionery off., 1935. 

35p. 249*. ((Gt. Brit. Parliament. Papers by command, Cmé. 4880) 

At bead of title: Scottish office. 

Signed: G. C. Rankin. 


1. Prisons—Scotiand. 2. Glasgow. Prison. 1 Gt. Brit. Scottish 


office. nm. Title. 
36-2308 
Library of Congress HVS425.46 1965 
3 306.941 
Rankin, George Creath. 
Holiday for 1908-1909. Echoes of the season 
of 1907-1906, with liments of Geo. C. Rankin 
weshingien, D.C (Washington, Press of Gibson bros., 
207, ih) p. illus. 199. 
11-288 
Library of Congress PN6331.R2 
Rankin, George William 
William Dem; by George William Rankin. 
Fort Atkinson ; Wis. W. D. & sons co. “1925, 
4p il, Mip mn. 
1. Hoard, William Dempster, 1836-1918. 
Library of Congress S417.H6SR3 — 
Copyright A 880288 (eel, 


& million dollars to Abraham i A 
Springfield, Illinois .. i TIL, Printed for Barker's 
art store by E. F. Hartmann co., 1994. 

a8, p. 11. 


Addresa delivered at Lincoln's tomb, May 15, 1924. 
“Limited to 200 coptes of which this is no. 


Title from Indiana Univ. 


4p1.7-O4p front, ports, facsim. 214°. 


1. Lincoln, Abraham, pres U. 8, 1800-1885. 1. Title 
+e 
Library of Congress 457 15. R18 
42a, 








Rankin, Henry Bascom, 1837- 

Lincoln’s Cooper institute speech, by Henry B. Ran- 
kin... Springfield, Ill, State registcr print., 1917. 

6p 19°. 


Cover-titte: Lincoln's Cooper institute speech, fifty-six years ago 
“As srinted im the Illinois ciate register, Springfield, Il, Feb. Lith, 1917." 


1. Lincoln, Abraham, pres. U. S, 1809-1865. The address ... in vindi 
tion of the policy of the framers of the Constitution ... 2uU.s— Politics 
and government— 1857-1861. 

AmM-33 
ton Libr. Printed by L. C. 
a 


Title from H. E. Hunting- 


Rankin, Henry Bascom, 1837-1927. 

Personal recollections of Abraham Lincoln, by Henry RB. 
Rankin, with an introduction by Joseph Fort Newton .. 7 
portraits in photogravure, New York and London, G 
Putnam's am, 1916, 

xvi, 412 p. front, illus. (facshas.) plates. ports. 21%. 


Added t-p., !lustrated. 
Each plate accompanied by a guard sheet with descriptive letterpress. 


1. Lincotn, Abraham, pres. U. 8., 1800-1865. 


16—11056 
Library of Congress E457.15.R2 
— —— Copy 2. 
Copyright A 428861 «3811, 


Rankin, Henry William. 


Adeline Frances Pettee-Cook; a Northfield portrait, 
by Henry William Rankin. East Northfield, Mass., 


1902. 
17 p. front. (port.) 20. 
Subject entries: Cook, Mrs. Adeline Frances (Pettee) 1850-1900. 
Pd 
Library of Congress, no. Coprright 
Rankin, Henry William. 
... Harriet Louise Ford-Cutler. A tribute. By Henry 
William Rankin. Mount Hermon, Mass., 1903, 
ao. Mm. 
Caption 


title. 
“Reprinted from the Hermonite of June 6, 1903, Mount Hermon, Mass.” 


1. Cutler, Mrs. Harriet Louise (Ford) 1863-1903. 
26-21242 
Library of Congress LA2317.C8R3 


— Henry William. 
The philosophy of Charles Woodruff Shields: an estimate 
by Henry William Rankin. (0. p., Priv. print., 1905, 
Ip t.32p my. 


1. Shields, Chartes Woodruff, 1825-1904. 


128729 
Library of Congress BOS BARS 
a82e1) 
Rankin, Herbert A 
Lantern making, by H. A. Rankin... New York, E. P. 
Dutton & company ; 
173 p. col. front, plates, diagrs. 12". 
1. Lanterns. 2 Paper work 
A 19-1266 
Tithe from Haverhill Pub. Libr. Printed by L. C. 
13141, 


LIBRARY OF CONGRESS 


Rankin, Herbert A. 

Lessons in colour, flowers, by H. A. Rankin... London, 
New York etc, Sir Isaac Pitman & sons, ltd. fm. d) 

183 p. illus, 399 col. pl. 22. (Pitman’s art manuals) 


1. Flower painting. 1. Title. 
A 16-4 
Libr. Printed by L. C 


Sidl, 


Title from Brockton Pub. 


Rankin, Herbert A. 
Pastel work, flowers, by H. A. Rankin .. 
York ,etc., Sir Isaac Pitman & sons, itd. ,n. d., 


London, New 


= p iilus.. 36 col. pl. 22°. (Pitman’s art manuals. Pastel work, 
r @) 
1. Pastel drawing. 
A 16-588 
Brockton, Mass. Pub. libr. 
for Library of Congress a37dl, 
Rankin, Herbert A. 


Pastel work; or, Colour with crayon, by Herbert A. Rankin. 
London, New York ,etc., Sir Isaac Pitman & sons, Itd. ,19121, 


150 p. Mus, S2col. pl. 22°. (Pitman's art manuals. Pastel work, 


©.) 
1. Paste! drawing. 
A 16-562 
Brockton, Mass. Public 
for Library of Congress ae 
— A. 
ing, by Herbert A. Rankin London, New 


Pencil di: 
York ,ete., ‘Sir TM Pitman & sons, itd. 1912, 
xii, 207 p. Mus, plates. 217". (Pitman's handbook series, 


1. Pencil drawing 
A 10-405 


Forbes library 
for Library of Congress a37e1, 


Se ee 
= pplied, to handwork, by H. A. Rankin ... and 
FP. . New York, E. P. Dutton & company ,1915-16, 
2. col. fronts. illus. col plates. 22". 
Printed in Great Britain. 


1. Design, Decorative. 1 Brown, F. H., joint author. mu. Title. 


16—29141 


Library of Congress NK1510.R2 


8Tl- 


Rankin, Herbert A. 
eee © oe b Bee 6 London, 
ork ,ete., Sir I. Pitman & sons, Itd., 1980. 
yes col. pl. 2". ,Pitman’s art manuals, 


1, Color—Study and teaching. 2 Painting—Technique. 1 Tithe, 
we 
Library of Congress ND1280.R3 
s 132 
90 


Rankin, Herbert A. 
The teaching of colour, by H. A. Rankin . 
Pitman & sons, itd. 1914, 


il, 18-178 p. incl. col. front., illus.. plates (part col.) diagr. 214”. 


- London, Sir 1. 


1. Color—Study and teaching. 1. Title. " 
1914441 
Library of Congress ND1288.R3 
30f). 
Rankin, Hiram 8 1886— 
ee gape & Se Seem oie cle. by 
H. 8. Rankin Robert A. Laurenec ... ,and, F. A. W. Davis 
under the general direction of Edwin Cc. Eckel .. Knox. 
ville, Tenn., 1938, 
a, 30 numb 1 Incl. tables. map. 277%. (Tenmessee valley av- 
tne _ control planning dept. Geologic division. Geologic bul- 


Part 2 has special t-p : Concentration tests on east Tennessee a 
nese ores, by H. 8. Rankin ... F. A. W. Davis ... Lynn L. MeMorray .. 
Martin Johnson 

p 13 


ok Manga tro Tennessee valley 1 Laurence, Bie Ate 
1908 —_, Frederick Augustus William, 1898- 
Fete Pain Chasenea, 2 tv. McMurray, Lynn L. iv. Seton, 
G8 1400 
U. 8. Geol. survey. Library 


G(200) T25b_ no.7 
for Labrary of Congress 


a no.7) 


(Rankin, Isaac Ogden, 1852- ed. 


Harriette Carter, born in Boston, Massachusetts, Jul 
12, 10H, died in Boston, Massachusetts, May 9, 1915. 
@. p. H 


SSp. front (port) 22~. 


Cover-title : Harriette Carter, in memoriam. 
“Edited by Rev. Isaac Ogden Rankin, published by friends.” 


1. Carter, Harriette, 1840-1915. 


26-2880 

Library of Congress HV28.C35SR3 
Rankin, Isaac Ogden, 1852- 

Prayers and thanksgivi for a Christian year, by 
Isaac Ogden Rankin ... Boston, Chicago, The Pilgrim 
press 1918, 

ix, 06 p. 179" 


Reprinted in part from the Congregatibnalist and Christian world. 


1. Title 


18-21768 
Library of Congress 


Copyright A $081S2 


BV245.R3 


Rankin, James. 


Bot 8 es Oe 
... Boston, D. Gunn & oc., printers, 1 
Sp. ius. 18)”. 


} Seenes eae 


1. Ducks. 


Library of Congress 
Copyright 1889: 3267 


Rankin, James. 
ba - y- and artificial 
«. 5th ed., rev. and enl. 
146 p. illus. 185°. 
“Testimonials”: p. 138-146. 


duck culture James Rankin 
South Basten’ hisee. 1906. 


Library of Congress es 











CATALOG OF PRINTED CARDS 

Rankin, James. Rankin, Janet Ruth 

Natural and artificial duck culture, by James Rankin ose 
6th ed., rev. and enl. Springfield, O., The A. D. Hoster- Aiken, Mrs. Janet (Rankin) 1892- 
man co., *1914. 

100 p. illus. (incl. port) 218. $0.75 

1. Ducks, 

148069 20-28 762 

Library of Congress SFSOS.R23 1914 

Copyright A 369620 18261) Library of Congress rn 


Rankin, James. 
- Spe years’ enpetianee, ¥ artificial poultry-rais- 


ing, by James Rankin Py Herbert Myrick . 
Springfield, Mass., The Biel publ ishing company, 1886. 
& p. illus. 164°. (American agriculture. mo. 2)) 
1 Incubators. 1. Myrick, Herbert, 1860- ed 11. Title. 
12-25902 
Library of Congress SF495.R2 
Rankin, James, 18°}1-1902. 
The creed in Scotland: an exposition of the Apostle’s creed ; 
with extracts from Archbishop Hamilton's Catechism of 1552, 





John Calvin's Catechism of 1556 and a catena of ancient Latin 





and other hymns, by James Rankin Edinburgh and Lon- 
don, W. Blackwood and sons,-1890, 
xvi, 86 p. 204. 
1. Aposties’ creed. 1. Title 
3-15145 
Library of Congress HWT90B.RS 


seed a1 


Rankin, James, 1831- 
The first saints: character and church studies in the 


New Testament, by James Rankin ... Edinburgh and 
London, W. Blackwood and sons, 1893. 
ix, 357 p. 209". ocun 
Library of Congrsss, no. 


Rankin, James, 1831- 

A handbook of the Church of Scotland, + 6 cae Ran- 
kin... 4th ed., revised throughout, with addition of three 
new chapters. Edinburgh and London, W. Blackwood 
and sons, 1888. 

=x, 444 p. 2 mape (incl. front.) 20°. 


w1ses 
Library of Congress, no. 
Rankin, Sir James Reginald Lea, bart, 
see 
Rankin, Sir Reginald, bart., 1871- 
B33 
Library of Congress 


— Mrs. Jean (Sherwood) 1856- 


eryday English, book 1 ... by Jean Sherwood Rankin, 
wun o py by Richard Burton ... Boston, New York 
rete., Educational publishing company "1908, 
v. 2x19. 


1. English language—Composition and exercises. L Title 
2—19013 
Library of Congress PE111.R25 
Copyright 1351, 


Rankin, Mrs. Jean (Sherwood) 1856- 
Mechanics of written English ; a drill in the use of caps 
and points thru the rimes of Mother Goose, by Jean ae 
w Rankin, ». a.; illustrations by W. 
apolis, Minn., Press of Augsburg publishing house “1917, 
ix, 167, ® p. front. plates. 20°. 
Lettered on cover: A child's book of folk-lore. 


1. English language—Composition and exercises. 


1. Mother Goose. 
n. Title. 


17-29881 
Library of Congress 
Copy 2. 
Copyright A 479009 


PEIILR2SS 





Rankin, Jeannette, 1880- 
Teachers and world peace—Abstract. 


(In National education association of the United States. Addresses 
and proceedings, 1929. p. 340-343) 


1. Peace—,Study and, teaching. 1. Tithe 
E8i-@21 
Library, U. 8. Office of Education LiS.N212 1929 
Library of Congress (LAa.Ne 1989) 
oy 


Rankin, Jeremiah Eames, 1828-1904. 


The auld Scotch mither, and other poems, in the dialect 
of Burns. By J. E. Rankin. Illustrated Herrick 
others. Boston, D. Lothrop & co.; Dover, N. H., G. T. Day 
& co., 1873. 


125 p. front. 10 pl. 104". 


Published in 1893, with additions, ander title: Ingleside rhaims; 
verses in the dialect of Burns. 


1. Herrick, Henry Walker, 1824-1906, illus. a. Title. 


Library of Congress 
Copyright 1873: 609 


Rankin, Jeremiah Eames, 1828-1904. 


Benjamin Can86, sates of Diy fas @ Tes eP 
A monograph, 


by Jeremiah Eames Rankin 


(Im American society of church history. 
London, 1894. 24}*. Lf trem 


1. Schmoick, Benjamin, 1673-1787. 
as-270 
‘Title from Cleveland Pub. 


Libr. 
Library of Congress (BR1460.44 vol. 6) 


91 


Rankin. Boston, 


, ome New York and 


Rankin, Jeremiah Eames, 1828-1904. 


Broken wp mp hee by Jeremiah Eames 
compan 


y, 1889. 
pobey sed <4 ae. 
Part 1 unpaged, pt. 2-8 paged seperately. 


Library of Congress 


Rankin, Jeremiah Eames, 1828-1904. 


Commodore Philip Inch. Memorial words, October 21, 
1898, by President J. E. Rankin. n. p., 1898, 

7p. port. 18x14". 

Caption title. 


1. Inch, Philip, 1836-1898. 

21-10673 
Library of Congress E182.1 37 
(Rankin, Jeremiah Eames, 1828-1904. 


Commodore Phili; ors oh August 
6, 1836.—October 18, 1898. m. p., 1898, = 


cover-title, 7 p. port 17ix14™. 


Cc title: Commodore Philip Inch Memorial 
wont lip words, October 21, 1898, 


1. Inch, Philip, 1836-1898, 


ca 25-1351 Unrev'd 

Library of Congress E182.1 37 
Rankin, Jeremiah Eames, 1828-1904. 

Seep Geen ean By Rev. J. EB 
Rankin ... Washington, D. C., O. H. printer ,187-, 
8p. litu 4x32". 

Folder. 

1 Tithe 

930-985 

Library of Congress PS82675.R6C8 
Rankin, Jeremiah Eames, 1828-1904. 

Besta L. Bote, Memorial words at his funeral 
b tor, J. E. Rankin. With addenda. Washington 
ae, right & Eager, printers, 1878. 

sey 2a. 

1. Eaton, Daniel Lewis, 1825-1873. 

17-19637 

Library of Congress CT275.E243R2 


Rankin, Jeremiah Eames, 1826-1904. - 

The duty of cummemorating the deeds our fathers. 
sermon preached in the Winthrop church, Charlestown, J 
18, 1865. "By Jeremiah Eames Renin. pastor Boston, M. 


BE > 


Bp ag 





(Rankin, Jeremiah Eames, 1828-1904. 
Esther Burr's journal ... Wi 


LIBRARY OF CONGRESS 


Rankin, Jeremiah Eames, 1828-1904. 





print ,1901, 
100 p. incl. port. port. 16j=. 
Imaginary journal of Mrs. Esther (Edwards) Burr. 


1. Burr, Mrs. Esther (Edwards) 17827-1758. 1. Title. 
Library of Congress 3026. BeSR2 
(e881, 


Rankin, Jeremiah Eames, 1425-1904. 

The function of great men. James Abram Warfield, 
Nov. 19, 1831—tupt. 19, 1881 ... First nana 
church, Washington, 1). (., Sept. 25th. By Rev. J. KE. 
Rankin, p. ». Washington, D. (.. Pilgrim press associn- 
tion ;1881, 

Ip lp 2. 

1. Gartield, James Abram, pres. U.S. 1831-1881 


F687 R21 


0 70) 


Rankin, Jeremiah Eames, 1828-1904. 

Gems for the bridal ring. A gift for the plighted and the 
wedded. Compiled by Rev. J. E. Rankin ... Boston, W. J. 
Holland & co.; H. M. Sargent, 1867. 

Spl, xi-avi. 141 p. 10% 


1, Marriage. 1. Title. 


14— 15886 
Library of Congress HQT4# RS 
BTb1-, 
Rankin, Jeremiah Eames, 1828-1904, ed. 


9, 2p. fromt. (port) 15. 


Library of Congress 
Se Sas Sem, pen, 


pro pstria, and other hymns. Christian and hu- 
m. ..4, By J. E. Rankin. New York, J. B. Alden, 1889. 
Sp. 1, r-188 p. front. (port) 192 10)". 


1. Hymas, American. 1 Title. 


(2) 15808, 
Library of Congress P8267. R6HS 
Copyright 1889: 9146 
Rankin, Jeremiah Eames, 126-1904. 


Ingleside rhaims; verses in the dialect of Burns. By J. E. 
Rankin ... New York, J. B. Alden, 1887. 

207.1, @rOp. 11, 0-18 p. 19210)". 

‘The author's “Auld Scotch mither, and other poems”, 1878, with 


1 Tithe. 


Library of Congress 
Copyright 1887: 19212 


PBsoro. ROIS 1887 


rhaims; verses in the dialect of Burns... By J. E. 
Rankin ... Washington, D. C., Howard university print ,1893, 
8p. 11, 9184p. 19x 105". 

His “The auld Scotch mither and other poems”, 1873, with additions. 


Library of Congress PS267S.R6IS 1808 


Rankin, Jeremiah Eames, 1828-1904. 
_ The law of elective affinity, and other sermons, for 
women. By President Jeremiah 
ames Rankin . ashington, D. C., Printed at the 
Industrial department of Howard university, 1899. 


2p.1, 171». port. 20° 


1. Title. 
. 19-9831 
Library of Congress BX7233.R31L3 
7) 
Rankin, Jeremiah Eames, 1828-1904. 


Men of literary 7 oe and Christianity. By Jeremiah 
tames Rankin .. York, W. B. Ketcham ;18901, 

(hy, 334-360 p. 246. 

“Reprinted from Christian thought,” vol. vit, no. 5, April, 1890. 


Library of Congress 


Rankin, Jeremiah Eames, 1828-1904. 

Moses and Joshua. A discourse on the death of Abraham 
Lincoln, preached in the Winthrop church, Charlestown, 
Wednesday noon, April 19, 1865. By Rev. J. E. Rankin, 
pastor. Boston, Press of Dakin and Metcalf ,1865, 


1p. mi. 
1. Lincoln, Abraham, pres. U. 8.—Addresses, sermons, etc. 1 Title. 
12-4343 
Library of Congress E457 A. R19 
(Mel, 


Rankin, Jeremiah Eames, 1828-1904. 
Oor kirk fair, and other verses of that ilk. By J. - le 
kin. Washington, D. C., Pilgrim press association, 188: 
2p.1, 33 p 204". 


L Tithe. 

‘2916809 
Itbrary of Congress P82676.R60T 
ee ek 


of Bethlehem. By J. E. Renkin. Washington, 
De. E. Cook, *1900, 
cover-titie, 61. illus, pl 16x24. 


1. Jeeus Christ—Nativity. 1 Title 


Library of Congress 
Copyright 1900 A 16022 (78542) 


Rankin, Jeremiah, Eames, 1828- 


Robert Burns. Heather-bells has on his grave, 
J. E. Rankin... Washington, D.C., “re | 


ap =. 
Title in red, blue and black. 


1. Barns, Robert, 1750-1796. 


+2 
Library of Congress 
Rankin, Jeremiah Eames, 1828-1904. 
Romano more; oS eer eS on Forefathers’ 
day. By Jeremiah Eames Rankin. New York, J. B. Alden, 
1886. 


23 p. 19)x11*. (On cover: The Bisevir library. v. 5, no. 204) 
In verse. 


1. Title. m. Title: Ye old Pilgrims to ye new. 


29-15810 
Library of Congress P82675.RORT 
Copyright 1886: 11065 
Rankin, Jeremiah Eames, 1828-1904. 
Satan the sons of God. Ts 7 Ww 41 
eae By 
J. E. Rankin, v. v. Washi D. C., Pilgrim press associa 


tion, 1882. 
Ip.l,&p. 21". 


ee ies cae eee 2. Congregational churches 
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88-14000 


Library of Congress EV5072.R28 


2 178.1 


Rankin, Jeremiah Eames, 1828-1904. 

The voice of the innocent blood. A sermon preached in 
the First Congregational church, Washi m, D. C., na- 
tional Thanksgiving day, November - t 1 yh the pas- 
tor, Rev. J. E. Rankin, p. ». Washi Gibson 
brothers, printers, 1880. 





1S p. 2%™. 
1 2. Th day addresses. 1, Title, 
17-17331 
Library of Congress E668.R2 
Rankin, John. 


Brief outline of Pennsylvania history, by John Rankin. 
Dansville, N. Y., F. A. Owen publishing co., ‘1912, 


- a Bn 


and is intended for use with “Two centuries 
of Res! ee lane Sharpless —Pref 


1. Sharpless, Isaac, 1848- Two centuries of Pennsylvania history. 
12-11002 
Library of Congress F149 $531 


Copyright A 309966 


Rankin, John, 1793-1886. 

An address to the churches; in relation to slavery. Delivered 
at the first anniversary of the Ohio state anti-slavery society. 
By Rev. John Rankin. With a few introductory remarks, 
by « gentleman of the bar ... Medina, Printed at the Anti- 
slavery office, 1836. 


8p. 23=. 
1. Slavery im the U. 8.—Controversial literature—1836. 2. Slavery and 
the church. 1. Ohio anti-slavery society. 
11—11704 
Library of Congress F440. R214 
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Rankin, John, 1793-1886. 
Letters on American slavery, addressed to Mr. Thomas 


Rankin, merchant at Middleb: rook, A 
John Rankin ... Boston, Garrison & 


vi, (71-118 p. 16. 


sta Co., Va. By 
napp, 1833. 


1, Slavery in the U. S —Controversial literature—1833. 


4 1—7 
Library of Congress E449.R21 - 


1819¢2) 


Rankin, John, 1793-1886. 


Letters on American slavery, addressed to Mr. Thomas 
Rankin, merchant at Middlebrook, Augusta Co., Va. By 
John Rankin ... 5th ed. Boston, I. Knapp, 1838. 


iv, 5)-109 p. 168". 
First Boston edition published 1833. 


1. Slavery im the U. S—Controversial literature—1838. 


11—11705 


Library of Congress E449.R212 
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Rankin, John Chambers, 1816-1900. 


Library of Congress BX9211.B25R3 


Rankin, John G. 
Rankin text; a complete aviation training system, by T 
Rankin ... Portland, Or., Rankin text, inc., °1934- = 


¥. front. (port.) tlus., diagre. 20". 
Conrents.—book 1. Theory of flight —book 1. Structures and rigging. 


1. Aeronautics. 1. Title. 
Library of Congress ‘TLS46.R3 — 
—— = Oxgy 8 
Copyright A 72978, T2979 
2 20.18 


Rankin, John Luther, 1869- 


Newark charter studies, by John L. Rankin. (Newark? 
N. J. "1910. 
2p,11 237. gos 


Contents. —1. The change from township to city—m. The city charter. 


1. Newark, N. J.—Charters. 
10-10596 
Library of Congress JSIMZAS 1910 
© Apr. 21, 1910; 2c. Apr. 25, 1910; A 261433; J. L. Rankin, Newark, N. J. 


Rankin, John R. 
A of simpli John R. Rankin. In- 
. Se a engens aetant, ty 


cover-title, 18, 2; p. 23". 


1, Shorthand. 
11—12886 
Library of Congress 6. R2 
Copyright 1880: 7878 13041, 


CATALOG OF PRINTED CARDS 


Rankin, John Stewart, 1911- 
aie meee, eee oS 
salamanders, by John S. Durham, N. C., 1937, 
cover-titie, p. (169,-200. diagrs. 25)™. 


Thesis (ru. v.)—Duke university, 1986. 
py TS 


ieee: From Brolggeal monograph, 1 - April, 1987." 


ak, e-Sueae. 2 Salamanders. 8. Batrachia—North Caro- 


88-8821 
Library of Congress _ 1986 
Duke Univ. Libr. 1 5.1 
Rankin, June. 

The New York baseball club. A brief and authentic 
sketch of the club, with portraits of the manager and in- 
dividual players. By June Rankin. New York, R. K. 
Fox, printer, 1887. 


(22; p. ports. 17™. 


1. New York baseball club. 2. Base-ball. 
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:Rankin, Karl Lott, 1898- 

.«» The Czechoslovak iron and steel industry ... Washing- 
ton, U. 8. Govt. print. off., 1930. 

i, 21 p. incl. tables. 249”. 8 8. Bureau of foreign and 
commerce (Dept. of bulletin. po. $0713) 

At head of title: U. S. Department of commerce. P. Lemont, 

ry. Bureau of and domestic ¥ > Wulew L 


Coes, director. 
“By Kari L. aoe American commercial attaché, Prague."—p. 1. 
“Referenc "sp. 21 


1, Iron industry 
~trade—© 


and t) ik Republic. 2. Steel industry 
seechosloval Republic. 





1 Title. 
‘30-26880 
Library of Congress HF105.C285 no. 718 
— Copy 2. Hpesss.cons |” 
3) (882.061) (600.1) 671 
,Rankin, L ) 1866- 
No. 6847; or, The horrors of prison life. Including many 


graphic details in the life of John Wesley Hardin, the noted 


Texas desperado. Three years in the pen. (n. p., “1897, 
x, 67p. 14". 
Printed by Number 6847 himself. 
Signed ; L. Rapkia. 
1. Crime and crimiaals—Texas. 1. Title. 
3200 
Library of Congress HV6248. R3SA3 
42b1, 


Wilson. 
of frontier days; including an authentic ac- 
and Meeker massacre, by M. Wilson 
. Denver, Photo-litho- 


Rankin, M 


Sp.l,140p. front. illus. (incl, ports.) 28°. 





“Accounts of the settlement of porth: Colorado, and the Snake 
river valley of southwestern Wyoming, occurred from 1868 
1883." —Pref. 
ute—Colorede. 'S. Ute indus. Tule’ = 
Library of Congress FT61.R26 — 
—- —— Copy 2. 

Copyright A 81551 3 o78.7 
Raniin, Marjorie, 1888_ 

Trends in educati pati an i of the 
waxing and waning ions in the public school systems 
Of certain cities in'the United States from 1898 to 1928, by 


The (PH. D.)—Columbia university, 1980. 

Publisbed also as Teachers college, Columbia university, Contribo- 
tone to education, no. 412 

} Teachers—U, 2 Beboo| management and organisation — 
Stat. 3% Public schoole—U. & 1 Title um. Title: Educational ccew- 
pationa 

30-27068 
Liprery of LBITTS.R2S 1980 
Univ 3 sri 


Rankin, Marjorie, 1888- 

Trends in ed i an jinati 
waxing and waning occupations in the public school systems 
of certain cies inthe United State trom 1898 co 3808 by 
Marjorie Rankin ... New York city, Teachers college, Col 
ba nvr, 1930. 


3p.t diagrs. 234°. (Teachers college, Columbia university. 
Con Fantsons to education. ae. 413) 


Published also as thesis (rm. p.) Columbia aniversity. 
Bibliography : p. 88. 


of the 








1. Teachers—U. 8.—Stat. 2 School apd 
3. Public schools— 1 Title. m Tithe: Educational oceo- 


Stat. U.S 
Library of Congress LBITIO.R26 19608 
— ———. Copy 2. LBS.C8 no. 412 
Copyright A 27800 STpl-, sT11 


Rankin, Mary, b. 1821. 

The daughter of affliction. A memoir fo the mgsted 
sufferings, and religious experience of Miss 
kin: as communicated by her to her late attending 
cian, D. R. Good ... Dayton, O., Printed for the 
at the United brethren printing establishment, 


253 p. front. (port) 18)™. 


1 Good, D. R 
S-S106 
Library of Congress 
Rankin, Mary Everett. 
A course for beginners in religious education, with lessons 
for one year for children five years of age, ety Mary Everett 
.. with an introduction by Patty Banish Hill... New 


York, C. Scribner's sons ,°1917, 
xi, 236 p. front. (lus. (music) plates. 217. 
“Reference books on story-telling and stortes to tell”: p. 18-19. 


1. Religious education. 
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Library of Congess 


Rankin, Mary Theresa. 


introduction 
TR, , Salley & Unerin itd. 916, 
2p. a. 


1, Arbitration, Industrial—Victoria, 
|: mee A Shee “Anat cae 


wage—Victoria, Australia. 
‘ages—Minimum wage—New Zealand 
16-17478 
Library of Congress HDS630.A6R3 
ye apie 


Fal hy a 
of decides 118-1 , by Mary Theress Rankin ... Lon- 
don, P. S. King & son, ltd., 1981, 

vill, 178 p. 19". 


1. Ot Brit. Industrial court. 2 Arbitration, In@ustrial—Ot Brit. 
L Tithe. 


Library of Congress HD6487.0TRS — 
o) (O81. 1580802 
Monetary and policy, 1924-34, Mary Theres 
Rankin .. ith a foreword by fw Ogilvie London, 
P. 8. King & son Itd., 1 
ix, 1681p. 19 


Collection of papers composed chiefly for particular occasions. ¢f. 
Foreword. 


1. Currency question. 2. Economic conditions —1918- 3. Banks 
and banking. & Title. 
ay O40 
Library of Congress HOO88.R3 
So ‘BS. Ome 





Rankin, Melinda. 

Texas in 1850. By Melinds Rankin. Boston, Printed by 
Damrell & Moore, 1850. 

198, 1, p. 19. 


Re— 2664 
Library of Congress Fo. R21 
a33b1, 
Ranain, Oliver Shaw. _ 
Israel's Wisdom literature, its bearing on theology 
history of religion; the Kerr lectures delivered in Trinity 


1. Bible. 0. T. Wisdom literature—Criticiem, + 
2 Bible—Cri' interpretation, etec—O. T. Wisdom 
3683127 
Library of Congress BS145*. R27 
(38e2, 2 


Rankin, Oliver Shaw. 
The origins of the festival of Hanukkah, the Jewish new- 
Tot ces festival, ye Rev. Oliver Shaw Rankin ... Edinburgh, 


=z p., 2 L, 3-26 p. ay. 
“Literature”: p. x¥;-=x. 


1. Festivaie—Jews. 2. Jews—Religion. 1. Tithe, m. Title: Hanuk- 
kab, The origins of the festival of. 
31-14723 
Library of Congress BM605 H3R3 
3) Poa) 


Rankin, Paul Tory, 1897- 
The choice and of criteria of supervision—eb- 

stract ,by, Paul T. 

ohn ates cages eae ot te Cetted Staten Addt esses 


1. Bévucation—Experimesta) methods 

31-485 
Library, U. 8. Office of Bévueation LISNZi2 1929 
Laébrary of Congress 


LIBRARY OF CONGRESS 


Raskin, Paul Tory, 1897- 
The training of teachers for character education. 


fo Notions! etesation exnsclatien of the United Stotes. Addresses 
proceedings, 1930. p 31! 


f; |. Tithe. 
1. Character. 2. Teachers, Training .of, 1 e000 
Library, U. 8. Office of Education L13.N212 1980 
Library of Congress {Li13.N4 1080) 
C2) 
Rankin, Rebecea Browning, 1887- comp. 


Guide to the municipal a = ky <! New York, com- 
piled by Rebecca B. Rankin . rooklyn, N. Y., The Eagle 
library, ine. ,°1936, 

118, 3; p. 219™. (Bagie library no. 323, ¥. 51, 1996) $1.25 


Blank pages for “Memoranda” (8, at end) 
Includes advertising matter. 


1. New York (City)—Pol, & govt. i Tithe. 


34-8982 
Library of Congress 381228.R3 
—— —— Copy 2. 
Copyright A 90876 (38d3, 352.074T1 


Rankin, Rebecca Browning, 1987- 

Guide to the municipal government, city of New York. 
8d ed. By Rebecca B. Rankin ... Brooklyn, N. Y., The 
Eagle library, inc., 1937. 

106, 2; p 214". (Eagle library, no. 329; v. G2—no. 8) 


: Based on the 1968 Charter and state laws relating to the 
city of New York 


1. New York (City)—Pol. & govt. L Title. 


87—14422 

Library of Congress 391228.R3 1987 
— -—— Copy2. 

Copyright A 107270 (3843, 352.07471 
Rankin, Rebecca Browning, 1887- 

Ct op Bo ete gems, dy of Ber Te 4th 
ed. By Rebecca B. «. Brooklyn, N. Y., The Eagle 
library, inc. ,“1989, 
ai * ius, diagr, 22". (Eagle library, no. 848; v, 64—no. 2 of 

On cover: 


1989-1940. 
of the New York World's fair 1980, by Bugene Du Bois” : 
Dp 107-111. 


1 New York (City)—Pol. & govt. 1. Tithe. 


‘39 Rh 
Library of Congress 781228.R3 1080 
—— ——— Copy 2. 
Copyright A 127586 a 852.07471 


Rankin, Rebecca Browning, 1887- 

Guide to the municipal government, city of “x bg 
ed. By Rebecca B. Rankin ... Brooklyn, N. Y., The Each 
library, ine., *1942. 

Op. dingr. 2197. (Eagle library, oo. 855, v. 57) 


1. New York (City )—Pol. & govt. 1 Tithe. 


Library of Congress J81228.R3 1042 


5 852.07471 


Rankin, Rebecca Browning, 1887- od. 
New York Paper a scientific ray & to municipal 
the citizens by the departments 


to 
tnd borough of the city of New York, 1804-1905, 'F. H. La 
Guardia, mayor. Edited by Rebecca B. Rankin. ,New York, 
1936. 





sit, (1), S87, (d) p Inct, front. Mus, diagra. fold. tab. 2 fold. dingr. 


1. New York (City)—Pol. & govt. 2 New York (City)—Civic tm 
provement. 1. New York (City) 1. Tithe 


96— 10885 
Library of Congress 
— —— Copy 2. 
Copyright A Gani s52.07471 


shy 


Rankin, Rebecca Browning, 1887- ed. 

New } pon advancing. World's fair ed. The result of five 
years o ion in the city of New York, 
PF. H. Bm gh Together with an official guide to 
the city of New York exhibit building. Edited by Rebecca B. 
Rankin. ,New York, The Publishers printing en 1939. 





‘ork World's fair, tntee separ 
“Oficial guide to city of New York exhibit buliding, New 
fair, 1989 and 1940" (cover-title, ;16, p. Mlus, (incl plan) zi") laid in 


anne AI ae 2 New York (City)—Civic improve 
World's fair, 1989. 1. New York (City) m Tithe 

30—19878 
Library of Congress J381223.R33 1080 


r41¥8, 852.07471 


Rankin, Sir Reginald, bart., 1871- 

In Morocco with Generai d’Amade, , by Reginald Rankin 
with 35 ill and a map. Tendon, 
= York, Bombay, and Calcutta, Secon Wie and ©o., 





pt 85 tus. on 26 pl. (incl. front. ports.) fold. 
map. 2”. 


1. French in Morocco. 2. Moroceo—Descr. & trav. 8. Amade, Albert 


Gérard Léo 4’, 1856- L Title. 
(Pwll name: Bir James Reginald Lea Rankin, bert., 
884798 
Library of Congress DT324.R2 
(3Tr265e1-; 


Rankin, Sir Reginald, bart., 1871- 

In Morocco with General d’Amade, by Lt.-Colonel Sir Regi- 
nald Rankin, b'. London, John Lane ,1931, 
Att ate fold, map. Z2t",, (elt-ttte: The collected works 


French in Moroceo. 2. Moroceo—Descr. & trav. 3. Amade, Albert 


Otrard Léo 4’, 1856- 1. Title. 
(Pull name: Sir James Reginald Lea Rankin, bart., 
31-81760 
Library of Congress D7.RW vol.10 
3 (908) 94 


Rankin, Reginald i. ¢. James Reginald Lea, 1871- 
The inner history of the Balkan war, by Lt.-Col. Reg- 
inald Rankin. London, Constable and co., Itd., 1914. 


xi, S39 p. front. ports, fold. maps. 2384™. 


1 Balkan Peninsula—Hist —War of 1912-1913. 1, Title. 
War 14-100 Revised 


Library, War College Div. Ceneral Staff 


eS Se 
Se ie Mew of Oe Balkan war, by Lt.-Colonel Sir 
Reginald Rankin, b' ... London, John Lane 1930, 


2. fold. 
nei Sir Reginald’ Bi 22". » eae ‘The collected works of Lt.Colo- 


1, Balkan peninsula—Hist—War of 1912-1913. 1. Title. 
(Fell name: Bir James Reginald Lea Rankin, bert., 


Library of Congress DURB vol 5,6 


& (908) o08 


Rankin, Reginald, bart., 1871- 
and Richard Rankin 
-. Mondos, Now York ete, Langmans, Grow and coy 1901 
4p.1, @800p. 234". 


Oowrarrs.—Le marquis @’Argenson —The causes of the fall of Richard 
the Second. 


1, Argenson, René Louis de V de Paulmy, marquis 4’, 1694-1757. 
2, Richard m, Ring of England, 1967-1400. 


(Pull nome: Sic James Reginald Lea Rankin, bert., 
225814 
Labrary of Congress 
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Rankin, Sir Reginald, bert., 1871- 
The Marquis d’Argenson; Richard u, by Lt.-Colonel Sir 


= Rankin, b’. London, John Lane ,1931, 
. 1, 3-241 p. 229%. (Holf-title: The collected works of Lt.-Colonel 
au id Rankio, b. (0) 


ConTerts.—Le marquis d Argenson.—-The causes of the fall of Rich- 
ard the Second. 


Argenson, René Louis de Vor Se Seca. marquis 4’, 1604-1757. 
2 Hicherd th king of England, 1567 


(Full name: Sir James Reginald Lea Rankin, bart, 


31-30828 


Library of Congress DUR vol.d 


& (908) 923.244 


ry Sir Reginald, bart., 1871- 

A notebook in Corsica, A night in the open at 22,000 feet, 
Pig-sticking at Jodhpur, Canada in °95, and other essays, by 
Lt.-Colonel Sir Reginald Rankin, b'. London, John Lane 
1930, 

. 4p. L, 3-820 p. 229. (Helf-titic: The collected works of Lt.Colonel 
Sir Keginald ae.) 
Convenes A ‘setabeas tn Oo 
coffee planter in the Malay peninsola. 
A night in the open at Jodb- 
pur.—Canada in 
1. Voyages and travels. 2. Corsica—Descr. & trav. 1. Title. 
(Pell name: Bir James Reginald Lea Rankin, bart, 


— rt history < Comten. —With a 
impressions of ports.— 
at twenty-two thousand feet. 


31-30829 
Library of Congress D7.R2 vol.7 
3 (906) 914.50 
(Rankin, Sir Reginald, bart. 1871- 
A subaltern’s letters to his wife... 2ded. (8th impression) 


London, New York ,etc., Longmans, Green, and co., 1902. 
4plwp ma. 
“Preface to the second edition” signed : Reginald Rankio. 


1. Transvaal—Deecr. & trav. 2. South African war, 1800-1902. 


i Tithe 
(Pull nasae: Bir James Reginald Lea Rankin, bert, 
s—15118 
Library of Congress DT016.R21 
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Rankin, Sir Reginald, bart., 1871- 
A subaltern’s letters to his wife, by Lt.-Colonel Sir Reginald 
1930, 


Rankin, b' ... London, John Lane ,1 
Spt gi) p21 som. 224°. pl Baittitie: The collected works of Lt-Colo- 
nel Sir Reginald Rankin, ay) 


1, Transvaal—Deser. & tray. 2. South African war, 1890-1902. 
1. Title. 


Fell nome: Sir James Reginald Lea Rankin, bert. 


32 -31047 
Library of Congress DTR@B voli 
3) (908, 16.82 
Rankin, Sir Reginald, bert. 1871- 
A thing of shreds and Poems, Elk bi in Nor- 
way The royal ordering ot gerns, by UL Clee Regi- 
nald Rankin, b'. London, John Lane ,1931, 


2 p. L, vil-vill p. 2 1, 230 p. col. fold. 22y*. (Helf-titie: The 
collected works of Lt ‘Golonal Sir Reginald Raskia, b &) 


“Corrigenda”™ slip inserted. 


1 Tithe. 
(Pull name: Sir James Reginald Lea Rankin, bart, 
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Rankin, Sir Reginald, bart., 1871- 
3 te DS Chntp ws by Lt.-Colonel Sir 
Reginald Rankin, b* ... London, John Lane ,1930, 


4p. L, 8-207 p. ~~ 


(Half-title: The collected works of Lt Colonel 
Sir Reginald Rankin, a) 


1. Himalaye mountains—Descr. & trav. 2. Kashmir—Descr. & trav. 
1 Title. 


(Pull nome: Sir James Reginald Lea Rankin, bert. 


S1-17713 
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Rankin, Sir Reginald, bart., 1871- 

Tunisia, by Lt.-Colonel Sir Reginald Rankin, b’. 
John Lane ,1930, . 
Spl, 3-204 p 224°. 
pel Sir Reginald Renkin, b' 


London, 


ww) tithe: The collected works of Lt.-Colo- 


1. Tunis—Deser. & trav. 
(Pull name: Sir James Reginald Lea Rankin, bart., 


31-81 
Library of Congress D7RZ vols oor 
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Rankin, Richard C. 


History of > b ge Ohio volunteer cavalry. Writ- 
ten by Capt. . Rankin. Ripley, 0., J. C. Newcomb, 
printer, 1 i 


cover-title, 9 p. 24°" 


J. $.—Hist. oS war—Regimental mistories—O. cav—7th. 2. Ohio 
one 7th regt., 1862-1865. 
2-152 
ES25.6.7th 
18192) 


Library of Congress 


Rankin, Robert. 
A familiar treatise on life assurances and annuities, 
comprising a historical sketch 9! science, hi 
assurance To which are appended original ta- 
bles of the probabilities and expectations of life in the 
ere of Bristol, ete. By Robert Rankin... London, Simp- 

Marshall ; ; (ete., ete, 1830. 
xvi, 99 p. incl. tables 22". 


1. Insurance, Life’ 2 Bristol, Eng —Statistica, Vital. 
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Rankin, Robert. 

Storage battery practice ; a practical handbook on the 
manufacture and properties of electric accumulators and 
their installation and by Robert Rankin ... 
London, New York ete. Sir I. Pitman & sons, itd. (in- 
corporating Whittaker & co.) ;1919, 

xi, 16 p illus, diagrs. 218. 
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Rankin, Robert Ream. 

... The treaty of amity, commerce, and navigation between 
Great Britain and the United States, 1794, by Robert R. 
Rankin. 


(in California. University. University of California chronicle. 
Berkeley, 1907, 23°". vol. 1x, mo. 2, suppl. April, 1907. 160 p. incl. 
map) 


Bibliography : p. 88-98. 

1 "e treaty, 1764. 2. U. 8.— For. rel.— Constitutional period, 
116-180. U8 For. rel.—Gt. Brit. 4 Gt. Brit—For. rel—U. 8. 
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Rankin, Robert Richard. 
An am & Oe law of 

Rankin. London, J. & W. T. 
vil, 117 p 187". 


a, By Retert Richard 


1. Patent laws and legisiation—Gt. Brit. 1+ Tithe 


Library of Congress a 
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Robert S. Rankin 


... Readings in American government, by 
-. New York, London, D. Appleton-Century company, ine. 
1*1939, 

xii p, 11, 644. 24". (The Century political science series) 


ia collection has been prepared to 


the Introduction to 
oom aed of American government (sixth 


yoy Ogg and Hay.” 


&.—Pol. & govt.—Sources. yg Austin, 1878- 
Introduction to American government “. ee Orman, 1875- 
Introduction to American government. 1. Title. 
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Copyright A 120008 (40K5 342.7882 
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When civil law fails; w Ne, 


1. Martie! ew—U. 8 i Tite =m Title: Martial lew and its legal 
basis in the 
= 10188 
Library of Congress JK. BS 
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ler. Fc. A. 10th F. L. (publishers) 


etre 2. Accounting—Gt. Brit, 8. Inheritance and 
succession—Gt. Brit (3. Succession and descent—Gt. Brit., 4 Inheri- 
. tt. Succession taxes—-Gt. Brit; 1 


Library of Congress 2, 


Ranking, Devey Fearon de I’Hoste, 1847 or 8-1931. 

Execvtorship law and accounts, by the late D. F. de I"Hoste 
Ranking ... and Ernest Evan Spicer, r. + a 3 Bae © 
Pegler, r. c. a. 14th ed., edited by H. A. R. J. Wilson . 
London, Sir I. Pitman & sons, Itd., 1939. 

xivil, 44 p.11. 2. 

Addenda s)ip inserted. 





Deritance and tranafer cax Gt 1 Spicer, 
author. u. Pegler, Trucat Cbarea Jott aathor mt Wilson, Hugh Alex- 
ander Robert James, ed. tv. Title. 





40-1002 
Library of Congress er 
Ranking, Devey Pearen do este, 1847 or 8- 
Handbook of » and ts. By * F. 
de l’Hoste Ranking ... and Ernest Evan cee 
Ernest C. Pegler... 4th ed. (rev. x4 be 
H. F. Lynch & co., 1915. 


xxxix, 312 p. 25™. 


1 ecstasy and otaieh canting 3 nh 2 Executors and adminis- 
i t 
Brit. 3. Sucecssion and descent, Inheritance and transfer 
Brit. 4S rE ©. : 
Brit Secermion taney Spier, _ - 





Library of Congress 


Ranking, Devey Fearon de I’Hoste, 1847 or 48- 
Mercantile law, by D. F. Go Beste Resting -. . and 
Ernest Evan Spicer, r. c. a., & Ernest C. Pegler .. ‘Lon- 
don, H. Foulks Lynch & oo., 1911. 


xiii, 424». 24 


1. Commercial law—Gt Brit. 1. Spicer, Ernest Evan. 1. Pegler, 


Library of Congress 


Ranking, Devey Fearon de I'Hoste, 1847 or 8-1931. 
Mercantile law, by D. F. de I’Hoste Ranking ... and 
Evan Spicer, r. c. ., and Ernest C. Pegler, r. c. 4. 7th 
Edited by C. A. Sales ... and W. W. Bigg... H. 
(publishers) , Itd., 1939. 
i, S2p my. 


1. Commercial ely om Brit. ‘. 
a. ay Charles, jotat author. m 
‘alter William, joint ed. v. Tithe 


Livrary of Congress 2 








law, by D. F. de l'Hoste vw» and Er. 
atein > vem ata. <ath ed. 
Lenton, HL F. Le (publishers) Itd., 1929 


Library of Congress os 


Ranking, Devey Fearon de Hoste, 1847 or 8-1931. 

Partnership law, by D. F. de I"Hoste Ranking ... and Ernest 
Evan Spicer, r. c. a. and Ernest C. Pegler, r. c. a. 5th ed., 
edited by Walter W. Bigg ... London, Sir I. Pitman & sons, 
Itd., 1933. 





xvi. 176 p. 

Appendices (p. 104-147): 1 The 2 ager act, 1890.— 
Limited partnerships act, 1907—m. The Limited Dertnerabips a 
1907. —1¥. Rules of Kegistra- 
tina of business names act, 1916. 


1, Partnership—Gt. Brit. 1. Spicer, Ervest Evan, joint author. 
Pegier Ernest Charles, joint author. mm am Walter William, zx 
tv. Gt. Brit. Laws, statutes, ete. v. Title. 


34-13147 
Library of Congress 3 S77 
Ranking, Devey Fearon de I'Hoste, 1847 or 8-1981. 
Partnership law, by D. F. de l’Hoste Ranking ... and Ernest 
Evan FO a, Ernest C. Pegler, vr. c. a. <6th ed.> 
Edited by Walter W. Bigg ... London, H. F. L. (publishers) 
Itd., 1989. 

Fate hg 


--» Ilth ed. ri. 
London, H. F. Lynch & co., 1914. 
xxp, 11, 2, 9p. 2. 


by D. F. de I'Hoste Evan tA 
& Ernest C. Pegler, vy. c. 4 17th ed. ... HF. L. 
(publishers) Itd. ,etc., 1 
xxzip.11, 2, 0p 2. 
2. Renaveeeee Oe. Bet 2. Tress and trustess Gt. Brit, § Re 
author.” iO, Charles, joint coee = i 
31-z3928 
Livrary of Congress a 
eee aa - 
Annotated to ’ text-book 
tr the quamiaton the hgh and lover andar 
in By Lieut-Col. Ranking ... Calcutta, 
Thacker, Spink and co. ; (etc., etc.) 1902. 
a 2. 
625809 
Latrary of Congress 


LIBRARY OF CONGRESS 


Ranking, George Speirs Alexander, 1852- 

An English-Hindustani dictionary, by George a4 
Ranking ... Calcutta, Thacker, Spink & co.; London, 
Thacker & co., 1905. 


lp L, dipv p, 31,78 p ZI. 


lish Dictionari Hi i i 
oe or ries— Hindustani. 2 Hindustani language— 


Library of Congress PK1986.R3 a 
1t2he2, 

ee a a. 

Be pn Oy a prose i ith notes 

and translations. By -Lieut.. G. Ranking ... 
and Maulavi Muhammad Ydsuf Ja‘fari ... Calcutta, Thacker, 
Spink and co.; London, W. Thacker & co., 1896. 

Spi, Bip ww. 

L Hindustani language—Composition and exercises, 1 Muhammad 
YOsuf Ja‘fari, mevlavi, joint author. 

‘35-22445, 

Library of Congress PK1986.R3 401 438242 
Ranking, George Speirs Alexander, 1852- 

A primer of Persian, containing selections for reading and 


composition with the elements of oy by G. S. A. Ranking 
Oxford, The Clarendon press, 1907 


Rp. =. 


1. Persian language—Com,osition and exercises. 


S—11432 
Library of Congress 





53684 
Library of Congress DS19.R21 
———— Copy 2. Alfl, 
(Ranking, John, 


Supplement to the Conquest of Peru and Mexico by the 
Moguls, in the xm century. Confirming the origin of the 
| te ‘and Guatemalans from Tula, and the Aztecs from 





Ann » _ dante, W. M’Dowall, => am, 

Pm, Meng Pe ag i researches on of Peru ... by 

See “i bee, July a 

;Another issue. ‘London? W. M’Dowall, 

printer? 1 1831; 

Filioat the the colophon. — = 

Sn 
100 


choot ae te ee Crema ct Pere 
exico by we Mo -- (1831, (Card 2) 

it to the Conquest of 
Peru rm i. * To be io with the velome and 
supplement.> Ori, — of the heroic Araucans of Chili, 





and of the New Zealanders. London, W. M’Dowall, 

printer, 1834, 

y. i the tongs 70 Be ipertest cxsanches om On conquest of Posy 
g Ady 


— “John Ranking. Sept. 13, 1834.” 
2 <i explor.—Chinese. ico— 
sade MT tae ee L ras nen 


4—S0IS-S 
Library of Congress E61.R22 
ra22e1) 
——_= Svetelik P 1863-1890. 


Cems pepeioem, pouas. Beorpa, ,llraunapaja J. 
Tperopmha, 1984. 


200 p. 19°. (Conca umamesma saapyra, n0s0 XXXVH, 6p. 248) 


1 Tithe, 


41-8872 
Library of Congress 


Rankovié, Zhivan J. 
--- Bojsona Pazomap Dyrumx, meros musot u pag . 
Capajeso, J[pmasna js, 1 


pp Mls. (inel. ports.) 20°. Gin emme em « 
x. 


At bead of title: Kas. J. Pauxosuh. 


1. Pototk, Radomir, 1847-1917. 


ca 82-875 Unrev'd 


Library of Congress DR340.3.P8K3 


Composing 
own music; 
mone wortbok for came in rai 
Ranks ... and Hazel B. Nohavec .. 
A. Schmitt music co. "1989-40, 


2¥. iMlus (music) sy”. 


Ee 


Paul 


1. Composition (Music) 2 


Masic—Manuais, tert-books, 
havec, Hasei Beckwith, joint author. u. Title. > i 
a au70 
2 T8181 


Rankweil, Austria. Landes- 
irrenanstalt Valduna 


Vorarlberg. Landes-irrenanstalt Valduna, 


Ranlett, Louis Felix. 

Let's go! ho cheng of A. fh no. Seseeee, ty Sau Felix 
Ranlett ... Boston and New York, Houghton Mifflin com- 
pany, 1927. 

2p. 1, vital p11, 201 p front, plates. 22. 

‘Maps on lining-papers. 

1. Buropean war, 1914-1918—Pereonal nerratives, American 
© Tithe. 

Library of Congress 1D670.9.R35 
—— —— Copy 2. 

Copyright A 900820 12853, 








XUM 





en 





oP TE 


2 Tithe. 

‘83-28075 
Library of Congress PZT R1GSBo 
Copyright a 360m a 


Ranlett, Susan Alice, 1853- 
Sands on the shore, by Susunne Alice Ranlett. Mil- 
waukee, Wis., Morehouse publishing co. “1924, 


viii, Mp,1L im. 
Poems. 


1. Title. 


Library of Congress PS3535.AS87S3 1924 
Copyright A 801601 12) 


Ranlett, Susan Alice, 1853- 
The shepherd who did not go to Bethlehem ;by, S. Alice 
Ranlett. ton, R. G. Badger, 1909. 
4p.1,7-115p. 19°. 
Stories reprinted from various periodicals. 
Cc _ 
given "The reflection of the wats Ritnada.—Prertes port Marcas 
ot —The stone angel—The angel of the cathedral tower. Se lieoneed’s 
flering. 


910490 
PZ3. R17S 
(Copyright 1909 A 236132) 


Library of Congress 


Ranlett, Susan Alice, 1853- 

Some memory days of the church in America, by S. 
Alice Ranlett. Milwaukee, The Young churchman co.; 
rete., ete., “1911, 


4p.1, 116 p. front, plates, ports. 179% 975 
“Reprinted, in considerable part, ftom the Young Christian soldier.” 


11-17110 





Library of Congress 

Copyright A 292387 
Raniett, William H. 

The architect, a series of original for domestic and 
gumad ean tae ten 
dening, adapted to the United States: illustrated by dewiags 
and plots, plans, persp views, elevations, sections 
and By Williom H Banlett, architect New York, 


W. H. Graham; ete., ete., 1847-49. 
2+. front. (v. 2: oon gy planus) 37228". 


a fa Pe hg Ey 
a Davenport, 1860. 


1 Architecture, Domestic—Desigus and plans. 





86023 

Library of Congress NAT190.R2 

—— ——- Copy 2. (371, 

Ranilett, William H. _ 

The architect, a series of original for domestic 
adapted to la one om ty deus 

dening, to ni ; 

of ground plans, pective views, ons, sections 

and details .... By William H. Ranlett, architect. New 


York, Dewitt & Davenport, 1849. 
2. front. (¥. 2: port.) 120 pl. (incl. plans) 872 29". 
Vol. 1 bas added t-p, illustrated. 


1. Arehitecture, Domestic— Designs and plans 


NATIS0.R25 
2841, 


Library of Congress 


CATALOG OF PRINTED CARDS 


Rana, Ernest H. 


The homeland of English authors, by Ernest H. Rann .. 
New York, E. P. Dutton and company ,1927, 


xi, 248 p. fromt. 19)”. 
“Printed in Great Britain.” 


1. Literary landmarke—Gt. Brit. 1. Title. 
2121329 
Library of Congress PR100.R3 
1361, 
Rena, Wien 8 ed. 
d to the land 








a 
the club an account of the dinner given in honor 
of ex- May 11, and of the opening 
Sf the club house May In toon Ed. by William 8. Rann. 
Buff: Courier oo.) 1891. 


183 p. front. plates, ports. 274™. 


1. U. S—Pol. & govt ‘. Cleveland democracy, Buffalo, N. Y. 


1-090 

Library of Congress JK2319.B932 
Rann, William 8 ed. 

Ph. f of Chittenden Comp, | vemnent, with illustra- 

biographical sketches of of its prominent 

pany fom mn ed. by W. S. Bann. —_ tyme, & te 
D. Mason & co., 1886. 

867 p. illus, ports. 26x24". 

1. Chittenden Co, Vt—Hist. 

8-12271 
Library of Congress FS7.CSR2 
Rann, William 8. 

Our farmers of the revenue. Doveoned from an ad- 
dress .delivered at Buffalo, N. Y. Rapids, Ia, 
F. Vierth, 1900. 

Bp 6. 

Library of Congress Copyright — 


Der ehrenschutz in der des deutschen strafrechts 

von der Carolina bis rum = 
der ehrenstrafen der sweikampfes) Von 

dr. jur. Helmut Rannacher. Breslau-Neukirch, A. Kurtze, 

1985. 

xvi, 7p. 1L 26". (Added Strafrechtiiche abhandlungen ... 

brag. von Aug. Schostensack ... ft. 

“Quellen- und echrifttumeverseichnis” : p. vill-xvi. 


1. Honor. 2 Dvueling—Germany. 8 Criminal law—Germany—Hist. 
1 Tithe 


61988 


Ranney, Ambrose Loomis, 1845-1906. 
pplied anatomy of the nervous system ; 


Ranney 
New Ye York, D. Appleton and company, 1888. 
Xxxv, 791 p. tus. plates (part col.) 26. 


1. Nervous system. 


11—eoTs 
Library of Congress 
— —— Copy 2 QM451.R24 
Copyright 1888: 13380 (S41, 





1. Eye-straia. 
11 

Library of Congress RB BT 
Copyright 1807: 804l9 ST, 

Ranney, Ambrose Loomis, 1548-1905. 

Lectures on the standpoint of cerebral 
and spinal localization, and the later methods employed in the 
diagnos’s and of flecti By Ambrose L. 
Ranney... Philadelphia, F. A. Davis, 1888. 

xiv p. 11, 778p. Mlus. (part col.) pl. 244™. 

Bibliography : p. 758-761. 

1. Nervous system—Diseases. 

1—27068 

Library of Congress RCHLR21 
Copyright 1888: 26208 (3901, 





xxii, 339 p Mies 2. 


“The human face; Se eainmen & tate ent Guam ond Me 
value as & guide in diagnosis” : p. 


1. Anatomy, Human. 2 Anatomy, Pathological. 3 Face. 1 Tithe: 
Medica! anstomy. 
3528608 
Library of Congress Qua RD 
31, o1 


Ranney, Ambrose Loomis, 1848-1905. 


Pe nd the supine Oo seistion of due 
tric currents os lectin etiie 
By Ambrose L. hey » New Yi Appleton and 
company, 1885. 


ix, 167 p. illus, plates (1 fold) 199°. 
All except one plate printed on both sides. 


1 Electrotherapeutica. 3 Electric currents. 


Library of Congress RMeTL RS 

Ranney, Ambrose Loomis, 1848-1905. 

A practical treatise on surgical dena, by Aerowe I 
manual f. practitioners anda ; 

Ranney .... New York, W. “Wool & cmpeay 150 » 
=i, B6p. 2. 

Bibliography : p. 377-379. 


1. Diagnosis, Surgical. 


Library of Congress 





Ranney 


Ranney, Ambrose Loomis, 1848-1905. 


A practical treatise on surgical diagnosis, designed as a 
manned for practitioners and students in medicine; by 
Ambrose L. ney .. 3d ed.—thoroughly rev., enl., 
profusely illustrated New York, W. Wood & company, 
1KK4, 


xx, 008 p. illus, xxxr ol 24" 
Bibliography : p. (593; -596. 


1 Diagnosis. Surgical 


Library of Congress RD3s.R2 


Ranney, Cassius W. 


Address of Cassius W. delivered at New 
‘Yen 


Castle, Pa. February 2, 1915; su oe ons.”” 
Pittsburgh {Ormiston-Dick company) 

10) p. ius (1 col) 23°. 

1. Local option—Wennsylvania. 

15-8099 

Library of Congress HVS086.P4R3 
Copyright A 396348 
Ranney, Cassius W. 

Liquor legislation, by Cassius W. Ranney ... New 
Castle, Penna., C. W. , “1915. 

th-47 p. illus. (1 col, incl. ports) 207. 9025 

1. Local option—Pennaylvania. 1. Title. 

Library of Congress HVS086.P4R4 


Copyright A 3967 


Ranney, Darwin H. 

The evangelical church ; or True grounds for ie union 
of the saints. By Darwin H , 4. mM. Woodstock, 
Vt., Mercury press, 1840. 

4p. 17. 


1. Tithe. 1. Tithe: Union of the saints. 


Library of Congress 


Ranney, David J. 

Fieve Seamnes on, Saat the Bowery; an au- 
1 by Rev y ‘A. F. Schauifler, b. D. 

New York, Vaesethem ast eadaty (0th 


2S p. front. (port.) plates. 19)". 90.75 





10-20629 
Library of Congress 
Ohms. 1990) 2 Ave. 1910; A 271285; American tract so- 
pyar ce he ened 
. Observations paen fae om 
with hints u 
by Geo. E 


pense eg roy impeding the Gesrge & co, co., 


printers and binders, 1873. 
16 p. 22%. (Michigan central medical society. President. Addresses: 


1 Medicone— Addresses, essays, lectures. 


S-193t 


Library of Congress R708. R225 


LIBRARY OF CONGRESS 


(Ranney, Lafayette, 

A sketch of the life and character of Mrs. A. E. Ranney. 
By her husband. New York, Bradstreet press, 1866. 

42. 24". 


1. Ranney, Mrs. Adeline Eliza (Loomis) 1823-1865. 1. Title. 
23-65 
Library of Congress CT275.R2S8R3 
Ranney, Mrs. Minnie Bond Garner. 
The r, and other poems, mnie Bond 
Garner gg Rand, McNally ben 1916. 
1799p. 19". = $1.00 
1. Title. 
16-15790 
Library of Congress PS3535.A49C7 
Copyright A 43944 
Ranney, Rufus Percival, 1813-1891. 
The proper method counting the electoral vote. 
Pree mene Ranney ... New York, D. Ap- 
and company, 1877. 
bp 2. 
1. Presidents—U. $.—Election. 
9248734 


Library of Congress JKS29.R2 


Ranney, Ruth Whitaker. 

A sketch of the lives and missionary work of Rev. Cephas 
Bennett and his wife Stella Kneeland Bennett, 1829-1891, by 
Ruth Whitaker Rarney. New York, Boston ,etc., Silver, Bur- 
dett & company, 1892. 


142 p. front., pl. ports. 19)". 


1. Bennett, Cephas, 1804-1885. 2. Bennett, Mrs. Stella (Kneeland) 
1808-1891. 


12-$70T1 
Library of Congress BV3271.B4R3 

Copyright 1892 : 37600 1a35b1, 
Ranney, W aitstill, RB. 

An address delivered at Woodstock, Vt., at the anni- 
versary of the vomment medical col! lith of June. 
a D. 1845. PA . Ranney, mu. v. Woodstock, Prin 
at the office the Vermont mercury, 1845. 

16. 2%". 

1. Medicine—Addresses, essays, lectures. 

Library of Congress R™BR22 
Ranney, Waitstill R 6. 1791. 


Reminiscences of the late Waitstill R. Ranney, «. v., 
of Townshend, Vt. New York, E. H. Fletcher, 1855. 


I7L.p. front. (port) 18)”. 
Compiled by the author's children, chiefly from his correspondence. 


1. Townshend, Vt. 


Library of Congress FS9.T7R2 





any memoria] and historical association, Cromwell, 
onn. 


Founders, fathers and patriots of Middletown A, 
Houses; since 1851, Cromwell, Conn. Pub. by 
ney memorial historical association, Cromwell, Conn. 
Middletown, Cofin., The Stewart printing company, 1903. 
cover-title, (24, p. illus. ports. 23. 


1. Cromwell, Conn.—Hist. 2. Ranney family. 1. Title. 


S—I7642 


Library of Congress F104.C8R2 


Raanie, David Watson, 1857-1923. 


Daniel Defoe. The By David Wat- 


son Rannie ... Oxford, B. , Simpkin, 
Marshall, Hamilton, Kent, and ©o., 
Tp 2. 
Bibliographical foot-notes. 
1. Defoe, Daniel, 16617-1781. 1 Stambope essay, 1800. 
A35-237 


Title from Oberlin Col- lege. Printed by L. C. 


Rannie, David Watson, 1857-1923. 

The elements of style; an introduction to literary criticism, 
by David Watson London and Toronto, J. M. Dent 
& sons Itd.; New York, E. P. Dutton & co. (1915, 


xiv, S12 p. 19, 


1. Style, Literary. 2. Criticism. 1. Title. 
16—14340 
Library of Congress PN208.R3 
a37%b1, 


Rannie, David Watson, 1957-1923. 
Historical outline of the English constitution for beginners, 


by David Watson Rannie. London, reen, and 
co., 1881. 
4p, 1890p 16. 
1. Gt. Brit.—Constitutional bistory. L Tithe 
36-1630 


Library of Congress a 


Rannie, David Watson, 1857-1923. 


Historical outline of the ayes wen for ——— 
A David Watson Rannie. New York, C 


Tails 114". 


1. Gt. Brit.—Constitution. 2 Gt. Brit.—Constitutional history. 


A 34-2788 


‘Title from Univ. of Cin- cinnat! JNI23.R25 1882 
Printed by L.C. 


Rannie, David Watson, 1857-1923. 
Keats's epithets ,by, David Watson Rannie. 


eo Se ot ante by members of the English association. 
1912. v. 3, p. 92-113) 


1, Keats, John, 1795-1821—Language. 
A33-733 
Title from Cleveland 


Pub. Libr. 
Library of Congress (PR13.£4 vol. 3) 


a 














Rannie, David Watson, 1857- 

.. Oriel ollege, by David Watson Rannie .. 
¥. E. Robinson & co., 1900. 

eo | Te 8 pl. (inet. front.) 20 
tories: 


London, 


(Helf-ttle; College his- 


1. Oxford. University. Oriel college. 

320218 
LPOSS.R2 
(Stel, 


Library of Congress 


Rannie, David Watson, 1857-1923. 

Scenery in Shakespeare's plays and other studies, by David 
Watson Rannie ... with a memoir by his wife and an appre- 
ciation by the Rev. Duncan Macgregor Oxford, B. Black- 
well. 1926 

6 p. 1, 370 p. plates (part col.) ports. 229°. 


Coyrents.—David Watson Kannie: an appreciation. ae -, Seen- 
ery In Shakespeare's Ly Cromwell major gane expert- 
ment in government — ye hy -— tiinabeth 
Elstob (1683-1756 A ¥ F of the Phigher ed jucation of women.— 
Scenery in Mrs. Radcliffe's novels. —Sir Walter Beott— —Keats’s epithets. : 
Dr. Joba Brown (author of Rab and bis friends) —-Epilogue. Letters 
and yo eon 

1. Shakespeare, cts * anne 2 ish literature — 
Hist. aert 1. Rep- ‘Theresa M. (Lee) wu. Title. 

27—19896 

Library of Congress PR99.R37 


18741; 


Rannie, David Watson, 1857-1923. 

Wordsworth and his circle, by David Waston Rannie ... 
With twenty illustrations. New York, G. P. Putnam’s sons; 
yete., ete., 1907. 

xii, 360 p. 20 pl. (incl. front.. ports.) 23°. 


Printed in Great Britain. 
“Principal authorities”: p. :vil)-viil, 


1. Wordsworth William, 1770-1850. 2. Engli<h Iiterature—ivist. & 
erit 1. Title. 


89514 


Library of Congress PR5881.R3 


230f1, 


Rannie, Douglas. 

My adventures among South Sea cannibals ; an account 
of the experiences and adventures of a government offi- 
cial among the natives of Oceania, by Douglas Rannie, 
sometime government agent for Queensland; with 39 
illustrations & a map. London, Seeley, Service & co. lim- 
ited, 1912. 

314 p. incl. front. plates, fold. map. 23°. 


1. Oceanica—-Descr & trav. 2. Contract labor—Queensland 


12—24286 


Library of Congress DUSIORS 


1s28e1) 


Rannow, Karl, 1878- 

Die im franzésixchen substantivierten participie perfekti 
passivi lateinischer starker verba ... von Karl Rannow ... 
Kiel, Druck von P. Peters nchfig., 1903. 

2125.21 2. 

Inaug diss —Kilel. 


“Verzeichnis der benutsten litteratur” ; p. (208,-210. 


1. French language—Noun. 
(Full name: Kari Withelm Paulus Edmond Rannow, 
5-25314 Revised 
Library of Congress PC2582. 13R3 


(F372, 


CATALOG OF PRINTED CARDS 


Reference card 


Rannusio, Girolamo 


Ramusio, Girolamo. 


Library of Congress 


Rannusio, Paolo 
see 


Ramusio, Paolo, 1532-1600, 


Ranous, Mrs. Dora Knowlton (Thompson) 1859-1916. 

nglish in good form, by Dora Knowlton Ranous 

... With an introduction by Rossiter Johnson New York, 

Sturgis & Walton company, 1916. 
vip, 21,3-268p 18)*. 


1. English language—Rhetoric 2. English language—Etymology. 
Title. 


t 
16—210867 

PE1408 R25 

a40g1, 


Library of Congress 
Copyright A 438217 





Ranovich, Abram Bori h 

. Oxepe mctopna apesncespefcxoN peauruu, ssoanax 
cratoa axageunna H. Huxoacroro. Mocesa, Oras, Tocyaap- 
CTeeHHOE ANTUPe.MTHOIHOe MBAaTeEILCTBO, 1937. 


Ixxritl, (1), 398, 1, p. Mus, 20°. 

At head of title: A. Panosws. 

— slip — 

“Awan Fi M. Huxoscunl. Hexoropwe ocuosnwe 
* peanrnosHoh ucTopum Hspanas w Myam”: p. ill-ixxxiv, 

1 a — Hist. 1. Nikol'ski!, Nikola! Mikhaflovich. 1877- 


buen 


1. Title. Title transliterated: Ocherk istorii drevneevreiskol 
42-31504 
Library of Congress BM600 R3 
12) 


Ranque, Hugues Félix, 1775-1847, ed. 

Lettres sur le Portugal, écrites & l'vccasion de la guerre 
actuelle, par un Francais établi & Lisbonne, avec des observa- 
tions sur le Voyage du duc du Chatelet, et des détails sur les 
finances de ce royaume. Publiées par H. Ranque ... Paris, 
Desenne ; ;etc., etc., 1801, 

2 p. 1, xxxvill, 125, 1) p. 209°. (WHA Fieuriot, J. MJ. Voyage 
em Espagne... 5.e¢. Paris, 1706, 


‘ortuga!. 2. Cormatin, Pierre Marie Félicité Dezoteux, baron de, 
1708-1812 Voyage du ct-devant duc du Chatelet, en Portugal. 
40-2304 
Library of Congress DPMFOL 1796 
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Ranquet, Henri du 
see 


Du Ranquet, Henri, 1856- 
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Ranquet de Guérin, Henry du 
see 
Du Ranquet, Henri, 1856- 


Ransan, André. 
Abdul le désenchanté; roman inédit, per André Ransan. 
(in Les Qavres libres. Paris “1934, 18°. v. 162, p :178,-386) 
L Tithe. 
AC 35-1906 
Title from Northwestern Univ. 
Library of Congress (PQ1141.04 vol. 142) 
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Ransan, André. 


La grande enfant ; comédie inédite en trois actes, par André 
Ransan. 


(In Les Oeuvres libres. Paris 1982, 18°. vy, 127, p. 07;-172) 


1. Title. 
AC S429 
‘Title from Northwestern 3 
ui (PQ1141.04 vol. 127) 
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Ransan, André. 


L’homme au tonneau; variété inédite, par André Ransan. 
(In Les QGuvres libres. Paria, 1937. 18°. v, 193, p. :285;-282) 


1, Diogenes, the Cynic. 1 Title. 
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Northwestern univ. Library 


for Library of Concress (PQ1141.04 vol. 198) 
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Ransan, André. 
Phryné; variété inédite, par André Rensan. 
(in Les Gauvres libres. Paris, 1996. 18°. ¥. 182, p. 319,-381) 


che acts 
for Library of Congress {PQ1141.046 vol. 182) 
2 (040.82) 
Ransan, André. 
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for Library of Congress —— a {PQ114L.04 vol. 208) 











Ransan, Andre. 
Le roy a’Al dre, roman. © illus- 
trée de Jean Rocher (Paris, Les éditions du Monde 
rne, 1925. 
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1. Tithe. 
26-6215 
Library of Congress PQ2635.A37R6 1925 
Copyright A—Foreign 29826 
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Ransan, André. 
... La vie privée du régent. Paris, Hachette ,1938, 
254 p. 1817. (Collection “Les vies privées”) 


“Bibliographie sommaire” : p. (251,-252. 


L Orléans, Philippe m, duc d’, 1674-1723. 2 France—Court and 
courtiers. L Tithe. 
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Library of Congress DC182.R3 
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Ransanus, Petrus, bp. of Lucera 
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Ranedell, Joseph Eugene, 1555- 
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Address the Mississippi V: Latin-American con- 
vention, New Orleans, La., April 7; 1906 ,by, Congressman 
Ransdell ... New Orleans? 1906, 
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1. Inland navigation—U. 8. 2 Mississippt River—Navigation. 
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Ransdell, Joseph Eugene, 1858 

The National institute of health ... a clearing house for in- 
formation relating to the alleviation of human suffering, under 
the direction of the United States Public health service 
Remarks by the Hon. Joseph E. Ransdell of Louisiana, the 
Hon. Royal S. Copeland of New York, and the Hon. Henry 
D. Hatfield of West Virginia, in the Senate of the United 
States, February 26, 1931. New York, N. Y., The Chemical 
foundation, incorporated (19311, 

ap we. 


On cover: The National institute of health, Washington, D.C. A 
concerted effort to investigate and study the many unconquered diseases 
which eMict ma: 

1.U.8. National insti- tute of health. 1. Copeland, Royal 
Samuel, 1868- 1. Hat- field, Henry Drury, 1875- mm. 
Chemica! foundation, tn- corporated. tv. Title. 

Library of Congress RA421 US25 
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Ransdell, Joseph E. 

Nicaragua canal bill. Speech of Hon. Jos. E. R 
dell, of Louisiana, in the ious ae 9 ite, 1, oan 
Washington (Gov't print. off. 1900. 
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Ransford, Alfred, 1859- 

... Table of descent of the family of Rainford of Rain- 
ford, (or Ranford, or Ransford,) co. Lancs., and prob- 
ably prior to that the sea-coast district of Randers fiord, 
Denmark, the family being variously spelled as Ransford, 
Ragensford, Rayensfords, Ravensford, Rainforth, Ran- 
ford, Randford, Rainsford, and upwards of twenty other 
ways ... Comp. and collated by Alfred Ri S 
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Bosredon-Ransijat, Jean de, 1743-1812. 
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Ranske, Mrs. Jutta (Mordt) Bell. 

Health, and song; a practical guide to voice- 
production, by Jutta Bell-Banake .. S. Sonnen. 
schein & co., ; New York, E. P. Dutton & co., 1902. 


18 p,1L 1 Mus, Sp. 2m. 


1. Singing and voice culture. 
Library of Congress MT@21.R21 
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Ranske, Mrs. Jutta (Mordt) Bell. 

The revelation of man; a key to mystic science, by 
Jutta Bell-Ranske. Reading, Pa., New York, N. Y. ete, 
William S. Rhode company, ine. (1924; 

5p. L, wit-xvi p. 31, 196 p. illus, plates. 2347. 

Cover-title: The revelation of man, with key to invisible laws. 

a “First limited edition, issued under the auspices of the Progressive forum. 
copy. 
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sheet. illus, (coats of arms) 105 x 63)™ fold. to 32 x 26™. 
“Authorities r 
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Ransford, Edwin, 1805-1876. 


Jottings, by Edwin Ransford ... London, Ransford and 
son ,18631, 


vill, 4p. 22". 
L Title. 
28-4270 
Library of Congress PR5200 R336 
Ransford, Mrs. Nettie 
see 
Order of the eastern star, 
iQ. 464. 


Ransier, Alonso Jacob, 1836-1882. 
Civil rights. Speech of Hon. Alonzo J. Ransier, of 


South C in the House of representatives, Febru- 
ary 7, 1874. Washington, Govt. print. off., 1874. 
Mp 2. 


In favor of civil rights for the negroes. 


1. Negroes—Civil rights. 


Library of Congress ol, JK1781.R21 
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Ranske, Mrs. Jutta (Merdt) Bell. 
Voice and nerve control, by Jutta Bell-Ranske: with seven- 


oe sapem New York, Frederick A. Stokes company 
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Ransmeier, John Christian, 1872- 
A Spanish ition grammar, by John C. Ransmeier ... 
Chicago, IIL, The University of Chicago press ,°1929, 
Exxvill, 249 p. freat 204". (Half-title: The University of Chicago 
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Ransmeier, Joseph S. 
... Shadow and substance in the TVA power controversy, bY 
Joseph S. Ransmeier. Nashville, Tenn., 


‘anderbilt 
press, 1941. 
cover-title, 35 p. 25". (Papers of the Institute of research and train- 
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Ransohoff, Joseph, 1853-1921. 
., U! nder ‘the northern lights and other stories, by Joseph 
Ci ti, The Ebbert & Richardson co., 
1921. 


16 p. mounted port. 2). 
Bibliography : p. 166. 
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Ransom; —. wg Re enry L. Miller. 
York. Akron, O. field publishing co. riser, 
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Ransom, Allen Edward, 1875- 
Electric power in the French base ports, A. E. F. ,By, Allen 
E. Ransom ... 


(in The engineer. Washington, 1922. 30°. vel. XIV, ne. 
74, p. 78-80 incl. map) 
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(TALPS5 vol. 14, no. 74) 
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Historic French creek. ,By, Allen E. Ransom .. 


In The Military engineer. Washington, 1934. 30°. vol. xxvi, 
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Ransom, Brayton Howard, 1879-1925. 

.. An account of the tapeworms of the genus Hymenolepis 
parasitic in man, including reports of several new cases of 
the dwarf tapeworm ¢ nana) in the United States. By 
Brayton H. Ransom. Washington, Govt. print. off., 1904. 

138 p. Mus. 26%. (U.S. Hygiene laboratory. Bulletin no. 18) 


At head of title: Treasury tment. Public health and marine 
hospital service of the United ites. Walter Wyman, surgeon-gen- 


Bibitography : p. 113-181. 


1. Hymenolepis. 2. Parasites—Man. 1. Title. 
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—~ —— Copy 2. QL301.C4R2 
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Ransom, Brayton Howard. 


The action of anthelmintics on geraciies located 
outside of the alimentary canal. ® rayton Howard 

. and Maurice C. Hall . vt. 
ay off, ‘1912, 


nak x 23". (U.S. Dept. of agriculture. Bureau of animal industry. 
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1. Anthelmintics. 1. Hall, Maurice Crowther, joint author. 
Agr 12-1608 
Library, U. S. Dept. of Agriculture 1An5B no. 153 


Ransom, Brayton Howard, 1879- 
Ascaris sensitization. By B. H. Ransom ... W. T. Har- 
rison ... and J. F. Couch .. 
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Ascaris lumbricoides. lames Fi 1888— author. 
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Agr 24-807 
Library, U. S. Dept. of Agriculture 1Ag#4J vol. 28 
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Ransom, Brayton Howard. 
Cysticercus ovis, the cause of tapeworm cysts in 
mutton. 
» Sat Set Sere of agricultural research. ¥. 1, 


‘Washington, 1913) 
Bibliography : p. 54-57. 
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Effects of hea: “ane oo 
Bai it on By B. H. Ransom ... and 
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1. Trichinella spiralis. 1. Schwartz, Benjamin, joint author. 


Agr 19-862 
Agriculture 1Ag@4J vol.17 
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Ransom, Brayton Howard, 1879-1925. 
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.. Effects of pork: | eee - —S pee 


By B. 

and H. B. lensberger ;!;... Washington, Govt. print. 
off., 1920. 

cover-title, 37 p. 237. (U.S. Dept. of agriculture. Bulletin no. 680) 

Contribution Bureau of animal industry. 
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print. off., 1905. 
23 p illus 2. (U. 8. Dept. of agriculture. Burese of animal 
industry. Bulletin no. 68) 
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Un TU. &. Metionsl muscam. 
v. G, art 2. Sp — 
“References”: p 5. 


Proceedings. Washington, 1925. 23). 


1. Hookworms. 
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How parasites are transmitted. 
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1. Parasites. 
Agr 6-1067 
Library, U. S. Dept. of Agriculture 
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Life history of Ascaris Ascaris lumbricoides and related forms. 
Gong oe By B. H. Ransom ... and W. D. Fes- 
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Ransom, Brayton Howard. 
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an Ransom -.. Washington, Govt. print. off., 
ein 1 = 1 S. Dept. of agriculture. Buresu of 
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Ransom, Brayton Howard, 1879-1925. 

A new nematode, Ostertagia bullosa, parasitic in the - 
mentary tract of aed By Brayton Howard Ransom . 
Maurice C. Hall ... 

(in v. 8. 


National museum. Proceedings. Washington, 1912. 
vol. 42, p. 11S-178. illus) Ulus.) 


L bullosa. 2. Parasites——Sheep. t. Hall, Maurice Crow. 
ther, 1881- Joint author 
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.-» Measles in cattle. By B. H. Ransom... Washing- 
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and Maurie C. Hall ... Washington, Govt. print. off., 
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. Ransom ... Lincoln, Nebr., Under 
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Pig parasites and thumps. 
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Washington, 1921 
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1. (Stomach worm in sheep; 2. Parasites—Sheep. (2. Sheep—Parasites 
Agr 10-428 
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8p Bureau of animal industry. 
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Ransom, Brayton Howard, 1879- 
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Synopsis of the de family hyidae with de 
sia af x new geo and vet spc By Brayton 
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(in U. 8 National museum. Proceedings. Washington, 1921. 
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Bibliography : p. 570-678. 
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Et Senate Rain ae fy ates See with illus- 
trations, cover design, and decorations by Dmitri Mitrokhin. 
New York, Frederick A. Stokes company 1917, 

vill p. 11, (12)-884 p. flue, 7 col, ph (incl. front.) 225". 


1. Mitrokhin, Dusttril Istdorovich, 1868- flan m Tithe mz Title: 
Russian tales. 


Library of Congress 


ill 


Ranapme, Arthur, 1884— 

GAs etary Renton sien ty Aotne Beers with illustre- 
tions, cover design, and by Dmitri Mitrokhin. New 
York ,ete., T. Nelson and sons ,1988, 


vill p. 11, (11-334 p. col, front. llus, col. plates, ZI™. 





1 Tales, Russtan. x. Mitrokhin, Desttrtl Tetderovich, 2088- tee 
um Title. om Tithe: Russian 
38--27088 
Library of Congress PTARITOT 
4122, 


Ransome, Arthur, |884- 
Oscar Wilde, « critical study, by Arthur Ransome. Lon- 
don, M. Secker, 1912. 
212, (2, p. incl. front. (port.) 
Comrants. coummary —Poeme — Msthet- 
tctem.- Miscellaneous prose — ~~~ —S theatre. —Dtsaster —De 
profundis.— 1897-1900. Afterthought. 





1. Wilde, Oscar, 1854-1900. 
12— 15688 
Library of Congress 
adtel, 


— 1884— 
Duck, by Arthur Ransome ... based on information 
Be by the Swallows and Amazons and illustrated mainly 
by themselves. London ,etc., J. Cape ,1932, 
2p L, 431, ly p. front, tiles, 209. 
Maps on lining-papers. 


1 Tithe. 
38-1967 
Library of Congress PZT.RITSPe 
Copyright A ad int. 17304 2) 


Ransome, Arthur, 1884- 
Peter Duck, by Arthur Ransome; illustrated mainly by 


themselves, with additions by Helene Carter. Philadelphia, 
J. B. Lippincott company ,*1933, 
427 p. incl. Mus. pl. 21°. 
Maps on lining-papers. 
1. Title. 
‘33-12108 
Library of Congress PZT R1SPe 2 
—— —— Copy 2. 
Copyright A 62378 3303, 


Ransome, Arthur, 1884— 

ut post, by Arthur Ransome ... London ,etc., J. Cape 
t 

883, (1) p. incl. frowt, itus, 209". 

Maps on lining-papera. 


1 Tithe. 


vis 
Library of Congress PET RITSPi 
Copyright A ad int. 22140 oh 
Ransome, Arthar, 1884- 
Figem pan, ty hades Become illustrated by Mary E. 
— iladelphia, London, J 1B. Lippineott company 
e ’ 
9p Mes 21". 
1. Tithe. 
wos8T 
Library of Congress PET.RITSPA 2 
——  —— Copy 2 
Coprright A 102920 (RAR3, 





Ransome 


a 1884— 
Restate ent cgustetions, ty Actus Saaseme. London, 
Macmillan and co., limited, 19 
6pi,32p we. 


ComrTasre—Art for life’s sake. —Aloysius Bertrand —Alphonse Dev- 
det The of Francois Coppée.—Friedrich Nietasche — 
Walter Pater.—! @e Gourmont.—The poetry of Yone Noguchi— 
Kinetic and epeech. 


1. Literature, Modern—19tb cent—Hist. & crit. 1 Title. 
18—11T15 
Library of Congress PNT61.RS 
20d), 


Ransome, Arthur, 1584 

“Recundra’s” first cruise ( on the eastern Baltic) by 
Arthur Ransome. New York, B. W. Huebsch, inc., 1923. 
Tp. L, 258 p. front, plates, maps. 184". 


1. Baltic see. 2 Burope, Northern—Descr. & trav. 38. Racundra 
(boat) L Title. 

243780 
Library of Congress 1D065.R3 
——— Copy 2 
Copyright A TTT0S1 a3Tfl, 


Ransome, Arthur, 1854- 
Russia in 1919, by Arthur Ransome. New York. B. W. 
Huebech, 1919. 


p 1, U-x, @, 22 p. 19”. 


Lowden eaition (0. Siies S'Uawin tea} bee tine: Sir Gs weeks in Res 
sia im 1919. 


1, Russia—Hist.—Revolation, 1917- 


DK265.R368 
15031, 


Library of Congress 


Ransome, Arthur, 1884— 
Secret water, by Arthur Ransome. London and Toronto, 
J. Cape ,1939, 


2p1,0-880p front, illus (incl. maps) 20)”. 


‘Map on lining-papers. 
“First published 1989." 
1 Tite 
082K 
Library of Congress PZ7.R1T5Se 
r4#le1, 


Ransome, Arthur, 1884— 

Secret water, by Arthur Ransome. New York, The Macmil- 
lan company, 1940. 

xii p., 11, 988 p. Incl, front. illus. (incl maps) 21°. 

Map oo lining-papers. 


. Tithe 


40-1529 
Library of Congress PZT.RITSSe 

—— —— Copy 2 

Copyright o 

Ransome, Arthur. 


Six semaines en Russie en 1919, tr. par A. Pierre. 


Paris, L’Humanité, 1919. 
188 p21 19". fr. 350 


1, Russia—Hist.— Revolution, 1917- 1. Pierre, André, tr. 1. Title. 
20-7065 
Library of Congress 


DK265.R366 
Copyright A—Foreign 16588 
12) 


LIBRARY OF CONGRESS 


Ransome, Arthur. 

Six weeks in Russia in 1919, by Arthur Ransome. Lon- 
don, G. Allen & Unwin Itd. ;1919, 

viii, 151, yp. 184*. 

1. Russia—Hist.—1917- 1. Title. 

19-13172 
Library of Congress DK265. R36 
iS 

Ransome, Arthur. 

The soldier and death; a Russian folk tale told in 
English, by Arthur Ransome. New York, B. W. Huebsch, 
ine., 


2pl,746p 6. 


1, Title, 
23-814 
Library of Congress PS3535.A637S6 1922 
Copyright A 690909 12) 


Ransome, Arthur, 1884- 


Swallowdale, by Arthur Ransome; with illustrations by 


Clifford Webb. London ,ete., J. Cape ,1931, 
453 p. incl. front., ius. 207". 


Mape on lining-papers. 
Sequel to “Swaliows and Amazons”. 


1. Title. 
32—1275 
Library of Congress PZ7.R1758¥ 
Copyright A ad int. 15008 (3245, 


Ransome, Arthar, 1884— 

Swallowdale, by Arthur Ransome; illustrated by Helene 
Carter. Philadelphia, J. B. Lippincott company, 1932. 

383 p ius, platen 21~. 

Itustrated t.-p. and lolng papers. 


1 Tithe. 
824755 
Library of Congress PZ7.RITSSe 2 
— ——- Ong 2. 
Copyright A 47750 #0g1, 


Ransome, Arthur, 1884—- 
Swallows & Amazons, by Arthur Ransome, the maps drawn 
by Spurrier. London (etc, 3. Cap Cape; New York, J. 
pe & H. Smith ,1930, 


849, ,1; p. incl. front. (map) 209”. 
Illustrated tp. and maps on lining-papers. 


1 Tithe. 
(80-24858 
Library of Congress PZ1.RIT66W 
Copyright A ad int. 14278 al, 


Ransome, Arthur, 1884— 
Swallows and Amazons, by Arthur Ransome; illustrated by 
Helene Carter. Philadelphia, J. B. Lippincott company, 1931. 
948 p. incl. ius, pl. 21". 
Iustrated t.-p. and lning-papers. 


B1—1519 


Library of Congress PZT.RITSSw 2 
— ——- Copy 2. 


Copyright A 82820 im), 
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Ransome, Arthur, 1584- 

We didn’t mean to go to sea, by Arthur Ransome ... Lon- 
don, Toronto, J. Cape ,1937, 

2p. 1, 8851 p. front, as. 20)". 

Maps on linfs_-papers. 


L Title. 


Library of Congress PZT.RITSWe 
Copyright A ad int 23486 3s 


Ransome, Arthur, 1884- 

We didn’t mean to go to sea, by Arthur Ransome ... illus- 
trations by the author. New York, The Macmillan company, 
1938. 


xii p. 11, 335 p. incl front., ius. 21°. 
Maps on lining-papers 
“First printing.” 


1. Title. 
38—0837 
Library of Congress PZT.R1ITSWe 2 
—— -——- Copy 2. 
Copyright A 116397 (38e5, 


Ransome, Arthur, 1884— 

Winter holiday, by Arthur Ransome ... London ,¢tc., 
J. Cape ,1933, 

2p. 1, ©3590, 1) p. front. illus, 20)". 

Mape on iaing-papers. 


1 Tithe. 
34-1409 
Library of Congress PZT.RITSWi 
Copyright A ad int. 18507 3 


Ransome, Arthur, 1884— 

Winter holiday, by Arthur Ransome; illustrated by Helene 
Carter. Philadelphia & London, J. B. Lippincott company 
11934, 

350 p. incl. front., illus, 21%. 

Maps on lintng-papers. 


1 Title. 


348051 
Library of Congress PZ7.RITSWi2 
—- ——- Copy? 
Copyright A 70802 13505, 


Ransome, Cyril, 1851- 
An advanced history of England from the earliest times 


to the present day, by Cyril Ransome .. New York, Mac- 
millan and co., 1895. 

xix, (1), 1000 p. 19). 

1. Gt. Brit —Hlist. 

1971 
Library of Congress DAS2 R21 
(371, 

Ransome, Cyril, 1851- 

Our colonies and India; how we got them and why we 
keep them. Ransome 4th ed. London (ete, 


By Cyril 
Cassell and company, limited, 1895. 
vi, 2, 94102 p. front. (fold. map) 18”. 
1. Gt. Brit—Colonies, 2 Gt. Brit—Colonies—India. 


Library of Congress Jv106.R2 
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Ransome, Cyril, 1861—" 
Rise of 





it it in jo Bagiant, by Cyril 
Sra Hivinetons ies 


xvi, M4 p. 197. 


1. Gt. Brit—Constitutional history. 2. Gt. Brit—Pol. & govt. 
A 13-1983 


Title from Univ. of Calif. JN12LR23_ Printed by L. C. 


Ransome, Cyril, 1851-1897. 

Rise of constitutional government in La gm by Cyril Ran- 
some ... New impression. London, New York ,etc., Long- 
mans, Green, and co., 1909. 

xvi, 4p. 19°. 


1. Gt. Brit.—Conatitutional history. 2. Gt. Brit.—Pol. & govt. 
11—6787 

JN121.R25 

a38e1) 


Library of Congress 


Ransome, Cyril, 1851- 

A short history of England, from the earliest times to the 
present day, by Cyril Ransome New York, E. P. Dutton 
and co., 1888. 


1p L, prr-aill, 6, 6476 plus (maps, plans) 18°. 


1. Gt Brit —Hist 


Library of Congress DAS. RD 1888 


Ransome, Cyril, a 1897. 


A short history of from the earliest times to the 
prong ah ne hg Cyril Ransome... Newed. Lon- 
don, New York ,etc., Longmans, Green and oo., 1919. 

xi, (1) p, 21, 522, (1) p. Mus, (maps, plans) 17. 

1. Ot. Brit —Hilst. 

2146819 

Library of Congress DASZR® 1919 

a4idl, 


Ransome, Cyril, 1851- 

Short studies of Shakespeare's plots, by 4 Ransome 
London and New York, Macmillan and vo., 

xi, 200 p. 19°. 

Parsi nn delivered as popular lectures.”"—Pref. 


‘ONTENTA. — —Julius Caesar —Macheth King Lear —Richard 
". oinnelto, the Moor of Venirv.—Cortolnnus. —The tempest. 


1, Sha . William— Plots. 
kespen re. ty *. iad 


PR2976.R3 
(38k1, 


library of Congress 


Ransome, Ernest Leslie, 1844-1917. 
Reinforced concrete buildings; a treatise on the history, 


patents, design and erection of the principal parts entering 
into a modern reinforced concrete building, by Ernest L. Ran- 
some ... and Alexis Saurbrey ... New Y cete., McGraw- 


Hill book company, 1912. 
xiv p. 11, 235 p. incl. front. tilus, diagrs. 24". §250 


1. Concrete, Reinforeed. 1. Saurbrey, Alexis, 1880- joint author. 


12—97T21 
Library of Congress ‘TH1S01.R3 


Copyright A 312515 sift, 


CATALOG OF PRINTED CARDS 


(Ransome, Frederick Leslie, 1868- 
. Bisbee folio, Arizona. (By Frederick Leslie Ran- 
wome; ... Washington, D. C., U. 8. Geological survey, 


cover-title, 17 itlus., 4 pl. (part col.) 6 maps. SSx47™. (U.S. Geo 
logical survey. ic atlas of the United States no. 112) 


Lat. 31° 20-31" 30’, 109° 45°-110"; scale 1: 62, and 1: 12,000; 
coutaer iuanvehs 90 ie to Tht ™ 


1. Geology—Arizona—Cochise Co.—Maps. 

GS 7-280 

Library, U. S. Geological Survey 
2ifly 


Ransome, Frederick Leslie, 1868- 
. nee ce Arizona, by F. L. Ransome ... Wash 
ington, D U. S. Geological survey, 1904, Teprinted 


we title, 19 p. illus, m pl. 6 mae ; i 
(vu. Geological survey. Geologic atlas of the 
no. 112) 

Lat. 31° 20’-31° 30’, long. 109° 45’-110° ; scale 1: 62,500 and 1: 12,000; 
contour intervals 5O ft. and 2D ft. 

The ed. of 1904 has been supplemented by additional matter (p. 17-19) 


1. Geology—Arizona—Cochise Co. 


(1 col.) S5x47™, 
nited States, reprint 


GS18-2 
Library, ~. S. Geological Survey (200) fH no. 112 


Copy 2. 





Ransome, Frederick Leslie, 1868- 

.. The copper deposits of Ray and Miami, Arizona, by 
Frederick Leslie Ransome. Washington, Govt. print. off., 
1919. 


192 p. oe « Pm. (pert fold, part col. incl. maps, plans, diagrs.) 
diagrs. . & Geological survey. Protesstonnt” paper 115) 


At head of tithe: Department of the interior 
Many of the plates printed both «ides of beat. 
Bibliography : p. 22-25. 


Gs8wm2 
Survey (200) B no. 115 
ere no. 115 
443. A6K32 





Ransome, Frederick Leslie, 1868- 
«. The eruptive rocks of Point Bonita, hy F. Leslie 
Ransome ... Berkeley, The University, 1893. 


cover-title, p. (7l:-113.  illus., pl. 6-7 (incl. map) 27°". 


(U poy ot 
California. Hulletin of the Department of geology. v. 1, no. 


1. Rocks, Igneous. 2. Petrology—California-—-Marin Co. 
QE461.R24 
Library of Congress 
QELCIS vol. 1, no. 3 
S. a20el) 


Pee A 12-600 
—- —— Copy 


Title from Univ. of Calif. 
Library of Congress 


Ransome, Frederick Leslie, 1868-1935. 
The functions and ideals of a national geological survey. 
By F. L. Ransome .. 


wf Smithsonian institution. Annual report. 1919. Washington, 
1. 234°". p. 261-280) 


“Reprinted .. from the Journal of the Washington academy of sciences, 
Fol. 10, no, 4, Feb. 19, 1920." 


1. Geological surveys 
22308 
Library of Congress Qi1.ses 1919 
a3Of1, 


en Frederick Leslie, 1865-1935. 
The geology and ore deposits of Goldfield, Nevada, by 
Frederick Leslie Ransome, assisted in the field by W. H. 
Emmons and G. H. Garvey. Washington, Govt. print. off., 
1909, 
— eet comme on. rc: Ost. 3 enon & cote) 
Fibltography > p. 24-24 


1. Gevlogy— 3S Geld mines aad mining—Nevada 1, Em- 

mone, Wit! eco nu. Oe George 
—_ haan Gse-27 

U. 8. Geol. mf (200) B . =e. 

for Library of Congress 
_ aia NIRS 

medibl, 
113 


Ransome 
Ransome, Frederick Leslie, 1868-1935. 
. The geology and Se 6 ee 
Arizona, by Frederick Lesl Washington, Govt. 
print. off., 1904. 


168, ¥ p. Laie Bene 20, ind. eaape to petten Mrs. (0.8 
Geological Profeasiona! papers no. : 


Subject series : . aeet oe, 2: B, Descriptive geology, 35; 
Systematic geology and paleontology, 65. 

“Literature” ; p, 11-12. 

1. Geology—Arizona. 2. Ores—Artsona. 8. Paleontology—Arisona. 


Ses nie 


c, 


U. 8. Geol. survey. Library 


_miang duos 


Ransome, Frederick Leslie, 1868-1935. 

Cotey ot an Goete 6 & See Se 
Colorado, by Frederick Leslie Ransome. Washington, Govt. 
print. off, 1911. 

187 p. illus, ag incl. maps) tab, diagra 2". 
(U. 8. Geological survey. Professional paper 75) 
Two folded maps in pocket. 


1. Geology—Colerado. 2. Ore depostts—-,Colorado, 3. Gold mines and 
mining—Colorado. 


@811—S81 
for teeny of Congress” {QETS Po no. 75) 
e401, 
Ransome, Frederick Leslie, 1868-1935. 
. Geology and ore ey of the —_—s district, Nevada, 
by F.L Ransome, W. H. Emmons a H. Garrey. Wash- 


ington, Govt. print. off., 1910. 
190 p. xv pl. (part fold., incl. map in pocket) diagrs. 234*. vw. 8 
ical survey. Bulletin 407) 


“Literature” : p. 11-12, 


1. Geology—Nevada. 2 Mines and oy - resources—Nevada. 
t. Emmons, William Harvey, 1876- 1. Garrey, George H. 
G 819-170 
U.8. . Library (200) B vo. 407 
for che ¥ of Congrens BO no. 407 
—— Copy 2. J 
14091, 


Ransome, Frederick Leslie, 1468-1935. 

. The geology and ore deposits of the Caeur d'Alene dis- 
trict, Idaho, by Frederick Leshe Kansome and Frank Cathcart 
Calkins. Washington, Govt. print. off., 1908. 

208 p. ius. xxtx pl. (part fold., incl maps, plans) diagrs. 20) 237. 
(US. Geological survey. Professional paper 62) 
Two folded —_ tn gece 
“Literat ttre” 19 
Pubitnettons on tend and ster, gold and silver, copper, and 
mame tear p. 198-198, 


bo ey A, Mines and mineral resources-—-Idabo. 1, Cal- 
tine, Frank Cathcart 


joint author 
Go S8—s310 
U. 8. Geol. survey. Library (200) B no. @ 
for iannesy of Canepa QETL.PS no. 2 
—-—— Copy 2. TN24.1 2R2 


ya4tht) 


Ransome, Frederick Leslie, 1868- 

.. The geology of Angel Island by F. Leslie Ransome . 
with a note on the radiolarian chert from Angel Island and 
from Buri-buri Ridge, San Mateo County, California, by 
George Jennings Hinde... Berkeley, The University, 1894. 


cover-tithe, p. 198)-240, pl. 12-14 (inet. col. map) 27". (University 
of California, Bulletin of the Department of geology. y¥. 1, no. 7) 


1. Geology—California a. Angel Island, Calif. %. Chert. 1. Hinde, 
George Jennings, 119-191) 
A 12-401 
Title from Univ, of Calif. Library of Congress 
el, 


Ransome, Frederick Leslie, 1468-1935. 


Geology of the Globe copper district, Arizona, 
Frederick Lestie Ransome. Washington, Govt. print. off., 1903. 


3 Mw xxvir pl. (inel. fold. maps, fold. plans, fold. profiles) 29°. 
c Geog: teal survey. paper no. 12. ser 4. Eeonomic 
p-1E., 22; nw, Descriptive geology, 25) 

Two fold. maps in pecket 

“Literature” : p. 11-18. 


= 


1 Arizona Globe copper district. 2. Copper mines and min- 
eral resources— Arizona. 


+ 8 
DAbrary of Congress al 
—— —— agg 3 Re 
path, 








Ransome, Frederick Leslie, 1868-1935. 

. Geology of the Oatman gold district, Arizona. A pre 
liminary report, by F. L. Ransome. Washington, Govt. print. 
off, 1923. 


iv, 58p. ius, xu pl. (part fold, incl. maps, plans) 23". (U.S. Geo 
logical survey. Bulletin 743) 


At head of title: Department of the interior. 


1. Geology—Arizona. 1. Title, mm. Tithe: Oatman gold district. 
Geology of the. 
G83-16 
U. S. Geol. survey. Library (200) E a 
for Livrary of Congress no. 
Copy 2. ‘TN423.A75SR3 
ad0k1, 


(Ransome, Frederick Leslie, _ 

. Globe folio, Arizona Frederick Leslie Ran 
some, ... Washington, D. C, ms Oe Geological survey, 
1904. 

cover-tithe, 17 p. illus. pl, 6 55x47". (U.S. Geological » 
vey, Wantage eile of toe Usited Sesies na iii) (Co ema oer 
Lat 33° 18-33" 30°, long. 110" 45°-111 


: seale 1: 62,500 and 1: 12,000; 
contour intervals 50 ft. and 20 ft 


1. Geology —Arizona—Maps 


GS87-279 
Library, U. 8. Geological Survey 
w2Mly 
Ransome, Frederick Leslie, 1968- 


«- The Great Valley of California, a criticism of the theory 
< + aes by F. Leslie Ransome. y, The University, 


cover-title, 371,428. dingr. 27°. (University of California. 
Demette of the Dagertment of gueleay. v. 1, mo. 14) 


1. Isostaay. 2. Geology—California. 


412-402 
Title from Univ. of Callf. 
Library of Congress QELCIS vol.1, 0.14 
(2041, 
(Ransome, Frederick Leslie, 1963- 
Mother Lade district folio, California. By F. 1. 
Pansome Washington, D. C., U. 8S. Geological survey, 
1900. 
cover-title, Pp 47". (U.S. Geological survey. Geo- 


loge atlas of & United § Rew poe 63) 


pep ¢ cover NW-SE. rectangle, ror eg miles long and 6 miles wide 
63.360. contour imerval 100 f 


1. Geology—California—Maps. 


G$7-2u 
Library, U. S. Geological 


Survey 


es24f1 


Ransome, Frederick Leslie, 1868- 
. Notes on some mining districts in Humboldt county, Ne- 


vada, by Frederick Leslie Ransome. Washington, Govt. print. 
-» 1909. 
75 p. tus, fold. map, dingrs, 234°. (U.S. Geological survey. Bul- 
letin 414) 


“Literature”: p. 13-14. 


. Mines mineral resources— Nevada 1. Title. 

. = GS8o5T4 
Library, U. 8. Geological Survey (200) E 00.414 
Library of Congress QETS.BO nv. 414 

— —— Copy 2. TNIANIRIB 

a33b1, 


Ransome, Frederick Leslie, 1863-1935. 
... On lawsonite, a new rock-forming mineral, from the Tibu- 
ron peninsula, Marin ow F. Leslie Ransome ... Berke- 
ley, The University press, 1896. 
cover-title, p. 901,312. 1 ius, pl. 17 By =) 2. 
California of geology.. ¥. 1 


(University of 
Bulletin of the Department no. 10) 


1. Lawsonlte. 2 Mineralogy—Callfornia—Marin county 


A 12-608 
California. Univ. Library 
for Library of Congress QELCIS vol. i,20.10 
—- —— Caps 2. QE389.62.R2 
(0391, (887.94) 


LIBRARY OF CONGRESS 


Ransome, Frederick Leslie, 1868— 


The ore deposits o of the Rico ee, h Coteanbe, 
by ‘Frederick Leslie 
print. off., 1902. 


cover-title, p. 229-397 
23> 





16 pl. (part fold., incl. maps, plans) diagrs. 29) x 


One map in pocket 
sweat! from the 22d annual report of the U. S. Geological survey, 1900- 
ptr 


1. Mines and mineral resources—Colorado. 


GS611i9 


Library, U.S. Geological Survey 403(271) qR17 


Ransome, Frederick Leslie, 1868-1935. 


... Ore deposits of the Southwest ; prepared under the direc- 
tion of F. L. Ransome ... Washington, U. S. Govt. print. off., 
1932. 


iv, 67 p. illus, 13 pl. (incl. fold. maps, eee. Lian ag fold. tab, 22". 
At head of title: International } congress, xvi session, Urited 
States, G my vy hl Excursion 
Published under the auspices of the U na States Geological survey. 
Contains contributions by F. L. Ransome, Sidney Paige and J. I 


Tenney. 

Bibliographies interspersed. 

1. Ore deposite—U. S8.—, Southwest, 1. Paige, Sidney, 1 
u. Tenney,-James Brand, 1884- ut. A a con- 

gress, 16th, Washington, 1983. w. U.S. ical survey. 
GS833- 16 

U. 8. Geol. survey. Library 201 inS8ig 

for Library of Congress yad0fl, 


Ransome, Frederick Leslie, 1868-1935. 

.. Preliminary account of Goldfield, Bullfrog, and other 
mining districts in southern Nevada, by Frederick Leslie Ran- 
some, with notes on the Manhattan district, by G. H. Garrey 
and W. H. Emmons. Washington, Govt. print. off., 1907. 

96, vip. ius, ¥ maps (part fold.) diagrs, 234°. (U.S. Geological 
survey. Bulletin no. 308) 

Subject series: A, Economic geology, 87; B, Descriptive geology, 106. 

Ove map in pocket. 

Insued also as House doc. no. 56, 50th Cong., 2d sess. 


1. Gold mines and mining—Nevada. 2. Mines and mineral resources— 
Nevada. 1. Garrey, George H. «1. Emmons, William Harvey, 1876- 
G 81-6875 
U. 8. Geol. survey. Library 
ae QE75.B9 no. 308 
—_ TN24.N3R2 
adil, 
Ransome, Frederick Leslie, 1868- 
. Ray folio, Arizona, by F. L. Ransome. Washington, 
D. C., US. Geological survey, 1923. 
cover-title, 11), 24, (i po illus, 4 col, maps. +4 (U. S. Geo- 


logical survey. Geologic atlas of the United States, no. 
At head of title: Department of the inter.or 
Bibliographical references 
Lat 35°-33" 15". long. 110° 45'-111%, scale 1 :62.500, contour interval 50 ft, 


1. Geology —Arizona—Maps. 1. Title. 


GS-33 
—— -—— Copy 2 


Library, U.S. Geological (200) fH no. 217 


on 


Ransome, Frederick Leslie, 1868-1935. 

A report on the economic geology of the Silverton quad- 
rangle, Colorado, by Frederick Leslie Ransome. Washington, 
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I .-diss —Bon: 

Rega 
“Literatur”: p. 1. 2 


1. Quinine—Physiological effect of 


7-18049% 
Library of Congress RM666.CS3R2 


{Ransone, L I 

“Good form” in England, my an American resident in the 
United Kingdom. New York, D. Appleton and company, 
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307 p. 22". 


a 0. T. Wisdom literature—Criticism, interpretation, ete. 
L 


31-9004 
Library of Congress BS1455.R3 


2) 221.7 


Rant, Anton. 

. De djamoer oepas-zickte in het al en bij kina 
in bet _— door Dr. A. Rant. Batavia, G. Kolff & 
co., 191 


Bp. rdf 7 pl 2 
gaande het Departement v: 
“Litteratuur” : p. 


a 1 {paw wit- 
t ): Mededeelingen 


ane. 


1. Cinchona. Diseases. 2. East Indies (Dutch) Botany. 3. Fungi. 
Agr 11-424 


Library, U. S. Dept. of Agriculture 225€a7M no. 13 





Rant, Anton. 
Deg is der Amygdalaceae Amsterdam, J. H. 
de Bussy, 1906. 


xv, 91, dip. vu fold. pl 23>. 


Proefschrift—Amsterdam. 
“Litteratuur”: p. mxi—xv. 


1. Amygdalaceae. 2 Gummosis. 
Agr 8 S23 


Library, U. S. Dept. of Agriculture 464R17 











Rantamiki, John Elenius. 


*“*Sven-Duuva’’ nuorempi. Kirjoittanut J. Elenius- 
Rantamiki. Pieni romanssi suomalaisen *‘ Nahkapojan’’ 
ikkailuist pyrteissi. Kuvittanut 





James Lavery. Hancock, Mich., Suom.-lut. kustannusliik- 
keen kirjapainossa, 1921. 
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5p 2. 
condi tisl gonount Sra 6 op ete Ge cana & ptt Oe 
SX clngtng From ibe Bone day adver, Ape Agatt 30, 3008, contate- 

1. Concord, Battle of, 1775. 2. Massachusetts. General court. pub. 


24548 
E241.CTR2 


Library of Congress 
—— — — Copy 2. (Waterman pamphlets, v. 104, no. 16, 
e87b15, 


Rantoul, Robert, 1806-1852. 
An oration delivered before the democratic citizens 


of the county of Worcester, Worcester, July 4, 1837. 
By Robert Rantoul, jr. 2d ed. orcester, Mirick 
Bartlctt, 1837. 

Sp 2" 


1. Fourth of July orations. 


26-20727 


Library of Congress E26.W92 1837 


117 


vered before the Gloucester mechanic asso- 
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L fuer institute. Salem, Mass. 
3 2003 
F72.E7B676 
37bl-, 


Library of Congress 


Rantoul, Robert Samuel, 1832- 

A contribution to the history of the ancient family of 
Woodbury. Communicated by Robert S. Rantoul. (From 
the Historical collections of the Essex institute, vol. xxrv, 





p. 1.) (Salem, Mass., 1887) 
cover-title, 42 p. port. 25°. 
CS71.W88 1887 
wi? Salem, Mass. Historical collections. Salem, Mass, 


Essex institute, 
as". ¥. 24, p. 1-42) 


1. Woodbury family (John Woodbury, d. 1641) 1. Title. 


17-19215-6 


Library of Congress F72.E7E81 vol. 24 


Rantoul, Robert Samuel, 1832- 
me 4 cruise of the ee @ how we carried the news 
chapter in local histo: 
Robert sort 8. Bestel oe <From the Historical calhentite 
= a institute, vol. xxxvi, 1900.> (Salem, Mass., 
H 


cover-title, 30 p. illus, 2 port, facsim. 23° 
crease rade! axa to 
eh srt Rae of, we RS ee ee 3. Quero 
3-32105 


Library of Congress E216. R21 


(Rantoul, Robert Samuel, 1832-1922. 

Lampe wills, inventories, and matters connected with the 
estate of Governor John Endecott ... Salem, Mass., Salem 
press publishing and printing co., 1889. 

2p a. 

Reprinted from Historical collections, Essex institute, vol xxv, 1888. 


1, Badecott, John, 15887-1685. 


3—3178 
Library of Congress Fe7 E56 
aBiel, 
Rantoul, Robert Samuel, 1832-1922. 
John Noble, by Robert 8. Rantoul. Boston, 1911. 


22 p. fromt.(port.) 25™. 
“From the Proceedings of the Massachusetts historical society for 
March, 1911.” 


1. Noble, John, 1829-1909 
25-2017 


Library of Congress CT275.NGBASR3 


Rantoal, Robert Samuel, 1832-1922. 


gy yg agp tad ag lee 
cott. By Robert S. Rantoul. Salem! Mam., 18831, 

Wp. 264". 

Caption 


title: 
“From Historica! cotlections of the Essex institute, v. 20, p. 1-18." 


1. Endecott, John, 15881-1685. u Tithe. 
2—2Te82 
Library of Congress POT Bos 
a34d1, 


LIBRARY OF CONGRESS 


;Rantoul, Robert Samael, 1832-1922, comp. 

The part taken by Essex county in the organization and set- 
tlement of the North terri 
collections, Essex institute, vol. xxv, 1888. Salem, Mass., Salem 
press publishing and printing co., 1889. 

T2p. Wea 24)”. 

A collection of extracts from letters, speeches, and other sources. 





1. Northwest, Old—Hist. 2 Easex co, Mass—Hist. 1. Title 
32008 
Library of Congress 476.221 
—— = Gagg ET2. ETR2 
103901; 
Rantoul, Robert ea 1832- 

Personal reco! ons (by. pat 8. f Bestest, born at 
Beverly June 2 2, 3 2. Cambridge , Priv. print. 
The University press, 1916. 

161, hp, LL 1. 

1624981 

Library of Congress CT27$.R264A3 


Rantoul, Robert Samuel, 1832-1922. 

Some material for « history of the name and family of Ren- 
toul, Rintoul, Rantoul, compiled by Robert S. Rantoul ... 
Salem, The Salem press, 1885. 

Ip.L, 28 p. front. (port) 24)". 

Sih re Sent etter of Oo Seaes ee wet om, 


CST1L.R215 1886 
a 


Library of Congress 


Rantoul, Robert Samuel, 1832-1922. 

Some personal reminiscences of the poet Whittier. By 
Robert S. Rantoul. Salem, Essex institute, 1901, 
cover-title, p. 128-144. front. (port.) facsim. 25”. 


Pm the Historical collections of the Easex institute, vol. xxxvi, 


1. Whittier, John Greenleaf, 1807-1892. 


‘1-20086 rev. 
Library of Congress PRS281.R3 
—- ——— Copy2 (7838b2-, 
Rantoul, Robert Samuel, 1832- 


William Endicott, by Robert S. Rantoul. Boston, 1915. 
12 p. front.(port.) 254™ 


Reprinted “from the Proceedings of the Massachusetts historical society, 
for January, 1915" 


1. Endicott, William, 1826-1914. 
15-16268 


Library of Congress CT27S.E4R3 


Rantoul, Robert Samuel, 1832- 
William Phineas Upham; qgenm, ty Bien 6, Ran- 
toul. Boston, The Society, 19 0. 


18 p. front. (port) 24™. 
ea OF ene of Oe Merete Cheated coche, Or Saw 


Upham, William Phineas, 1836-1905. 
10-10389 
Library of Congress 
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Ranty, G. I. de, baron 
see 


Renty, Gagton Jean Baptiste, baron de, 
1611-1648. , 


Ranty, H. 
-» Les Orantes de l’Assomption; préface du r. p. Ernest 


Baudouy... ,Paris, B. Grasset ,1940, 

3 p. L, dixy-rvili, 222 1L 1. (Collection grands ordres 
mosasauee institute eligieux”; irigte per Sdourd Schanan, 
xxx 

1, Orant sisters of the Assumption. 2. Picard, Francois, 1881- 

8. Isabelle Marie de Gethaémani, mére. 1. Title. _ 
40-14920 

Library of Congress BX4410.067RS 

Copyright A—Foreign 40043 
ir) 2TL9T 


1. Basie English 2 English language—Phonetics. L Title. 
Library of Congress PE1073.5.R3 — 
3, 08.9 


;Rantzau, Henrik, 1526-1598. 
Genealogia ranzoviana, primvm pvblicata, anno Domini 
M.D.LEXXY. ;Hamburgi, 1585, 
(24 pilus, (inel, port., coat of arms) 
Attributed also to Peter Lindeberg. 


2. 


1 Rantzau family 1. Lindeberg, Peter, 1562-1506, supposed author. 


1. Tithe. 

18— 17156 
CS#29.R3 
f1b1, 


library of Congress 


Rantzau, Henrik, 1500-1674, 














temnciiien enstesn condeceals ket / : 
fiirgestellet werden durch den weyland hoch- und wollge- 
bohrnen herrn / hrn. Heinrich Rantzowen ... Hamburg, G. 


Liebernickel, 1704. 
118 p. 17 
First published Copenhagen, 1600. 
1. Levant—Descr. & trav. 2. Jerusalem—Descr. 8. Cairo—Descr. 
4. Constantinople—Deser. 
285480 


Library of Congress DS40.RS 


Rantzau, Johann Albrecht von, 1900- od. 

. Europiische quellen zur Schleswig-Holsteinischen ge- 
schichte im 19. jahrhundert herausgegeben von Johann 
Albrecht von Rantzau. Breslau, F. Hirt, 1934- 
onl- 





oe. ( der Schleswig. 
versithts-geselischaft, nr. 43) 
Schriften der Baltischen kommission so Kiel, bd. rxur. 


1, B-hleewie-Holstein— Hist. — Sources. 2. Schleswig-Holsteln — For. 
rel st. ‘Title. 
96-1372 
DD491 86243 or. 43 
2 (082) 


Library of Congress 
048.61 





Xiim 








Rantzau, Johann Albrecht von, 1900— 
Wilhelm von Humboldt; der weg seiner geistigen entwick- 
lung, von Johann-Albrecht von Rantzau. Miinchen, Beck, 1939. 
4p.1, 1183p. front. (port.) 24". 


“In etwas anderer gestalt ist die arbelt ron der Philosophischen 
fakultit der Julius-Maximilians-universitit in Wirsburg als habilita- 
tlonaschrift it worden.”"—Vorwort. 


1 *Humboldt, Wilhelm, freiherr von, 1767-1835. 


40-88381 
Library of Congress Q148.H915R8 
Copyright A—Foreign 45572 
2) (923.248) 924 


Rantzau, Lilli, 7rifin zu, 1895— 
... Kamerad frau, roman. Berlin, Ulistein ,*1937, 
266, 2, p,1L 199". 
At head of title: Lilly griffin co Rantean. 


1 Title. 
(Pall name: Lili Marie Agnes Elizabeth Fanny 
(von Maltzahn) rd. +y- su Ranteau, 
38-214 
Library of Congress PT2635.A54K3 1987 
Copyright A—Foreign 36731 
a 33.01 


Rantzau, Lilli, grafin zu, 1395- 


. Sprung fiber den schatten ; roman eines fiirsorgezéglings. 
Berlin. G. @ G. Grote, 1931. 


2p. L, 385, 1; p. 20". (Helf-titie: Grote'sche sammiung vou werken 
seitgentesiacher echriftstelier. bd. 190) 

At bead of title. Lilly griffin ru Rantzau. 

L Title. 


(Pull name: ra Marie Agnes Elisabeth Fanny 
Maltzabo) gréfin cu — + —4 


32-13415 
Library of Congress PT2635.45487 1981 
Copyright A—Foreign 16431 
12 833.91 
Rantzau, Lilli, grafin zu, 1895- 


... Der weisse esel; roman. Berlin, Im Deutschen verlag 
(*1939, 

265, )p. 1. wo 

At bead of title: Lilly griifix su Rantsau. 


40-1614 Reviesd 
Library of Congress PT2005.4s4W4 1089 
Copyright A—Foreign +470 
(r40e2, 38.91 
Rantzau, Otto, graf zu, 1888— 


Das Reichsministerium fur wiseenschaft, erziehung und 





von Otto graf zu Rantzau . 
Berlin, Junker und Diinnhaupt, 1939. 


me et (Helf-title: Sirf der Hochchule pot, ag 





Gritten reiches, hft. 88) 
L yf. far 
Germany ertiehung und 
(Pull nome: Otte Gisbert Adolf Gustav Kurt gre/ ru Rantsau, 
42-4488 
Library of Congress JAC4A.BST 1, bf 38 
a (820.83) 870.6143 
Rantsow, Heinrich 
cad 
Rastzau, Henrik, 1599-1674. 
8400 


Library of Congres. 
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Ranuccio d‘Arezzo 
see 


Rinucelo, of Arezzo, 15th cents 


Ranuccius Castilionensis 
see 


Rinuccio, of Arezzo, 15th cents 


Ranulf, Svend, 1894 

... Der eleatische satz vom widerspruch. Kjgbenhavn ,etc., 
Gyldendal, 1924. 

222, (2, p. 224". 


Thesis Copenbagen. 
“Resumé pan dansk” (1 leaf) laid tn. 


§ Romme 2. Indgment (Logic) 3. Philosophy, Ancient. 
C 


32-242 


Library of Congress Boone 1924 


Ranulf, Svend, 1894- 
Se Silane of te ast of etnias ne 36 Stam 4 


contribution to the sociology of moral indignation, by Svend 
Ranulf ... London, — & Norgate itd.; Copenhagen, 
Levin & Munksgaard, 1! 

vy. 2". 


“The translation (from the oo bes been undertaken by Miss 
Annie I. Fausbgil."—Author’s note, v. 


Punishment. 2. Criminal law—Athens. 3. Mythology, 
x Fans Ane tr. m Tithe. mz Title: Sostelegy o¢ msantt tottons- 
33-3168) 
Library of Congress DFS7.RB 
6 pony 
Ranulf, Svend, 1894— 
Moral indignation and middle class psychology ; # sociologi 
cal study, by Svend Ranulf. Copenhagen, Levin & Munks- 


gaard, 1938. 
4p.1,204p,11 289”. 


1. Punishment. 2. Middle classes. 3. Social paychology. 


30-176 
HV8085.R3 


3s 301.15 


Library of Congress 


Ranulphus Higden 
see 
Higden, Ranulf. 


Ranyard 


Ranum, Arthur, 1870- 


The group of classes of congruent matrices with ap- 
plication to the group of isomorphisms of inv Abelian 
group... By Arthar Ranum. Chicago, 1906. 

1p. 1, 71-1, yp. 278. 

Thesis (ru. p.)—University of Chicago, 1907. 

Autobiography 

Reprinted I trom the Transactions of the American mathematical society. 


1. Groups, Theory of. 


eh) 
Library of Congress QAI7LR22 


ia21bty 


Ranum, Mrs. Louise Cann. 


Dreams (by, Louise Cann Ranum. Boston, The Poet 
lore company, 1910. 


7p a $1.00 


10-12089 
Library of Congress 


© May 7, 1910; 2c. May 13, 1910; A 261925; L. C. Ranum, Ithaca, N. ¥ 


Ranum, Denmark. Seminarium. 
.. Aarsberetning ... 
Kjebenhavn, 18 
v 2. 


Full title of report for 18 _ Ranum seminarium i undervisnings- 
aaret Asrtberetaing ... . 


ca 7—S799 Unrev'd 
Library of Congress LP44as R2SS4 


Ranuzio g@‘Arezzo 
see 


Rinuceio, of Arezzo, 15th cent, 


Ranyard, Arthur Cowper, 1845-1894. 
The great lunar crater Tycho. By A. C. Ranyard. 


(im Smithsonian institation, Ansual report. 1893. Washiagtos, 
1894. 235°. p. 89-94) 


“From Knowledge, August, 1893; vol. xvi, pp. 148-158." 


1, Moon—Surface. 1 Title. 
8 15-811 
Smithsonian inst. Library 
for Library of Congress (Q11.806 1893) 
e381, 


;Ranyard, Mrs. Ellen Henrietta (White), 1810-1879. 
The Book and its story: a narrative for the young. 
connien of Se F 
t ‘ace 
Rev. T Philli 4 = hae ge 
Philadelphia, Parry & McMillan, 1854. 


463 p. front, illus. (incl ports.) 19)”. 


1. Phillips, Rev. Thomas. 1. Tithe 
1714882 
Library of Congress 








Ranyard 


(Ranyard, Mrs. Ellen Henrietta (White), 1810-1879. 
The Book and its story: a’narrative for the young. On 
occasion By the _ of the British and foreign Bible 
coteey. R. With an introductory preface, by 
he Rev. r ” Phillipe. 2d American ed. Philadelphia, 
Farey & MeMillan, 1855. 


463 p. front, illus. (incl. ports.) 20°. 


1. Phillips, Rev. Thomas 


16-7478 
Library of Congress 
— —— Copy 2. 
[Ranyard, Mrs. Ellen Henrietta (White)] 1810-1879 


The Book and ite story; a narrative for the 
young: by L. N. R. On occasion of the jubilee 
of the British and foreign Bible society: with an 
introductory preface, by the Rev. T. Phillips ... 


66th thousand. llth ed., freshly rev. London, 
W. Kent & co. [etc.] 1958. 

xiv p., 11., 508 p. front., illus. (incl. ports) 
163° 


"Addenda" (p. 483-500) contains the results of 
the jubilee year. 

Contents.--The Bible in past ages.--The Bible 
society's house. The printing and binding of 
(Continued on next card) 33-14936 


Ellen Henrietta (White)]1510-1879. 


(Ranyard, Mrs. 
(Card 2) 


The Book and ite story . 


of the Bible.--The British and foreign Bible 
society's rise, progress, and present operations. 


1. Bible--Hist. 2. British and foreign Bible 
society. I. Title. 
33-14936 
Library of Congress BS445.R3 1858 
220 


;Ranyard, re. Ellen Henrietta (White), 1810-1879. 
Fresh leaves in the Book and its story. By L. N. R. 
With more than fifty illustrations. New York, R. Carter and 


brothers, 1871. 
500 p. front. illus. (incl. maps) plates. 19°. 
1 Bible —History of Biblical events. 1. Tithe. 
38-2263 
Library of Congress BS635.R3 22098 


(Ranyard, ./,+. Ellen Henrietta (White), 1810-1879. 

Stones crying out and rock-witness to the narratives of the 
Bible concerning the times of the Jews. The evidence of the 
last ten years collected by L. N. R. 2d ed., carefully rev. 
London, The Kook society, 1865. 

Iv, (ly, 487 p. front. iitus., plates, maps. 20”. 


“The in design of this volume is to lend the reader ft the 
oy rin he British m and to examine the stones 


Nineveh sculptures 
as pictures iesrvative of the Bible."—p. x! 


1. Bible—Evidences, authority, ete. 2. nn nme a _—- mu- 
pm, Dept. of Egyptian and ae antiquities. 
s—s5222 
Library of Congress BS620.R25 1865 
:40b1, 


Ranzan, tienrik 
see 


Rantzan, iienrik, 1599-1674. 


LIBRARY OF CONGRESS 


Ranzay, Louis Le Lasseur de 
see 
Le Lasseur de Ranzay, Louis. 








12-28199 
Library of Congress 
Das verfahren vor den civilgerichten des Tiirkischen reiches. 

Von d" C. Ranzi .. vO" Wien, Manz, 1900. 

iv, 2200p. 2". 
1. Civil procedure—Turkey. 1. Title. 

42-8080 
Library of Congress 2 


Ranzoli, Cesare, 1876- 


Dizionario di scienze filosofjche; termini di filosofia 
nerale, logica, psicologia, pedagogia, etica, ecc., del 
rof. Cesare Ranzoli. Milano, U. Hocpli, 1905. 


viii, 683 p11. 15°. (Manuali Hoepli) 


1. Philosophy—Dictionaries. 


R44 R2 
W19e1) 


Library of Congress 


Ranzoli, Cesare, 1876-1927. 

... Tl realismo puro. Milano ,etc., Soc. an. editrice “Dante 
Alighieri” (Albrighi, Segati & c.) ,1932, 

365 p. 1h 21%. 

ot aoe libro non concerne |! Duvvo realismo inglese e 


americano. 
° mia personale soluzione realistica del problema della 
in ay a 


1. Knowledge, Theory of. 1. Tithe 
36-11321 
Bo161.s 
2, m1 


Library of Congress 


Ranzoli, Cesare, 1876-— 

... La religione e la filosofia di Virgilio. 
P. Prosperini, 1900. 

xii, Mp. 4° 


Padova, 


1. Title 


Library of Congress 
Copy 2 





(Ranz6n, Pascual, 1646-1711. 
Gloria de Tarazona, merecida en los siglos passados, 
e 


Ranzoni, Emerich, 1823-1898. 

aie hen ond @, te oe Von Emerich Ran- 
soni. Wien ,etc., A. Hartleben, 1896. 

ip. 11,472. 199" 


1. Bathetics. 2. Art. L Tithe 


8p-16677 


NOB. RS 
2 


Library of Congress 


Rao, «. Narasinga 
see 


Narasingea Rao, A. 


Rao, Ananda Vittal. 

A minor Augustan, being the life and work« of George, 
lord Lyttelton, 1709-1773, by Ananda Vittal Rao... Calcutta, 
The Book company, Itd., 1934. 


4p. 1, 387, d) D plates, porta 23". 


“Submitted and mae io July, 1820, « thesis for the deg-ee 

of ba of ft, —-- in English of the Unteorsity of 
tons from the unpublished work of Lyttelton”: p. 363-367. 

Bittlography 

1. Lytteiton, George Lyttelton, Ist baron, 1700-1773. 2 Gt Brit.— 
Pol. & govt.—18tb cent. 3. Gt. Brit.—Intetlectual life. 1 Tithe 

35-3200 
Library of Congress PRI6M2LAZS 1934 
3; w2a2 


Rao, B Shiva 


see 


Shiva Rao, Be 


Rao, B. Sitarama 
see 


Sitarama, Rac, B. 





de la antigua naturaleza de sus hazafas. 
presente, de la nueva gracia, valor, y fidelidad de 


sus naturales. Escrita por un hijo de la patria. Sacala 
a luz, y consagra al rey nuestro sefior Felipe v. el Ani- 
moso, la fidelissima, y vencedora ciudad Tarazona. 


Madrid, En la Imprenta real, por |. Rodriguez de Esco- 
bar, 1708. 
15 p. L, 381, ap. pl. 199. 


Subject entries: Tarazona, Spain. cam 


Library of Congress, no. DPs02. T25R2 
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Rao, Challa Kameswara 


Kameswara Rac, Challa, 1684- 


Rao, D Madhava 


Madhava, Rao, D 


Rao, Elisabetta Cddone Sulli- 
see 


Oddone, Zlisabetta, 1878- 


Rao, K. Vyasa 


Vy&se Rau, K. 


Rao, P Kodanda. 

East versus west; a denial of contrast, by P. Kodanda Reo 
.. Foreword by S. Radhakrishnan. London, G. Allen & 
Unwin Itd. ,1939, 

wp =e. 

“First published to 1989." 

Bibitography  p. (248-280. 


1. Civilisation, Oriental. 2 Civilisation, Occidental. . Tithe 
Library of Congress CB251. R35 
12) oo 


Rao, Raja, «ed. 

Changing India, edited by Raja Rao and Iqbal Singh. Lon- 
don, George Allen & Unwin Itd. ,1939, 

2p.1, 0271, \1)p. front. (port) 184*. 


anthology of Indian Po ta social, ical and i pa 
spheres during the past hundred years. cf. 
Includes bibliographies: 
1 English lMterature-Indic authors. 1 Singh, Iqbal, joint ed. 
1. Title. 


A 41-682 
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Rao, Raja. 


Kanthapura, by Raja Rao ... London, G. Allen & Unwin, 
Itd, ,1938 


Sp.1, 9-209, 1) p11 19. 


The theme of this novel ts the andhi's non-co-operation 
movement on the obacure lives of people of a remote south Indian village. 
“First published 1988." 


1. India—Soe. life & cust. 1. Title. 


39-20480 


Library of Congress PZ3.R1IT8Kao 


R&o, Sanjiba 
see 


Row, T Vv San jive. 


Rao, T A Gopinatha 


Gopin&tha Rau, TA , 1872- 


Rao, T. Sundara 
see 


Sundara Rao, Tandalam, 1853- 


Rao, T Vv Narasinga 
see 


Narasinga Rao, T Vv 


Rao, U Bhavani Shanker 


Bhavani Shanker Rao, U. 


Lisaarr or Cowoness Rerexence 
Colgan Seantary £'Sa'ot tppanr as Nendings in dapeattory catalogs 


ve 
secondary eniriece 
XxX 42-8 
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Rao, V. Venkat 


Venkat Rao, V. 


Lusaarr or Conoress Rererence 
Users of Gepeository ca’ yr th Py AKT TY 


xX 41-1899 
ay 


Rao, Vicente. 
— J oe civil da mulher casada, por Vicente Réo 
udo theorico-pratico segundo o Codigo civil brasileiro. 
8. dan Saraiva & c., 1922. 
224 p. 19". (Collecgho juridica da Livraria academica (vrt)) 
“Indice analytico”: p. 215-224. 


1, Woman— status, ete.—Brasil. \1. Woman—Brasil, 2. 
Husband and Brazil — eave law—Bratil. |. Marriage— 
Brazil, « Brasil. Laws, statutes, ete. Cédigo civil. m. Title. 

31-2343 

Library of Congress 3, 

Rao, Vicente. 


... Direitos da mulher casada sobre o producto de seu trabalho. 
S. Paulo ,19371, 


sp. wir. 


1 Woman—Legal status, laws, etc—Brasil 2 Husband and wife— 
Brazil. 1 Tithe. 
oD 15784 
Library of Congress 2 


Rao, Vicente. 

... Posse de direitos pessoaes segundo o Codigo civil brasi- 
leiro. S. Paulo 19—, 

10p,1L 2a. 

Brrata slip nserted. 


1 Possession (Law)—Brasil 1 Title. 
‘88 88088 
Library of Congress a 
Rao, Vijendra K R v 1906— 
An essay on ap national income, br =p gy A Vv. K. 
R. V. Rao . preface by Krishnalal M. Jha 
London, G. hiten & Unein Itd. ,1939, 


173, 4, p. 1. 


Awarded prise of the Dadabha! Naoroj! memoria! prise fund in 1986. 
of. Introd. 


“First published in 1980." 
auscia oan hak ™ Tithe: Indits national tacoma, 1560-1900. 
90-168TS 
Provisional 
Livrary of Congress HC485 RBS 
& ‘ABO 20064 
Rao, Vijendra K R v 1906— 
The national income of British India, 1981-1982, by V. K. 
RV. Reo... London, Macmillan and co., limited, 1940. 
xi, 2400p. 224~. 


1 Income. 2 India—Ecoa. condit 


us otegr. Library WM4Rig2 1981-82 
pa; at ss 








Rao, Vijendra K R v 1908- 

‘axation of income in India, by V. K. R. V. Rao... Edited 
by C. N. Vakil ... Calcutta, London, New York ,etc., Long- 
mans, Green and co. Itd., 1981. 


xvi, 827 p. diagrs. (part fold.) 214°. (Half-titie; Studies in Indian 
economics... &;) 


1 Vakil, Chandula! Nagindas, ed. u. Title. 


3282164 
Library of Congress HJ4761. RS 
eo 836.240084 
Previaiooa! 
Rao, Vijendra K R v 1906— 
What is with Indian economic life? By Dr. V. K. R. 
V. Rao ... , Vora & co., itd. 1938, 


4pL,10tp 18)". 
SE Se me 8 Se Regge Weeteaing toe" —Pref. 
‘25th November, 1988. 


Rod el Kartés 
see 


Raud al-Qartasy 


Raon, Josée de 
see also 


Philippine Islands. Gobernador general, 


“Mit Kai akademie der wissenschaften in 
Comvunrs.—1. bd. 


. Mathias, 1981- of. u. K. Akademie der 

echaften in ‘Tithe: 

vengeance Raguidel. — wae" ue 

Library of Congress rower im 
(B8e1-, 


Raoul de Houdenc. 
Méraugis de P. romah de la Table ronde, 
Raoul de Houdenc; publié pour Ia premiére fois par 
Michelant, avee fac-similé des miniatures du mano- 
scrit de Vienne. Paris, Tross, 1869. 
xx, 270 p. 11 illus. (facsims.) 264. 
“Tiré & petit nombre.” 


1 Michelant, Henri Victor, 1811-1890, edu. Title 


aibi, 
Library of Congress PQISOS.R22A2 1800 


LIBRARY OF CONGRESS 


Raoul de Houdens, £1, 1172-1191 
see also 


Le chevalier 4 l'épée. 


Raoul le Petit, fl. ca. 1300. 


L’Histoire de Fauvain; reproduction phototypique de 
40 dessins du manuscrit frangais 571 de la Bibliothéque 
nationale (x1v* siécle) précédée d’une introduction et du 
texte critique des légendes de Raoul Le Petit par Arthur 
Langfors. (Dix planches) Paris, P. Geuthner, 1914. 


Mp. x pl (facsims.) 247. 


1. Illumination of books and manusc: wigte--Socdnene, reproductions, etc. 
1. Lingfors, Artur Isak Edvard, 1881- m1. Tithe. «1, Title: Fauvain. 


17-19603 


Library of Congress ND3999.R3L3 


Raoul, Edouard Frangois Armand, 1645~1898. 
- Culture du caféer, semis, plantations, taille, me, 
paces et 





= E. Raoul ... avec Ia — pour la S 
prod» A de E. «. 2& 6d. Paris, A. 
eon 1, as & pe. a. {io Manuel des cultures tropicales 

Series title also at head of t.-p. 

1. Coffee. 1. Darolles, E. 

Agr 12-1267 
Library, U. 8. Dept. of Agriculture 388a1M vol. 2 
a3icl, 

Choix de pee de la Benvdtie Giants, recueillies et 

décrites, Raoul publié sous les 


al ~T,4t1 Parle, i 
oad: fote., ete 1848. a. ‘aris, Fortin, Mas- 


2p.1,53p,1L Wl 38x25". 


1. Botany—New Zealand. 


Library of Congress QK“47.R2 ’ 
Reference card 
Raoul, Maximilien, pseud. 
Histoire pittoresque du Mont-Saint-Michel 
see 

Letellier, Charles. 
11-8273 

Library of Congress 

(Raoul, Nicolés, 





Library of Congress 


Ravel, Nieolés, 





sobre las politica y militar 
an ‘pueden restablecer el drden y conservar la paz en la Repa- 
blica de Centro-América. ,Guatemala, Impr. nueva, 1829, 


‘ 
, 32 p. 209". 
a. letter: Amplificacion de la carta privada escrita por ei 
ro N. Raoul 4 su —_ —— ‘“Montutar ~. Signed: Ama 


titan, 15 de diciembre de 1829, N. 


1. Central America—Politics. 
ca 27-008 Unrev'd 


Library of Congress P1438. R224 


Raoul, Yves. 
Contribution & [étude biochimique de Vhordénine ... 
Rennes, Imprimeriea Oherthur, 1936. 
202, (2; p tocl. ius, tables, diagrs, wipl (2fold) 24)™. 


Thése—Univ. de Paris. 
“Index bibliographique” : p. ,188,-202. 


1. Hordenine. 2. Tyrosia, 8% Barley. 4 Germination. 


41-2048 


Library of Congress QD421.R3 


12) 
Raouwl-Duval, Charles Edmond 


Duval, Raoul, b, 1807. 


Raoul Glaber 
see 


Rodulfus Glaber. 


Raoul le Fevre 


Le Fevre, Raoul. 


Raoul Lucet, pseud, 
see 


Gautier, Smile, 1853- 
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Raoul-Rochette, Désiré. 


gee 
Rochette, Desire Raoul-, 1789-1854. 


Raoul de Cambrai. 

Li romans de Raoul de Cambrai et de Bernier. pub. 
la premiére fois d’aprés le manuscrit unique de la Bi 
théque du roi, par Edward Le Glay. Paris, J. Techener, 1840. 


2p. lL. xxiv, 354 p, 11 facsim. 209°. (Helf-titie: Romans des 
douse pairs de France. no, vm) 


1. Le Giay, Edouard André Joseph, 1814-1804, ed. m1. Title. 


‘1124885 


Library of Congress PQ1806.R2 1840 


a2icl, 


Raoul de Cambrai. 
Raoul de Cambrai, chanson de geste, publiée par mm. P. 


Meyer & A. L . Paris, Firmin Didot et c*, 1988. 
esha ety, Lf, 1 —— 22y*. (Helf-title: Société 
des anciens t 


Title in red aod black -_ 
cent res sur ce pa Whatman, 
Be non nee of toe Gnan pe ‘ ier the Arut of which te based 
Tevains ofa poum bY an epewifoan of the events (Ber 
‘onl ‘de aso 10th 
_ ice: Lacie de Rana! de Cambrat et de Bernier prt i 
bi de Waulsort” xevil,~civ. 
corm de, Wa i de Cabral apres We ma. de la chanson de Girbert 
Laon, 10th cent. 1. *Meyer, Paul, 1840-1917, ed. 
Honoré, 1844-1911, ed. 
645140 
PQIS0S.R2 1882 


038)1, 


Raoul de Cambrai. 
Raoul de Cambrai, chanson de geste du xur siaécle renou- 
velée par Paul Tuffrau. Paris, L’Artisan du livre, 1924. 


2p lL, 7-20 p.1. 0. 


“Je ne lui attribue point le deuxiéme partie de la rédaction con- 
servée Je |'al donc écartée, retenant toutefols, avec quelques éplsodes 
qui me fourniasaient les trensitions nécessaires, les scénes finales.”— 
Avant-propos. 

1. Toffrau, Paul, 1877- ed. 

25—11272 

Library of Congress PQIO6.R2 1924 
Copyright A—Foreign 27106 

a3Tcl-) 


Raoul de Cambrai. 

Raoul de Cambrai, chanson de geste du xir* siécle renou- 
velée par Claudius La Roumarie, preface de Judith ith Cladel. 
— Société francaise d’éditions littéraires et techniques, 


y 184*. (Les chansons de gestes) 


1 La Roussarie, Claudius, ed. 


‘Title from Princeton Unt. 
Library of Congress (PQIss.R 


2 


aou ae Cambrai. 

Raoul de Cambrai; an old French feudal epic translated by 
Jessie Crosland. London, Chatto & Windus, 1926. 

at” Pid front. (faesim.) 27". (Holf-title: The Medieval library 

general editorship of Sir I. Gollancs. (28,) 

The poem OA00 tase te tho an. of Cth 0 emadation & new 

oterca 8,226 lines in 

criti are agreed It rogerding n+ a ation by 


=< 


1. Crosland, Mrs. Jessie (Raven) tr. 


Library of Congress 
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Raoult, Fernand. 
... Vie subie, vie voulue, vie révée. Paris, Editions Spes 

11985, 

Spl, O88 p. 2". 


Mental physiology and hygiene. 2 Conduct of life. 8. Character. 


4. Happiness 1 Title. 
‘35-2002 
Library of Congress BJ1582.R3 
Copyright A—Foreign 2ARg) 
a 170 
Raoult, Frangois Marie, 1830-1901. 


ssh. Cryoscopie, par F. M. Racult ... (Paris, C. Naud, 


oe port, diagr. 20°. (i Scientia; Série physico-mathématique, 
f 
Pretece & tt the 
: Dp. evi. 


Pana Publications scientifques de F. M. Raoult”; p. iOl-106. 
pow sateen | Ln —Méthodes d’observation —Cryoscopie 


des électrolytes. 
— 2. Solution (Chemistry) 3. Molecular weights. 1. Le- 
324193 
Library of Congress QDS45.R2 
Raoult, Frangois Marie, 1830-1901. 
eit Tonométrie, par F. M. Raoult ... (Paris, C. Nand; 


116 p. diagrs. 20°. (Scientia. (Série: physico-mathématique, n° 8) 
At head of title: mai 1900. 
“Hiblographie!: p nisclign 


Cowrawts.—Méthodes ¢ 
dectrotytes. 





des 


1. Solution (Chemistry) 2. Boiling-points. 3. Molecular weights. 
SUH 
Library of Congress QDS45.R22 


Raoult de Rudeval, Auguste Louis Joseph. 


Etude pratique du service des renseignements, par J. Raoult 
de Rudevel (Extrait du Spectateur militaire.) Paris, H. 
Charles-Lavauzelle yn. d.; 

p.2L myn. 


Ouvrages consultés: p. (01) 


1. Intelligence service, Military. 1. Tithe 


v. Stone enee. Libr. 
for Library of Congress 4ib1, 


Raousset-Boulbon, Gaston Raoux, comte de, 1817-1854. 


Une conversion, par le comte G. de Raousset-Boulbon. 
Paris, Librairie nouvelle, Boulevard des italiens, 1855. 
2p.L, 7-2 p 17>. 


menti (1934) Lanciano, Carabba ,1938, 


Rapagnetta, Gabriele 
eee 


Annunzio, Gabriele a', 186-?- 


Rapalje, Stewart, 1843-1896. 

A dictionary of American and English law, with definitions 
of the technical terms of the canon and civil laws. Also, con- 
taining a full collection of Latin maxims, and citations of up- 
wards of forty thousand reported cases, in which words and 
phrases have been judicially defined or construed .. Stew- 
art Rapalje and Robert L. Lawrence. Jersey City, N. + F.D. 
Linn & co., 1883. 


20. oe. 


1. Law—Dictionaries. 1. Lawrence, Robert Linn, 1852-1915, joint 
author. 


Library of Congress 
Copyright 1888: 11948 (98961, 


English By 
palje ... Published semi-annually. Vol. o-deenp to June, 
1892. New York, L. K. Strouse & co., 1892. 


1 
i 
it 
i 

4 


Stewart. A digest of federal decisions and stat- 
oe -» 1880. (Card 2) 


on cover: Repaije’s federal reference digest: reports and 
Pm = 3189-1880 


1 i SET ae St S. 2 Lew—U. 8—Digests. 1.0. 


e3-77886 
Library of Congress 


—— —— Copy 2. 


Copyright 1880: 292 2) 
Rapalje, Stewart, 1843-1896. 

A of railway decisions. Embracing all the from 
te ses grt ct iin gree See 
and William Mack ... Northport: N.Y, Bdwerd Thampee 
company, 1895-96. 

Sv. ay". 


ete —Ot. Brit. 6. Law reports, digests, etc—Caneda. 1 Mack, Wil- 
Ham, 1865— Tithe. 

e475. 
Library of Congress 
Copyright & 





Rapalje 


Rapalje, Stewart, 1843-1896. 

A digest of the decisions of the courts of last resort of the 
several states, from the earliest period ,1760, to the year 1888, 
contained in the one hundred and sixty volumes of the Ameri- 
can decisions and the American reports, and of the notes there- 
in contained. By Stewart Rapalje ... San Francisco, Cal., 
Bancroft , N. Y., Lawyers co-op. pub. 


1. Law reports, digests, ete.—U. 8. 1. American decisions. m. Amer- 
iean reports. 


10-5318 


Library of Congress ad2e1, 


Rapalje, Stewart. 

The law relating to real estate brokers, as decided by the 
American courts. By Stewart Rapalje New York. L. K 
Strouse & co., 1893. 


xxi, 288 p. 169%. 


1. Real extate bu-iness—U'. 8. 1. Real estate agency, 

2— 37888 
Library of Congress 
Copy 2. 
Copyright 1883: 48760 





(38b1, 


Rapalje, Stewart, 1843-1896. 
A table of American and English cases which have been 
affirmed, applied, commented on, compared, changed by statute, 
denied, d hed, doubted, explained, fol- 
lowed, limited, modified, not followed, opposed, overruled, 


in reported decisions of the American, and 
Nova Scotian courts. Volume 1. aber the decisions pub- 
lished during the year 1881. By Stewart Rapalje and Robt. L. 
Lawrence. Jersey City, N. J., F. D. Linn & co., 1882. 
xxx, 844 p. 2447. 
(Continued on next card) 


3) 





38-16801 


Rapalje, Stewart, 1843-1896. A table of A and 


LIBRARY OF CONGRESS 


Rapelje, Stewart. 

A treatise on the law of larceny and kindred offenses such 
as adulteration, blackmailing. burglary, conspiracy to defraud, 
embezzlement, extortion, false pretenses, frauds and cheats, 
piracy, receiving stolen goods, robbery, and trespasses depriv- 
ing of property. By Stewart Rapalje ... Chicago, The Wait 
publishing company, 1892. 

Inf, 823 p. 24. 

1. Criminal law—-U 8. 2. Larceny-—T. 8. 

12-27896 

Library of Congress 
mm awe Gagy 8 
Copyright 1802: 


5006 a35b1) 


Rapalje, Stewart. 
A treatise on the law of witnesses. By Stewart Rapalje. 
New York, Albany, N. Y., Banks & brothers, 1887. 


ixxxvil p11, 573 p 249". 


1. Witnesses—U. 8. 


12-8789T 
Library of Congress 
Copyright 1887: 13013 a35b1) 
Ragalio y Orta, Angel, comp. 
autos. 3. 





Aguas 
ed., por don Angel Rapallo y Orts... Abarca esta publicacién 
todo lo legislado en Ia materia « partir del afio 1849 « 1932, 
fechas. Publi- 


de 30 de mayo de 1917. Madrid, Sucesores de F. Pefia Cruz, 
1932. 


Ip. 1, Spt p, 11, AT-447, 8-18 p, 1 21a". 
1. Water—Laws and legistation—Spain. 1. Spain. Laws, statutes, 
ete. 1. Title. 
34-35024 
Library of Congress 1) 333 90R46 





English cases... 1882. (Card 2) 


No more published. 
Caption title: Judicial criticiams and citations. 1881. 


Annotations y A (Law)—). 8. 2. Annotations and cita- 


it. 3. Amnotations and citations Ge w)—Canada. 
1 Lawrence, Robert Linn, 1852-1915, joint author. m. Title. mr. Title: 
Judictal criticisms and citations. 
38-10801 

Library of Congress 
Copyright 1882: 1022 3) 
Rapalje, Stewart. 

A treatise on contempt including civil and cri | con- 





tempts of judicial tribunals, justices of the peace, legis- 
lative bodes, tore, notaries, 
commissioners, referees and other officers exercising judi- 
cial and quasi-judicial functions. With practice and 
forms. By Stewart Rapalje ... New York, L. K. Strouse 
co., 1884. 
xlvi, 273 p. 24™. 


1. Contempt of court. 
Library of Congress 
— —— Copy 2. 

Copyright 1884: 20209 


Rapalje, Stewart. 
A treatise on criminal procedure, by Stewart Ra: 
.. San Francisco, Bancroft- Whitney ct 1889. one 


xxii, 715 p. 16™. 





1. Criminal procedure—U. S. 


18-21743 
Library of Congress 


Copyright 1889: 33899 


Rapap Arpad, 1896— 

Meet the Messiah garbed in 
The ae formula for a 
society ... (New York, Printed 
"1985, 


‘romtnlom were or 
Grek Unetypers, ine, 


45 p. incl. coat of arms. ports, facsims. 205”. 
“The history of the Rapaport family”: p. 7-10. 


1. Political science—Miscellanea. 2. Rapaport family. 1. Title. 
35- 22607 
Library of Congress HIN27.R3 
Copyright AA 177516 3, (320.88 


Rapaport, Arthur. 
. Novi Testamenti graeci verba recipiantne 
pree raefixa vim perfectivae actionis “necne; scripsit a 
rt. et ¥ 


papo' 
structionis publicae. Leopoli, Gubrynowiez et filius, 14. 


Ip. t.78p.1b 2 (Studia leopolitans. am) 


“Observationes editoris St. Witkowski ad aliquot locos difficiliores”: 
leaf at end. 





1. Greek language, Diblical— ate Comaseatine fllolo- 
Lemberg. om a ‘iia ) sinuterare syed religijnyeb 
publiczne; Witkowski, Stanieta 1866- 


AC 38-2766 
Title from Harvard Univ. Printed by L. C. 
a 
Rapaport, Mordché Ww 1873- 
Das religiése recht und dessen charakterisierung als 


sochtathodingie,ven dr. Mordché W. Rapaport. Mit einem 
leitwort von Josef Kohler ... Berlin und Leipzig, 
. Rothschild, 1913. 
ix, 79, (yp. 24. 


: Beiheft nr. 12 fur die Rem apes ay Internationalen vereini- 
gung SEX rechts- und 





1. Archiv fur rechts- und wirtschaftsphilosophie. 
1849— 
17-14784 


Library of Congress 


124 


mu. Kohler, Josef, 








Raparlier, 18th cent. 

Sin So maine Se uta Co Cah, Os = Essai 
sur la . prosodie de la langue 
francoise ... Par m. Raparlier ... Lille, P. S. Lalau, 17 


4pl,4#p Iitue 26. 
Title vignette ; ornamental borders, 


1, Music—Manuals, vert-books, ete—To 1800. 2 Singing and voice 
culture. 


11—s8008 


Library of Congress MT?.A2RIT 


Rapats, Franz. 


Die ‘a ihre metallurgischen von 
dr.-ing. F. Rapatz ... Mit 93 abbildungen. Berlin, J. 
Springer, 1925. 





vi, 219, ly p. illus, diagrs. 21™. 
1. Steel alloys. 
‘ 25-20837 
Library of Congress TN7S6.R3 
Copyright A—Foreign 28275 
72) 
Rapatz, Franz. 
Die edelstihle, von dr.- -ing. F Franz Rapatz ... 2., giinzlich 
. aufl., mit 163 und 112 zahlentafel 
Berlin, J. Springer, 1934. 
vill, 386 p. Mus. fold. tab., diagrs. %1*. 
1. Steel alloys. 1. Title. 
SOLS 
Library of Congress TNTSORS 1904 
Copyright A—Foreign 27002 
ol 608.1 


Rapchinskii, Boris, 1887- 
Peter de Groote in Holland in 1697-1698, een historische 
schets ... door Boris Raptschinsky ... Amsterdam? 19261, 


ail, 170p. front. ports. 214. 


t—Amsterdam 
Dp. ft (loose) 
“Bibliographic” 'p ! p. 166-170. 


1. Peter 1, the Great, emperor of Russia, 1672-1725. 


27-4424 Revised 
DK182.5.R3 


(r38e2, 


Library of Congress 
923.147 


Rapchinskil, Boris, 1887- 

Russisch christendom, door dr. Boris Raptschinsky ; 
illustraties van B. Grosser. Zutphen, N. v. G. J. a baie’ 
uitgevers-mij., 1935. 

827, 1) p. cols front, illus. (incl, ports.) 21°. 

“Bibliographie” : p. 317-827. 


1. Russia—Chureh history. L Title. 


Library of Congress 


Rapee, Erno. 
Erno Rapee’s encyclopedia of music for pictures ... New 
York, Belwin, 1925. 
510 pp. 239". 
Coptains Diank epaces for additions. 
1 ep A ae Ae me accompaniment 2 Music—Bibi. 
2 Tithe: Encyclopedia of music ‘tor pet Pictures. 
25—T8T0 
Library of Congress MT737.R2 
Copyright A s2aRe7T aS, 











egeer, Leute Win 2090- 





The i tional hygiene. 
ministration of health y Boa mene Aj 


(/m National education association of the United States. Journal of 
cookings and and addresses, 1915. p. 649-658) -, 


(The ad- 


1. Hygiene—i Teaching, 2. School hygiene. 


E 14-59 
Library, U.S. Bur of 


(Rapeer, Louis Win, 1879- 


... College entrance requirements ; the judgment of edu- 
eators. New York? 1916, 


0p. 24 
title 
Louis W. Rapeer 


romePrinted from School and society, vol. 1, no. $4, p. 45-49, January & 


wirements—U. Ss 


1. Universities and colleges—Entrance irements. 11, College 
trance req i t 2. High school U.S. —Currteula. a 
Course of study—High schools—U. 


E 16-246 
Library, U. S. Bur. of Education LB2351.R2 
Rapeer, Louis Win, 1879- = ed. 
The consolidated rural school, ed. by Louis W. Ra) 
New York, Chicago ,ete., C. Seribner’s sons (1 
xiii, S45 p. front. illus, plates. 204. 
“Bibliography on consolidation” : p S20-S42. 


1. Rural schools—U. S. 1. Title. 
20-4557 

Library of Congress LB2861.R3 
Copyright A 559968 82)2, 
Rapeer, Louis Win, 1879- ed, 

Educational h , from the pre-school period to the 
university, ed. by is W. Rapeer ... New York, Chicago 
rete, C. ibner’s sons ,“1915, 


et” 50 p. frovt., illus, plates (part fold.) tables (part fold.) 21°, 


Bibliography : p. 629-633. 





1, Bebool hygiene. 1. Title. 
15—18678 
Library of Congress L13406.R3 
~-- Copy 2. 
Copyright A 410341 (2m2, 


Rapeer, Louis Win, 1879- 
Essentials of educational bogies ed. by Louis W. Rapeer 
New York, Chicago ,etc., C. Scribner's sons ,“1919, 
xii, 448 p. front., Mus, diagrs. 195". 
Published in 1915 under title: Educational hygiene. 


1. School hygiene. 1. Title: Educational hygiene. 


Library of Congress 
Copyright A S30H7T 


LBS405.R3 1919 
0401) 


Rapeer, Louis Win, 1879— ed. 


How to teach elementary subjects, ed. by Louis W. Rapeer ... 
New York, Chicago ,etc., C. Scribner's sons ,*1918, 


vil, 343 p. front., ites, plates, fold. tab. diagrs. 19°. 
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Rapeer, Louis Win, 1879- 
How to think, by Louis Win Rapeer ... 
Washington, D. C., The Research publishing company ,*1935,- 


v. 22°. 


1, Thought and thinking. 1. Title. 


35-3328 
Library of Congress BF455.R3 
—— ——- Copy 2. 
Copyright A 80467 2) (150.955) 153 


Rapeer, Louis Win, 1879- 
Industrial hygiene and vocational education. 


(Jn National education association of the United States. Journal of 
proceedings and addresses, 1914. p. 668-672) 


1. Occupations—Diseases and hygiene. 2. (Vocational educatiom 


E1s-70 

Library, U. S. Bur. of Education 
Rapeer, Louis Win, 1879- 

Rural school hygiene; medical inspection, school sani- 
tation, physical fucation, the teaching of hygiene, and 
the hygiene of methods of management; 
section of the pee rural schoo! re rh 1914. by 


Louis W. Rapeer .. 
cover-title, 24 p. 224™. 


(Harrisburg? Pa., 1 


uv 4, Steet hygiene—iU. S 2. Public schools—U. S. (2. Rural schools— 
s) 


E 15-996 
Library, U. S. Bur. of Education 183407.R2 
Rapeer, Louis Win, 1879- 

School health administration, by Louis 
a York city, Teachers college, Columbia 


358, 13; p. incl. forms. 23°. 
gad (rn. vp. )—Columbia university, 1913. 


Published also without thesis note. 
“References”: p. 356-358. 


1. School hygiene. 2. Schools—Medical inspection. 


1. Tithe. 
\32e1, 14-2089 


Columbia Univ Bib, oo 


Rapeer, Louis Win, 1879- 
School health administration, by Louis W. Rapeer .. 
York city, Teachers college, Columbia university, 1918. 
360 p. incl. forms. 23°. 


References”: p. 356-358. 
Iasued also as thesis (rm. o.) Columbia university. 


New 


1. School hygiene. 2. Schoole—Medical inapection. 1 Title. 
18—25100 
Library of Congress 
Copyright A 358239 


LBS411.R3 
e38b1, 


Rapeer, Louis Win, 1879- ed. 
Tec elementary school ed. by Louis W. Rapeer 
one New York, Chi-ago ,ete., C. sons ;°1917, 
xv, 576 p. front., ius, plates, fold, tab. diagrs, 20). 
Hibliography at end of most of the chapters. 


, be. 

1. Teaching. 1 Tit 1— 
Library of Congress LB1556.R25 

Copyright A 40TT05 lw, 
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university, 


/Rapela Ruiz, Evaristo, 

Economia politica; obra ajustada a —om de 8 de 
septiembre de 1932, para las de oficiales 
de administracién civil del Ministerio ‘4 agricultura, in- 
dustria y comercio. 1. ed. Madrid, Editorial Reus, s. a, 

1 p. 1, 5)-174 (1. ©. 147), dy p23". (On cower: Biblioteca de opost- 
clones——Contestaciones Reus) 
2d nest of title: B. R. 
iT erroneously numbered 174 
1. Economics. 1 Title 


Library of Congress HBIT0.R25 


Rapela y Ruiz, Evaristo 
see 


Rapela Ruiz, Evaristo. 


Rapelje, George, b. 1771. 

A narrative of excursions, voyages, and 
at different periods in America, Europe, Asia, 
George Rapelje ... New York, Printed for the 


2p.1, Gr416p. port. 234. 


travels, performed 
a ne 
author, 1834. 


1. Burope—Descr. & trav. 2. Levant—Desecr. & trav. 


Library of Congress DOS. R22 


189d1, 


see 
Rapalje, Stewart, 1842-1896. 


Library of Congress 


Raper, Arthur Franklin, 1899- 

Preface to peasantry; # tale of two Black belt counties, 
Arthur F. Raper ... Chapel Hill, The University of N. 
Carolina press, 1936. 

xili, 423 p. front., illus. (maps) plates, diagrs, 234". 


Green co.,Ga. 6, U, 8.—Economic policy. 1. Tithe. 
98812714 
Library of Congress D207. B3 
A20%3, 900.1738 
Raper, Arthur Franklin, 1890- 
Shareorapnare os Auton F and Ira DeA. Reid. 
Chapel Hil The University of North press, 1941 
=p. 21,8-281p front, plates, 219". 
- conait. — 2 Geuthera stateo— 
._o 4 oe a jetnt author, 
1—1880 
Library of Congress HC10T. AlSRS 
aie, 220.975 








Raper 


Raper, Arther Franklin, 1890- 


The of Arthur F. «. Chapel 
eee 

Rg? JAF Mus, (map) diagr. 22°. (The University of North 
Carolina. study series, 


Lynch 8 Southern commis- 
ot OR its in Tide. is 
BOOTS 
Litrary of Congress HV6s64. RS 

14102, bal 
Raper, Charles Lee, 1870— 
‘The church and private schools of North Carolina; « his- 
torical study, by Charles Lee Raper. Greensboro, N. C., J. J 
Stone, printer, 1898. 


1. Universities colleges—North Carolina, 2. Private schools— 
North Carolina. 8. Church schoole—North Carolina. 1 Title. 
@— 15074 
Library of Congress Las40. R23 
(30u1, 


Raper, Charles Lee, 1870- 

North Carolina, a royal province 1729-1775; the executive 
and legislature ,by, Charles Lee Raper ... Chapel Hill, N. C., 
University press, 1901. 


4pLTlp. 2. oe. 
‘Thesis (ru. ».)—Columbia university. 
“The sources”: p. (73; 


1. North Carolina— Politics and government—Colonial period 
A 10-2006 
‘Tithe from Columbia 


Univ. 
Library of Congress JK68. RS 
a34d1, 358.9706 


Raper, Charles Lee, 1870- 
The principles of wealth and welfare; economics for 
Am oy by Charles Lee Raper ... New York, The 
i company ; London, Macmillan & co., Itd., 1906. 
xp. 11, 6p. 199. 
Appendix : Course of readings: p. 329-330. 


1. Economics. 1, Title. 
Library of Congress 
— —— Copy 2. 
Copyright A 190342 


HBI715.R2 


sn, 


Raper, Charlies Lee, 1870- anit 
Railway transportation; a history of its economics o! 

its relation to the state, based, with the author’s permission, 

upon President Hadley'’s “Railroad transportation: its his- 
and its laws”. By Charles Lee Raper .. New York 
London, G. P. Putnam’s sons, 1912. 

1, 831 p. 20)". 


1. Railroads. 2 Railroads and state. 1. Hadley, Arthur Twining, 
1856-1980. Railroad transportation, u. Title. 


12—TTe 
Library of Congress HE1081.R2 
— ——— Copy 2. 
Copyright A 309751 036m, 


Raper, Charles Lee, 1870- 

... Social life in colonial North Carolina. By Charles 
Lee Raper. (Raleigh, E. M. Uzzell & co., printers, 1903, 
evtus fa North Carclias bastory, vol ta, 20S Sopeember, 1500) 

‘The t-p. reads: ... The North Carolina booklet ... 


1. North Carolina—Soc. life & cust. 2. North Carolina—Hist —Colonial 
period. 
S—1283 


Library of Congress F251.N8% vol 3 


LIBRARY OF CONGRESS 


Raper, Charies Lee, 1870- 
Why North Carolina at first refused to ratify the Federal 
constitution, by Charles Lee Raper ... 


In American historical association. Annual report .. for the 
1906. Washington, 1908. 24}. ¥. 1, p. 98-107) sal 


1, U, 8. Constitution. 2. North Carotina—Politics and government— 
NTS-1885. 


cpnN-™% 
Lébrary of Congress. Card div. EITZ.A60 1965 vol.1 
Tel, 
Raper, Elizabeth 
see 
Grant, Mrs. Elizabeth (Raper) d. 1778. 
25-495 
Library of Congress 12 
Raper, Fred. 


Klondyke to Kenya, by Fred Raper; with 22 illustrations. 
London, Skeffington & son, Itd. ,1938, 


256 p. front. plates, ports. 22°. 
Autoblography. 


1. Voyages and travels. 1. Title. 
30 SUD 
Library of Congress @690.R27 1988 
Copyright A ad int. 24400 2 9104 





and a series of evolu- 

describing in « familiar the movements 

of « fleet. By Rear Admiral Raper. Saunders and 
Otley, 1828. 


tx, (1), 129, 8, (12). col. pl, diagra 28°. 


1. Signals and signaling 2 Merchant marine—Signaling. 
18—12725 
Library of Congress VK391.R21 


rflb1, 


Raper, Henry, 1799-1859. 

The ice of navigation and nautical astronomy; by 
Henry Raper ... 9th ed., rev. and enl. London, J. D. Potter, 
1908. 


3p. L. (¥p-exv, O84 p. incl. tables, dlngrs, 25%. 


1, Navigation and seamanship, 2. Nouticul astronomy. 


wed 


Washington, D.C. Public Library 


lel, 


Raper, Howard Riley. — 
Clinical ive dentistry, based on a new 

ea ccical pewweeteeced Miley Raper... Redaner, B. Y, 

Ritter dental manufacturing company, inc., 1926. 
vill p, 218-124, 4) p. Men 24". 


1. X-rays in dentistry. 2 Dentistry—Praction 1 Tithe 
2a 14188 
Library of Congress RK270.R28 
Alel, 
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1. Electricity in dentistry. 1 Tithe 
2120085 

Library of Congress RK265.R3 
Copyright A 680208 (3041, 
Raper, Howard Riley. 

and dental radiography, by Howard Riley 

Raper ... With 354 illustrations. ist ed. ... New York, 
Consolidated dental mfg. co.; ,etc., etc., 1913. 


4p.1, 337, viip. Mas, 2. 
ge 6 ERED Oy Ge Se ER St GaeE eee 


1. Radiography. 2. Dentistry. 1. Tithe. 
18— 22875 
Library of Congress RK270.R3 
Copyright A 357207 e27fl, 


Raper, Howard Riley. 

Elementary and dental radiography, by Howard Riley 
Raper... With over 500 illustrations. 2ded.... New 
York, Consolidated dental mfg. co.; \ete., ete., “1918; 


5 p. 1, 502, ix p. illus. diagrs. 24. 
“Adopted as a text-book by the National association of dental faculties.” 


1. Radiography. 2. Dentistry. 1. Title. 
21-21686 
Library of Congress RK270.R3 :918 
Copyright A 630596 3 


Raper, Howard Riley. 
dent 


Radiodontia ( 





tal iography and diagnosis) questions 
and answers, by Howard Riley Raper ... Brooklyn, N. Y., 
Dental items of interest publishing co.; etc., etc., 1923. 
192 p. illus, diagre. 234". 


1. X-rays in dentistry. 1 Title. 
240721 
Library of Congress RK270.R35 1923 
Copyright A 702064 a3lel, 617.6017 


«_Rediodoatia (dental radingrephy and dlagneia) quations 


.. Brooklyn, N. Y. 
Dental items of interest publishing co., 1927. r 
196 p. illus, diagrs. 25°. 
“Becond edition.” 
1, X-rays im dentistry. 1 Title. 

20022 

Library of Congress RK270.R35 1927 
Copyright A 1069006 a 


Raper, Kenneth Bryan, 1908—- 

Dictyostelium discoideum, a new species of slime mold from 
decaying forest leaves ... 

(Us U. 8. 
¥. 58, no. 2, Jan. 
1985) 

Contribution from Bureau of plant industry (G—964) 

Published April 1985 

“Literature cited”: p. 147. 


of agricultare. Journal of agricultural research. 
1935, p. 135-147. 3 pl.on 2! 23°. Washington, 


1, (Dietyostelium discoideum, 
Agr 35-319 


Powe 1Ag%J vol. 50, 00.2 
(821.475 vol. 50, no. 2) 


“, 


Lébrary, U. 8. Dept. of 
Library of Congress 


XUM 














Growth and d of D li d d. with 
= v8. ¥ eg pu < of eS 

Un 

v. 55, ne. 5“ 15, 1987, p. 289-31 Wash- 

‘Contribution from Bureau of plant industry (G—1058) 


Contribution from the Labora uae of iS eget botany and the 
Farlow ae Sarees universi 
“The ma: vepecunnts ra pation af a thesis sub- 
mitted to the faculty a "Barvarc yg June 1986, in partial 
fulfiliment of the requirements for the degree of doctor of philosophy 
logy.” — 


note, Dp. 
10, 1987 
": p. 314-316. 


1. (Diet yostetium dis- coldeum, 
Agr 37-680 
U. 8 Dept. of agr. Library Acts] no. 4 
for Library of Congress 


1 ‘ol, 55, 
(821.475 vol. 55, no. 4) 
, 


Raper, Kenneth Bryan, 1905— 
. Influence of culture conditions on the growth and devel- 
opment of ——— anergy odoed 
yi a Feb. L ise, p. 157-198. illus, iin alegre 35 to Washington, 


Contribution from Bureau of plant wtumne 9 (G—1119) 
Contribution no. 162 from the Laboratories of Cryptogamic 
the Farlow herbartum, Harvard university. 
of thesis ( oe. A) Sarees university, 1986. 
Thesis note in teotaste on D 
Published 


botany and 


“Literature cited” : Pp. 197-198. 
1. Dictyostelium (discoideum, 


s Agr 39-311 
Dept. of Library 1Ag%4J vol. 58, no. 
“2 for Liorary of Congress (821.475 vol. 58, no. 3) 

a, (€80.72) 
Raper, Matthew. 


An inquiry into the value of the ancient Greek and Roman 
money. By Matthew Raper ... Read before the Royal so- 
ciety, 4. p. 1771. London, Printed by W. Bowyer and J 
Nichols, 1772. 

Hp 2. 





LN Greek. 2. Rome. 5. Money—Hist. 
1018206 
Library of Congress CI2466.R2 
:38b1, 
— William H 1793-1852. 


A discourse on Universalism, by Rev. bp tye Pub- 
lished by Cincinnati, Printed ai the Methodist book 
room, BP. Thompeon, printer, 1839. 


sp wo 


1. Universaliem. 
37-1745 
Library of Congress BX907 BS 


Rapet, Jean Jacques, 1805-1882. 

Manual de moral i de economfa politica. para cl uso de las 
clases obreras, redactado sobre el de J. J. Rapet, ‘wien 
Cruchaga ... Valparaiso, Impr. del Comercio, 1860. 

xxi, (23)-22p.21 2". 


1. Economics. 2 Ethics. 1. *Crochaga, Miguel, 1842-1887, ed. and tr. 
um. Title. 

5-20142 Revised 
HBi63 R36 


Library of Congress 


(Rapet, Jean Jacques, 1905-1882. 

Manual de moral y de economia politica, por Miguel Cru- 
chaga. 1.ed. Madrid, Editorial Reus, s. a., 1929. 

8p.1, 8-32 p. 1. 


Adapted and translated from Rapet's Menuet de morale et d économie 
politique. cf. Prélogo. 


1. Economics. 2 Ethics. 1 *Cruchaga. Miguel, 1942-1887, ed. and 
tr. m. Title. 
Bar 
Library of Congress HBIG.R36 1929 


Mel, 
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Rapet, Jean Jacques, 1805-1882. 
ey ef EE A ee poe 
aes & J. Rapet ... Paris, Guillaumin et c* etc. 


HOO 1s. 


“Ouvrage qui « 


le prix extraordinaire de 10,000 francs, pro- 
| Pm mmr] morales et 
ix de 


sciences: politiques. (Fondation 


1, Economics. 2. Ethics 

18 10064 
Library of Congress HB1¢3.R3 
fib, 


Rapetti, Louis Nicolas, 1412-1885. 
La défection de Marmont en 1814, ouvrage suivi d’un 

nombre de documents inédits ou peu connus, d’un des 

jugements de Napoléon 1“ sur le maréchal Marmont, d’une 

notice bibliographique avec extraits de tous les ou’ 

bliés sur le méme sujet ete. ete. Par Rapetti... Paris, 

Malassis et De Broise, 1858. 


2p. xvlip. 11. 4%p 2147 


oak Marmont, Auguste Frédéric Louis Viesse de, due de Raguse, 1T74- 


15 25801 
Library of Congress DC106 M4R3 


Rapetti, Louis Nicolas, 1812-1885. 
The life of Jacques De Molay, from the contribution of 
Louis Nicolas Rapetti to the Nouvelles Ne gee gen- 
eral of M. le Dr. Hoefer; tr. by Jules Frelin .... Minne- 
apolis, Minn., 1922. 
SMp,1l 19, 90.50 
“Th ° 
Ly. fo ihe"Grand unc Order‘ Be May tor toy, 
name of Momepolis Gan 





Mola 1243-131 ‘emplars. 1, Frelis 
Jules Theaphile tr. 1. Depa en foe ¥. ’ ag 
Library of Congress CR4753.M6R3 
— —— Copy 2. 
Copyright A 658761 2 
(Rapgof, I P } , 
Die gasse der tausend schmerzen, roman. Berlin-Frie- 
denau, Weltbiicher-verlag ,1927, 
281, 1; p. 1". 
Author's peeod., Graf Amori, at head of title. 
“Autorisierte (ibersetsung aus dem russischen von Raja Barber.” 


1. Barber, Raja, tr. m. ‘Title. 


‘28-1402 
Library of Congress 
Copyright A—Foreign 36035 
2 
Raphaél, du Mans, originally Jacques Dutertre, 1613-1696. 


Estat de la Perse en 1660, par le p. Raphaél du Mans .. 
- avec notes et appendice par Ch. Schefer . .. Paris, E 
x, 1890. 


tae aa erate Chea -” gl Beil tates Petthaattonn Go Facto Gen 


1. Persia— Hist —Medieval and modern. 


1. Gchefer. Charies Henri 
Auguste, 1820-1888, ed. 


+110 
Library of Congress D8202.6 R21 
a36e1, 
Raphael, pseud., astrologer (no. 1) 
see 
Smith, Robert C., 1795-1832. 
11-7081 Revised 


Library of Congress 
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Raphael 
Raphael, peeud., astrologer (no. 2) 
“ee 
Palmer, John, 1807-1837. 
Grr 
Library of Congress 2, 
Raphael, peeud., astrologer (no. 6) 
see 
‘SB IETS 
Library of Congress a 
Raphael de Jesus, 1614-1693. 
Castrioto lvsitano; parte 1. Entrepresa, e restavracad de 
P b & das capitant fi Varios, ¢ bellicos 
svocessos entre Portuguezes, e Belgas. Acontecidos pello dis- 


Fr. de 
... Offerecidos 4 Toad Fernandes Vieira, Ivsitano, e 
por elle dedicados so serenissimo principe D. Pedro, nosso 
senhor i monarchia. Lisboa, Na impresssd 


3°" 1614-1693. Castrioto lvsitano ... 1679. 








Joko, 1613-1081. +. Title. 
311073 
Library of Congress m27al, 
Raphael de Jess, 1614-1698. 
Castrioto lasitano; ou, Historia da guerra entre o Brazil ea 
Hollanda, durante os annos de 1624 a 1654, terminada pela 
de F buco e das capitanias confi- 
a a. ~ chew agli zs elle 
‘o&0 Fernandes Vieira, e dos com 
a independ nacional, por Fr. Raphaal de 
Jesus, monge Benedictino. Nova edicéo a de 1679, 
nee oe por « Sus Mages- 
imperial o Senhor Dom Pedro nu, impersdor do Brasil; 
(Continued on next card) 
3 oo8Ts 
atet, 


Raphael $ Jesus, 1614-1608. 








Raphael 


Raphael, Albert, peeud. 
see 
Borrill, Albert Raphael. 


Raphael, Alice P. oe 

a fron! 
yyy BS “rie New York, 
Ficce fstalten company, 391 


4p 1,MSp. front, 2 $190 


Library of Congress PZ3.RISIF 
——— Copy 2 


1910; 2c. Mar. 25, 1910; A 299686; Sturgis & Walton 
om York, N. @. 


Raphael, Alice Pearl, 1887- 
Goethe, the challenger ;by, Alice Raphael. New York, J. 

Cape and R. Ballou ,°1982, 

echo front. (facsim.) 234". 

Foreword.—Goethe, the challenger. 
“Conversations w: 


Joseph Conrad's 
Ecker- 


psa ix: «. From wita Goethe,” by 
mann. & “The soul and the body,” by Henri Bergson; trans- 
lated by Alice Raphael. 

Goethe, Addresses, essays, lectures. 
2, Scammed, Jeaephe tet Victory. L Tithe. 

‘32-9869 
Library of Congress PT2177.RS 

— ——- Copy 2. 
Copyright A 50318 Ca) 832.62 


Raphael, Arthur Michael. 

The Great Jug, by Arthur M. Raphael; illustrated by Clif- 
ford P. Benton. Chicago, The Reilly & Lee co. ,*1936, 

136 p. col. front.. Mus. 234". 


1 Title. 
(36-15072 
Library of Congress PZ8.R186Gr 
— —— Copy 2. 
Copyright A 96548 ih 


Raphael, Axel Ferdinand, 1850- 
... Atgiirder for upprittandet af smirre jordbruksligenheter 
i Preussen och Storbritannien. Fn redogérelse af Axel Ra- 


phael ... Stockholm, Trvekt ho« K. 1. Beckman, 1895. 
tpi.Mp Baier 
At bead of tine: Bilaga 11 Jortirnk-tiizenhes-komiténs Leuinkande 


1. | oe eg lands, 2. Gt. Brit.—Public lands. 3. Homextead 
— ead Inw—it. Brit 1. Sweden. Jordhrake- 
srabarabemenintén. et UCnderdanign betlinkende, 1. Tithe: Smiirre 


Sorebrakeaeenbeter 1 Preuseen och Rtorbritannien 
MINS 
Library of Congress HD6W POR? 
a 313 OO431 


1. Copyright—Titles. 


Library of Congress 


LIBRARY OF CONGRESS 


Raphael, Claude. 
. Liarbitrage en valeurs en a et en métaux précieux 
. par Claude Je Raphael . Paris, Domat-Montchrestien, 1935. 
96 p21 Incl. tables, 24)". 


Thése— Univ. de Paris. 
“Bibllographie” : p. 11-18. 


1. Foreign exchange. 2. Stock-exchange— France. 8. Securities — 
France. 1. Title. 


42-13182 


Library of Congress HG3821.R3 19850 


ro 832.45 
Raphael, Claude. 


Jarbitrage en valeurs en change et en métaux précieux. 
Paris, Domat-Montchrestien, 1935. 


Ip il, rOOp,21 269". 
“Bibliographie”: p. 11-13. 





1. Foreign exchange. 2 Stock-exchange—France. 3. Securities— 
Fraace. 1 Tithe. 
ST-SAT44 
Library of Congress HG3821.R3 
& 382.45 


Raphael, Claude. 


L’arbitrage en valeurs, en change et en métaux précieux. 
Paria Les Editions Domat-Montchrestien, F. Loviton & ce’, 


1p. 1, 5-96 p. 21. tnel. tables, forms. 25°. 
“Bibliographie” : p. 11-13. 


Securities—Prices. 2. Precious metals—Prices. 8. Foreign ex- 
pee. 4. Banks aud banking. 1. Title. 
AC 3423 
‘Title from N. ¥. Pub. Libr. Printed by L.C. 


Raphael, meg tm 1871- 


The electric wirii  tabtings, ty F. Chases Bagies ~- 
Lendon, New York sete., Sir I. Pitman & sons, Itd., 1930. 


x, 208 p. Mus, fold. plan. 19°. 


1. Blectric wiring. 





80-80008 

Library of Congress TKS271.R3 

3) @21 Bom 
Raphael, F Charles. 

The localixation of faults in electric light and power 
mains. With chapters on insulation testing. by 
Charles Raphael . rev. London, ‘*The face: 
trician’’ printing and publishing company, limited , 1903, 

xii, 205 p. itlus., diagrs. 22°. 

1. Electric lines—Testing. 1. Title. 

4-16 

Library of Congress THI207.R3 

1al9s22d1, 


Raphael, Francis Charies, 1871- 
The localisation of om 2 < in electric — 
mains, with chapters on insulation sion aig ty Cha: . les 


vii, chy, 210 p. illus, diagrs. 218%. (On cover: Electrician's series) 


1. Electric lines—Testing. 2 Electric wiring 1. Title. 


A2$-322 
Printed by L. C. 


2s 
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Title from Stanford Univ 


Gaston. oe 
.. Allemagne et Pologne. Paris, Librairie Delagrave, 1932. 
136 p, 21. double map. 184%. (Bibliothéque d'histoire et de polt- 
tiqne) 
“Sommaire bibliogtaphique” : p. (127-186. 


European war, 1914-1918—Territorial questions Gorman... 2. Eo 
m5. war, 1014-1 1918—Territortal questions— Poland. 
aci3-314 
Libr. Printed by L.C. 


re) 


Title from N. Y. Pub. 


Raphaél, Gaston. 


Berlin, R. Hobbing, 1925. 
40.1, 218 p. 11. fromt. (port) 24. 
“Berechtigte verdeutschung von Friedrich von Oppeln-Bronikowski.” 








1. Stinnes, Hugo, 1870-1924. 2. Germany—Econ. condit. 1. Oppeln- 
Bronikowski, Friedrich von, 1873- = tr. 
. 26-18291 
Library of Congress DD231.S8R¥4 
12, 
Gaston. 
-. Liindustrie all de, sa récente évol Paris, E. 
Flammarion, 1928. 
318 p21. 189". ( de 
1, Germany—Indus. 2. Germany—Econ. condit.—1918- 1. Title. 
20-4083 


Library of Congress 


HCl86.3.R35 
Copyright A—Foreign or 
a 


p et Thyssen; Aas cane bp caine 
a ri mere 

apt ay f y — y 

aise 72 oe Paria 
tion ‘‘Les belles-lettres’’, 


Z2pL,2ip,1. mm. nari ites n) 


1. Krupp’sche gussstahifabrik, Essen. 2 Thyssen-gruppe. 


Library of Congress ‘TS330.K9R4 


Raphaél, Gaston. 
Otto Ludwig, ses théories et ses euvres romanesques ... 
Paris, 1919. 


2p. 1, 2. 
‘Thése—Univ. de Paris. 


1, Ludwig, Otto, 1813-1865. 


Library of Congress 


Raphaél, Gaston. 
.. Le roi de la Ruhr; Hugo Stinnes, l’homme.—Son 
@uvre.—Son réle. Paris, Payot, 1924. 


2p 1, 7-205 p. 21 228. (Bibliothéque politique <t économique) 


1. Stinnes, Hugo, 1870-194, 2 Germany—Ecor. condit t. Title 


Library of Congress DD251 S8R5 _— 


12: 











Raphaél, Gaston. 


Tirpitz; préface du vice-amiral Ronare’h. Paris, 
Payot he e*, 1922. 


Zp. 1, 7-18 pil 19°. 


1. Tirpite, Alfred Peter Friedrich von, 1849- 


25-1 
Library of Congress DD231.TSR3 _ 
Copyright A—Foreign 27339 
12 


Raphael, Geoffrey George, ed. 
Children and young acts, 1908 to 1932, containing 
the complete text of the Children and young persons act, 1932; 
the Children act, 1908, as amended by subsequent See 
and other relevant statutes and statutory rules and orders, 
edited with an introduction, fa yay notes, table of cases 
and statutes, and a complete i Ap A ny > 


Enid Rosser ... and Wilfrid Fordham . Eyre & 
Spottiswoode (publishers) Itd., 1932. 

xxvi, 335 p. 23". 

1 oo, Brit. 2 thee ete. — 
Gt. Brit. Joint ed. m Fordham, Gurney, 
Joint ed. mot Brit Laws tv. Title. 

33-16101 

Library of Congress 3) 


Raphael, Jease Scharff, 1894— 


Law and procedure of bankruptcy and reorganization, by 
Jease S. Raphael New York, N. Y., Business text-book 
inc., *1941. 
mL oa. 
Vartous foliations. 
Reproduced from type written copy. 


1. Bankruptey—U. 8 2 Debtor and cred'tor—U. 8. L Title. 


42-8804 
Library of Congress 3 


Raphael, Jesse Scharff, 1894— 
Legal aspects of marketing, by Jesse S. Raphael ... 
York, N. Y., Business text-book publishers, inc.,*1939. 
1621. 2x2". 


‘The leaves are variously numbered. 
Reproduced from type-written copy. 


1. Marketing. 2 Salee-—-U. 8. 8. Commercial law—U. 8. 1 Tithe 
41-4216 
Library of Congress 


—~ ——— Copy 2 2) 


Raphael, Joaquim 
see 


Rafael, Joaquim, 1783-1864. 


Raphael, John Edward, 1882-1917. 
Modern Rugby peer eg 


trations from photographs by 
ton & co. (1 


xv, 26 p. front, plates, port. 19”. 
Foreword signed: Harriette Raphael. 


1. Poot-ball. 1. Title. m. Tithe: Rugby football. 


Library of Congress GV94S.R3 
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Graf- 
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ashes, Seta Nathan, 1080-2017 

a play in four acts, 

Du Maurier’s novel the sie nate y John, Rapael an 
Fork, W. Y- Lae Auguss Calit, 2 Prech, ie Lander a 
French, itd.; ete, ete., 1984, - 


90 p. plates, diagrs. «18j=. 


eaition} (On cover: French's standard library 


Seema, Macrier, George Louls Palmelia Busson, 1804-1806, Peter 


Ibbetson. 
87-1000 
Library of Congress PRS Pd2RS 1984 
——— Copy 2. 8 ene 
Raphael, John N. 


Scribner's magazine guide, Paris, side trips and in- 
formation concerning the principal hotels, restaurants, 
oom, theatres, ond places of note and Fw we interest, 

ohn N. Raphael. New York ete.) bner’s maga- 
zine international travel and shopping bureau (*1911) 

62 p. illus. (incl. map) 16>. 


1. Paris—Descr —Guide-books 1. Title. 

Library of Congress DC708 R3 tance 
Copyright A 388005 
Raphael, John RB. 

Through unknown N: John RB. Raphael ... ilius- 
trated from =o author. London, T. W. 
Laurie ltd. 19141, 


xxiii, 361 p. incl. col. front. plates, ports. 224™. 


1. Nigeria—Descr. & tray 


Library of Congress DTS15.R2 
o 


Raphael, Joseph 
see 


Raffaelli, Giuseppe, 1750-1626. 


Raphael, Juliet. 

Madrigal and minstrelsy ,by, Juliet Raphael. New York, 
A. &C. Boni “1927, 

al, ly p., 1 L, (15,86 p. incl. col. frost, tlus. 30”. 


A collection of poems by various authors with musical settings by 
Jullet Raphael. 


L Title. 
2311108 
Library of Congress M1620. R23M2 
Copyright A 1013562 (3841, 


Raphael, Mrs. Lois Alward (Childs) 1900- 


The Cape-to-Cairo in British imperialism, 
by Lois A. C. Raphael ... seen Tank, 08 


515 p. incl. front. (port.) pl. ports, maps (1 fold.) 
ty con pe ays 1986. 


Published also as Studies in and public law, ed. by 
the Faculty of political ical actus of Cohimbla aslverty. no 422) 
Bibliography: p. 


my. 


1 Gt. Brit—Colonles—Africa. 2. Imperialiem. 8. 


& British te Africa. 5. Gt. Brit—For. rel—1887-1001. 1 Title. 
81-4472 
tor DTs2.Rs 1986 
Gotumbis Date: . Ca 3825 342008 


Raphael, Mrs. Oe ee Ee Be ne 
The to-Cairo dream, a study in British imperialiem, 
by Lois A. C. Raphael .. ssa Tide, Odeadis Uaeaaay 
press; London, P. 8. King & son, Itd., 1996. 
ports Jeif-title: Btudies ta 
prt hy and bebe iy, a by the Pace ot political science 
of Columbia university. no. 422) 


preg Bch OR 
Bibliography : p. 475-487. 


1. Gt. pce te a OE Imperialism. 8. Raflroads—Africa, 


4. British in Africa. 5. Gt. Brit—For. rel—1887-1901. 1. Title. 
31-202 
Library of Congress HSLCT 20. <2 
— —— Copy 2. DTS2.R3 19860 
Copyright A 90078 5, (3082) 825.842008 
Raphael, Mrs. Lois Alward (Childs) 1900- 
on eee wets Sen 5 oS illus- 
trated by George Kanelous. New York, Priv. pub. the 
benefit of the Greek war relief association, inc., 1941. 
SpL.885p.1L Mes 19°. 
1 Greece, Modero—Biog. 2 Woman—Bicg. L Title. 
41-2109 
Library of Congress CT3440.K3 
oh (806.00495, 


Raphael, Sister Mary. 
Contribution of parochial schools to health, scholarship, and 
character by, Sister M. Rapheel. 
(In National 


education association of the United States. Addresses 
and proceedings, 1931. p. 164-170) 


U. 8, 1, Title. 
1. Catholic church—Education—; ’ E2416 
Library, U. 8. Office of Education LIZ N212 1981 
Library of Congress {Li3.N4 1081) 


Raphael, Mary F. 


Melisande, and other verses, by Mary F. Raphael. London, 
A. Moring, Itd. 1940, 


82 p. front 20°. (Helf-title: Saint George series) 


1. Title. 
A 41-2016 
neg univ. Library 
Library of Congress PROOSS.AG5M4 1940 
3) s2101 
Der dorische tempel (dargestellt am Poseidontempel su Pae- 
stum) von Max Augsburg, Dr. B. Filser ,1930, 


112 p. incl. front, ius. 20 pl. on 10 1, 10 diagr. (im pocket) 25". 
Errata slip laid tn. 


1. Architecture—Peestum. oo 3. Col- 
1 Tithe. a ef poten. 


31-6421 
Library of Congress NA285.P3R3 
3 


(722.8) 738.1006574 


Raphael, Max. 
Idee und it; ein féhrer cum wesen der kunst, von Max 
it 24 abbildungen. Miinchen, Delphin-veriag, 


Raphael. 
1921. 
186 p. 24 pl (im pocket) 209". 


1. Art. 2 Betheticn, 1 Tithe. 


Library of Congress 





Raphael 


Raphael, Max. 
Proudhon, Marx, Picasso; trois études sur ls sociclogie de 
Vart, par Max Raphael. Paris, Editions Excelsior “1983, 
BT pt 19. 


1 Art—Philosophy. 2. Esthetics. 3. Proudhon, Pierre Joseph, 1800- 
1886. 4. Marx, Kari, 1618-1883. 6. Picasso, Pablo, 1881- L Tithe 
La sortologie de l'art. 

BS-8T454 

Library of Congress N70.R33 
Copyright A—Foreign 22383 

2 701 
Raphael, Max. 








(Art) 1, Title. 
142498 
Library of ND1265. 
Copyright A—Foreign (438 = 
a4ibi, 
Max. 

Von Monet zu Picasso ; einer asthetik und entwick- 
ee & Ten Saeiie ene cs aphel mit 30 abbil- 
dungen. Miinchen, Delphin-veriag ,“1919, 

127 p. front, plates. 23x18". 

“Zweite unveriinderte auflage” 

1 (art) 2 (Art) 8, Art—20th cent. 
i Tithe. 

38-24064 

Library of Congress ND1265.R3 1919 

12 
ay nee er > oe ae 


A tentative bibliography of Paraguayan ~ by Max- 
well I. Raphael ... and Jeremiah D. M. Ford ... Cambridge, 
Mass, Harvard university press, 1934. 


xi, 25 p 23)". (Helf-title: Bibliographies of Spanish-American lit- 
erature) 
Published by the Harvard counci| on Hispano-American studies. 


Sussemeee literature — Bibl. 2 Paraguayan periodicals — Bibl. 
3 a Parent 1. Ford, Jeremiah Denis —. 1873- Joint 
u as ous oo Hispano American st 


3440804 
Z1881.R21 


4211, 


Library of Congress 
016.88 


Paul. 

La France, Allemagne et les Juifs ot peng Antisé- 
mitisme et pangermanisme, par Paul Paris, F. 
Alean. 1916. 

Sp.it oe 

“Bibliographie”: p. 3,-4. 


1. Pangerman'sm 2 Jewish question: 3 Jews 
a%2-T12 
Stanford univ. Library 


for Library of Congress (a38b1, 


Raphael, Pierre. 


ahistie ds & cameqeatnd a toma, Baitons 
du Sagittaire ,1938, mn 


2p.1, 3-175, a)p. 247 





Printed in Holland. 
Errata leaf laid in. 
“Bibliographie de la correspondance de Marcel Proust” p. :20)-40. 


1 Proust, Marcel, 18T7-1922—-Dictionaries, indexes, ete. 


Library of Congress PQ2es1 RESZa 


2 wan « 


LIBRARY OF CONGRESS 


Raphael, Raphael Bear. 
OWT .7.9,PURD. ... ROT. 2 kp Oe ndee 


The Jewish question, by R. B. Raphael. 
224, vill p. fold. front. 23°. 


In 2 parts. Part 2 has special t-p. we Ph orn none max rom 
‘Tithe (transliterated) : Sheelath ha-yehudim. 


1. Jewish question. 2. Jews—Retigion 
5-7067 Revised 
Library of Congress DS14LR3 


(7382, RB 


Raphael, William. 


- A short talk about the business men of St. Louis, by 
the. proprietor of the Musical advertiser, showing the 
difference between live men and old fogies. 
Louis, Bowman & Matthews, printers, 1872. 

Sp. 17>. 


1. Advertir-7g 


ca 94032 Unrev'd 


Library of Congress HF6146 MORI 


(Raphael, William, 
A short talk with business men on the superior merits 
of the Musical advertiser, as the most ient means 
of brioging their est y before the 





public. St. Louis, Bowman & Matthews, has, 1872. 
16 p.. 179™. 


1. Advertising. 
ca 9-3978 Unrev'd 


Library of Congress HF6146.MOR2 


(Copyright 1872: 7481) 
Raphael ben Jacob Isaac, ha-kohen 


Contarini, Isaac Hayyim Vita, 1644-1723, 


Raphuel Sanzio, C. P. 
see 


Landon, C. P. 


Raphéel Semmes camp no. 11, United 
Confederate veterans 


United Confederate veterans. Alabama, 
Raphdel semmes camy, no- ll. 
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TRO" EK 
(Newark, N. J., 1893, 





Raphael's almanac 
see 


Raphael's prophetic almanac, 


’s ancient manuscript of talismanic magic, con- 


taining nearly one hundred rare talismanie diagrams, 
seals of spirits, charms, magical squares, and pentacles 
for oratioas and invoeation of elementary spirits, and the 





magics 


al ritual of their conjuration. 
influence 


Explaining their 
and hidden powers. 


Recondite wisdom, by 


Raphael. Prepared for publication under the editorship 
of Dr. L. W. De Laurence Chicago, Ill., De Laurence, 
Seott & co. 1916 

1p. 1, 104 p. front. (port.) illus. 26. $5.50 

Added t-p.: The art of talismanic magic 


selections from the 
works of Rabbi Solomon, Agrippa, F. Barrett, etc y Raphael. 
Signed: Raphael, 1880. 


1. Magic. 2. Occult sciences 1. Raphael. 1. De Law- 
rence Karon Wham, 868 

Library of Congress BF1611.R17 17-42 
Copy righ a A 445987 

Raphael's private instractions in — i 
Rev. and enl. ed., London, 1885. Chi- 


cago college o ycho-therapeutics cal aati: national institute 
of science, ° 1808” 


4 numb. |. 224° 


1. Hypnotism. 1. Raphael 


10-4919 Revised 


Library of Congress BF1131.R3 


* Copyright 1896: 62067 


eo Ta 
A play, by Samea Raphaelson, with 
prefab in Ander "New py ott 
London, Samuel French, Itd. ,*1935, 
=p. 81, 9-126, 2, p. front. plates, diagra. 19. 
“Copyright, 1084 ... under the title ‘Old love’.” 


1 Tithe 
A 80-822 

Tiinote. Univ. 

for Library of Congress (PSSseS.ac8AT =} 

2 8125 

Raphaelson, Samson, 1896-— 

Accent on youth and White man; two plays by Samson 
Raphaelson; with a preface by John Anderson an open 


and 
letter by Barrett H. Clark. New York, Los Angeles, 8. 
French; London, 8. French, Itd., 1935. 


=p. 61,023 p. 199°. 


nl oe copyright, 1984 ... (under the title ‘Old love’) ... 
. copyright, 1926 ... (under the title ‘Harlem ") completely 
a PT... 
1. Title, mm. Tithe: White man. 
327232 
Library of Congress PSSSS5.406A7 1965 
Copyright D pub. 36688 13603, w25 


Raphaelson, 

Jason, by Samson Raphselson. New York, Random house 
1942, 

Sp.lL.eiTp 217. 


“First petating ” 
com 42-1762 
Livrary of Congress PS8S3S.A08s25 

& a125 














aes 
jazz singer, by Samson (based on his 

ann “The day of atonement ne Draven maga- 
zine, January, 1922.) New York, Brentano’s “1925, 

0p, 21, 17-183 p20". 

A drama. 

1. Title 

Library of Congress PS3S3S.A66J3 1925 
———C py2 
Copyright A 879011 (2he2, 

Raphaelson, Samson, 1896— 


‘1 imeee Raphaelson. New York, Random house 
11989, 


6pl,.3-188p front. plates 21°. 


A play. 

=. 

1. Tithe. 

39-2347) 

Library of Congress PS3585.A66S58 1939 
—- —-——- Copy 2. 
Copyright D pab. 67212 8) 8125 
Raphaelson, Samson, 189¢— 


Skylark ;by, Samson Rapheelson. New York & London, 
A. A. Knopf, 1939. 
Sp.L,3-225p,11 21°. 
“Published July 5, 1989; fret and second before ition.” 
iturday 


printings publica: 
Sertalized in the Sat evening post under the title of ‘Stream- 
tinea heart 


1 Tithe. 
39-2012 
Library of Congress P73. R18148k 
—~ —— Copy 2. 
Copyright A 1307S nu 
Raphaelson, Samson, 189¢— 


Skylark. Acting ed. Comedy in three acts, by Samson 
Raphaelson. ,New York, Dramatists play service, inc. 1942, 


2p.1, 107, 4) p. front, diagr. 18). 


“Revised.” 
1 Title. 
42-0002 
Library of Congress PS8585.A66858 1942 
& s125 


Raphaelson, Samson, | 896— 
The wooden slipper, a romantic comedy in three acts, by 


Samson Raphaelson ... Evanston, Ill, New York ,etc., Row, 
Peterson & company 1934, 


85, xxiv p. inci. front., ius, diagr. 20j™. (On cover: Row-Peterson 
plays. Professiona! series) 


1. Tithe. 
ca 35—882 Unrev'd 

Library of Congress 
Copyright D pub. 31488 


PROGANOWE 1004 
(40b1, 8125 
Raphaelson, Samson, 189¢- 
Young love, a comedy by Samson Raphaelson ... introduc- 
tion by Joseph Wood Krutch. New York, Brentano's, 1928. 
tip. 2.,c12p 2. 


1 Title. 


Library of Congress 
—-———— Ggyt 
Copyright A 813 


PS3535.A08YS 1928 


CATALOG OF PRINTED CARDS 


Raphall, Morris Jacob, 1795-1568. 
Bible view of slavery. A — delivered at the Jewish 
“Bnai Jesh ww York, on the day of the 
Raphall .. 





national fast, Jan, 4, 1861. - the Rev. M. J. 
New York, Rudd & Carleton, 1861. 


2p.l. wih-vilip, lL dipéip m2 


1. Slavery in the U. 8.—Controversial Mterature— 1861 1, Title, 


11—11708 
Library of Congress 1449 R22 


asia, 


Raphall, Morris J;acob, 1798-1868. 

Post-Biblical history of the Jews; from the close of the 
Old Testament, about the year 420 s. c. 2, till the destruc- 
tion of the second temple in the year 70 c.2. By Morris 
J. Raphal! ... Philadelphia, Moss & brother, 1855. 

2v. 199". 


1. Jews—Hist—«. c S86-a vo. 70. 


(aap) 
Library of Congress DS18R21 
Raphall, Morris Jacob, 1798-1868. 
Sermon by Rev. Dr. M. J. Raphall, rabbi; delivered in the 


Greene st. Hiebrew synagogue, N. Y. , January 4, 1861 .. . Balti- 
more, Press of J. Lucas & son, 1861. 

iv, 5-20 p. 22. 

Caption title: The Bible view of slavery 

1. Slavery in the U. 8.—Controversial literature—1861. 1. Title 














Raphun, Hans 
see 


Raphon, Hans, 4d, ca. 1512. 


Rapid City, Black Hills and western railroad company. 
Rapid City, Black Hills é bom song railroad company 


to Columbia trast com; Deed of trust or 
mort . Dated, May Ist, "000. o. New York, Globe litho- 
graphing co. 19101, 
cover-title, 40 p. 2a. 
1. (Rathroads— Mortgages: 1. Columbia trust company, New York. 
Ale 
Title from Bureau of Railway Economics. Printed by L. C. 
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Rapid 


Rapid City, S.D. South Dakota state 
school of mines 


South Dakota state school of sines 
. » Rapid 


a epee tary Cincinnati. 
mm xylographs to lead molds A) 1440, A) 1921. 
cinnati, O., The Rapid electrotype company, “1921. 
1) p Mes a. 


Cin- 





22 20088 
Library of Congress 7252 R22 
142x2, 
Rapid eb Cincinnati. 
From xy raphs to to lead molds; a> 1440, a> 1921. ,Cincin- 
nati, O., The electrotype co., 19211, 


1. Electrotyping. 2 Printing—Hist. 1 Title. 
‘31-1816 
(30d), 
Library of Congress mm Re 


Rapid fire. Published by the enlisted men of the A P. G. 
v. 1; May 6, 1918- Feb. 27, 1919. Aberdeen proving 
ground, Md., 1918- 


lv. illus gag weekty 
No more published. 


nol European war, 1914-1918—Period 2 U.S Aberdess proving ground, 


1700 


Library of Congress DSO1.R3S 


ms -y -fire Ragieh: F Frene’ hs commen, * with 


the use of soldiers Cee 


of trench slang. New York and London, Ha & 
brothers, 1917. il 


128 p. 9x12". p25 

Pages 120-128 blank for “Memoranda.” 

1. Languages, Modern—Conversation and phrase books. 

17 2418 


Library of Congres: 
Copyright .\ 467932 


PB73.R3 


ing the o> come We 
aes, © ee New York, 
by company, 
201.529. Mes 19° 
1. Ready-reckoners. 
Library of Congress QAMLRA 
wZSe:, 








Rapid reckoning; or, The art of i arithmetical 
calculations with almost the 
principles s successfully corned by the lightning calculator, 
in his = exhibitions ... New York, Excelsior publishing 
house, * 

1 p L, crity-vill, @-02 p. 187". 

No. ;7) im a volume lettered: Magic, ete. 





1. Ready-reckoners. 
GV1K42.M3 no.7 Sil 


Hp: of recruits, a practical scheme for the 
we AS now ted torrioe rial armies and the volunteer 

Ae 1 — ypseud., London ete. Gale & 
t 


x, 178 p. illus. (tables, diagrs.) 18™. 


1. Infantry training) 2 Infantry drill and tactics. 


War 16-65 
Library, War College Div. General Staff 
Rapid transit cable company, New York. 
Cable traction systems of the Rapid transit cable com- 
pany, New York... (New York? “1889, 


81 p. incl. plates. wu diagr. 2). 


1. Railroads, Cable. 
ca 7—43% Unrev'd 


‘TF83S.R21 
lM, 


Library of Congress 


The Rapid writer, quarterly, devoted to language, short- 
hand writing, and kindred topics. v. 1- 


Jan. i5, 1869- 
(Mendon, Mass., etc., Rapid writer association :1869- 
 2y. 
Vol. 1, no. 1, is @ reprint of the first number issued in Boston, June 15, 
1865. 
Editor : 1868- D. P. Lindsley. 
Published in Andover, Mass., Oct. 1871- 
1. Shorthand—Pertod. 1. Lindsley, David Philip, 1884-1897, ed. 
1421338 
Library of Congress 5A R21 
bl, 


Rapid writing; the Roman alphabet simplified and 
made syllabic ; ristic parts retained ; each stroke, 
a syllable New York and London, writing com- 
pany (1909, 
lp. liw,%p mm $100 
1. Shorthand. 1. Rapid writing company. 

92370 
Library of Congress ZS6.R24 


© Aug. 18, 1909; 2c. Aug 25, 1909; A 244835; Rapid writing co, N.Y. N.Y. 


Rapida ojeada sobre la cam ue hizo el Sr. we 
Santa-Anna en el estado de ryt yey ebre 
proximo pasado, por G. A.y N. Mexico, Impr. de Sorsea, 
1847. 


19 p. front. (fold. map) 20”. 


S$.—Hist —War with Mexico, 106 3000—Compaions . 
2, Senta Antonio Lépez de, pres. of Mexico, 1798 ?~1876. Ay 
7—37008 
Library of Congress £405.1.R21 
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Rapiditas 
see 


Automobile club di Sicilia. 
Rapiditas. 


Rapier, Richard Christopher. 

On the fixed be of railways. By Richard Christo- 
pher Rapier .. vith an abstract of ws discussion upon 
the paper. Ed. by James Forrest . permission of 
the council ... London, Printed by W. re owes and sons, 
1874. 

11, ih p. *vbles, fold. diagrs. 214° 


Excerpt Minutes of proceedings of the Institution of civil engineers, 
vol. xxxvit. Session 1873-74. 


itlus., fold. plates, fold. 


1. Railroads—Signaling. 1. Forrest, James, 1825-1917, ed. 
620482 
TPOIS.R21 


(a20el, 


Library of Congress 


Rapier, Richard Christopher. 

Remunerative railways for new countries; with some ac- 
count of the first railwey in China. By Richard C. Rapier ... 
London, New York, E. & F. N. Spon; ,etc., etc., 1878. 

114 p. MMlus., 9 fold. pl, 8 phot. 25". 


1. Rallroads, Local and light. 2. Railroads—China. 

6— 22041 
TF670.R21 
14001, 


Library of Congress 


Rapin, Daniel, 1799- 
Le guide du botaniste dans le canton de Vaud. Com- 
prenant la description de toutes les plantes vasculaires 


qui croissent spontanément dans ce canton ... par D. Ra- 
pin. Lausanne, Chez tous les libraires, 1842. 
2p. 1, xxili, 488 p. 19. 
1. Botany—Switzerland-—Vaud (Canton) 1. Title. 
26-24458 
Library of Congress QK331.R25 1842 


Rapin, Daniel, 1799- 

Guide du botaniste dans le canton de Vaud, comprenant 
en outre le bassin de Genave et le cours inférieur du 
Rhone en Valais, par D. Rapin. 2. éd. Genéve et Paris, 
J. Cherbuliez, 1862. 

xxiv, 772 p. 18. 


1. Botany— Switzerland—Vaud (Canton) 1. Title. 
2624457 
Library of Congress QKI3L.R25 1862 
Eugéne Rapin 
Histoire du et des pianistes, par 
eco Pais, A. Bertout, jete, tes 190% 
29.11.9859 2. 
1. Pianoforte—Hist. 2 Pianists. 
Met, smo 
Library of Congress ML650.R21 
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Le ppecte Geo denevienmn, Gar jo & Bag. Regie. Lan- 
canna’ tape. L. Corbaz & ec”, 1877. 
6p. 2i= 


1. Crayfish. 2 Ptomaine poisoning. 
ca 10-2490 Unrev'd 





Library of Congress TX37.R3 
—_ Henri. 
dé i d réunis par 
Henri ye le sér. ,Paris, C. Moreau ,1925- 


¥. plates. 419 x 31g”. 
les arts décoratifs modernes 
Issued in portfoltos. 
On cover of v. 2: La sculpture décorative & l'Exposition des arts 
décoratifs de 1925. 


Collection des metileurs ouvrages sur 
francais, 


Sculpture—France. 2. Decoration and ornament, Architectural. 
imternationa! des arts dacoratits, et industriels 


3 Parte 
modernes, 1) L Title. 
31—1583 
Library of Congress Nb548.R3 
a3tel-, 735 


Rapin, Oscar J. 

Nouvelle opération contre l’incontinence d’urine chez 
la femme; causes et traitement opératoire de cette affec- 
tion. Lausanne, Paris, Payot et e*, 1917. 

61 p. pl 20. 
“Litérature”: p. (59-61. 


L Urine —tgnentinanes 2 Ueto (Pemate)~ ‘Surgery, 3. Woman— 


Diseases. 4. Gynecology, Operativ 
$C 18-28 


Library, U. S. Surgeon- General's Office 


(Rapin, René, 1621-1687. 

Comparaison des poémes d’Homere et de Virgile. Troi- 
sieme edition reveut & augmentée. A Paris, Chez Claude 
Barbin. m.oo.cxrv (i. ¢. M.vc.uxxrv?, 

8 p. 1, 166 (4. ©. 174) p. 1 10". 

a ated Octobre @, et, te ereated for: 
pany sur la a a 'Homere & de Virgtle ; Ou, Gonpuscien 


il ited. 





Ex bibliotheca _ 
1, Homerus. Mies. 2. Vergilius Ly) Publius. Aeneis. Litere- 
ture, Compa rative—Greek nd Latin. 4. Literature. ; 34 
tive—Latin and Greek i ntie 
32-10876 
Library of Congress PA4087 A2R3 873.1 


(Rapin, René, 

Du grand ou du sublime dans les mceurs et dans les 
differentes conditions des hommes. Avec elques obser- 
vations sur |'él des biensé Paris, S. Mabre- 
bramoisy, 1686. 


Spl, lt pp. 16°. 





1-78 


a ye 1687. 
Hortorvm libri rv. Cvm dispvtatione de 
denies "Parisis, e Typographia regia, 1665. 
p.l, 29 p ma. 


Added t-p., engraved. 
Signatures: a @ #, 0, A-D*, Aa-Da', Ee’. 


1. Gardening. 1. Horticulture, 
‘Agr 81-2305 


Library, U. 8. Dept. of 




















Rapin, René, 1621-1687. 

Renati Rapini ... Hortorum lib. rv. Cum disputatione de 
cultura hortensi. Ioan. Meursii fil. Arboretum sacrum. An- 
geli Politiani Rusticus. Adhaec Lipsii _. hortenses, & 
Lazari Bonamici carmen de vita rustica. jecti, apud J. 
Ribbium, 1672. 

12 p. L, 196, (6), 82, pH, 127, 8), 31, yp. 10. 

Added t-p. engraved. 


1. Gardening. (1 1. Boonamici, Lazaro. ™ 
Joest, 1547-1606. m1. ion den. 1613-1664. tv. *Poliziano, 
1454-1404 

Agr 10-1684 Revised 

Library, U. 8. Dept. of Agriculture 90R18 


(73002, 


Rapin, René, 1621-1687. 

Renati Rapini ... Hortorum libri rv; with an English trans- 
lation by James Gardiner ... edited by Irving T. McDonald ... 
es Mass., The Holy Cross press, 1932. 

DP. xvill, 221, «xix;-axxvi p. 1 1 front. (facsim.) Mus. 16°. 
(tbeasten Mass. College of the Holy Cross, Library series. no. 1) 

Blank at end of each and full page illustration at beginning 

of parts pot included tn pagination. 
tispiece accompanied with descriptive letterpress. 

“This edition is limited to five bundred copies, of which this is 

Latin and English. 

(Continued on next card) 


82—10211 
e741, 


Rapin, René, 1621-1687. 
tv... 1982. (Card 2) 
On cover: Of gardens. 

4 ph Ka Bf Rg oh ed 
Dp. xvil,-xvill; “Bibliography of 's works, with their translations 
and editions”: p. (xxiv,-xxxvi; bibliography”: 1 leaf at end. 

Contexts. — Flores. —Nemus.— Aquae —Pomartum. 


Renati Repini ... Hortorum libri 


1, Gardening—Poetry 1. Gardiner, James, 4. 1782, tr. un. McDon- 
aid, Irving Thomas, ed. m. Title: Hortorum libri rv. rv. Title: Of gar- 
= 3210211 

Library of Congress 
——— = Cagy 2. . 

Copyright A 50068 3741, 8701 


Rapin, René, 1621-1687. 
Of gardens. Four books. First written in Latine verse 
by Renatus a And now made English by J. E. 


London, Printed by T. R. & N. T. for Thomas Collins and 
John Ford ,ete., 1673. 


12p.1, 237 p. 16". 

“The epistle dedicatory” signed: J. Evelyn. 

CowTen’s.—book 1 Flowers —book I. Woods.—book book 
a s. 1. Water. 


1. Gardening—Poetry. 1. Evelyn, John, 1655-1699, tr. 


6213511 


Library of Congress PR333.E60S 


Rapin, René, 1621-1687. 


... Of gardens. A Latin poem. In four books. — 51 
by Mr. Gardiner ... London, Printed by W. Bowyer for B. 
Lintott ,17¢4, 


19 p. 1, 195 p. front. fold. plates. 20°. 


1. Gardens—Poetry 1 Gardiner, James, 4. 1782, tr. 
Library of Congress ‘SB455.R4 
radibl, 


(Rapin, René, 1621-1687. 

Reflections upon the use of the ae a 4 of these times. 
Together with A comparison between the eloquence of 
Cicero and Demosthenes. Tr. out of French. Oxford, 
Printed, and are to be sold by the booksellers there, 1672. 


a 182 p,11,210p. 15™. 
comparison between the eloquence of Cicero and Demosthenes” has 
qed CP ET ae wales, 
1 Cnetery, 2 awe, Bare Telia 3. Demosthenes. 1 Title. 
u. A comparison een the eloquence of Cicero and Demosthenes. 
18-4118 


Library of Congress PN4105.R3 


CATALOG OF PRINTED CARDS 


Rapin, René. 


Willa Cather, by René Rapin. New York, R. M McBride 
& company, 1930. 


2p L, 115 p front. (port) 20°. (Helf-title: Modern American 
writers. vim) 


Bibliography : p. 90-104. 


1. Cather, Willa Sibert, 1875- 


80—80428 
Library of Congress PS8505.48TZ8 
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(Rapin-Thoyras, Paul de, 1661-1725. 

Abrege’ historique, de ce qui est contenu dans les actes 
publics, imprimez 4 Londres 5 l’an 1704 & suivans; re- 
cueillis par Thomas Rymer. En xvu. volumes in folio. 

Cet abrogé eat tiré de lx Bibliothéque choisie, & 
moderne, de Mr. Le Clere. ;Amsterdam! 17321, 
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(Rapin-Thoyras, Paul de, 1661-1725. 

Abregé hictorique des actes publics d’Angleterre, re- 
cueillis par Thomas Rymer. (La Haye, Scheltus, 1724- 
38% 


«on 
Port title, v. 1, and half-title, v. 2 


Hf-title, v. 1: Abregé historique des xx volumes des Actes de Rymer. 
bridgment by Paul de Rapin-Thoyras of Rymer's Fasdera; first 
Pe oft = is by Jean Le Clerc. 
This edition printed at Te on Ay ogee at the cost of the clerk, 


Jacob Fagel, and O imited to 0 
a! library of F; 

Gt. Brit finery 2. Gt. Brit —Foreign relations—Treaties. 3. Gt 
Brit Politics and government 1. Rymer, Thomas, 1641-1713. Ferdera. 
1. Le Clere, Jean 1657-1736. 
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Pol. 1. Rymer, Thomas, 164i-1T18. Fadera. = Whatley, 
Stephen, tr. mz Title. 
10-14T12 Revised 
Library of Congress axes 17%Tr 
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Rapin-Thoyras, Paul de, 1661-1725. 


Rapin, as publish’d by M. Le Clerc. _ With the heads of kings 
queens, curiously engrav'd by Mr. Vandergucht ... Lon- 
don, Printed for J. Darby ,etc., 1726-27. 


4¥. front. (v.4) ports. 22°. 
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Rapin-Thoyras, Paul de, 1661-1725. 

Dissertation sur les et les Torys. Or, An his- 
orical dissertation and Tory ... written in 

p44 4 . by Mr. Ozell. London, 

E. Carll, 1717. 


viii, 108 19. With Ge Brit. cate House of commons 


2 Whig party (Ge Brit.) 3 Tories, 


wis Seek Foam, & 48. we 
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Rapin-Thoyras, Paul de, 1661-1725. 


Histoire d’Angleterre, TA de Rapin Thoyras ... Le 

Haye, A. de Rogissart, 1727. 

an” front., ports, ae, tab. geneal. tables (pert fold.) 
tle vignettes (vy. 1-10, Rogissart’s device; v. 11-12, device of van 

oun ate Hondt) 


La Haye, J. van Duren, P. ‘ac Bonde, 1788. 


(Continved on next card) 
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de Rapio-Thoyras extends from the establishment of 
the Romans in Great Britain to the death Charlies This 
includes the continuation to the accession of George 1, by Devid De 
“Dissertation sur lorigine du gouvernement 4° et oor le 


3435198 
Library of Congress DASO.RI9 1727 oe 
Ragin-Theyres, Pasi ds, 1681-1736. 
d’Angieterre, par M.’ de Thoyras ... 
Nouv. ed. Basle, J. L. Brandmuller, 17: 
4¥. front, fold. maps, fold tables. 3/) x 28)™. 
‘Title vignette. 
+. 1, Depais Tinvasion de Jules Cesar jnaqs't lo fn de reams 
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e i f caemenas dn ongee a, See ee lacie 
jusqu’s Favenement de George 1. 4 la couronme. 
1. Ge Brit—Hist. 
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Rapin-Thoyras, (Paul, de, 1661-1725. 

Histoir + d’ Angleterre, par M. Rapin de Thoyras, nou- 
velle éd., augmentée des notes de M. Tindal, & de quel- 
ques autres remarques . . . de I’ Abregé historique fait 
par Rapin Thoyras; du Recueil des actes publics d’An- 
—. de Thomas Rymer, dispersé dans cette éd. . 

de Mémoires pour les vingt ve années du regne 
Por les soins de M. de S. 


de George u. 4. Sree 
Haye, 1749. 
16 ¥. front, pl., port., fold. maps, tab. 24". 
(Qoptin ved on neat oasd) 


Rapin-Thoyras, Paul, de, 1661-1725. Histoire d'An- 
gleterre... oo (Card 2) 


Title v Ay | pieces: urarginal 1 
EAL &y eauine de belt Mak The history of de Rey 
the ry nent of the Koran in (rent Britain to the death 1 


ne cen ge A 
bance, les et les caracteres « Whigs et ‘dee Tor; 

her ‘de a +H, pp. 47-120. v. 16. Pastes A ables de L' histoire lndive 
Angleterre 


Sabject entries: (it. Brit. —Hixt 
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Rapin-Thoyras, Paul de, 1661-1725. 

The history of England, as well ecclesiastical as civil. By 
M’ de Raj in Thoyras ... Done into English from the French 
London, Printed for J. and J. Knapton, 


15 ¥. fronts. (¥. 1-10, 18, 15) fold. maps, fold. geneal. tables. 20°. 
“& letter to Mr. —-—— containing some particulars of the life of Mr. 


xm, p. (ill;-xxiv. 
“A short summary of the history of England” : ¥. 15, p. 1-444 (at end) 


1. Gt. Brit.—Hiet. 1. Tindal, Nicholas, 1687-1774, tr. 
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Library of Congress DA3O.R199 
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ee ae 
of England. ee te ee hy a oe. 
Pg Tr. into English with additional notes, 
-- London, Printed eee te and tei 
ton, 1732-47. 


(gest Suid.) 50 pect. (incl, Granta.) 98 mage, 
a or. 
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Titles of ¥. 3-4: The history of England Mr. Rapta 
Continued from the revolution to the sccemion of King 
N. Tindal. 

(Continued on next card) 
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30, 


Thoyras, Paul de, 1661-1725. 


The history of - 
1732-47. (Card 2) hacia 


from the Julius Cesar to the death of George 1 To this 
summery are appended lists of bishops, justices, etc. 

1. Ot. Brit—Hist. 2. Medale—<t. Brit 1 Tindal, Nicholas, 1687- 
1774, contin. and tr. wm. Vertue, George, 1684-1756, engr. u. Houbra- 
ken, Jacobus, 1606-1780, engr. rv. Du Ros, Claude, 1682-1745? engr. 
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Library of Congress DASOR2 1788 
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The history of England. Written in French by Mr. Rapin 
with additional notes, by N. 


and the heads and monuments of the kings, engraven on sev- 


enty-seven copper London, J. and P. Knapton, 
1743-47. 
4°. 5 fron, poate Gout Sak) gam, Gage douse Gans 
tables (2 fold.) 

e Fate Tair ot te Be ic + 4 in 2 vols, each with separate 

(Continued on next card) 
1—2390 

igi, 





LIBRARY OF CONGRESS 


Raptn Theyens, Daxt de, 2608-708. The history of Eng- 
land... 1743-47. (Card 2) 
me iat ty ‘The history of England, by Mr. Rapin de Thoy- 
Coatinued from from the revolution to the accession of King George 0 
or. ~ y=, wed by G. Vertue and J. Houbraken; the 
pte 6 ert © ou ems, ¥ \. Sea. ann. ee 
y of the three last reigns”: v. 3, tv, 40 p. at end; 


of George 1: 274 p. at end of v. 4. 
1. Gt. Brit. — Hist. — Gt. it. 1. Tindal, Nicholas, 
1687-1774, contin. and tr. om Vi 1684-1 , 
Jacobus, 1606-1780, engr. rv. Du Bosc, Claude, 1745? 
¥. Schley, Jacobus van der, 1715-1775, engr. vi ¥ 
fi, 1730-1770, engr. 
of Congress DA30.R2 508 — 2390 
——Copy2. v.12 Imperfect: wanting genet of 
Cromwell to face p. 501, pie 
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i Paul de, 1661-1725. 

e history of England, from the earliest periods. By 
Rapin de Thoyras. Newly tr., cor., and rev.; and con- 
tinued to the present “time: with illustrative annotations, 
historical, politiea!, and statistical, from private collec- 
tions, and from public records, deposited in the British 
museum, the Tower of London, &. Presenting a lumi- 
nous exposition of every political, military, and commer- 
cial event, relating to the British empire, and to its colo- 
nial possessions in the East and West Indies, and on the 
continents of Afriea and America; a general view of the 

(Continued on next card) qannee 


i — Paul de, 1661-1725. The history of 
England (Card 2) 
Ma revolution, and its consequent wars througbout 


Europe ; accounts of voyages and digcoveries, and of the 
ie ef of literature, science, and the polite arts; and 

iographical sketches of the most distinguished British 
legislators, warriorr poets, divines, and others, who have 
rendered themselves conspicuous in the history of their 
country. By Henry Robertson ... Embellished with a 
series of highly finished portraits of the sovereigns of 
England ; historical pieces; views; &e. from the works of 

Continued on next card) 1-20082 


Rapin-Thoyras, Paul de, 1661-1725 
England... (Card 3) 


the most distinguished artists of the English school. 
London, J. Robins & co. 18161, 


2. fronts. illus, plates, ports. 42 x 25™. 
Vol. i- by J. and J. Cundee 
Added title-pages, 


The history of 


engr 

This edition contains pce of | of LL ~~ covgestone oy i ooey, engrayv 
ings, but the maps and tables famous a -p- Some 
engravings are after Morte 


and Cruikshank, but Fo my part are 
unsigned 
1. Gt. Brit —Hist 1. Robertson, Henry, fi. 1815, tr. 
1-22062 
Library of Congress DAM R214 


Rapin-Thoyras, Paul de, 1661-1725. 

A new history of England, in French and English, by 
question and answer. Extracted from the most cele- 
brated English historians; particularly M. de Rapin 
Thoyras. A new ed., cor. and improv’d. London, P. Vail- 
lant, 1749. 

3p. 1, 05p. na. 

Added t.-p. in French; French and English on opposite pages. 


1. Gt. Brit—Hist. 1. Tithe. «. Tithe: Nouvelle histoire d’Angleterre ... 


19-1914 
Library of Congress DA32Z.R3 170 
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(Rapisarda, Antonio, 1900— 
... Gabriel d’Annunzio, Seint Jean du fascisme. Paris, Mer- 


evre de France, 1934. 
253, (1) p. 189". 
Author's psead., Aniante, at bead of title. 


Title. 
1. Anpunaio, Gabriele 4’, 1963- L sr-s000 
Library of Congress PQ RS 
Copyright A—Foreign s4o11 
a Lad 


(Rapisarda, Antonio, 1900- 
. Italo Balbo, maréchal de lair; traduit de litalien par 
Fernand Hayward. Paris, B. Grasset ,1933, 
vill, 318 p. 11. 189%. 
Author's pseud..’Antonlo Anlante, at head of title. 


1. Balbo, Italo, 1806- 1. Hayward, Fernand, tr. 


34-16125 
Library of Congress TL540 B33R3 
Copyright A—Foreign 24148 
3 926 29 


(Rapisarda, Antonio, 1900- 

... Un jour trés calme; roman, traduit de l’italien par Paul- 
Henri Michel. Paris, Stock (Delamain et Boutelleau) 1934. 

2 p.L, (7-220 p11 189". 

Author's pseud., Antonio Aniante, at bead of title. 


1. Michel, Paul Henri, tr. u. Title. 


34-25710 
Library of Congress PQ4839.AT7J6 
Copyright A—Foreign 25169 
2 853.91 


(Rapisarda, Antonio, 1900- 

... Mussolini; traduit de Vitalien par Juliette Bertrand. 
Paris, B. Grasset ,1932, 

4p1, 2p. 21 187". 

Author's peeud., Antonio Aniante, at head of title. 


1. Mussolini, Benito, 1883- 1. Bertrand, Juliette, tr. m. Title, 


33-6798 
Library of Congress DG575.M8R35 
Copyright A—Foreign 19851 
2 923.245 


|Rapisarda, Antonio, 1900- 


... Terremoto. Milano-Roma, Treves-Treccani-Tumminelli ; 
yete., «te, 1932. 


3p. 1, Bp 222p,1L 189”. 
Author's psend., Antonio Antante, ut Leud of title. 


1. Title. 
AC 82-275 

Title from Northwestern Univ. Printed by L. C. 

a 

(Rapisarda, Antonio, 1900- 

... Vita di Bellini. Torino, P. Gebetti, 1925. 
240 p. 19)". 
Author's peeud., Aniante, at head of title. 
1, Bellini, Vincenso, 1801-1885. 1. Title. 
Library of Congress MLA10. B44R2 a 

(783b2, e278 


Rapisardi, Francesco, 1842- 
Specehio di virti: _— ed esempj di Francesco Ra- 
i i... 3. ed. Nuovamente accresciuta e cor. dal- 
* autore. (‘atania, N. Giannotta, 1901. 
xiv, 616, ii p. front. (port.) 23° 


1. Conduct of life. 


Library of Congress 


BJ1S84.Ke 











Rapisardi, Mario, 1844-1912. 
ae Pe 2 > Se Catania, F. Tropes, 
1887. 


mp =. 
‘37-8800 
Library of Congress PQ4T80.R24P6 
a 851 98 
Rapisardi-Mirabelli, Andrea, 1883- 


.. Le Congres de Westphalie, ses negociations et ses resultats 
au point de vue de l"histoire du droit des gens, apercu critique, 
par Andrea Rapisardi Mirabelli .. 

(In Bibliotheca Lygdvni Batavorvm, 1929. 24). 
t. 8, xx. p. 5-162) 

Ry apr couronné par la Faculté de droit de l'Université de Leyde, 
prix du Legatum risserianum, 1926." 

“Notice bibliographique’: PD. 85;-100. 


1. Westphalia, Peace of, 1648 2 International law and relations. 


AC 33-773 
Michigan. Ualv. Library IXOA.LAS vols 
for Library of Congress (JX64.L4 vol. 8) 
a38e1, (341.082) 
Rapisardi-Mirabelli, Andrea, 1853- 


. Elementi di diritto pubblico generale ed introduzione al 
diritto costituzionale italiano. Roma, Societ& editrice del 
“Foro italiano”, 1935. 


BtIp we. 
Includes bibliographies. 


1. Constitutional law. 2 State, The 3. Italy—Constitutional law. 
1. Title. 


‘80-832728 
Library of Congress JC285.R3 
(2) 342 
Rapisardi-Mirabelli, Andrea. 
... La guerra, con nota bibliografica. Firenze, G. C. 
Sansoni, 1912. 
iv p, LL, 78 p. 164°. (Biblioteca givridica popolare. 1) 
Nota bibliografica”: p. :73)-75 
1. War 
14-14679 


Library of Congress JX4514.R3 


Rapisardi-Mirabelli, Andrea. 


L’ordine publico nel diritto internazionale; saggio 
eritico. Catania, N. Giannotta, 1908. 
7p. 1 2s" 


Kibhographical foot-notes. 


1 Setesunsls nal law, Private. 2. International law and relations. 
1. Title, 
? 20-030 
Library of Congress JX6094. R3 
12; 
Rapisardi-Mirabelli, Andrea. 


.-- Tl signifieato della 
internazionale. Roma, 


2p. p 247. 
At head of title: Questioni fondamentali di diritto internazionale 


=x nella scienza del diritto 
G. Civelli, 1910. 


Library of Congress 
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ape ee Andrea. 
.. Lo stato, soggetto del diritto internazionale. Pisa, 
Presso la gp tH- dell’ Archivo giuridico, 1909. 


ip. l. Gop 2m. 


“Estratto dalf Archivo giuridico ‘Filippo Serafini’, 


vol x1, fas. 2-3 
(4c? mtera collezione vol. .xxxn, 2, 3)” 


1. Stace, The. 2 International law and relations. 


Library of Congress JX4001.R27 


ws25el) 
Rapisardi-Mirabelli, Andrea, 1883- 
des unions internationales, par A. Rapi- 
sardi-Mirabelli .. 
tional law. Recueil des cours, 


Un Academy of interna’ 
1925, 1. 1926. ry fe ¥. 7, p 341-893. port.) 


“Notice biographique. Publicatiuns”: p. 343. 
“Bibliographie”: p. 381 





2. Inter- 
L ne: Unions taternationales, Théorie 


AZ-ST 


1 
nationa! law nd relations, 
générnle de 





Carnegie entow int peace. Library IJX1I26.A8.424 vol. 7 
for Library of Congress (4X74. vol. 7) 
@37el, (341.082) 
~— Karl. 
, .. Die p pekti re und arc hitektur auf den Diirer ‘echen 
kupferstichen und 





mialden. Von dr. Karl Rapke. Mit 10 lichtdrucktaf 
Strassburg, J. H. E. Heitz (Heitz & Miindel) 1902. op 


iv, Bp. Wpl 2697 (Studien zur deutschen kunstgeschichte, 39. bft.) 





1. Diwer, Albrecht, 1471-1528. 2. Perspective. 1. Title. 
9-22427 
Library of Congress NDS88.DOR2 
a20el, 
aut Loais, 1904— 
égénération (juillet 1937- 

jellies 1938) par Louis ar diag Teissier ... 
Paris, Seman 4 & c*, 1938. 

3 11 2". (Physiologie; revue annuvelle, dirigte ‘mnie y 
Terroine .. 1. année, 16) - . 


Actualités scientifiques et industrielles 754 
“Bibliographie” : p. (23,88. 


1. Growth. 1 Tetaster, Georges, 1900- detnt author. no Tithe 
Brown univ. Library - 
for Library of Congress {(Q111.43 no. 754) 
2 (508) 


Rapking, Aaron Henry, 1886— 

aaa the kingdom of God in the countryside ... by, 
Aaron H. Rapking. New York, Cincinnati etc, The Meth- 
odist book concern ,*1988, 

Spl, 5-00 p. dingr. 199°. 

Portrait 

Approved i by the Committee on curriculum of the Board of efvce- 
ton of the Methodist Episcopal charch.” 
Bibliography: p. 60-60. 





R U. and teach- 
at % erat cearches—U. yy P- e e 
BR2487R 
Library of Congress BVeSA RS 
—— ——  Copy2 
Copyright A 120063 a rt 
(Rapley, E ait 1 
The soils ducts of hwestern L 
ineluding the mg of Saint Landry, La yeti, Ver 
milion, Saint roar Coe ae an Wash 
ington, Govt. print. o! 
@p. B™. (U.S. Dept of agriculture (Report no. 35) 
Signed: EE. Rapley 
1 Agriculture—Louisana t U.S. Dept of agriculture 
Agr 9-237 
Library, U. S. Dept. of Agriculture 1Ag84Sp no. 35 


135 


ge ee i to ed. 
Arttliche rechts- und gesetzeskunde. Hreg. 

nn pe at prof dr. 0. Hapmund and eb. tue at 

ay G. Thieme, 1913. _ dis 
2v ae M2 


Paged continuously. 
_& Medics! laws and legislation—Germany . Dietrich, Eduard, 186- 
joint 

Library of Congress RA3S.G4R3 
—- —— Copy 2 


Copyright A—Foreign 6940 


ets Kari Otto, 1845- 


tlic 





Vee de, © Rapmund ... Leipzig, C. L. Higeehfold. 190" 


5 o a. Latest H 
cialis Sak s p.: varednnghton antag muni 
“Bibliographic” odna 


1. Sanitation. 2 Germany—Sanit. affairs. 1. Title. 


2-998 Revised 


Library of Congress RAQ2ZS.R21 


mpuns Gee Kari Otto, 1945- 
Das Sffentliche 





teil. Von 
prof. dr. O. Rapmund . Mn Lalgaigs C. 1. Moekada, wase 
aS (Aeeed t-o.: Hand. und lenrboch der 


verwaltungsiehre. vn. Lath 
“Verzeichnis der Uteratur”: p. :1151,-1157. 
1. Hygiene, Public. 2 Sanitation 
14—14801 
Library of Congress RAG5.R2 
871., 


Rapola, Martti, 1391- 

. Suomen kirjakielen historia p&dpiirteittéin ... Kirjoit- 
tanut Martti Rapola. Helsinki ‘Soomal.kirjllisuuden eeuraa 
kirjapainon osakeyhtid, 1933- 

. 2e 
197. ona 


“Labdertittaukste Ja setity tail” : v. 1p @68,-a7. 





1, Finnish lenguage—Hist. 1 Title. 
{Pull nome: Martti Olavi Rapola; 
35-11848 
Library of Congress PHIO6.88 oss 197 
a (404541082) 404.54109 


Rapoport, Georges, ed. and tr. 

Le droit de timbre; texte eS = eta 8 
| de timbre, approuvé par le i mini 
dele do tos, promulgué par le Décret royal n* 181 en date 
oe nai 1986, publié le “Journal officiel”, 9 oP 008 ao 6 wl 
1936. Traduit et publié par Georges Rapoport. ; m- 
primerie “Rahvirs”, 19961, 

lap 2. ( Recuet! de lois bulgares) 


1 Stamp-éuties—Builgaria. 1. Bulgaria. Laws, statutes, ete. 
um. Title. 
3924070 


Library of Congress mn 


Rapoport, Georges, ed. and tr. 

. Loi sur le contrat de travail. Loi sur le contrat de travail 
collectif et l'arrangement des conflits de travail. Traduit 
publié par Georges Rapoport ... Sofia, 19361, 

2p.L, Br38p 26". (Recuetl de lols buigares) 
Mimeograpbed 


Labor cootract—Buigar'a. 2 Arbitration, Industrial—Buigaria. 
1 Bulgaria. Laws, statutes, ete. m Title. 


4190016 
Library of Congress 2 





Rapoport 


Rapoport, Georges, ed. and tr. 

. La loi sur le tabac; Se 
ministres le 4 novembre 1 ulgué par Décret 
+ 181, publié ont to "Journal » as 
Lol Traduit et publié par Georges Rapoport ... ,Sofia, 
19851, 


f 


1p.L,.@p. 2)”. (Recueil de lois bulgares) 
Mimeographed. 


1. Tobacco 
statutes, ete. nm Tithe 


O- 10888 
Library of Congress 12 
on Georges, ed. and tr. 
-. Propriété | industrielle et JTitteraire. Loi sur les brevets 
di sur de la Loi sur les 





brevets; Loi sur les marques ps mene A et industrielles; 
Pa hte oagguey Teele Tyee A. ploy = some Lei sur 
les droits de auteur ... Traduit et publié par Georges Rapo- 


(Sofia, 19341, 
3p.1,@ numb. 34°. (Recuell de lois bulgares) 
type-written copy. 


1. Patent laws and yy 2. Trade-marks—Bulgaria. 
3. Copyright—Bulgaria. 1% Bulgaria. Laws, statutes, ete. mm, Title. 
41-20072 
Library of Congress 2) 


Georges, ed. and tr. 
eee ea propriété 
et les servitudes, Loi sur chen, me yet ed contrats, Loi sur 
les privileges et les hypothe 





P 1931 
Traduit et publié par ‘Georges F ion (Sofia? 1931, 
iplv,19p a. 
Autographic reproduction of type-written copy. 
1 Civil law—Bulgaria. 2 Buigaria. 3. Servitudes—Bul- 
4 Debtor and creditor—Bulgaria. 6 
Bulgaria. 7. (Law) —Bulgaria. 1 Bulgaria. 
Laws, statutes, ete. um. Title. 
3838006 
Library of Congress 3 
Rapoport, Nicolés. 


. Tithe 


Library of Congress PQTTOT.RSTITQS 963 6 


Rapoport, Solomon Judah Lob 
see 


Rapoport, Salomon Judah Lob, 1790-1867, 


Raposo, Alberto Carlos de Paiva 
see 


Paiva Raposo, Alberto Carlos de. 


LIBRARY OF CONGRESS 


eorex” Amerioo. 
evrose mystica ; 
ulto 
c preside 0 — i 


=v pp., 11, [19)-130 pp. 12°. 


sobre a do 
Ric de aneiro, 


are 2 


‘Library of Congres, no. 
— —— Copy 2. 


Raposo, Ben-Hur. 


.-» O estado e o trabalho. Rio de Jansiro, A. Coelho Branco 
F.* 1938. 


Tip. 3st 1. 


1. Labor and laboring classes—Brasil 2. | 2. Trade-unions—Brasil. 
& Trade and 





1. Tite. 
42-01 
Library of Congress HDs286.R3 
ra 
Raposo, Bettencourt 
see 


Bettencourt Raposo. 


Raposo, C. A. Sarandy de 
see 


Sarandy Raposo, C. A. de. 


Raposo, Hippolyto. 
. Coimbra doutora 
F. Frangs Amado, 1910. 


4p 1, ah-vat (4 ¢. evi), 162 p, 21 109". 
Error in pagination: p. xvi numbered vi. 


; prefacio de Julio Dantas. Coimbra, 


1. Coimbra. Universidade. 1 Title 
96-36063 
Lébrary of Congress LP4s38.B3 
2 ‘378.469 


Raposo Botelho, José Nicolau, 1850-1914. 
Compendio de historia universal, 

instrucgéo secundaria, 

(8. ed., Lisboa, A. M. 
2p 1, 8, 2p. 2". 


para uso ap an tan & 
José Nicolau Rapozo Botelho .. 
1892. 


1 History, Universe! 


Library of Congress 


D2L.R35 1892 9 


Raposo de Almeida, Francisco Manuel, 1817- 
O Camées, drama de F. M. Rapozo d’Almeida .. 
Typographia imparcial de F. M. R. d’Almeida, 1851. 
=zv p, 31,201 p,11 18°. (Hi Obras. t.1) 
“Julso critico desta obra,” p. (185;-188. 


1, Cam6es, Luiz de, 15241-1580—Drama. 1. Title. 
34-35010 
Library of Congress PQG88T R29C3 
—— —— Copy 2. 900.2 


Raposo de Sousa d’Alte Espargosa, Maria Isabel, vis. 
condessa de Fonte Arcada 
ace 


Fonte Arcada, Maria Isabel Raposo de Sousa d’Alte Espar- 
gosa, viscondessa de, 1833— 


Library of Congress 12) 


Rapou, Auguste i. «. Pierre Auguste. 
Typhoid fever and its homeopathic treatment; by Aug. 


Rapou... Tr. by M. Coté, a. p. Cincinnati, Moore, An- 
derson & company, 1 


2p.1,%1M4p 18)" 


1. Typhoid fever—Homeopathic treatment 1. Coté, Marcellin, 1815- 
1878, tr. 
71 
Library of Congress RX226.T8R2 
(s20e1) 
Reference card 
Rapou, Pierre Auguste 
see 
Rapou, Auguste i. c. Pierre Auguste. 
7-13128 


Library of Congress 


Rapozo, Americo 
see 


Raposo, Americo. 


Rapozo Botelho, José Nicolau 
see 


Raposo Botelho, José Nicolau, 1850-1914. 








— 














Raposo d’ Almeida, Francisco Maneel 
see 


Raposo de Almeida, Francisco Manuel, 1817- 


Library of Congress 


a Adam William. 

A complete system of scientific penmanship, without ruling, 
and pen-making ; by which method any number of pens may be 
made to correspond with each other: containing six elegant en- 
gravings, illustrating the whole system, with all the 
explanations of the same, and also two fac-similes of improve- 
ment. By Adam Wm. Rapp ... Philadelphia, Printed 
M. Fithian, 1832. 

31, A) p Oph, 2 facsim. 289x219". 
Recommendations: p. (5,-12. 
: sez 11 —28678 


Library of Congress 743. R22 


Rapp, Adolf. 

Der deutsche gedanke, seine 
und geistigen leben seit dem 18. jahrhandest, von dr. 
Adolf Rapp . Bonn und Leipzig, K. Schroeder, 1920. 

373 p. 19°". (Added t-p.: Biicherei der kultur und geschichte ... bd. 8) 


tui ole} im politisch 





1. Germany—Pol. & govt —1789-1900. 2. Germany—Civilization. 


22-19675 


Library of Congress DD117.R33 
> 


Rapp, Adolf. 
Die entwiekelung unserer ort litik, von dr. Adolf 
— «. Tibingen, Kloeres, 1916. 


2a". (Added h 
tent be x03 t-p.: Durch kampf gum frieden, Tibinger kriegs- 


1. Germany—For. rel. 2. Eastern question, 
Library of Congress DS09.DS hf: 15 sia 
2 


Rapp, Adolf, 1880- 
.. Friedrich Theodor Vischer und die politik, von dr. 
Adolf Rapp ... Tébingen, Mohr, 1911. 


vil, 166 p. 239%. (Beltrlige sur perteigeschichte ... 3) 


1. Vischer, Friedrich Theodor von, 1807-1887. 2. Germany—Pol. & 
govt.—1848-1870. 


Library of Congress DD205.V5R3 


Rapp, Adelf, 1880- 


tatty Dita Banta. aff 


; aus 
1815 bis 1914, it und eingeleitet von prof. dr. 
Auctt Rapp”. Mit'¢ bildaiasen, “Miinchen, Drei mas- 
ken verlag, 1922. 


4p. 1, xi-liv p, 11,314, ch) p. 4 port 22" 
! 





1. Germany—Pol. & govt. 1. Title 
25-20769 
Library of Congress DD117. RM 
a 


CATALOG OF PRINTED CARDS 


Rapp, Adolf, 1880- 
Der kampf um die demokratie in Deutschland seit der gros- 
op Senttaten enieion, on & Abt BUT ~ Berlin- 
‘Wilmersdorf, Hermann Pretel verlag, g. m. b. h., 1923. 
belehrender unterha| 
acids SS A all ee a oe 


1. Germany—Pol. & govt. 2 Democracy. 3 Revolutions 











Rapp 

Rapp, Betty, 1913- 
The y of i i 
RE hi 

= Ho gaunt So 
Sutinte cherie By Betty Rapp... Urbana, Ill, 1941. 
6p =. 
(pettant of Rests Com, n)—Gadventiy of Sines, 2008. 
Bibliography : p. 5. 


1, Stereochemistry. 2 Cobalt organic compounds. 8. Platinum or- 
ganic compounds. 1. Title, 





. ama 
36-s0m13 Library of Congress QD481. R25 
Library of Congress DD1U7.RM6 a we 
a ory 

Rapp, Adolf, 1880- Rapp, Catherine Teresa, sister. 

Die W und die nationale frage 1968-1871. wig we A RR Fg 
Von dr. Adolf Rapp... $ , W. Kohih 1910. Zirclaria, Freidank, a : 

a a _ om , ahd ae Catherine Teresa Rapp ‘ashington, D). C., The Catholic 

wnebu«wls.<o y of America, 1 


1. Wlrttemberg—Pol. & govt. 2. Germany—Hist —1848-1870. 





28-2467 
Library of Congress DDSOL.WEIDS 4. ba. 
Rapp, Albert, 1904— 
Studies in Greek verbal humor, by Albert Rapp ... Urbans, 
ILL, 1934. 
&p ae. 
(hans ot eats We. 0) —-Sarenly ot Se, SS, 
1. Greek wit and humor 
gone PASS4®.R3 1084 
Univ. of Ilinots b 
—_ Copy 2. 2 887 
Rapp, Alfrea. 
Deutsche geschichte am Oberrhein. Karisruhe, Fiibrer- 
verlag g. m. b. bh. “1987, 
336 p. 2 a 19". 


“Das wichtigate schrifttum sur deutschen geschichte am Oberrhetn™ : 
Dp (386,838. 


1. Rhine river and valley—History. 1 Tithe. 


AO 38-184 





-, 1880- ; 
Die Habsburger ; ; die tragédie eines halben jahrtausends 

tgart, Franckh ,19411, 

2 Int a mage) mm ab plates, porta. 20°. 


——e weltkarte”: p. 276-277. 
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bau... Berlin, E. Wasmuth, a.-g., 1911. 


2.1, 55, chp. illus, 2 col. pl, diagrs. 283°. 
isqng -Gieg—Toch. hochschule, Berlin. 
“Literatur” : 24 prelim. i 


1. Streets. 2 Cities and towns—Planning. 3. Cities and towns—Ger- 
many. 1. Title. 


18-5249 
Library of Congress NA9199.R3 
Salomo. 


. Agada und exegese bei Flavius Josephus, von d" Salomo 
Rappaport. Wien, Alexander Kohut memorial . foundation, 





xxxvi, 140 p. 24)". der @ HP. 
iftumg an ‘a io 
Wien, t1. bd.) 


Imprint covered by label: J. Kauffmann verlag, Frankfort a/M. 





1. Josephus, Flavius. Antiquitates judaice. 2. Aggada. 1. Tithe. 
32-1017 
Library of Congress BM516.R3 
ca 3 


Rappaport, Samuel, 1871- 


Spinoza und Schopenhauer ... 
Halle a/S., 1899. 


4p, 48p.1l 2. 
Inaug.-diss.—Halle. 

Vita. 

“Litteratar” : p. (147,-148. 


von Samuel Rappaport ... 


1. Spinoza, Benedictus de, 1632-1677. 2. Schopenhauer, Arthur, 1788- 


1-18081 


Library of Congress B3148. R25 


038b1, 
Rappard, Frans Alexander Johan Frederik, ridder van, 1854- 
1923. 
ige opmerkingen over meineed ... door Frans Alexander 

Johan Frederik van Rappard ... Utrecht, G. A. van Hoften, 
1882. 

Spl, Op. 26. 

Proetechrift—-Utrecht. 

“Stellingen”: p. (50,-68. 

1. Perjary. 


Library of Congress 2 


Rappard, Jacob Gabriel, ridder van, 1856-1913. 
Aanteekeningen op artt. 271, 272, 288, 290 en 1006 van het 
Burgerl. wetb. ... door Jacob Gabriel van Rappard ... 
Utrecht, Stoom boek- en steendrukkerij “De Industrie”, J. van 
Druten, 1880. 
4p. 234". 


trecht. 
, 272, 288, 200 deal with om, art. 1006 with the right of 
the een to the tr fruits and interes! 
‘Stellingen”™ : 57, 


1. Dt 2 





Library of Congress rea 


a 


lisée Cherbuliez et la propriété privée (1797- 
1869) March, = polygraphiques, s. a., 1941. 


=i, 2008p. front. (port) 224”. 
At head of title: William E. Rappard 
Bibliographical foot-notes. 


1. Cherbulies, Antoine Blisée, 1797-1880. 2. Property. 


A12816 
Harvard univ. 
for Library of Congress 2 
a Sn Sa 


menace of economic and military armaments, 
given under the auspices of 
) association in 


the Dunford house (Cobden memorial) London, 
on = }. 3 1936, the Right Hon. Sir Archibald Sinclair, 
bt... chair. London, Cobden-Sanderson, 1936. 


38, (1; p. 214™. (Richard Cobden lecture. 8th) 





1. Economic policy. 2. and a1 
cooperation. 4. Disarmament. L Tithe. mu. Title: Economic and mili 
tary armaments, The common wenace of. 


3745008, 
Library of Congress HDS2.R35 
— —— Capy 2. wu, 3309 
Rappard, William Emmanuel, 1883- 


Le contréle de Is constitutionnalité des lois fédérales par le 
juge aux Etats-Unis et en Suisse. Rapport présenté a I’As- 
semblée eS ee eee Ge Sein, 5 Locman, 
en 1934, par William E. Rappard .. 
Helbing & Lichtenhahn, 1934. 

covertitie, 112 p. 22". 

Bibliographical foot-notes. 


Tirage & part. Bile, 


1. Courte—U. 8. 2. U. & law. 8. Lon 
stitutional law. & Tithe. 





H. B Huntington Libr. JKIALRS Printed by L. C. 


Rappard, William Emmanuel. 
. Les corporations d'affaires au Massachusetts ; bs 


histoire ue et de lation compareé ... Pa- 
ris, V. Giard Gena E bans 

Zp,1l 2, 

Thése—Univ. de Genéve. 

At head of title: Faculté de droit de l'Université de Genéve. 

“Bibliographie” : p. (251)-269. 

Le . — 

13-18849 

Library of Congress HDZ798.M4R3 
Rappard, William Emmanuel, 1883— 

The crisis of democracy <Lectures on the Harris foundation 
1938> by William E. Rappard ... Chicago, Ill, The Univer- 
sity of Chi press (1938, 

xill, 287, 1) p. 199". 

Bibliography : p. 274-280. 

Democracy. 2. Dictators. 3. World politics. 1. Chicago. Uni- 
county. Te, Soict Merete memarah toenaaeen. n. Title 
38— 27825 

Library of Congress 3042183 
—- ——— Copy 2. 

Copyright A 123521 41D", sz18 

















Rappard, William Emmanuel. 

.. Le facteur économique dans |’avénement de la dé- 
mosratie moderne Georg & co’, 
1912- 

v. 2”. 


Bibliography: v. 1, p. :211)-230. 





1S Pol & govt. 3. Agricul- 
ture—Switzerland 


Library of Congress HC#7.R3 


Rappard, William Emmanuel, 1883— 

The Geneva experiment, by William E. Rappard ... Lon- 
don, Oxford university press, H. Milford, 1931. 

41,115, )p. 109". 


“Contains the substance of four paws delivered, in May 1981, before 
the London school of economics.” — 


Conrents.—Introduction.—What is the League of nations? — Some 


and the organiza- 
tion of peace. —The League and ‘the prevention of war.—Conclusion 





1. League of nations. 1. Title. 


31-—28482 


JX1975.R33 
(3911, 11 


Library of Congress 


ee 


The g land ,by, William E. Rappard. 
New York, D. Van io company, inc., 1936. 


ix, 164. 22°. (The governments of modern Burope, 


Maps on lining-papers. 
“Bibliographical remarks” : p. 147-153. 





1. Switzerland—Pol. & govt. 
314002 
Library of Congress INSTSLES 
—— —— Copy 2. 
Copyright A 102023 r4lm2, 342.404 


Rappard, William Emmanuel, 1883— 

... Liindividu et l'état dans I'évolution constitutionnelle de 
la Suisse. Zurich, Editions polygraphiques, société anonyme 
(1936, 

ix, 566, 2, p. 244™ 


At head of title: William E. Rappard 
“Abréviations bibliographiques”  p. 589,-543. 


1. Switzeriand—Constitutional history. 1, Title. 
37— 10084 
Library of Congress IN8766.1986.R3 
fic], ‘342 49400 


Rappard, William Emmanuel, 1883- 

International relations as viewed from Geneva, by William 
E. ... New Haven, Pub. for the Institute of politics 
by the Yale university press ; ,etc., ete., 1925. 


x, 28 p ae ( Helf-title: The Institute of politics publications, 
Williams college, WiIliamstown, Mass.) 


2. Sengue of cations, | § eeeetae te os oe & Inter- 
Bational cooperation. 





2520004 
Library of Congress X1975.R35 
—— —— Copy 2. 
Copyright A S8T2675 (38u2, 
Rappard, William Emmanuel, 1883 
. La mission suisse sux Etats-Unis soft-novembre 191 
(par, William E. Rapperd .. . Gendve, Sonor, s a. ,1918, 
70, (yp 204". (Opinions sulsses) 
a 4 
Relations (guersl) iN Tide 
aa 
Liorary of Congress 188.8 SORS 
hy 
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Rappard, William Emmanuel, 1583 

Le nationalisme économique et la Société des nations, 

William E. Rappard ... im 
I international law. Recueil des cours, 
1981. at Borie, 1988 ee rae — 


“Notice biographique. Principales publications” : 102. 
“Bibliographie” : p. :240; wc 


1. League of nations;—| 


Economic aspects, 2 Nationalism and patiee- 
anty. 3. Commercial policy. 4. Economic conditions—Congresses. 
A 38-1455 
Carnegie endow int. peace. 12056.A3A24 vol 61 
for Library of Congress (RTH ell 
3 (341.082) 


Rappard, William Emmanuel, 1883- 

... La politique de la Suisse dans la Société des nations, 
—- , un premier bilan. Genéve, Editions Forum, 
1925. 


x, 155 p. 19™. 
At head of title: William E. Rappard. 


1. League of nations. 2. Switzerland—For. rel 1. Tithe 
18S 
Library of Congress JX1975.5.S9R3 
12) 


meg te ey oe ne 
ee 
Geneva, Geneva research centre, 
cover-title, 67 p. 214°. owe «= 
‘At bend of tithe: Geneva research centre. 


school 2nd, 8rd and 
William &. Rappard ... 
1. Commercial policy. 2 Tariff. 8. Free trade and protection. 
1. Tithe. 1. Title: Cobden lectures. 
A38-146 
(Carnegie endow. int. peace. Library JX1908.U5SL42G vol. 9, no. 2 
for Library of Congress [JX1975.5.42G64 +vol. 9, no. 2) 
3h&B, (341.1) 


Rappard, William Emmanuel, 1883— 
ag for peace since the world war, by William E. Rap- 
pard ... Cambridge, Mass., Harvard university press, 1940. 
xx, 516p 234". 


Based on a pegs Seas eas Coctgian tae tae 
Institute in p dae of 1940. 


1. Peace. 2. World politics. 
m. Tithe. 


Library of Congress 


1. Lowell institute lectures, 1940. 


408730 
JX 1962. R38 


flx5, 1724 


Rappard, William Emmanuel. 

... La révolution intestalitie of Ten origins de la 
tection 9 Ge Seavell oe Dae pat illiam E. 
pard .. rne, Stempfli & c* 


vik ih, 348» ue. (Collection Sy Pla 
: p 317-338. 
Pony hey par le Commission de protection 
ouvritre — préventives contre les acci- 


industrielle et de mesures 
dents de Exposition nationale de Berne. 


} Oe See Economic conditions. 2 Sepgetent—intensin. | 3. 3 
guvrire Ohyeieoe ston eatonale. Commiesion de protection 
L1s-72 
{ier U, &, Devt. of ie, Fores 
ta2id1; 
gy hme een 
; the trend of 
oun E. . with « iy Edvard 
M. House. New Haven, for the yim ped 
the Yale university press; London, H. Milford, Oxford uni. 
versity press, 1930. 
300 . (Helf-title: The Institute of 
xvii, 2 (Helf i politics publications, 
a = eee 2 of nations 3. Burope—Poli- 
4 Europe—Econ_ . Tithe. 
305618 
Library of Congress JX1975.R36 
—- —— Copy 2. 
Copyright A 19627 (382, 
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Rappers 
Bee a 
British poli im the Far East by 86 “Archibald Steele 


ne bh Bit 19)". (International conciliation ... April, 1988, 
‘The first article is crisis (Longmana, Green 
. esse: 
i re ™ 2 World politics. me 
Peace 1. *Rinclair, 
Sir bart. 1890- Dervere, Guatamn, 28 ' 
TL Stratton, George Mal- coum, 1008 tv. Tithe. 
- a oan 0061 
002, (841.0082) 841.01 
Rappe, Axel Emil, friherre, 1838- 


o-s8T8 
Library of Congres Prli4. Ages 
a 088 
The regional and economic 
of Jamaica, B. W. I. 
+ by Caspar Rappenecker, a. 2. NN. Y., 1986, 
ap ae. 


Abstract of thesis (rm. p.)—OCornell university, 1986. 


Cornell Univ Ube. ee ae 


Rappenhiner, Seer, See 


christ: oR Joseph -- Die 
seldorf, L. Schwann, 1878. 
lv, 130 p. 24". 


1 Jesus Christ—Passion. 1 Title. 


Library of Congress BT490.R2 


& 


The rappers: or, The mysteries, fallacies, and absurdities 
epitt repping, and entrahcement. searcher 
wa epeieg, ai ahem. Bye 


after 
x, @ly-282 p. front, pl. 18)". 


1. Spiritualiem. 1 A cearcher after truth, peeud. 
1084874 
Library of Congress BF 1261.25 
acl, 





Rapperswil, Switserland. Munsée national polonais 


Rapperswil, Switserland Polnisches nationalmuseum. 


Library of Congress 


Sagquect, Getteutend Museum narodowe pol- 


see 
Rapperswil, Switserland. Polnisches nationalmuseum. 


Library of Congress 


Rapperswil, Switzerland Polnisches nationalmuseum. 


Catalogue du Musée ‘national polonais 4 Rapperswy! 
Zirich (Impr. J. Kossobudzki, 1: 18/2. 


iv, 1280p. 2™. 


Contents —t. Bil 
Antiquités et objets tn 


1. Poland—Bibl. 2. Polish literature—Bibl. 
Library of Congress 2Z2529.R22 
— ——- Copy2. 


. manuserite et cartes géographiques—m. 


12-2386! 


Rapperswil, Switzerland. Polnisches natioualmuseum. 
Katalog zbioré6w Mickiewiczowskich tg ea sig 


w Muzeum narodowem w Ra Nakta- 
dem Muzeum narodowego w oe 1898. 
Ip lvii-76p,1L 2. 
1. Mickiewicz, Adam, 1798-185S—Bibl. 
1$-7931 


Library of Congress 


Switzerland. Polnisch jonalm 
Raut oka na dzieye Muzeum narodow 
1860-1898) ... Krakéw, 
iu, 1804, 
xvi, (7-38 p11 ae. 
“Odbitka s tome rv ‘Albame Museum narodowego w Rapperswyiu'.” 





ego w Rapperswylu 
Nakiadem Muzeum narodowego w 


1 Title, 


ca 30-1281 Unrev'd 


Library of Congress AM101. R362 
Rapperswil. Polnisches 
. Wieniec rocanicy 
d bchodzoné j 1880 r., zebrany 





macheiye Ib Agatona Gillera. Rapperswyl, Naki. Muzeum na- 
rodowego, 1881-82. 
mp =a. 


At bead of title: Album Mazeum narodowego w Rapperswylu. 
lagued in 5 parta. 


ng ng 1. Giller, Agaton. 
sssi-iset, ed m. Tithe. wm Tithe: juseum narodowego w 
Rapperewyiu. 
Library of Congress DK496.2.A1R3 


42-244 
243.5 


LIBRARY OF CONGRESS 


Rappleyea, George Washington, 1494- 
Military sketching as a hobby. By George W. Rap- 
pleyea ... 


(in The Military engineer. Washington, 1921. 30°. vol. x11, no. 70, 
P. 362) 

1. Miltary topography 1. Title. 

ES2}-116 
Title from U. S. Engineer School Libr. Printed by L. C 
2 
Rappold, 
Abend halt in chen eines f mit 





einigen wahrheit 
alten christkatholischen religion vom seeligen hochw. herrn 





Rappold ... Mit einer vorrede von dem —a fiirst- 
bischof Bernard .. New-York, M. Reichert, 1868. 

Opi. ap. my. 

“Prete ) 

1. Catholic church—Doetrinal and controversial works—Catholic ac- 
thors. 1 Tithe. 

40-16840 
Library of Congress BXI75LRS 1868 
12) 230.2 


Rappoild, J. 

Beitriige zur kenntnis des gieichnisses bei Aischylos, So- 
ge und Euripides, von prof. J. Rappold. Leipzig, G. 
Fock, 





ip den des 
1878 erschienen ist.”—p. 2. 


1. Simile. 2. Aeschylus. 3. Sophocles. 4. Buripides. 


11-1704 

Library of Congress eMbl, 

Rappold, Joseph M 1873— 

A discourse on mutual sexual understanding and mari- 
tal infelicity ... By J. M. Rappold, u. p. Bandera, 
Tex., J. M. Rappold (1924, 

132 p. 23™. 

1. Sexual ethics. 2. Hygiene, Sexual. 1. Title. 

24- 20084 

Library of Congress HQ31.R25 
Copyright A 801492 2 


Rappold, Niklaus, 1901- 





. Flussbau, von Otto Rappold ... Mit 103 abbildun- 
gen. Berlin und Leipzig, G. J. Géschen, 1912. 


116 p. illus, diagrs. 16%. (Sammlung Géschen. (597)) 
“Literatur” : p. “ 
1. Rivers. 


13-15000 


Library of Congress TC45.R3 


Kanal- und schleusenbau, von aay 9 on Id 
Mit 78 Co Rd Berlin und Leipzig, G J. Goschen, 


121 p. illus. 159%. (Sammlung Géschen. (585)) 


1. Canals. 2 Canals—Locks, 


12-25751 


Library of Congress TC745.R3 


Rappoldi, Laura (Kahrer) 1853-1925. 

Memoiren von Laura Rappoldi-Kahrer, im auftrage von 
Elisabeth Nitz»che herausgegeben von Felix von Lepel; nebst 
ungedruckten briefen von Franz Liszt, Hans von Billow, 
Bruckner, Adolf Henselt, sowie zahlreichen bildtafeln und 
einem nachwort des herausgebers. ,Dresden, Im eigenen ver- 
lag von Elisabeth Nitzsche, 1929. 

126 p., 1 L. incl. ports, fncsim. front. 23°. 

py verachiedener meisterwerke”: p. 64-89. 


‘orrespondence, ee etc. 2 Musico—Analysia, 
clumeuetion cap epprect tion. . Felix you, 1800- oa 





Der irrtum tiber die grundlage eines vert im schweizeri 
schen obligationenrecht ... _oo7 Graphische werkstatten 
H. R. Sauerlinder & co., 1927. 

vill, 74D. 2 2am, 

Ina on 

iography: DP. p ly-wit 
(1. Contracts — 


1. Contracts. Switseriand, 2 Civil law — Switser- 
1 Title 


land. 


30-1184 
Library of Congress 


Rappold, Orville 8. 
Retail training service ; a vocational training for retail 
salespeople, by O. 8. Rappold, cnoetias editor, John F. 


Forbes, ru. p. (2d ed. Rochester, N. Y., Retail training 
corporation, 1919-;" 20, 

i2v.in 1. 214". 

Each volume has genera! t.-p. and special cover-title. 


Cen Guten of conduct.— Retail ote 
ea ne a customer s.— Classes of er = yey the. 





Store systems.— Store policres. —Buildimg business. 


1. Salesmen and salesmanship. 2. Retail trade. 1. Forbes, John 
Franklin. 1. Title. 
20—14474 
Library of Congress HFS438.R3 1919 


pyright A 576087 s21id; 
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1. Nitzsche, Eliay 1896 — 
30-18027 
Library of Congress MIAIT.R2T 
2 
Rappoldi-Kahrer, Laura 
ace 
Rappoldi, Laura (Kahrer) 1853-1925. 
30-18 
Library of Congress 
Rappolt, Frank A. 
Math ies made easy, by Frank A. Rappolt ... Newark, 
N. J., Austin technical publishers :°1941, 
T2p. diagra 22”. 
1. Mathematics. 1. Tithe, a 
Library of Congress QA3d R35 
12) 510 


Rappoport, Alfred. 
.. Au pays des martyrs; notes et souvenirs d’un ancien 
consul général d’Autriche- yates en Macédoine (1904-1909). 
éde Paris, 





187, (2; p. front. (port.) plates. 23". 


1, Macedonia—Hist. 2 Austria—For. rel.—19806-1918. 1. Title. 
‘3442673 
Library of Congress oe 
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Rappoport, Anal. Angelo Solomon, 1871- 

-.. Die he rechtesuffassung. Rigs, Selbstverlag, The folklore of the Jews, by Dr. Angelo S. Rappoport. 
1987. London, The Soncino press, 1937. 

“Mp 2. 


x1, 276 p. 24". 
anaes, be he ine Cact Kesend to connestien ath tho Gonsinn Sent 
Bibliography: p. 200-272. 


1. Marx, Karl, 1818-1883. 2. Socialism. 3.Law—Philosophy. (8. Phi- 1. Fotk-lore—J 2. Tales, Jewieh 3. Legenda, Jewish a 
losophy of law, 1 Title. cino Jewish publication society, London. nm. - 
30-24272 38-16120 
Library of Congress GROB._R3 
Library of Congress i) ® 28 
Rappoport, Angelo Solomon, 1871- Rappoport, ee 1871- . . 
The curse of the Romanovs; a study of the lives and reigns : beg = . vg | ngelo 8, Rappoport ... 
of two tsars Paul 1 and Alexander 1 of Russia: 1754-1825; by andon, meen & son, Re. ; ’ 
Angelo 8S. Rappoport, ru. p. London, Chatto & Windus, 1907. 2305p. ports. 2. 


3p. L, ix-xxiv, 424 p. 28 pl. (incl. front., ports, facsima.) 224". Riblingraphy : p. 249-250 


Bibliography : p. 413-416. 


4, Bemeeee, House of. © Past 5 quae of Bente, 2106-0008, 


3. Alexan emperor of “unsia, 1777-1825. 4. Russia—Kings and 2 
rulers. 5. g hm ~ & govt. 6. Russia—Sec. condit. 1. Title. 1. Religion. (1. Christianity and paganism, 2 Peace 1 Title 
8—o0T1 A 40-1887 
Library of Congress DK186.R3 Minnesota. Univ. Libr. 
(39r3741, for Library of Congress 2, 
8 1871- Rappoport, Angelo S 1871- 


Dictionary of socialism, by Doctor Angelo 5S. Rappoport . History of Palestine, by Angelo S. Rappoport ... London, 
London, T. F. Unwin, Itd. ,1924, G. Allen & Unwin ltd. ,1981, 


si, 271 p. 23". 368 p. front. map. 22". 


ConTewts.—1, Definitions, terms, theories, history. parties, and pro Bibiiography : p. 357-358 
grammes.—ti. Who's who in socialism —1m1. Socialist literature 


1. Socialism—Dictionaries, 2. Socialists. 3. Socialiam—Bibi. 1. Pulestt Hist 


2431970 31—15115 
HX17.R3 Library of Congress DS117.K2 


832d3, 18243, 


Library of Congress 
(966.9) 983 


Rappoport, Angelo 8. 

The English drama, by A. 8. Rappoport. London, 
J. M. Dent & co., 1906. 

vill, 130 p. 159%. (Half-title: The Temple primers) 


Title in red within ornamental berder. 
Bibliography: p. 125-126. 


Rappoport, Angelo Solomon, 1871- 
Home life in Russia, by A. S. Rappoport ; with twelve illus- 
trations. New York, The Macmillan company, 1913. 


=D. 11, 287, 1) p. front, plates, 20°. 
Printed to Great Britain. 


1. Russia—Soc. life & cust. 2. Education—Russia. 1 Title. 


7-sem08 12-$7800 Revised 
Library of Congress DE32.R3 
Library of Congress wate, 
Rappoport, Angelo S 1871- Rappoport, Angelo Solomon, 1871- 


The fair - png of the Winter palace, by Dr Angelo 
S. Rappoport ... London, Holden & Hardingham (19149, 

xv, 314 p. incl. pore ports. front. 23™. 

Bibliography: p. 313-314 


Labour, social reform and democracy, by Dr. Angelo S. Rap- 


London, 8. Paul & co., itd. (1925,- 
¥. front. plates. 22). 
Bibliography : vol. 1, p. 313-820. 


1. Labor and laboring classes. 2. Social conditions. 38. Democracy. 
1. Russia—Court and courtiers. 2 Woman—Biog. 3. Russia—Biog. 4. Sociology, Christian. L Tithe. 


1. Tithe. 
isos Library of Congress HD4841.R3 

Library of Congress DKI72R3 (1842, 
Rappoport, Angelo 8. Rappoport, Angelo S _ 

enn ag Kpyt ~ hh FT, - lo 8. Leopold the Second, king of Go Beijann, ty Ang & 
Rappoport 2 paorerere fronti > ond 24  Rappoport .. With igs illustrat: -- New York, 
other Testrotisas in half-tone. London, Paul & co. Sturgis & Walton company, 1910. 
(1913) vip. 1 1, 285 p. front, plates, porte. 24. 


xv, 278 p. front, plates. 23™. 
Bibliography : p. 267-200. 


1. Léopold nu, king of the Belgians, 1835-1909. 2. Kongo, Beigian. 

410-142 
‘Title from Cincinnati Pub. Libr. Printed by L. ©. 
Library of Congress N744R3 23001, 
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1, Artists. 2 Models, Artists’. 1. Tithe 


Mad a 

—e or, Raving rulers & submissive 

Dr. Angelo 8S. Rappoport ... New York, meer" tae 
1p. L, 819 p. 17 pl (incl. front.) 29. 


1. Kings end rulers. 1 Tithe. 


‘A 12-088 Revised 

Scranton. Public library 

for Library of Congress (7882) 
Rappoport, Angelo Solomon, 1871- 

Medieval of Christ A. 8. Pu. 
London, U Mickelnmn ond Wotes Vnoas tae?” 

sup =. 

“First edition, 1984." 


Bibliography p 805,808. 


™ 1, Jesus Christ— Blog Apocrypha] and legendary literature. 


3511004 
Library of Congress BT020. RS 


1c, aw 
Rappoport, Angelo 


Myth and hs 340 
any loge of nt od errs 
) Te gry ey 
pany, Itd., 1928. 
Sv. col. fronts, plates, 22". 
Bibliography | vol. 1, p. 850-888 ; volo. p 897-689; vel. mi, p. 379-281 


PE - Tee 2 Legends, Jewish & Polt-lore—Joews 
Jewe—Religion, 1 Tithe 


20080 
Library of Congress BM530_R3 
4lréini, 


ag oe Solomon, 1871- 
ioneers of the Russian revolut! Dr. Angelo 8. 
poport. London. S. Paul & co. red med 


xxvil (4, ¢. xxvill), 281, (1) p front., plates, ports. 19)”. 
Page xxvili incorrectly numbered xxvii. 
Bibliography : p. 277-278. 


port, ru. ». London, press 1935, 


Bible. interpretation. ete. 2. Bible— 
de atcpntation ote—O. Pesims, 1 Title 
96-1197 
Library of Congress B81490.R3 
7 m36 


and uncrowned kings and queens of Angelo 
Rappoport ... with six illustrations in - a 
thirteen other London, Priv. for the 
Navarre society, 1924. 








Rappoport ... with six ill photogr and thir- 
teen other engravings. London, Greening & co., Itd.; New 
York, Brentano's, 
xxvili, 316 p. frost. ports. 23)”. 
Bibliography : p. 307-310. 
1, Kings and rulers. 2 Favorites, Royal. 1. Title. amen 
(D107.R3) 
Title from Seymour ms et 
o 
Rappoport, Angelo 8. 
Russian history, by A. S. Rappoport. London, J. M. 
Dent 200, 1908.” 
Eke OSs ot Oe (port) 159. (Holf-title: The Temple 
Title in red within border 
“Authorities”: p. 146-147. 
1. Russia—Hist 
7-903 
Library of Congress DK41.R22 
Rappoport, Angelo 8 1871- 
eenrtere eS Se ~ 
S. Paul & co. Itd., 1928. 
287 p. front, plates. 224”. 
Bibliography : p. 281-282. * 
1, Folk-lore of the sea. 2. Superstition. 1 Title. 
31-0601 
Library of Congress GRS10.R3 
3s ‘3068 


Rappoport, Charles. 

. Jean Jaurés, l’"homme—le penseur—le socialiste, 
avec une préface d’Anatole France ... un portrait et une 
lettre autographe de Jaurés. 2. éd. ‘Paris, L’Emancipa- 
trice (imprimerie coopérative) 1916. 


viii p., 3 L, xiy-xii, 484 p. front. (port.) “facsim. 24". 


1. Jaurés, Jean Léon, 1899-1914. 
18-17825 


Library of Congress DCM28J4R3 1916 


Rappoport, Charles. 


LIBRARY OF CONGRESS 


Charles. 
Un peu d’histoire (origi 
cialistes) r Charles 
oo A. . Bait, 1912, 


doctrines et méthodes so- 
poport et Compére-Morel. 


all illu rts. 20" [Adted tots | Reqpelepidic 
hen’ petals  supteatite de Vinereatioate our 
Saag, p. 513-514 


1. Socialism—Hist. 1. Compére-storel, 1872- joint author. 


A 13-2481 
Title from Univ. of Chicago HX21.E6 vol. 5) Printed by L. C. 


Charles. 


he hie de l’histoire comme science de |’évo- 
lation. Paris, M. Riviére, 1925. 


‘ak xv, 47 p,1L 19". Sian in thee ath =x) 
PF a ~ ig rédaction ... a patu, en 1900 et 1901, dans la Revue so- 


1. History—Philorophy. 2. Marx, Karl, 1818-1883. 


26-2112 
Library of Congress DIGB.R3 1925 
ry 
La philosophie sociale de Pierre I .vroff, par Ch. Rap- 


Poport. Paris, L’auteur ;1900, 
ap mm 


*. Lavrov, Petr Lavrovich, 1823-1900. 1. Title. 
16-2980 
Library of Congress HX314.L7R2 
oS 


La révolution sociale, par Charles Rappoport. 
A. Quillet, *1912, i 


4p. 1, 906 p, 11. plates (4 double, col.) 20%. (Added t-p.: Encyclo- 
socialiste, syndicale et coopérative de I'Internationale « s:vriére) 


“Bibliographic” : p. 493)-495. 


(Paris, 


1, Revolutions. 2 Socialism. 3. France—Hist—Revolution. 
A 13-2482 
‘Title from Univ. of Chicago 


HX21.E6 rol. 4 Printed by L. C 


Charles. 





Jean Jaurés: l’homme, le © sae, le list 
Avec une lettre d’Anatole France ep hye oye 
graphe de Jaurés. 3. 6d. Paris, M. Biviare, 1925. 

=x, 398 p. 11, incl facsim 9 23™. 
Portrait on vover. 


1. Jaurés, Jean Léon, 1859-1914. 2 Socialism in France. 


Library, U. S. Dept. of Labor 
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Rappoport, Ch. 
Palastina-studien. Ein wissenschaftliches buch iiber 


alle verhiiltnisse Palistina’s. Bearbeitet, gesammelt und 
unter ness der cwmang AUF fachminnern :!; Von 
Ch. Rappoport. Jerusalem, 1 
@p. 17. 
1. Palestine 
924146 
Library of Congress DS107.3.R2 


de gouvernement et socialisme révolutionnaire, 

par Charles Rappoport ; avec une préface d’Edouart Vaillant 

- Paris, Bibliothéque du Parti ouvrier francais ,19—, 
Ip, @, 1p. 16)*. 


1, Soctaliam. 
A 12—1287 


a Ls Library 
of Congress 


Reading through the ing of 

Hebrew in Jewish a 2s ye by B. 

Seppe. New York, Bloch publishing compzny, 1942. 
vil, 55 p. 275". 


Experimental edition, published 1983, has title: The teaching of read- 
ing through prayer. 


1. Hebrew language—Chrestomathies and readera, =. Title. 
42-16808 
Library of Congress PsseO.RS 1042 
a 402.485 





Rappoport, Israel Bernard, 1900- 


The teaching of reading through prayers ; first steps in the 
—T of Hebrew in Jewish we religious schools, by 


icago, 1933, 





Peer » © 


cover-title, 55 p. oye. 


tion. 1. Title. 
‘38-38217 
Library of Congress PJ4567.R3 1988 
—— —— Copy 2. 
Copyright AA 133204 ry 402.486 
s. 


neue: Ss. ys wy - London, 
Hirsch la trothers limited, 1916. 

xii, 2908p. 18)”. 

Half-title: Russian grammar. Hossfeld's new method. 


1. Russian language—Grammar. 
17—25547 


Library of Congress PG211LR3 


Rappoport, S. 
History of Egypt from 330 ». c. to me yohns b A 
ee So Sia 
illustrations. v. 1-8, Connoisseur ed., el The 
Grolier society ,1904, 
8 v. col. fronts, ius. (incl. ports. plans) plates (part col.) 264". 
Lettered : History of oe oem, Edition nationale, with refer- 


ence to the of Egypt ,etc., by Maspero, trans- 
lated by M. L. McClure ,1901-?, in 9 “History of Eaypt in 
the light of recent , by bat Te R. Hall” 1006, forms 
e volume (lettered xr) in 
Egypt—Hist. 

. 17858 

Library of Congress NS62.H6 vol xx 
Copyright 39b1), 


Rappoport, Semen Akimovich 
see 
Rappoport, Solomon, 18663-1920. 


Rappoport, Solomon, 1863-1920. 

.. Dibuk (Inter du mondoj) El jude lingvo tradukis Izrael 
Lejzerowicz, . x. Krakéw ,Drukarnia Przemystowa, 1927. 

9 <i (Added t.-p.: Bibiioteko beletristika, eldonanto: J. Alfus 


At head of title: 8. An-ski (8. Z. Rappoport) 


1. Esperanto—Texts. t. Lelzerowitsh, Israel, tr. . Title. 
38-22438 
PM8285.R35 


Library of Congress 


—_ Solomon, 1863-1920. 

The dybbuk; « play in four acts, by S. Ansky ane | 
translated from the original Yiddish by Henry G. Alsberg and 
a Katzin, introduction by Gilbert W. Gabriel and a 

note on Chassidism by Chaim Zhitlowsky. New York, Boni 

& Liveright, 1926. 
145, (2; p. front., pl. 
First and second 
“Jewish melody sung 


19)". 


Printings. April, 1926. 

im Vitebsk (birthplace of Ansky)": 2 p. at end. 

Hasidiem. 1 Zhitlovekti, Khatm, , -* 1. Alsberg, Henry 
a, xe ut. Ketein, Winifred. joint tr tv. Title. 

‘26—11435 
Library of Congress PJ56191 E9RS 

Copy 2. 
Copyright A s#0801 
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Rapport d’enquéte sur le marché charbonnier; extrait des An 
nales des mines, janvier & avril, 1937. Paris, Dunod, 1937. 
1986 and 


2p...427p diagre 213". 


ae eaetey wie exterions we Oe be Ae 
ducted under the direction of the Ministére des travaux publics. 


Errata slip inserted. 


con- 
of. 


1, Coal trade—France. 2. Coal trade. 1, Annales des mines. 
u. France. Ministére des travaux publics. 
38-36709 
Library of Congress HDN06552.5.R3 
Copyright A—Foreign ‘S7781 
5) 338.2 


Rapport des instituts des recherches 
agronomiques RCS 


Zprgey vgzkumnfch fstavi zemédé1skfch 


sur 1’ isation et le foncti t des 
stations agronomiques en Prusse. 
Ann. sci. agron. 1885, tome 2, p. 320-327. Paris, 1886. 
Translation of article in Landw. jahrbiicher, bd. 14, suppl. 2, 1885, 
p. 63-66, 





1. Agricultura: experiment stations. Germany. Prussia. 


Agr 4-776 


Library, U. S. Dept. of Agriculture 


- Rapport sur |’usage et les ibilité ext 
du mais (blé d’Inde) en Europe. 1. Importance du mais 
comme aliment, par le dr. H. W. ‘5 ¥ et 2. Industrie 
du blé d’Inde aux Etats-Unis, par B. W. . Snow... Wash- 
ington, Impr. du gouvernment, 1892. 

22 p. incl. tables. 23%. «U.S. Dept. of agriculture. Report no, 4) 

At head of title: Ministére de agriculture des Etats-Unis. 

Also published in English, German, Spanish, and Danish. English ed. 
has an additional part. 


1. Maize 1. Wiley, Harvey Washington. «1. Snow, Bernard Willis. 
m. U.S Dept. of agriculture. 





Agr 9-2353 


Library, U. S. Dept. of Agriculture isAg@4Sp no. 49 


Rapport sur la réforme de |'enseignement mathéma 
tique dans les universités autrichiennes. Paris, Gau- 
thier-Villars; etc., ete., 1908 

cover-title, p. (516)-522. 25™. 
“Ce ray ee rédi sur initiative de l'Université de C 
deme une ayy tenue ae par les délegues des differentes facultés de 


6, 10 année, novembre 





> 
ef 


“Extrait de Enseignement mathématique, n° 
1908. 


1. Mathematics—Teaching—Universities and coll 2. Mathematics— 
Teaching— Austria 1. Krakow. Uniwersytet J: Hof ski 


E 11-806 


Library, U.S. Bur of Education QA11.R2 


apes sur les antiquités de Mons, fait par le magis- 
trat de cette eg & la fin du xv1."* siéele. Mons, Typ. de 
Hoyols Derely, 5. 

viii, 16 p. 28 aw Société des bibliophiles de Mons. no. 2 
des " Publications) 

Cover imprint: Mons, Le Roux 

“Tiré & 100 exem poizee destinés au 
weene signed © ac. W. a. * ontnaries Delecourt and Camille 


Caption title ae ms pony «x du magistrat de la ville de Mons, & 

nr eciameur le 4 luc de Croy et d’Arschot, ont fait devoir 

rites deh la ville de Mons; mais ne se sont ren 
contrez aultres particolarites que celles-suyvantes 

“Extrait d'un manuscrit intitulé: Mémoires d'eschevin de Tournay” : 


»P. 
I Mene—A i Delecourt, Charles Jean Baptiste, 
1808-1839, ed. 1. Wins, Camille Bernard ay 1803-1856, 


joint ed 
Library of Congress DH801.H286 no 2 17-23988 


CATALOG OF PRINTED CARDS 


Rapporto sull’ esperienza aerostatica del cittadino Francesco 
Zambeccari presentato al Consiglio generale del Diparti- 
mento del Reno e pubblicato per decreto dello atesso Con- 
siglio del di 9. novembre 1804, anno mu. della BR. I. ,In 
Bologna, per le stampe de S. Tommaso d’Aquino, 18041, 

ix, |) p. 27) 210)". 


Signed by Girolamo canonico Saladini, Sebastiano Canterzani, Giu- 
seppl Avanzini. 


Zambeccari, Yoanesses, am 1756-1812. 2 Aeronautics—Hist. 
ye italy— |. Saladini, Girolamo, 1731-1813. nu. 
1753-1827. 


Hh 
ss nl, Sebastiano, 1734-1819. ™. Avanzini, Giuseppe, 


19-16793 Revised 


Library of Congress ‘TL#20.Z3R3 


173142, 


a pratique de . Quebec practice reports 
(QO. P.R.) v.1- 
Montréal, Wilesa & i. timiete, 1898-19 
’. ne nah monthly. 


Most of cases reported in French, >. mo senatater to Buia. 
Editors: v. “s F. Surveyer and F. L. 3-20, irveyer. 


. Snow £.F. oo 
¥. 21-22, &. F. Surveyer and A. 8. Archambault —v. 23- aF. 
jurveyer and rd Bourdon. 
rap y vi 
w reports, digests, ey (Province) 1. Burveyer, 
eaouaed Fabre, 1875- = ed. Francis Longueville, jotnt ed. 
mm. Archambauit, Anthime Serzivs, ere pat ee, YW. Bourdon, Ber- 
nard, joint ed. v. Quebec (Province) Courts. : Quebec prac 
5-81347 (rev. 20) 
Library of Congress (F282, 


Rapports des commissions medicales 
provinciales (de Belgique) 1692- 
4699 

see 


Belgium. Ministere de l'asriculture. 
(1659- 1367 under) 


Belgium. iinistere de l'intéerieur, 


Ra sur les instrumens inventés ou construits 
Charles Chevalier. Paris, Imp. E. Proux & c*, 1847?) 

xiviii p. 239. 

Hallf-title. 


1. Optical instruments. 


ca 6-2307 Unrev'd 
Library of Congress 


Rapposelli, Antoinette. 


The opal ring ,by, Antoinette Rapposelli. Boston, R. G. 


Badger ,°1927, 
128 p. 19°. 
Poems. 


1. Title. 

Library of Congress 
——. ——— Copy 2. 
Copyright A 996005 2, 


‘27-16083 
PS3585.A706 1927 


Raps, Henry John, 1857- 
Care and n of | 
Raps... Ist ed. “New York, A. Sinclair co. "1901, 


114 p Glos, 15". 





ol books, manuals, etc. 
1. Locomotives—-Hand o~seen 


Library of Congress ‘TJ60T R22 
Copyright A 14087 135b1, 
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boilers, by Henry J. 


Rapson 
Rapshchinskii, Boris 
see 
Rapchinskii, Boris, 1887- 
27-4425 Revised 
Library of Congress (138b2, 
(Rapsilber, Maximilian, 1862- 
.. Alfred Grenander ... Berlin, E. Wasmuth, 1904. 
ww yy ee illus. 3 col. pl. 29°. (Berliner kunst ... Viertes 
sonderheft der architecturwelt) 
Text, within ornamental borders, by M. Rapsilber. 
1. Grenander, Alfred. 
7 Aa 
Library of Congress NA1088.G8R3 
1s2Sel) 


(Rapsilber, Maximilian, 1862- 
.. Melchior Lechter. ee E. Wasmuth, 1904. 


93, 13) p. col. front. illus. (1 ay (2 col, 3 fold) 2j™. (Ber- 
liner kunst. 1. sonderausgabe ¢: architekturwelt) 


Signed: Maximilian Rapsilber 


1. Lechter, Melchior, 1865- 
13-2192 


Library of Congress NC2S1.LAR3 


Rapson, Edward James, 1861-1987. 

Ancient India, from the earliest times to the first century, 
a.p. By E. J. Rapson ... with six illustrations and two maps. 
Cambridge, The University press, 1914. 

vill, 199, 0) p. v1 pl. (inet, front.) 2 fold. maps. 19°. 


“First edition 1014; reprinted 1914.” 
“Short —* t p. 176-180. 


1. Indie—Hist.—Early. 2. India—Civilization. 1. Title. 


14 -80013 


Library of Congress D8451.R2 


(A38b1, 


Rapson, Edward James, 1861- 
.. Indian coins, by E. J. Rapson. With five plates. Strass- 
—_ K. J. Triibner, 1897. 
Sp. ¥ pl 254%. (Grundrias der indo-ari rischeo philolegie 
ek pats mA ee ta of Indo-Ayran research) brag. vou G 
Bobier, a. bd., 3. bft., » 


1, Numismatics—lndia 


14—16017 
Library of Congress PKU4.BS 2. bd.,3. bft. b. 
(33b1, 
Rapson, Ernest Thomas A. 
Electrical and distributi E. T. A. > 





son ... London, Oxford university press, H. 
4p. 1, 17, A) p. tos, diagre 22. 


1. Electric power distribution. 2. Electric lines. 1 <litle. 


34-11385, 
TKSO01.R3 


a 319 


Library of Congress 
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Rapeon, Ernest Thomas A. 
Experimental electrical engineering; a book covering the 
ex; 1 work necessary for students taking the ordinary 


fon ... London, Sir I. Pitman & sons, Itd., 1932. 
ix, 106 p. diagre, 19. 
“First edition 1982. Reprinted 1962.” 





1. Electric engineering— Laboratory manuals 1. Title. 
33-14686, 
Library of Congress TKIA7.RS 19320 
3 621.3072 
Rapson, Ernest Thomas Arthur. 
E i 1 radio engi ig, by E. T. A. Rapvon ... as- 
sisted by E. G. Ackermann ... Sir I. Pitman & sons, 
vill, 143 p. incl. tables. froot., diagrs. 22°. 
1 Radio—Handbooks, manuals, etc. 2. Radio 
tory manuals 1. Ackermann, Eric George, 1919- u. Title. 
A 41-4808 Revised 
New York. Public library 
for Library of Congress TKESS4 RS 
«r42t3,t 621.384170T2 
apt gener 
Problems in in ageaing Wy by E. T. A. Rapson ... Lon- 
don, Sir I. ee sons, Jtd., 1985. 


vill, 91 p. diagre. 187". (On cover: Technical school series) 


‘36-2002 
Library of Congress ‘TKGS53.R35 
& 621 84076 

Rapeoa, Ernest Thomas Arthur. 
Problems in radio engineering, by E.T. A. Rapson ... 4th 
ed. London, Sir L. Pitman & sons, 1989. 

vill, 128 p. Giagre. 18)°. (On cover: The telecommanications 
Lied 
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lino-terreux, par D. 
ques age 


que des métaux alca 
le, Facultés catholi- 


14 (M. 
F SacSeatleets te ie Lille, py pub. par des professeurs des 


Bibliographical foot-notes. 





1. Alkaline metals. 
Library of Congress QD172.A42R3 saad 
Py 
Raquet, Hector. 
De l'utilisation pour la publique, des 
viandes provenant d'animaux tuberculeux. 
Ann. sci. agron. 1894-96, tome 2, p. 840-349. Paris, 1896 
1. Meats. 2. Tuberculosis. 
agrem™m 


Library, U. 8. Dept. of 
16 


Agricultare 


Raquet, Hector, 1866— 

L’expansion des races animales européennes dans 
l’Amérique latine, conférence donnée a |’occasion du cin- 
uantenaire de l'Institut agricole de I’Btat & bloux 

{Belgique} par H. Raquet ... Bruxelles, M. Weissen- 


Ip. lL, Sp. 27. 
“Extrait des Annales de Gembloux du 1 octobre 1910.” 


1. Stock and stock-breeding—South America. 
19-14079 


Library of Congress SFSS.S7R3 


San See Se 
. The accent problem in Turkish, by G. Raquette. Lund, 
c.W. K. Gleerup; ,etc., etc., 1927, 


42p. 20". (Lands universitets Areskrift. a. f., avd. 1, bd. 24, mr. 4) 
“LAteratare” : p. r41;-42. 





1. Turkish language—Accents and accentuation. 1 Title. 
1 Radio—Problems, exercises, etc. L Tithe: Radio engineering. oe Copy 2. pussens A20-818 
+ 18428 Title from Univ. of Chi- cago sence a. ft. avd. 1, bd. 24 
Library of Congress ‘TKOOSS.RSS 1980 Printed by L. 
12, 2188076 a 
Raptechineky, Boris 
os Raquette, Gustaf Richard, 1871- 
-Turki dictionary, based on the dialects of Kash- 
Rapehinskil, Boris, 1887- gar and Yarkand, by G. Raquette. Land, C. W. K. Gleerup; 
ete., ete., 1927, 
2, U1, 189 p. 250". (Lands universitets Areskrift. o. f, avd. 1, bd. 
28, ar. 4) 
Dictionaries —Rnglish. 
1, Turko-Tatartc languagee— 7 2. English lan- 
23-4000 rer. 431-206 
‘Title from Univ of Cht- i eee 2. f., avd. 1, bd. 28 
Library of Congress (aT, Library of l 2. f, avd. 1, bd. 23) 
a 
Rapén, Nicolés José, 1718-1776. Raquette, Gustaf Richard, 1871- ed. 

Reglaménto para el gobierno jico Eine kaschgarische wakf-urkunde aus der Khodscha-zeit 
de reales, erigidos en la isla de Cuba, con destino Ost-Turkestans, von G. Raquette. Lund, C. W. K. Gleerup; 
ale - Moe yet Ay pee me tN cete., ete., 1930, 
segun las circunstancias, y . tacsim. 25°. (Lunds unlversitets Araskrift. n. f., avd. 
Formado por el sefior don Nicolas Joseph Con el va ae ar 3} . sae deta 
fin de prevenir remedio contra las dife das en la foot-notes. 
ciudad de Cubs. De orden de Su Magestad. Madrid, J. de 


ipL@p mr 
Only 400 copies were printed. 
Hospttais—Oube. 
. 15—12082 
Library of Congress RAS84.COAT 
Albl, 


1. Yerkand language—Texts. 1, Tithe. 
A311 
Title from Univ. of Chi- cago AS26186 nf, avd. 1. bd. 28 
Library of Congress (AB2%4.L4 of, avd. 1, bd. 28) 
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Raquette, Gustaf Richard, 1871- od. 

... Tiiji bili Zohra; eine osttiirkische variante der sage von 
Tahir und Zohra, von G. Raquette. Lund, C. W. K. Gleerup; 
ee., ete., 1930, 

1283p. 20". (Lands universitets dreskrift. a. f., avd. 1, bd. 26, mr. 6) 


Original and trafsliterated text followed by German translation. 
“Literatur”: p. 127 


1. Yarkand language—Texts. 1 Tithe. om. Title: Tabir und Zobra. 


A3s2-14 
Title from Univ. of Chi- AS24.L96 0.t, avd.1,bd.26 
Library Congress {aszeaLs at, eva. 1 ba. 26] 


241 Weol. pl. 844x275". 
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Library of Congress NC1470.R2 
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nineteen hund names, in hundred 
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n, D. C., The Rare boo shop, 1913. 

map. m™. 
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I ee Oe 
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the atiavsination 9 Lincoln 
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pata — message (December 9, 1865) by J. R. Lowell; 


1. Lincoln, Abraham, pres. U. S., 1809-1865. 


Library of Congress E173.M24 no. 19 


.. Rare Lincolniana no. 2... New York, W. Abbatt, 1912. 
ainfasr Tr16l p. ~~ ft Meanie of Many oth 


Conrants.—Madame Surratt, bein Rogers. Washington, 
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1. Lincoln, Abraham, pres. U. S., 1809-1865. 


16-20338 
Library of Congress EI73.M24 n0.20 
(Rare Lincolniana no. 3; (New York, W. Abbatt, 1914, 
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No t-p. Ti 














(Rare Lincolniana no. 4, New York, W. Abbatt, 1914. 


cover-title, 63 p. 
queries. Extra 2 ‘no. 29 


Cowrents.—J. Wilkes Booth; or, The national tragedy, by W. A. Luby. 


Sah Meautes af Many th come ont 


1. Lincoln, Abraham, pres. U. S., 1809-1865. 
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Library of Congress EI73MM 10.2 


.. Rare Lincolniana no. 5 . 
 Abbatt, 1914. 
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bef. no. 32) 


nro the pastas of Linesin rom Hari ane ae Weak fisery god 
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New York, Reprinted, W. 
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Cowrants.—The conflict, D. Carpenter —The assas- 
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Lincoln's favorite poem, and its author, by J. G. Wises. “ 
1. Lincoln, Abraham, pres. U. S, 1809-1865. 
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Library of Congress EI73M2M 20.34 


Ope Mette no. 7; Tarrytown, N. Y., W. Abbatt, 
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i 111, ~. (The is f with notes 
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Abraham Lincoln, by H. D. 


mee ee Torrie —Lin- 
con eo or aie, C. Church —The assassination of Abraham 


Lin- 


1. Lincoln, Abraham, pres. U. S., 1809-1865. 
Library of Congress E173.M24 no. 40 
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Abbatt, 1915. 


cover-title, ar port. > (The Magazine of history with notes 
and queries. number 43) 


Cowrewrs.—Abraham Lincoln . 
The lesson of the hour, by E. J. Yo 1865. sorrow. 1865.— 
Looki D. Owen. 


. speech of E. B. Washburne 1860-— 
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‘ing back across the war-gulf, by 


1. Lincoln, Abraham, pres. U. S., 1809-1865. 


Library of Congress EI73.M24 10.43 


... Rare Lincolni no. 9... Tarrytown, N. Y., W. 
Abbatt, 1916. 
ti - and 
coves-ie, 55 9. gi Sm, (Tho Magusine of Ustery wit notes 


Congawta—‘The i and character of facchen Lincsa, by Richard 
yy EE Holt Portland, 1901.—A letter and short 


+» February 12, 

poem on the death of Abraham by B. B. French. , 1870.— 
Abraham Lincoin fi - by “Tom” ‘The 
prayer of the by BF mn Boston, im87. 





CATALOG OF PRINTED CARDS 
..» Rare Lincolniana no. 10... T N. Y., Be- 
“printed, W. Abbatt, 1916, — 


71 p. incl. feont. (penn) mn ,, (The Magazine of history with notes 
and queries. ra number—no. 49) 


Abram ec KW creel ink Rec cming ee 
, . con 

cle sa aly York, ‘A 

fe wet jcoin at home, by Mrs. ©. 19 


Library of Congress E173.M24 no. 


.-. Rare Lincolniana no. 11 ... 
printed, W. Abbatt, 1916. 


3p. 1, 729. ee , (tbe Maguaan of Mistery eit eotee and question 


Tarrytown, N. Y., Re- 


Extra number 

Cowrents. tu S. C. Damon —Remarks in 
the church at oo} i college (i Ld P. Leeds —The administra- 
ton of Abrahaey ‘Lincoln 5 by Gidece Welles. — Lincoln, 
in-chief, by L. W. Hi 


commander 
coh tae tai te U. S., 1809-1865. Damon, Samuel Chen- 
" Ueda Samuel Penniman, 18241916. um. Welles, Gid- 
con, 1802 1. Heysinger, Isaac Winter, 

0-97 


Library of Congress E173.M24 no. 53 


... Rare Lincolniana no. 12... Tarrytown, N. Y., Re- 
printed, W. Abbatt, 1917. 


® p. front . (M ine of history with notes and queries. 
Rats Camber 20) — és 


Conrents. — The vention, . 29, 1864. —Abra- 
ham Lincoln oration Caay G' Fro "Death of witness of 
traged: i ithers)— a great man, 
“Tessa at sburg (poem) by . 


1, Lincoln, Abraham, pres. U. S., 1809-1865. 3 Withers, ition, 1836?- 
1916. 1. Johns, Mrs. eS Martin. n. Taylor, Bayard, 1825- ‘ 
17-21141 
Library of Congress E173.M24 no. 8 


Rare Sad no. 13 . 
printed, W. Abbatt, 1917. 


3p. 13-107 pa. qgfrt Mamnstns of tieery wth note and 
queries. “Ext: tra number, no. 


Tarrytown, N. Y., Re- 


, “A time x by H. Wil- 
liams.—Recollections of President Trocet ‘ iy o° Parker 
Abraham Li an pls (1879) by Bet Oat May oC —~ 
Lincoln and Edwin M. Stanton (1889) by Bvt. . Gen. T. M. Vincent. — 
8 eS en ot . Hazelton—A work- 
ingman’'s ideas of conscription (Phila. 1 


1. Lincoln, Abraham, pres. U. S., 1809-1865. 
17-29609 


Library of Congress E173.M24 no. 61 


... Rare Lincolniana no. 14 ... 
printed, W. Abbatt, 1919. 


3p.l, 3-48 p. mi git Cape diy ee 


Tarrytown, N. Y., Re- 


vies. Extra number, no. 
Cowrents. —Memorial address at St. John, N. B. COD) ty CM Elen 


From “Trans-Atlantic sketches,” — 7 —From 

atoll (1865)—The death of re ig (1867 M4 
—America then tee pnt aos Ae (aa Dw 

donell.—On Lincoln, 


and Lincoln, by E. M C22 7-5 4G 


1. Lincoln, Abraham, pres. U. S., 1809-1865. 


19-10157 


Library of Congress E173.M24 0.65 


++» Rare Lincolniana no. 15 ... N. Y., Be 
printed, W. Abbatt, 1920. atintes 
ikke ia a 


Tete aca tee From the Dutch of 4} & auert- 
opts "Fon og he) fs eae 


: 


Pega ml onacy 

Whe Didoon Pr eeasiont 

teres Gane Panes 
on Lincoln, by J. Morley —An 

1. Lincoln, Abraham, pres. U. S. 1809-1865. 





i 


Library of Congress E173.M24 20.70 — 
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. Bare Lincolniana no. 16 .. 
batt, 1921. 


72 p. incl. 
alanis ma 73) 


. Tarrytown, N. Y., W. Ab- 
(The Magazine of history, with notes and queries, 
le 
Sear, ein Lh dent 

eee ee eet ee — 
1. Lincoln, Abraham, pres. U, S., 1809-1865. 


Library of Congress EI73M2 20.73 mand 


6; 


pphtese net 17... Tarrytown, N. Y., Re- 
~~ ened Abbatt, 1921 e 


AY 261 (The Maga of hry ith ote ad eri Extra 


and Rev. C. T. —The nation’s 
wal by Rev. G. Demet -Coptain Lintats wu Private Thompeon, by FE, 
| ay mel ay 


Lincoln story, by, M. Cae K~Lnol slr of a 
ald Dorchester Heights, B. Pemta-—Lieesin 


i 


L Linesta, Abeuham, pres. U. S., 1809-1865. 


Library of Congress E173.M24 0.77 


o 


... Rare Lincolniana no. 18 . 
’ Abbatt, 1922. 


40 p. foo (oui) a \ oy pele with notes and 
queries 


Tarrytown, N. Y., W. 


ra number. no. 81 (v. 21, no. 
seamen of Licactn, Ls T. Stead —The 
oln , by C. Thompson.—On Lincoln ) by W. Whitman — 
Making Ge Wie engk of Linea, ty D. Voi ‘s” Tribute to Lin- 
coln (isss) by T. Taylor.—Response to “Punch's” Ro mas y . F.D— 
Fiume (1853)—Anna Ward's R. Davis — 
res. and “hard shel Baptists, by T TB Mcbneor i =) 5. 1861, by 
1. Lincoln, Abraham, pres. U. S., 1809-1865. 
22-19616 
Library of Congress EI73.M24 20.81 
Gr 
... Bare Lincolniana no. 19 ... Tarrytown, N. Y., W. 
" Abbatt, 1922. 
52 p. 268°". (The Magazine of history, with notes and queries. Extra 
number. no. 85 (v. 22, no. 1)) 
Cow rents fete ny wine dy from Canada, by R. Norton and R. F. Burns.— 
Relics of Lincoin life —Lincoln's spirituality 


1. Lincoln, Abraham, pres. U. S., 1809-1865. 
Library of Congress EI73.M24 mw. 65 
16 


. Tarrytown, N. Y., W. Abbatt, 
of history, with notes and queries Extra 


A 4 


Rare Lincolniana mo. 21; ... Tarrytown, N. Y., Re 
batt, 1923. 


printed, W. A 


$9) OS) 8 a fhe Megnsins of history, with notes and que- 
ries. no. 95 (¥. 24, no. 1)) 


wrexts. — American J. Victor. —The Anglo- 
po 7 and Sulgrave “Lagu. 1908 


1. Lincoln, Abraham, pres. U. S$. 1809-1865. 


EI73.M24 vol 
6 


Library of Congress 





Tarrytown, N. Y., Re- 


.. Rare tao mo. 2; oe 
“printed, W. Abbatt, 1 


ap ~~ of history, with notes and queries. Extra 
ane, mo ime BS 


Cowrents —! at Harrisburg —James Russell Lowell on Lincoln — 
Lincoln on 4 "Reto, American stage iby H. T. Pen Since lost 
grandmother, by E Barton. 


1. Lincoln, Abraham, pres. U. S., 1809-1865. 





24-5967 
Library of Congress EI73.M24 no.% 
_— Copy 2. 1S; 
.. Rare Lincolniana no. 25 ... Tarrytown, N. Y., Reprinted, 
™ Abbatt, 1925. 


facsim. 26j°. (The Magazine of history, with notes aod 
nk Extra somber. ws. 100 (0 28, wo. 1)) 
ConTarts.—"Biackwood's” history of the United States (by, F. 8. 
Dickson.—Abraham Lincola by, 8. Camacho Roidan —Liocoin on stage 
and screen by, 8. L. Cook.—The Sunday after by, Mra P. A. Hana- 
ford —Lincola on his family. 


1. Lincoin, Abraham, pres. U. 8., 1808-1886. 
2511880 


Library of Congress 
~—- —— Cops 2 


E173. M2 
Stet, 


vol. 28 


... Bare Lincolniana no. 26 . 
printed, W. Abbatt, 1925. 
@p. facsim (The 

Extra number. no. 113 (v. 29, a0. 
Cowrarts—A memoir of 


Tarrytown, N. Y., Re- 
of history, with notes and queries. 


Aiton Lina Wy K_B-The, Lint 
a, by W. E. Barton —The Boston 


oe fo t authenticity 
of Bixby letter —An address to the free states by J. Davis. 
1. Lincoln, Abraham, pres. U. S., 1809-1865. 
2325234 


.. Raré Lincolniana, no. 27 ... 


W. Abbatt, 1926. 
7, tan. (facstm.) 204. (The Magazine of history, 
ith aobte vos etorioa, Sastre wumber.” we. ii? (v.98 80.1)? 


... Rare Lincolniana no, 28 ... 
W. Abbatt, 1926. 


4 8p Son. Hn. A. toate. 2047. (The Magazine 
with notes and queries. Extra number. fo. 121 (vB Bo 1) 


The facsimile is a letter from Lincoln to Gov. A. G. Curtin, dated April 
1361, 


Tarrytown, N. Y., Reprinted, 


of history, 


1 Lincoln, Abraham, pres. U. S., 1800-1865. 


F173.M24 no 121 
——— Copy 2 10e1, 


Tarrytown, N. Y., Reprinted, 


jagazine of history. 
’ 


, with notes and queries. 


LIBRARY OF CONGRESS 


.. Rare Li i no. 32... Tarrytown, N. Y., Reprinted, 
W. Abbatt, 1928. 

6p. port. 207". (The Magasine of history with notes and queries. 
Extra number. no. 137 «é. ¢. 136, (v. 36, no. 1 of @. 34, Bo. 4) 





1. Lincoln, Abraham, pres. U. 8. 1800-1865. 


Library of Congress E173.M24 no. 136 
——— Copy 2. 3 


. Rare Lincolniana, no. 33... Tarrytown, N. Y., Reprinted, 
ow. Abbatt, 1928. 
Cp pl. 2y™ (The boyy? of history with notes and queries. 

Extra number. no. 140 (¥. 35, no. 4)) 

Conrests.—Abraham Lincoin and the American ides! (by, W. E. 
Barton. —The critical period of bis cureer by, _—— White. 
of Abraham ‘s ancestors ;by, G. D. y—The great man's 

Robe Lincol| 


president Chicago tribune. fews of con- 
temporartes iy, oe Sehaytar Colfax. —Notable utterances of Lascots (from 
mous stories he did tell from — Chicago 
ry 2 "walker, Lincoln's press agen’ BE. Doda 


1, Lincoln, Abrabam, pres. U. 8., 


Library of Congress 
——— Copy 2. 3 


.. Rare Lincolniana, no. 34 .. 
“W. Abbatt, 1928. 

Si p. 2 p (incl. fromt.) 26)". 
age spa ae eee 


Tarrytown, N. Y., Reprinted, 


The Magazine £. history with 
no we (v. 36, no. 





Landing. ay hr ieae wor, “Linen te Da 

at Harriscs’s wade Jal: 1 (by 3 pa 

th Robert T jan Hall.—Moonlight 
ith 


1, Lincoln, Abraham, pres. U. 8., 


Library of Congress 


EI73.M24 no. 142 
—— Copy 2. 3 


Rare Lincolniana, no. 35 .. 
“Ww. Abbatt, 1928. 


4 p. incl. port. 20°. (The Magazine of history with notes and 
queries. Extra pumber. no 145 (7 8T, we 1)) 


‘Tarrytown, N. Y., Reprinted, 


c 
7 8. Soow.—Abrabam Lincoln, master 
coln as « master of expression ,by, J. F. Genung. 


1. Lincoin, Abraham, pres. U. 8, 1800-1865. 


Library of Congress E1T3.M24 


al 


.. (Rare Lincolniana no, 36, Tarrytown, N. Y., Reprinted, W. 
Abbatt, 1929. 
4 p. front. 26°. (The Magazine of history with notes and queries. 
Extra oumber. no. 149 (¥. 38, no. 1)) 
Conrents.— An Lee ayy in Ly wa 4 a P fs George Bor- 
bam 863 


's body was 
lnde- 


1. Lincoln, Abraham, pres. U. 8., 1800-1965. 


‘38-13789 


Library of Congress E173.M24 no. 149 








... Rare Lincolniana no. 38 
W. Abbatt, 1930. 


56 p. front. (port.) plates, fecsims. 264°. (The Magazine of his- 
tory wich notes and queries. Extra number 0. 157 (v. 40, no. FH) 
Corres letters show faith in Greeley —Cardinal 

Ba ife mask of 


Tarrytown, N. Y., Reprinted, 





nseript, 
— impression of Lincoln (by, Frederick Tuckerman.—The assaasi- 
mining gasette (1861) —Lincoln at Petersburg 


pres. U. S., 1800-1865. 
FITS. M24 no. 157 
3, 


30-2447T 


... Rare Lincolniana no. 39 ... 
W. Abbatt, 1930. 


264". (The Magazine 
mo. 161 (¥. 41, mo. 1)) 
Conrents.—Portrait, Lincoln at City Point.—President Lincoln and 
the navy ,by, C. O. Paullim—aAzel W. , Lincoln’ 
Oakieat —The books 


Tarrytown, N. Y., Reprinted, 


6p. port. of history with notes and queries. 
Extra number. 






1. Lincotm, Abraham, pres. U. 8., 1800-1865. 
BO 24486 


Library of Congress E1T3.M24 no. 161 
——— Copy 2. 3 


.. Rare Lincolniana no. 40 ... 
W. Abbatt, 1930. 
@p. 2p } a front.) = 
uumber 


Tarrytown, N. Y., Reprinted, 


(The Magazine of history with notes 
we. 188 (v. dlr ue 4) de me 108 (ean 
me. 1))) 


Cowranrs. — ——— Lincoln — his inventive — (by, Emanuel 

y together? iby, 
—Lipcoln as 

10 John A Rockwell 


1. Lincoln, Abraham, pres. U. S., 1800-1865. 





31-11688 


Library of Congress EIT3.M24 no. 165 


3 
no. 41 ... 


Tarrytown, N. Y., Reprinted. 


(The Magazine of history 
no, 169 (v. 43, no, 1)) 


W. Abbatt, 1931. 


53 p. front. j=. 
queries, Extra Ba] 


with notes end 





—Eulogy on acter, public services of the 
late President Abraham Lincoln (1865) by Rev. W. H. Cudworth — 
leaders request 1 of resotut! respect to Abrabam 
L. G@. ara daily "evening traveller the death of Lincoin 
e tra — Lincoin ip 
‘ ©. Peuilio“bogian over the death of 
Lincoln (a0) by C3. Bepdgeay—Receltections Lincoln by E. Tor- 
rance and J. B. 8. Todd. 
1. Lincotn, Abraham, prea U. 8., 1800-1865. 
81-21363 


Library of Congress E173.M24 no. 160 


8 


W. Abbatt, 1931. 

wo front. (“. (The Magazine of 
ries oe no. 173 (v4, BO. 1)) 
— Lincoln's pkg BR Ug ee ey 4 


Tarrytown, N. Y., Reprinted, 


with notes and que- 


law partners, clerks, and office boys (1980) B. Herts —Extract from 
letter of . Robert Gould Shaw (1861) and Dr. Crothers 
= Pictorial review —The Lincotn: 

lore.— Lincoln's last day in exceisia, by BE. 


Herts — Lincoln's funeral ma 
1. Lincoln, Abrabam, pres. U. 8. 1800-1885. 


Library of Congress Fi73.MM 20. 178 


Ca) 


.. Rare Lincolniana no. 43 ... Tarrytown, N. Y., Reprinted 
Besigp ype 


© p 267". (The Magazine of history with notes and queries. Extra 
umber. me int te 6, Be. 1)) 
Cowraste.—Lincoln's Orst tna 
art.—Lincoln's ere Be dior ram 
lessons of our national sorrow, 
Rev. J. M. Lowrie. 


1. Lincoln, Abraham, pres. U. 8. 1809-1865. 


Library of Congress EIT3.M2% #0. 177 











Rare Lincolniana nv. 44 Tarrytown, N. Y., Reprinted, 
b+ Abbatt, 1932. 
Pp er (The Mugazine of history with notes and queries. 
auve sumher. . 181 (¥. 46, Bo. 1) 
ConTents.—Lincoln's diplomacy, by Emanuel Herts —H 
Lincoln (1874) from Boston transcript (Feb. 13, 1932)—! Liscots. and 
Booth, by the editor (William Abbatt,—Iloyd George and Lincoln, from 


Boston transcript (Dec. 21, 1928)—Robert T. Lincoln, from N. ¥. tribune 
2" 


1930)—Abe Lincoln, cabinet 
by Dearden and J. H Eulot-We talked of Lincoln (poem) by ¢ w. 
Tho remarkable letter (1863) by A. aa pg and 
Grant today (ist?) by z. Be Choate.— Where is made, from 

rican motorist (1990)—When Lincoln died (1803) wy Ww. F. Ham- 


pres U. 8. 1800-1865 
KITS. M24 no, 181 
3) 


mond. 
1, Lineoin, Abraham, 
22 -20584 


Library of Congress 
——— Copy 2 


Rare Lincolniana no. 45... New York, N. Y., Reprinted, W. 


Abbatt, 1933, 
41 p. 26)". (The 
Extra number. SR RTS Ee Oe som 


“Three ii 4A; 
seam te Golawta Sutth and Méward Dieay aro, all trem 


Conrents—The death of President Lincoln, by Goldwin Smith — 
Abraham Lincoln cigned Ry ltsostatens, by teens ~ 
President Lincotn Goldwin Smith The Oakleaf collection, by Boal 


1, Lincolm, Abraham, pres. U. 8., 1800-1865. 


Library of Congress EI73.M24 no. 185 
——— Copy 2. 8, 


Rare Lincolniana no. 46 ... 
W. Abbatt, 1934. 


ipl,43p 267". (The Magazine 
Extra number. no. 193 (¥. 49, no. 1)) 


Cuovenss— Tee Lisetee te ey 00 Bee Pe An address 
delivered in Louisville, Kent: by W. B. Barton — 
Washington and Lincoln, by Pennypacker. 


New York, N. Y., Reprinted, 


of history, with notes and queries. 


1. Lincoln, Abrabam, pres U. 8., 1800-1885. 


Library of Congress EI73.M2% vo. 198 
——- Copy 2 3) 


... Rare Lincolniana \no., 47-51, ... 
printed, W. Abbatt, 1935. 


5 no. 26j™. (The Magazine of history, with notes and queries. 
Extra number. no. 196-199 (v. 40, no. 3-4—v. 6), no. 1-3)) 


“The thirtieth of the of Lincoln, N. ¥. In- 
dependent, April 4, 1895." 


New York, N. Y., Re- 





. 1809-1865. 
1 Lincoln, Abraham, pres. U. 8., we 
Library of Congress EIT3.M2M no 195-190 
——— Copy 2, 135 


.. Rare Lincolniana :no., 52... New York, N. Y., Reprinted, 


W. Abbatt, 1935. 

a sk (The of history, with notes and queries 

New York, .¥ oye Metre member. no. 200 (¥. BO, no. 4)) 

ConTarTs. —| the Illincis bar, (1840) by L N. 
asa for 


Reminiscences of 
Arnold —Abraham Lincoln, by C. A Jones.—Lincoin theme 
sculptural art, by F. O. Payne.—The President's hymn (poem) 1863. 


1. Lincoln, Abraham. pres. U. 8., 1800-1865. 
‘3150268 


Library of Congress EI73.M24 no. 200 
——— Copy 2. & 


Rare or unpublished documents re- 
lating to Catholic Canadian 
history 

see 


St. kary's college, Kontreal, 


CATALOG OF PRINTED CARDS 


Rare pale Margaret. A novel . 
per & brothers, 1878, 
Sp. 2". (Franklin square library, no. 27) 
Caption title. 


(New York, Har- 


caAD47D Unrev'd 


Library of Congress PZ3.RISD 
(Copyright 1878: S899) 


Rare pale Margaret. A novel. By the suthor of 
‘*What's his offence?’ ‘‘The two Miss Flemings,”’ ete. 
New York, G. Munro (1886, 


ma)” L, S252 p. 184%. (On cower: Seaside library. Pocket ed no. 


ca947H Unrev'd 


Library of Congress PZ3. RISD 3 


The Rare triumphs of love and fortune. 
Love and fortune. 
I Rodert, ed. A select collection of old English plays 4th 
oa ty wee. Hastite ‘London, 1874-76. 2147. ¥. 6, p. (143-243) 
Edition of 1589 has title ™~ Rare Trissehe of A boy Fortune 


Plaide before the Queenes most excellent Maiestie are many fine 
Conceites with great delight 


14-21887 


Library of Congress PR1263.D7 vol.6 


Rare triumphs of love and fortune. 

The rare triumphs of love and fortune ... London, Printed 
for the _— society by J. Johnson at the Oxford university 
press, 193 
it, 7 4, p. facsims. 22°. (The Malone society reprints, 

ee ns a ee Cee Signed: W. W. 


& photostat of the only known 


Most Excellent 
notes Se conceites with great delight. At London Printed 
for rd White ... 1! 
Has been ascribed to Thomas Kr. ef. Dict. not biog. ¥. 31, p. 351; 
Chambers, The Eliza! than — van 
1. Kyd, Thomes, 1s88- 1504. m1. Greg, Walter Wilson, 1875~ 


‘Library of Congress PR11.R3 1931 31—15409 
(8143, 22.39 


Rarécourt de la Vallée de Pimodan, 
Claude Emmanuel Henri Marie, duc 
de 

see 


>imodan, Claude Emmanuel Henri Varie, 
comte de, 1859- 


Rarecourt de La Vallee de jimodan, 
Gabriel Raoul Claude Marie 


Austria, marguis de “imodan, duc 
de 


see 


.imodan, Gabriel, marquis de, 1856- 
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Les raretés des Indes, “Codex canadiensis”; album manu- 
scrit de la fin du xvi siécle contenant 180 dessins concernant 


les indigénes, la faune et la flore de 
pp Be Te cee Sa 
en fac-similé, par ad gg Léon Marotte. 

de Villiers. 


5p. |. tacsim. (2 double maps, T) pi. (1 dowble)) 11 45™. 


110 copies printed. “75 exemplaires sur vélin teinté numérotés de 26 
2100... Exempiaire n* 66.” 


(Continued on next card) 
3 


Les raretés des Indes... 1930. (Card 2) 

“A défaut de toute autre indication, la difficulté d'identifier | suteur 
de Talbum pa presque 
gouverneur et de l'intendant de in Nouvelle France ne nous apprenal' 
qu'en 1701, 6 Oe tee a0 Canada, la seule personne capable 
de dessiner une carte.” —Avant-propos. 





Indians of North a. 2 Natural bistory—Canade 
L Villiers du Terrage, Mare, baron de, 1867- tm Bécard de 4 
ville, Charles, 1675-1708, pt} author. mm Title: “Codex canadi 
31-3003. 
Library of Congress ET8.C2R3 
s 04 


R-rey, John Solomon, 1827-1866. 

L’art de dompter les chevaux, par J.-S. Rarey ... Traduit 
et précédé d'une introduction, par F. de Gusita. 8. éd. Paris, 
E. Dentu, 1858. 


avi, 17-123 p. 17° 


1. Horse-training 1. Guaita, Francois Paul de, tr. m. Title. 


31-10691 


Library of Congress SF287.R24 1858 636 10886 


= John Solomon, 127-1866. 


modern art of taming wild horses. By J. S. Re 
Columban Printed by the Ohio state journal company, 1856 


e&p i. 


1. Horse-training 


“MT Revised 


Library of Congress SP2s7. R22 


Rarick, Clarence Edmund, 1879- 
Selling rural education to the public in Kansas. 


(Jn National education association of the United States. Addresses and 
Proceedings, 1923. p. 827-634) 


1. Rural schools—Kansas. = t. Tits. 


E 28-323 


Library, U. S. Bur. of Education 


ih 


Rarick, Lawrence, 1911- 

An analysis of the speed factor in simple athletic activities, 
by Lawrence Rarick ... ,Ann Arbor, Mich., 1937, 

cover-titie, p. 69,105. diagrs. 23° 


= o> oo, B.)—University of lower, 1937 
te the Research quarteriy, vol. vitt, no. 4, December, 


Bibliography : p. 105. 


eT ee 2. Muscles. 1. Tithe: Speed factor in simple athletic 
Library of Congress QPom.RS 1987 
Univ. of lowa Libr 

—_ Copy 2 a 12.7681 











Rarick, Mary Edith Jones. 
The a ys not ‘mete with neat, ty Dr. Mary Edith 
Jones Rarick . Williamsport, Penn’a., The author 
(1923, 


tiiy-av, 479, 2 pm 16™. 


ae aut: « course planned 
Indianapolis, 
printing ah. Ae “— 
. 1». 
Includes bibliographies. 


1. Bible—Stady—Text-books, 2 Character. L Title 


Library of Congress BS605. RS 
— -—— Copy 2. 


Corgright AA 184417 cn 2206 


Rarick, W Cari. 
A —_ + for me WT oer school Bible study, New Testament 
‘ Car! Rarick ... and C. 


BR. Maxam 
° Manele Toa, Barish & Maram 1954 
61 p. illus. (maps) 19>. 


1. Bible. N. T—Study. 1 Maxam, C. R, joint author. 


25-2803 

Library of Congress BS2S25.R3 

Copyright A 816783 72) 
Rarick, W Cari. 

A manual for high school Bible study, Old aytement 
comes, by W. Carl Rarick .. ~ Maneie, kad., W. C. Rarick, 
& p. illus. (maps, charts) 19°. 

1. Title. 

Library of Congress BS11%.R3 = 
Copyright A 688663 
Rarick, W Carl, 1885- 

A manual for high school Bible study, Old Testament sec- 
tion. Rev. ed. By W. Cari Rarick ... and C. R Maxam 


1 Bible 0. T.—Study—Text-booka 2 Bible—Study—Text-booke— 
0.T. 1 Maxam, ©. B., joint author. m Tite 


25-2270 Revised 
Library of Congress BS1194 R38 1924 
walc2, 

Rarie, Lots Gwen. 

Twenty-third December, by Lois Gwen Rarie. (San An- 
tonio, Clemens printing co., ‘1982, 

Sp. @p w=. 

Poems 

1 Tithe. 

32-19088 


Library of Congress PSSSSS.ATSTS 1982 


Copyright A 58140 a2 e115 


LIBRARY OF CONGRESS 


Rarig, Frances H. 

. The ant queen's home and other stories, by Frances H. 
Rarig. Boston, New York ,etc., D. C. Heath and company 
(1982, 


¥, 170 p. ius, 19°. (Heath supplementary readers) 


1. Insects — Juvenile literature. 2. Readers and speakers — Natural 
history. 1. Title, 
82-1373 
Library of Congress QLA6T.R3 


Copyright A 45020 e 06.7 


Rarincesco, Constantin G. 
see 


Rarincescu, Constantin G. 


Rarita, William, 1907- 

On the nuclear two, three and four body problems, by Wil- 
liam Rarita and R. PD. Present ... Lancaster, Pa., Lancaster 
press, inc., 1937, 

cover-title, (788;-T08, ;1; p. 26) x 20. 

Thesis (ra. o.)—Columbia university, 1987. 


Running title: Nuclear problems. 
“Reprinted from t! Te Factaan sortow, vel. 88, no. 10, May 15, 1937." 


L Present, Richard David, 1913- Joint author 
n. Tite: 7 Neckar problems. 
(Pull name: William Roland Rarita, 


38-21382 
Colombia Univ Lab 


o412 
Raritan and Delaware Bay railroad company. 

In the Court of errors and appeals of the state of New 
Jersey. Between the Raritan and Delaware Bay rail 
road company, and the Camden and Atlantic road 
company, crociente, and the Delaware and Raritan 
canal, and the Camden and Ambo: {+ pap - ~~ 
tation companies, nee. On appeal . 

City, Printed by J. H. Lyan, 1865. 

4p. 237. 


—— 1987 


Title from Bureau of Railway Economics. Printed by L. C. 


(Raritan and Delaware Bay railroad company, 

une ie Ge Eales 6 Seas Se sips ee 
pany should not be destroyed by the Camden & Amboy mo- 
nopoly. Washington, D. C., Gibson brothers, printers, 1864. 
cover-title, 15 p. fold. map. 22°. 

Signed by C. A. Seward, Jonathan Edwards, and Ashbel Green. 


1. Camden and Amboy railroad. 2. Ratlroads—New Jersey. 


538179 


Library of Congress HE2701.C185 18640 


8Tb1, 


(Raritan and Delaware Bay railroad company) 

Reasons why the Raritan and Delaware oo 5 RB. oo. 
should not be mona gl the Camden boy mo- 
. (Washington? 1 
Bp 2. 


Caption title. 
Signed on p. 10 by C. A. Seward, Jonathan Edwards, Ashbel Green. 


1. Camden and Amboy railroad. 


Library of Congress HE2791.C18S 1864a! 


150 


Raritan and Delaware plank roed company. 


Legislature of New Jersey. An act to Lg toy the 
Raritan & Delaware plank road com; assed Feb- 
ruary, 1850. New Brunswick, N. J., rinved pe the Times 
office, 1850. 

2p. mw. 

1. New Jersey. Laws, statutes, etc. 

A 16-1041 


(33b1, 


Title from Bureau of Railway Economics. Printed by L. C. 


Raritan hollow & porous brick company. 


The Raritan hollow and porous brick compan: 
ufacturers of fire-proof a5 materials pnt inatrosed 
catalogue; 3ded. Newark, N. J., The Hoibrook printing 
company, 1889. 
57 p. incl. tables. plates. 225° 
1. Building, Fire-proof. 
8-1867t 


Library of Congress TH1077 
(Copyright 1889: 21438) 


Rarotonga. British resident 
see 


Cook Isiands. British resident, 
Rarotonga, 


Ras, Aurelio. 

. Panhispania, discurso por D. Aurelio Ras, leido con 
motivo de la Fiesta de la raza el dia 12 de octubre de 1922. 
Barcelona, Imprenta hijo de D. Casanovas, 1922. 

2p 2. 
At head of title: Institucién hispano americana de intercambio cientifico 
y econdmico. 


(general 


Spain— th Spence America. 2. Spanish A: 
ia! Relatonn gre (fee with ~y* 


Tnstituctén americana de 
ercambio cientifico y econdmico, ek n. ~— 
23-2879 
Library of Congress FI414.R33 
12 
Ras, Gerard, 1880- 
Bérne und Heine als politische schriftsteller ... door Gerard 


Ras ... Groningen ,ete., J. B. Wolters’ u. m., 1926. 
4 pL, 182 p. 2 port. facsim. 20)". 


Proefechri ift—Amsterda: 
ee ie ; ional 
“Stellingen” 


1. *Bérne. Ludwig, 1786-1837. 2. Heine, Heinrich, 1797-1856. 





28-15411 
Library of Congress PT1821.Z5R3 
10.38b1, 
Ras, Pieter Jan Jacob, 1856-1908. 
De toeziende ene Bs ... door Pieter Jan Jacob Ras ... 
Utrecht, D fel (G. a laar) 1892. 
2p.l, 4p. 24". 


Proefechrift—-Utrecht. 
“Stellingen” : p. (@7;-104. 


1. Guardian and ward—Netheriands. 1 Title 


Library of Congress 2 











Ras Bihari Ghosa 
see 


Ghose, Sir Rashbehary, 1845-1921. 


24-393 
Library of Congress 
Ras y Fernandez, Matilde 
nee 
Ras, Matilde. 
35-22862 


Library of Congress 
Rasa, G. Caruso- 


Caruso-Rasa, G. 


Rasa-viharT Dasa 


Das, Rashvihari. 


Rasidean, Dumitru. 

Literile noue; un sistem nou de scriere pentru ra) idi- 
tate si facilitate, de Dumitru Rasidean ... Eliza! 
N. J., Minerva press (1919, 


1p. 1, SIS, Sip. 18°. 


1. Shorthand, Rumanian. 

Library of Congress 
— —— Copy 2. 
Copyright A 562208 


1. Title. 
Z3.R3 


20-1754 


Rasavihiri Ghosha 
see 


Ghose, Sir Rashbehary, 1845-1921. 


24-31 
Library of Congr: 


CATALOG OF PRINTED CARDS 


Rasbech, Johan Peter, 1793-1859. 
Frederiksborg slots beskrivelse. Efter eldre og nyere 


kilder, med derhos afbenyttede, none archiv-docu- 
menter. Ved Johan Peter Rasbech wn, 8. L. 
Méllers bogtrykkeri, 1832. 
vip, 11,200 p. 189™. 
1. Frederiksborg castle. 
17-1921 


Library of Congress DL21.F7R3 


(Rasbotham, Dorning, 17301-1791. 
Codrus: a tragedy ... London, J. Johnson, 1774. 
vii, th, 75 p. 214° 


tLonge, F. Collection of plays. v. 7, no. 5) 


1. Codrus, king of Athens—Drama. 1. Title. 


Library of Congress PRI241.1L6 vol.7 
Rascaru, Nicolas P. 

.. De Ja succession ab intestat en droit international privé ... 
Paris, A. Roussean, 1903. 

4p. 1828p, 25", 

Thése—Univ. de Pa 


ris. 
“Bibi ie” : 84 and 4th prelim. leaves. 
Bibliographical foot-notes. 


1. Inheritance and succession. 2 International law, Private. 


2418973 


Library of Congress JX6501. R35 


41b1, 


Rasch, Albert. 


Das Eibenstock ti rbe unter der einwir- 
| eam Ven atert ieee, Tibingen, H. Laupp, 


191 
244. (Added t-p.: Zeitschrift fiir die gesamte staatswis- 
coman 2 Tiacewgaet san) : ™ 


“Literatur”: p. 165-166. 

















1. B ‘. y Fibenstock 
11-15695 
Library of Congress HS.ZA2 hft. 35 
Rasch, Albert, 1881— 
Geld und konjunk in bresbil: der privaten unter- 
nehmung, von dr. ‘Albert Rasch .. Miinster i. W., Wirtechafte- 


und sozialwissenschaftlicher verlag e. v., 1933. 
X, 149 pw “tables (part fold.) diagra. 24. (46606 hee MAnsterer 
end sozial . 14) 





, 
“Benutate literatur”: p. ix-x. 


1. Accounting. 2. Business cycles. 3. Money. 1. Title. 

33-38542 

Library of Congress HFS681. B2R3 

3 657 
Rasch, Andreas Wilhelm, 1547- 

Grosserer Peter E. S. Gulbranson* og hustru Julie C. E. 
Stenersen* fedrene og mgdrene slegt, sai af A, W. Rasch .. 
Christiania, Trykt i 

&p. 31. 


1. Gulbranson family. 2. Stenersen family. 8 Gulbranson, Peter Bm- 
mich Sparre, 1820-1888. 
15 28089 
Library of Congress C8819.G8T 
rflbl, 
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Rasch 


Rasch, Andreas Wilhelm, 1847- 
Stamtavle, som viser flere i eg peantts familiers 
afstamning fra Harald Haarfagre .. 
Christiania, W. C. Fabritius & senners Dostryticens 1894. 
hp 374™ (fold. to 18™) 
“Trykt som manuskri 
“Oversigt over en mange slegter i Ef eR 


oh f de 
Haak ~~ eed br % thor nedstammer {| 
bw ol 08 jafthor Jonssgn 


1, Royal descent, Families of. 2. Norway—Geneal. 
17-20346 


Library of Congress CS913.R3 


Rasch, Carel Marius. 

yy EE. BRAS Ty - 
Haaff, 1886. , 
4p.1, 68 p 2, 





Proefechrift— Utrecht. 
“Btellingen”: p. 51,-58. 





1, Criminal procedure—Netheriands. 1. Title. 
0 
Library of Congress a 
Rasch, Carl Henry, 1904- 
- The el hemical oxidation of anthraq by Carl 
H. Rasch ... ,Pittsburgh, 1933, 
Tp 2. 


Caption title. 

see Sa Oe. b.)—University of Pittsburgh, 1982. 

tte 

“Reprinted from University of Pittsburgh bulletin, vol. 29, no. 8, 
January, 1983." 





1 2 8. Oxidation. 
Sree) 
congress .K2R18 1982 
Univ of Pittsburgh Lib eee sats 
Rasch, Ewald Ferdinand Wilhelm, 1871- 
Electric are phenomena, by Ewald Rasch ; tr. from the Ger- 


man by K. Tornberg ... 52 illustrations. New York, D. Van 
Nostrand company, 1913. 


xvi, 104 p. Mus, diagrs. 219”. 


1. Blectric lamps, Are. & Tornberg, K.. tr. um. Tithe. 
14— 198 
Library of Congress 
Copyright A 368789 


TK4321.R33 
Sig1-, 


Rasch, Ewald Ferdinand Wilhelm, 1871- 
Das elektrische bogenlicht ; yeikalisch - totntabe 
der | rerewl ate 
aerersices, von Ewald Rasch .. . mit 5? 
ig, F. Vieweg und 1910. 
xxi, 176 p. dingrs 22). (Added t-p.: Bhektrotechnik in cinzeldar- 


So pelschte 12 nie) i's ; is Shadi 


1. Electric lamps, Arc. 








10-7187 
Library of Congress TK432LR3 
—— —— Copy 2. 
nae ry a. ; A= 97; Friedrich 
© oL.. oy Se Jw. ‘ Foreign 


ay angen he 








Gedanker ‘ a ut Dam 
BR A - yf - -b — 
Rasch ay =n F 
‘ Mrz. 
Conrerts.—Der Deutsche verband als der 
deutschen luftfabrt.—Dte organisation der sportveretne. 
1. Aeronautics—Germany. 2 Deutscher luftfabrer-verband. 

‘35 28870 
Litrary of Congress ‘TLS36.G3R3 zo 1 0D 








Rasch 


Rasch, Franz, 
Das westpre ay ee von Fr. Rasch ... Leipzig, 


— Schmidt & co., 1 
, Bp Lc Sen. sates, ¢ jold. maps. nie Et ho 


od, ptt aA, ftlicher nutztiere, hrsg. von 
irtsthaftlichen tierzucht. bd. 1) 


1. Friesian cattle. 
Agr +1806 


Library, U. S. Dept. of Agriculture 4318. 


gf geen oe 
gitar I Rasch. 


del 





pas differens- og 
Kgbenhavn, Levin & 


ey 2 


BD. (108,-110. 


1. Matrices. 2. Differential equations. 3. Difference equations 


(Pull nome: Coorg William Rasch, 


226087 
Library of Congress QA263.R3 1930 612.8 
Rasch, Gustav, 1825-1878. 
Aus dem schuldbuch Louis Bonaparte’s. Von Gustav 
Rasch ... Stuttgart, A. Kroner, 1 71. 
3v.in tI”. 
1. Napoléon m1, emperor of the French, 1808-1873. 
25-16176 


Library of Congress DC280.R35 
Rasch, Gustav, 1825-1878. 

Berlin bei nacht. Culturbilder von Gustav Rasch. Ber- 
lin, Hausfreund-expedition (E. Graetz) ,1871, 

2p. 1, 246p,11 i 


1, Crime and criminals—Germany—Berlin. 2. Berlin—Soc. life & cust. 


18-13943 


Library of Congress HV0980 BARS 


Rasch, Gustav, 1825-1878. 
Prey — = a pach cae note di un viaggiatore prus- 
Introd! > e note di Laigi faery Bari, 
Gins. Laterza & & figli, 1988. 


8p. L, dx-tl, 173 p. 11 By". (Malf-titie: Bibitoteca ai culture 
moderna. 0. 326) 


“Nota bibliografica” : p. :161,-178. 


1. Gartbald!, Giuseppe, 1807-1882. 2. Italy—History—-War of 1880- 
1981. Emery, Laigi, tr. 


AM-s14 


Titinots. Univ. Library 
for Library of Congres* 


on 
iol] 


= Gastav, 3008-2608, 

Vo +3 h ze. Spanised 
uitate, Oration und wate “Von Gustav 
Rasc! en ;ete.) A. Hartleben, 1869. 


2p.1,24p 18°. 
Advertising matter: p. 244. 





1. Spain—Deser. & trav. 1. Tithe 


2-114 


Library of Congress DP4i. R3 


LIBRARY OF CONGRESS 


Rasch, Halvor Heyerdahl, 1805-1883. 


Driftsplan for a yy. Hundebund, af H. 
Rasch. Christiania, Trykt Carl C. Werner & co., 





1872. 
1% p. 214 
1. Fish-culture 
Fis 
Library, U. S. Bur. of Fisheries 
Rasch, Halvor Heyerdahl, og ne 
og de gsters- 
avlen paa en reise langs kysten af bisvengers, Sondre 
amter i 1878 samt en 





beretning om ¢@stersaviens tilstand i 1880 af H. Rasch . 


Med 1 kart Kristiania, Trykt hos Gréndahl & son, 

1880. 

on* map. 19°. (With his Vore beste spiselige soparter. Kristiania, 
Udg. af 


Selstgebet fos folkeoplysningens fremme, som 2. tillagshefte til 


“Folkevennen”™ f 
1 Cyage-etiare — Boreey t Selskabet for folkeoplysningens 


fremme, u. Folkevennen. 
17-34 


Library of Congress ACSS.S4 


Rasch, Halvor Heyerdahl, 1805-1883. 
Is sawdust as serious an obstacle to the ascent of sal- 


mon in our rivers as is vw? maintained! By H. 
Rasch. Tr. by Tarleton If’ Be 


(/n Report of the commissioner 
ington, 1880. 22. p. 517-518) 


“Meddelelser fra Norsk jaeger- fisker-forening, 2den aargang, 
Kristiania, 1873."—p. 56. ” 


sof Gab and Gsheriem for 1878. Wash- 


1, Water, Pollution of. 1. Bean, Tarleton Hoffman, 1846- tr. 


F 16-165 


Library, U. S. Bur. of Fisheries 


Rasch, Halvor Heyerdahl, 1008-1688, 

On the reason for an ext inarily rich prod 
oysters in a natural basin. By TL H. Rasch. 

(Jn Report of the commissioner of fish and fisheries for 1880, Washing- 
tom, 1883. 22". ° 1037-1043) 


ig from Nordisk tidsskrift for fiskeri, 1880, p. 49-58, by Tarle- 
ton 


of 





1. Oyster-culture 1. Bean, Tarleton Hoffman, 1846-1916, tr. 


F 16-294 


Library, U. S. Bur. of Fisheries 


Rasch, Halvor Heyerdahl, 1805-1853. 
Opinions concerning the desirability of a hatchery for salt- 
water fish in Norway. By H. Rasch, A. Landmark, and G. O. 


(Pn Catiastn of Sho Delind Cite Ooh ommtaten for 1885. Wash- 
ington, 1885. 22)*. vol. v, p. 146-151) 


ae s aette ans Bae & af bidrag ti! em ud- 
monster, 





_ samt er- 
klaeringer | csteaeing af samme. Anrendal, 1884." 
1. Fisb-culture—Norway. 1. *Landmark, Apthon, 1842- a. Sars, 
Georg Ossian, 1837-1927. 
F 18-802 


U.8. Bor.offsh. Library 
for Library of Congress (SH11.418 vol. 5) 
a37b1, 


(Rasch, Halvor Heyerdahl, 1805-1883. 

Vore beste spiselige soparter. Hermed et farvetrykt 
blad ... Kristiania, P. T. Mallings bogtrykkeri, 1869. 

32 p. illus, fold. col. pl. 19™. 


af Selskabet for folkeoplysningens fremme. 
Pfitgshette w i I “Folkevennen” 18. aarg. 1860. 


1. Mushrooms—Norway 


1. Selskabet for folkeoplysningens fremme, 
Christiania. u. Folkevennen 


m1, Title. 
17-3845 
Library of Congress 


Die kartellsperre ; eine rechtspolitische studie, von dr. Harold 
Rasch ... Berlin, C. Heymann, 1938. - 


4pl@p =a. 


1. Trusts, Industrial—Germany. 2. Restraint of trade—Germany. 
1 Title. 





41-20184 
Library of Congress AD 2858. RB 
12) 838. 80043 
Rasch, Harold. 
Der i *g in rechtavergleichender darstellung, von 
dr. Harold Rasch Berlin, C. Heymann, 1938. 
vii, 1p 22 
“TAterator™: p. 127,-128. 
1. Patent laws and legislation. 2. Comparative law 1 Tithe 
37-2441 
Library of Congress (2, (347.7) 605 


Rasch, Harold, ed. 

Die neue devi einsch lich der grundle- 
genden vorschriften fiber S Soe (tiberwachungs- 
stellen) und der morator und unter beri 
gung der riickgliederung des Saargebiets ; ae mit aus- 
fihrlichem sachregister nach dem stand vom 20. 1935 
herausgegeben von dr. Harold Rasch ... mit einer einleitung 
von dr. Hans Hartenstein ... Berlin, C. Heymann, 1935. 

vill, 300 p. 19*. 








1. Foreign exchange. 2. Finance — Germany —Law. 3. Germany— 
Commercial! policy « Germany. a statutes, ete. wu. Tithe mm. 
Title: Devise Die 

37-35978 


Library of Congress ty 


Rasch, Heinz. 

... Wie bauen? Bau- und einrichtung der Werkbundsied- 
lung am Weissenhof in Stuttgart 1927; mit einem vorwort 
von Adolf Behne. Stuttgart, F. Wedekind & co. ,1927, 

176 p. Mus. diagrs. 30°. 


At bead of title: Heint und Bodo 
“Firmen-verseichnis" : p. 171-176. 


1. Building. 2. Architecture, Domestic. 3. Architecture—Stuttgart. 
1. Rasch, Bodo, joint author. m. Title. mm. Title: Werkbundsiediang 
am Wetssenbof. 

28-2086 

Library of Congress TH145.R24 
Copyright A—Foreign ‘39587 

oa) 


Rasch, Maria. 

. Doppelte buchfiihrung und maschinenbetrieb in der depot - 
abteilung, = Maria Rasch. Berlin, Verlag von Julius 
Springer, 19% 

tv, 85, ;1) p. incl. tables, diagr. ?; (Bank- und fioanrwirtechaftliche 
abhandlungen ; hreg. von prof. dr. W. Prion ... 9. hft.) 

The author's thesis, Cologne 

“Verzeichnis ore denutstes bicher und schriften” : p. 34-35. 


1. Banks and banking—Accounting. 2. Calculating machines. 
AC 38-8586 
New York. Public library 


for Library of Congress 12) 


(Rasch, Maurits Matssgn, 1575-1645. 

Optegnelser fra Nordlandene fra 16de og lide aarhun- 
drede. Meddelte af H. J. Huitfeldt Kjobenhavn, 
Hoffensberg & Traps etabl., 1881. 

9p. 23" 


“Sartryk af Personallistorisk tidsskrift 

Supplement to * Maurits Madsson Resch's Optegnelse: fra 3 Nordls ndene 
1581-1639. (Meddei sogneprest Joh. Fri Xf. sagede med 
annuerkninger af H °. Huitheldt)” in Norske a inser, bd, p. 1493)-516 


1 ie rdiand, Norway—Hist 1 Huitfeldt-Kaas, Henrik Jgrgen, 1834- 
ith 


1905, ed. u. Title 
18-10517 


Library of Congress DLS576. N8R3 











Rasch, Oswald G n. 
Men wanted, by O. G. H. Rasch ... 
publishing company ,*1939, 


New Orleans, Pelican 


Tp, Sr 28p. 2. 
Bibliography : p. 260,282. 





1. Chain stores. 1 Tithe. 
38 14008 
Library of Congress AFS68. RS 
_ Copy 2. 
Copyright A 129621 4002, 658.873 


Rasch, Royal Henry, 1901- 
Accelerated aging test for paper, by Royal H. Rasch ... 


CR P 352 in U.S. Barons of sta Bureau of standards 
Sipeombor, 1008, 9. 7, uo 8b 006-218. Ora tab aie ars.) y 
1. Paper— Testing. 1, Title. 
31-291838 


Library of Congress QCL.52 vol. 7,no.3 
T1.U42 vol.7,00, 3 


& (506) ¢76 


_ — Copy 2 


Rasch, Royal Henry, 1901- 
... Comparison of natural aging of paper with accelerated 
aging by heating, by Royal H. Rasch and B. W. Scribner ... 
Crm mv. 4 Bureau of standards. 
1908 ve, wos 8p 72-782 Inet 
Running title: Aging properties of paper. 


of Toon yey 
disgr.) “ 


Paper—Testing. 
oulhen, mm. Tithe. m1. Title: 
Library of Congress 
—— —— Copy 2. 


1. Seribner, Bourdon a p Ss Joint 
Aging properties of pa! 
33--20882 


QCL.US2 vol. 11, no. 6 
T1U42 vol. 11, 00.6 
am (0061) 676 


Rasch, Royal Henry, 1901- 
Highly purified wood fibers as paper-making material, 
by Royal H. Rasch, Merle B. Shaw, and George W. Bicking .. 


(R P 372, oT. &, Berens of Santee, See - of sandarte 
resear Washington. Govt. print. off., , 
Saeaeen SOE, ©. £, 5, EE 2 pl. om 1 L, tables (1 ) 


per making and trade. 2 Wood. ow. Shaw, Merie Branard, 
1 elat author. Bicking. . joint author. mm. Title. 
tv. Title: Wood fibers as paper- making —a.£¥ ea 
Library of Congress QC1.US2 vol.7,n0.5 
— —— Copy 2 T1L.U42 vol.7, 00.5 
« (606) 676 
Rasch, Royal Henry, 1901- 
ists by Regal wood fibers as a paper-making ma 





_—" , U. S. Govt. print. off, 1 
tle, 409-505 inci. tables, diagra 2. 
Bareau ot t siandards octamarch. paper 20. 101 Reprint be nts 
researc 
ig | title : eee os ot purified oulten — 
apa a making and trade 1. Tithe. 1. Tithe: Quality 
Library of Congress 7T81100.R3 
———Cnrt. a 
Rasch, Royal Henry, 1901- 
. A study of some red influencing the and 


of experimental 
tite im hoy Ha Rasch, Merle B m daow, ond Gop 


(R P 574, im U.S. Buress of standards. of standards 
of research. Weettageen, © Sore prime of 1088 2a. 
Series, niles pT imel. tables, diagrs. pl.) 
Running title: Paper-making study of sulphite fibers. 
and trade. 1 Shaw, Merle Branard, 1891- 
jotet eather ns Bicuing George W.. jolat sutbor. m. Title. 
QC1L.US2 vol. 11, no. 1 


T1.U42 vol. 11, no. 1 
th (3061) 676 


Library of Congress 
2 


CATALOG OF PRINTED CARDS 





“Arebiv ory typ * 
97 bis 100; bd. 20 (1989), selte 155- cite 189-188 und ocite 2 ‘aie 908 
note, p 40. 
1. Steam-Dollers. 2 Building, Fireproof. 1 Title. 
0 29066 
Library of Congress TJ200.R3 
Copyright A—Foreign 45550, 
2) 6211845 


Rasch, Walther, 1887- 
gue ~—¥ im ee a unter - 
ic 
verfahren der treiwilliges gerichtsbarkeit und im pen — Al 
streitverfahren (mit beriicksichtigung des ie ent- 
wurfs eines patentgesetzes) von dr, Walther Rasch ... Berlin. 
C. Heymann, 1914. 
si. 44 p. 18°. 





" 


Issued also as inaugural dissertation, Erlangen. 
“Literaturverzeichnis”: p. ,\ th-xit. 


1. Patent laws and legisiation—(ermany 
many 1. Title. 


2. Civil procedure-—Ger- 

‘37-25247 
Library of Congress Peay eos 
Rasch, Wilheim Albert Hugo. 


Zur frage des versicherungswertes in dex feuerversicherung. 
Von dr. Wilhelm Rasch. Jena, G. Fischer, 1892. 


oan 100 p. incl. tables. 24°. (Added en, Sammlung nationaliko 
und statistischer brag. von dr. Joh. Conrad. 
abd. 2 bft.) 


1. Insurance, Fire—Adjustment of claims. 
G-1002 
Library of Congress 
— —— Copy 2. 


HGOT2LR2 
@38D1, 


Rasch, Wolfdietrich. 
Die ee ee ag bei Jean Paul, von Wolfdietrich Rasch. 
Breslau, Priebatsch, 1929 
ix, 128 4 & iene und kultur der germanisch-romautschen 
vOlker ... nistische rethe ... bd. 1) 
gon er 


Published tp .) as the author's dissertation, Bresiau, 1927. 
“LAteratar™: p. 1 





1. Richter, Johann Poul Friedrich, 1763-1825. 1. Title. 

31-9053 

Library of Congress PT2456 Z4R3 

2, S38 62 
Rasch, Wolfdietrich, 1903- 

Freundschaftskult fi dschaftsdichtung im d h 
schrifttum des 18. underts, vom des barock bis 
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xi, Bp. 19, 


1. Title. 


20-9428 


Library of Congress 


Copyright A 570178 
Raskin, Philip M. 
So of a wanderer, 
phia, Th | hy 37 


Raskin. Philadel- 
e Jewish publication society of America, 1917. 
26 p. 16”. 


PS3S35.A75S5 1920 


2 


12) 


1. Title. 
17-10582 
Library of Congress PS3S3S.A7SS6 1917 
Copyright A 460156 


er, 


Raskin, Philip M. 


When a soul sings ; poems, by Philip M. Raskin... New 


York, T. Seltzer, 1922. 


vii, 100 p, 21° 
1. Title. 
22-22065 
Library of Congress PS3S3S.A7SWS 1922 
Copyright A 690004 12 
Raskin, Saul. 


ND ppvras ee 753 Ne OTN PR TTY. 
poe Syeray PT Pre 12 (1924-1921) OT ME 
(1925) BD 
38 p. illus. 217. 
Author's name [PORT Swe at head of title. 


1. Palestine—Deser. & trav 1. Title (transliterated): Erez Isroel in 
bild. 


wort un 

25-25770 
Library of Congress 
Copyriaht A 87524 12) 


Raskin, Seul, 1878- 

Jerusalem ... (by, Saul Raskin. (New York, The author, 
1929, 

2p1.wp. oO. 

The pistes ary Iniaid tn Deary paar mace 


Edition of 
Buglish title followed by title in Hebrew. 
In portfotio. 


1. Jerusalem—Deser.— Views 


Library of Congress NC1075 R3 


161 


Raskin, Saul, 1878- 
Paintings and drawings, 1938. ,New York, Academy 
photo offset, i inc., £1938, 
140 p., incl. ius, plates. 35°. 
coms by » Yiddieb. with ith 


. “My way in or autobiographical notes”: p. 5-8 
(aloo. in ah my p. 182-136) 


1. Jews in art. 2. Palestine—Descr. & trav.—Views. 





39-20492 
Library of Congress ND287.R17A4 
_ Copy 2. 
Copyright A 130680 2 T3.1 


Raskin, Virginie, 1863- 


Rapid method for French verbs, by Roch-Alphonse de 
 - aaeel ipseud.. (San Francisco, Rincon printing co., 
1917; 


2p.1, d-S4p. 21° 


1 French language—Verb—Tabies, lists, ere 1, Tith 
18-13135 

Library of Congress 

Copy 2. 

Copyright A 492605 


PC2197.R3 1917 





Raskin, Virginie, 1863- 
Rapid method for French verbs, by Roch-Alphonse de 
Massabielle :psevd.. San Franciseo, The Rincon print- 





ing cie, 1918, 
14 p. 179" 
1. French language—Verb—Tables, lists, etc 1. Title. 
18-131 
Library of Congress PC2197.R3 1917 
—_- Copy 2. 


Copyright A 497651 


;Raskin, Virginie, 1863- 
Rapid method for French verbs, by Roch-Alphonse de 


—y pseud., New York, Schwartz, Kirwin & 
Fauss ,“1919, 





104 p. 173" 
1. French language—Verb—Tables, lists, ete :. Title 
19-2997 
Library of Congress PC2197.R3 1919 
_ Copy 2. 
Copyright A S1S652 a 
Raskin, Xavier. 


The French chef in private American families; a book 
of recipes, by Xavier Raskin. Chicago, Rand, McNally & 
company, 1922. 

xivp, 11,7009 2. 


1. Cookery, French 1. Tithe 


Library of Congress TX719R3 
Copyright A 681227 1825e2) 


Raskin, Xavier. 

French cook book for American families; a book of 2200 
recipes, including $00 French recipes and hundreds of new 
American recipes, by Xavier Raskin. Philadelphia, David 
McKay co. ,*1922, 

Tpl. TI p. 20". 


1. Cookery, French 2. Cookery, American. 1. Tithe. 


Library of Congress TXT19.R33 


a 





Raskob, John Jakob, 1879- 


Raskob-Green record book. Claymont, Del., 1921. 
6p 1, 3-144 p. illus, plates, ports, fold. map, facsim., geneal. tables (part 
fold) 2x" 


“Archmere” signed: Helena Spr Green Raskob: p. 129-143. 

“Chart of Maryland families, 4 0 1634; Greene-Thomas-Wheeler. Comp. 
from court records and family Bible records, Varina J. Corbaley, 1918.” 

“Drawings by Horace T. Carpenter.” 


1. Raskob family (Jakob Raskoh, 1820-1902) 2. Green family (Thomas 
Greene, d. ca. 1650) 1. Raskob, Mrs. Helena Springer (Green) 1884- 
1, Corkaley, Varina J 
21-210 
Library of Congres. CS71L.R225 1921 
—- ——— Copy 2 


Copyright A 630661 *822c2, 


Le raskol. Essai historique et critique sur les sectes 


religieuses en Russie ... ‘aris, A. Franck; ;ete., ete. 
1859. 

vij, 262 p. 21°. 

1, Raskolniks. 

19-9823 

Library of Congress BX6O1.R3 
Rasles, Sébastien, 1657-1724. 

The mission of Father Rasles as depicted by himself. A 
translation from “Lettres edifiantes et curieuses,” Paris, 1781. 
By E. C. Cummings. Read before the society, December 9, 
1892. 

Collections proceedings of the Maine historical society. 
Postland 1893. ae ‘2d cer. v. 4, p. 146-169, 265-301, 404-410) 


brother, dated Nanrantsouak, 12 Oct., 1723. — Letter from Father De la 

Chasse, superior eS Se ne Ge ae 

ot L Nerridgewock indiane—Missions. 2. Eastern Indians, Ware with, 

1722-1726. ilipots Indians. 1. La Chasse, Joseph Pierre de, 1670- 

1740. 1 Cummings, Ephraim Chamberiain, 1825-1807. 
Al5—112 

4 Public 
rites Younus" (F1IG.M33 ser. 2, vol. 4) 


Rasmadse, Alexander Salsmonowitsch 
see 


Razmadze, Aleksandr Solomonovich, 
1845-1896, 


Rasminaky, Louis. 

Fo: contest in Cunedo: paspene end meted, 
by Low .. Ottawa, Can., Foreign exchange con- 
trol board ,1941, 

cover-title, 39 p. 28)". 
oat from Canadian war economics, efited by J. F. Parkinson . 


1 Foreign exchange—Law—Canada. 2 Finance—Canada = 1. Title 
«2-877 
Litrary of Congress HG8888.C2R3 
2 382.45007 





nel Tirolo italiano: "L baosadro e 'L galant rac- 
conti di Ricardo Rasmo, colla traduzione verbale itali- 
ana interlineare e con ese note otimelegiche © Gam 
maticali, di Fortanato D* Demattio. Innsbruck, Wag 
ner, 1881. 
Rp 2. 


LIBRARY OF CONGRESS 


Rasmuessen, ©. D. 
see 


Rasmussen, Otto Durham, 1886- 


Rasmus, Minnie Miriam. 


Melody in F (by, Minnie Miriam Rasmus. (Portland, 
Or., Davis & Holman, ine., ‘1924 

4p. illus. 189. 

A story. 

1. Tithe. 

25-1291 

Library of Congress PZ3.R1846Me 

Copyright A 816623 a 


Rasmus, Minnie Miriam. 


The white-robed Stranger Minnie Miriam Rasm 
(Portland, Or., "1924, om ” 


Bp. port 1s™. 
Title from cover. 


1. Title. 
25-1235 
Library of Congress PS3S3S.A77WS 1924 
Copyright A 816624 2 


Rasmussen, Ery Agnes Jacobina 
d4ilhelmina (Lil jencrantz) 


Rasmusen, Fru Jacquette (Lil jencrantz) 
13845 


Rasmusen, Hans Qvade, 1910— 

... The orbit of comet 1929 1 (Schwassmann-Wachmann) in 
the years 1920-1986, by Hans Q. Rasmusen. With 1 figure. 
Kgbenhavn, Levin & Munksgaard, Ejnar Munkagsard, 1935. 








20 p. dingr. 26°. (Kgl danske videnskabernes selskab. Mathe- 
matis&-fysiake xm, 16) 
1, Comets—1929. po 
‘Title from Cotembia Univ. 
Library of Congress {A8281.D215 xm, 16) 
2 
urspriingliche des kometen 1863 vi, von 
. Uber die i “1, 
Hans Q. Rasmusen. Kgbenhavn, Levin & Munksgeard, Ejnar 
Munksgaard, 1937. 
Sp 24°. (Det Kgl danske eolakad talk 
tyutske meddelelser. xv, 14) 
1. Comets— 1888. 
AC 81-2088 
tar Lincery of Congrems {AS281.D215 x1v, 14) 


“ (808) 





Rasmusen, Fru Jacquette (Liljencrantz) 1845- 

Louis Pios ferd mod J. Liljenkrantz. Fremstillet af 
hende selv. 2. opl. Kjébenhavn, Forfatterindens forlag, 
trykt hos C. Schoubo, 1877. 


wih 21°". (WA her Skizzer af en ung Bergensers liv. tChristiania, 
1 


1. Pio, Louis Albert Francois, 1841-1894. 
Full name. Fru Agnes Jacobina Wilhelmina 
(Liljencrantz) Rasmusen; 
20-2376 


Library of Congress CT1278.R3A2 


Rasmusen, Fru Jacquette (Liljencrants) 1845- 
Skizzer af en ung Bergensers liv. 2 digte af J. Liljen- 
erantz. ,Christiania, H. E. Larsens bogtrykkeri, 18751, 
& p. 21™. 
Contents. 


7 Hr. Alfreds frieri til skjgn Anna—Hr. Alfred og hans 
Svigerfader. 


1. Title 


(Full name: Fra Agnes Jacobina Wilhelmina 
(Liljencrantz) Rasmusen, 


20-2373 


Library of Congress CT1278.R3A2 


,Rasmusen, /'rv Jacquette (Liljencrants), 1845-1920. 

Stud. med. Anton Gjerdings forhold til J. L. Fremstillet af 
hende selv. Stavanger ,etc., Forfatterinden, 1874-76. 

4v.in1 164°. 

Part 4 has title: Sted med. Anton Gjerdings forhold ti!) baronesse 

frenstiliet af hende setv. 
2 has imprint: Arendals bogtrytkeri; pt. 8: Stockholm, 1875; 

pt. 4: Kjsbenhavn, 1876, 


1. Gjerding, Anton Bernhard, 1852-1907. 1 Title. 


(Pull name: Fre Agnes Jacovina Wilhelmina 
(Litjencrants) Rasmusen, 

2—2870 
Library of Congress CTi 274.2343 


adibl, 





BR. Fru Jacquette (Liljencrants)) 1845- 

Stud. med. Anton Gjerdings forhold til baronesse J. L. 
under deres ophold i Kjeébenhavn i aaret 1872. Frem- 
— af hende selv. 2 opl. Christiania, Forfatterinden, 
1875. 

p._161™ 
ete. 1874-76, 
Contains chapters 1-xv (pts. 1-2) of the first edition. 


With her Stud. med. Anton Gjerdings forhold. Stavanger 


1, Gjerding. Anton Bernhard, 1852-1907. 1. Title. 


(Full name: Fru Agnes Jacobina Wilhelmina 
(Liljencrantz) Rasmusen, 


20-2371 


Library of Congress CT1278.R3A3 


;Rasmusen, / ru Jacquette (Liljencrantz), 1845-1920. 

Den ugifte kvindes juridiske stilling. Af J. Liljenkrantz ... 
Kjgbenhavn, Trykt hos C. Schoubo, 1877. 

16 (Ween Sta 
aan lone. ee eae vanger 

“1 Kommiasion bos boghandier Torst.” 


1, Woman—Lega! status, laws, ete. 1. Title. 
(Pull nome: Fre Jacobina Wilhelmina: 
Liljencreats) Resmusen, 
202872 
Library of Congress CT1278. RBAS 
caaibl, 


Rasmusen, Jesse Ephraim. 

Mechanical drawing tes, J. BE. Rasmusen 
» Chi and Lincoln, The Vuivcrety publishing com- 
pany (1918, 

161, illus, dingrs. 15 x 224° 


1. Mechanical drawing 


Library of Congress 
Copyright A S06242 


T357.R3 














Rasmusen, Ruth Beatrice, 1899- 

- Cae osculating quadrics associated with the lines 
of curvature . . by Ruth Beatrice Rasmusen ... Chicago, 
1937. 


Mi numb. 1, 31 p. 26". 
‘Thesis (ru. o.)—University of Chicago, 1986. 
Vita. 


Lithoprinted. 
“Private edition, distributed by the University of Chicago libraries, 
Chicago, Tlinots.” 


1. Quadrics. L Title. 


38-8822 
Library of Congress QAGE.RS 1086 
Univ. of Chicago Libr. 
—— ——— Copy 2. 3) 516.58 


Rasmussen, Abraham Kall, 1824-1901. 
Historisk-topographiske {wh 7 Musse her- 
Laaland, af A. Kall R 


af A Kj 
J He 'Schabothe, I 1866-72. 


2¥. 18*. Pes hg Seat @ Seam, topographisk beskrevne 
af dr. J. H. Larsen. 2. bd. 0 


Vol. 2 has title: Historisk- oe efterretninger om Musse her- 
red i Laaland. u Rieke Saxkj#bing ptengnans Musse herred. 
Ved F.R. Friis. vn, Gyldendals 187 ‘ 

Contents. —1. otcn sogn.—tL Nysted, Saxkjgbing og landsognene. 

1. Musse, Denmark. 1. Friis, Frederik Reinholdt, 1836-1910. 





16-434 


Library of Congress DL271. M8R3 


Rasmussen, Albert T. 
“New fountains”, by Albert T. Rasmussen and Daniel E. 
Taylor. ,Spokane, Lighthouse printing company, ‘1932, 
SplLé@ip 2. 
Poems. 


1. Taylor, Daniel B., joint author. nm. Title. 
Ca 32-408 Unrev'd 
Library of Congress PSSS85.ATEN¢ 1982 
Copyright A 49081 2, sus 


Rasmussen, Andrew Theodore, 1883- 

Blood changes in the woodchuck (Marmota monar) 
during hibernation ... by Andrew Theodore Rasmussen 
wa. ithaca? 1915-17, 

2p. 1, p. 1609)-625, 20-90, 162-172, 464-482, 132-148. 25. 

Thesis (rn p.)—Cornell ot evar, a 


from the American 1916. 
Shore a Rn cess beara 
1 Sonal & Aes 2. Arctomys. 
18-7766 
{ang of QL7SS.R25 
Univ. Libr. 
R: Andrew Theodore, 1883- 





The principal nervous pathways; neurological charts and 

schemas, 4 ex notes, by Andrew Ras 

mussen ... New York, The Macmillan company, 1932. 
2p.1,73p. ius 2°. 


1. Nervous system. 1. Tithe. 1. Tithe: Nervous pathways. 
32--1447 
Library of Congress QM451_ R33 
Copyright A 45820 (0g), ms 


The principal re ee ee neurological charts and 
schemas, wea aa Noe Tone Ti Andrew Theodore Ras- 
mussen ... Qded. N The — $4 1941. 

ix, 73 p. tus, diagre, 28)". 
“Revised and reset.” 


1. Nervous system. 1. Tithe om Tithe: Nervous pathways, 


Library of Congress QM451.Rs3 1941 


CATALOG OF PRINTED CARDS 


Rasmussen, Bernard Ingman, 159¢- 
A course in charscter education for the elementary school 
child ; « handbook for teachers, parents, end children's workers, 


Bernard I. Rasmussen ... Mountain View, Calif., 
p duplicator company ,°1988, 

Sp. 209". 

Seana oe 
Advertising matter : p. TO-80. 


1. Moral education. 2. Character. 1 Tithe: Character education. 


38 30683 
Library of Congress LO2A.RS 1988 
Copyright A 60900 2 sma 


Rasmussen, C a 


Danske L. uK et halvt i ry af Sate 
fugle fotograferet i naturen, af C. Rasmussen .. 
K)jebenhavn ,etc., Gyldendal, Nordisk Gan 1923. 


 p. incl. plates. 15™. 
Plates printed on both sides. 


1. Birds—Denmark. 2. Photography of birds. 1. Title. 
24-4625 


Library of Congress QL690.DIR3 
Copyright A—Foreign 2679 
2) 


Rasmussen, C A. 

Dansk fugleliv. 2. samling. Et halvt hundrede nye bille- 
der af danske fugle fotograferet i naturen, af C. A. Rasmus- 
sen Kgbenhavn, Gyldendal, Nordisk forlag, 1927. 


72 p. incl. plates. 15°. 
Pilates printed on both sides. 


1. Birds—Denmark. 2. Photography of birds. 1 Title. 
213649 
Library of Congress QL600.D3R3 1927 
Copyright A—Foreign 37211 
2 


Rasmussen, Carl Rodney, 1887- 


A dictio: of footwear, by C. R. Rasmussen. Fari- 
bault, Minn., C. R. ooh g 1912. 


Ip. lS. 17. $i00 
“Authorities consulted” : p. 5. 


1. Boots and shoes. 


Library of Congress 
Copyright A 332064 


Rasmussen, Carrie. 

Choral for speech improvement (*lementary school ) 
ty Gere Raman ... Boston, Mass., Expression company 
{ 

Spl, Op. 1. 


“The book ... provides an anthology of poems.”—p. ;® 
Includes bibliographies. 


1. Choral apeaking. 2. Speech. & Children's poetry. 
Se 1a 
Library of Congress PN4198.CSR3 
a41k3, mn 5 


Carrie Rasmussen ... illustrated by 
7 bg = ey ay oy yr 
t 
Sp thus (partcol) mim. 
“Other poems” : p. 91-48. 


Library of Congress 


,Rasmussen, Christian, 1852- 
see also 


Rasmussen, C., publishing co. 


Rasmussen, Christian A 1868- 

A history of Goodhue county, Minnesota, by C. A. Rasmus- 
sen. (Red Wing, Minn., Red ring printing co., 1985. 

vill, 886 p. front., flue. (incl. ports.) plates. 22”. 

“Brief biographies”: p. (241,-836. 


1. Geodbee co. Minn. —Hist. 2. Goodhue co., Minn. —Bieg. 


BB 01K 

Library of Congress Fei2.G6R3 
— ———- Copy 2. 

Copyright A 91130 3 ms 
Rasmussen, Christian A 1868— 

A history of the city of Red Wing, Minnesota, CA 
Rasmussen. ,Red Wing, Minn., Print. by oho wr Wing 
advertising company, 1983. 

vill, 296 p. front. 1 tllus. plates, ports. 22=. 

“Brief biographies” : p. 252-296. 

1. Red Wing. Minn —Hist. 2. Red Wing, Minn —Biog. 

Library of Congress F614 RSE 
— —— Copy 2. 

Copyright A Gp267 ra wre 


—— Daniel Irvin, 1903— 
pe 
by Daniel Irvin Rasmussen... N.C., 1941, 


1p L, «ly, 280-275 p. 1 1. incl. tttus (incl maps) tables, diagra 27°. 


‘Thesis (rH. p.)—Ual: of INinols, 1982. 
“Reprinted from monographs 8 ... July, 1041." 


“Literature cited” : p. 274-275. 


1 Natural history —Artzone—Kaibab plateau 2 Zoolagy—lScology. 
3. Botany—Ecology. é. Tithe. 
Tiiscta Univ. Library ™ 
for Library of Congress QH1065_AS5R3 
ait ST49TR1 


Rasmussen, Ebbe, 1901- 
Sater | & offs nfenem eoctem, mol eatin ES 
With « summary in 
English. Saeheen, hae erhvervs anette, 
1932. 





1381p. diagrs. 24)™ 


“Summary”: p. ; 131. 
1. Spectrum analysis. 2. Neon. 3. Argon. 4 Krypton. 5. Xenca. 
6 Radium. 1. Tithe. 
(Fell name Edbe Kjeld Rasmussen, 
‘3885800 
Library of Congress QCese. Rs 1982 
2 35.84 


Rasmassen, Egil, 1900— 
..._Idag er alt mulig; roman. Oslo, Gyidendal, 1987. 


. Tite 
Library of Congress PTCORsSIS 1987 
Oupyright A—Foreigo 7817 
a oS 





Rasmussen 


Rasmussen, Egil, 1903- 


.. Mgrk demring, roman. Oslo, Gyldendal, 1934. 


Wo 20. 
1 Title. 
35-5808 
Library of Congress PTSOGO.R33M6 1934 
Copyright A—Forelgn 20534 
a 839 8238 
Rasmussen, Egil, 1903— 
... Et rop i stormen, roman. Oslo, Gyldendal, 1938. 
sp 2. 
1 Tithe. 
40-8819 
Library of Congress PTSO60.RSSR6 1988 
Copyright A-—Foreign 41550 
2) 839.8236 


Rasmussen, Emil, 1873- 
Bag gyldne mure; roman fra slottene ved Dnjestr. 
Kjsbenhavn og Kristiania, Gyldendal, Nordisk forlag, 
300 p. 214". ker. 295 
On verso of t.-p.: 1. tusinde. 


1. Title. 
19-7182 
Library of Congress PT8175.R3B3 1918 
Copyright A—Foreign 15853 
2 


Rasmussen, Emil, 1873- 


.. Blas himmel og blodrgde nelliker ; roman fra det moderne 
Spanien. Kgbenhavn, Gyldendal, 1933. 


Bip. 2°. 
1 Title. 
(Pell name: Laurits Emi! Rasmussen, 
33-22419 
Library of Congress PTSITS.R3B6 1933 
Copyright A—Foreign 2141 
2, 839.8130 


Rasmussen, Emil, 1873- 

+. Dgdens aarbundrede; roman fra det moderne Frankrig. 
Kgbenhavn, Gyldendal, 1930. 

0p. 214". 


. Tite 


(Pell nome: Lacrite Emil Rasmussen, 


81-6297 
Library of Congress PTSI75.R3D6 1980 
Copyright A—Foreign 10075 
2 839 8136 


Rasmussen, Emil, 1873- 


. Donna Linda, roman fra det moderne Italien. Kjs- 
benhavn og Kristiania, Gyldendal, 1916. 
M6 p. 219. kr. 675 
1. Title. 
18-3848 


Library of Congress 
Copyright A—Foreign 


PTS8I7S.R3ID6 1916 
14875 





LIBRARY OF CONGRESS 


Rasmussen, Emil, 1873- 


... De fjerne, blaa bjerge; Miinchener kunstnerroman 
fra krigens dage. Kjeébenhavn ,ete.; Gyldendal, 1921. 
Bip 2a 


“Andet, afsluttende bind af ‘Det store kaos’.”—Verso of t.-p. 


1. Title. 
Library of Congress 
Copyright 


PTSI75.R3FS 1921 
18918 
2, 


A- Foreign 


Rasmussen, Emil, 1873- 
.. For Guds ansigt, fortelling. 
Nordisk forlag, 1927. 


1p. 21". 
“Oplag : 2000 eksemplarer.” 


1, Title. 


(Pell nome: Laurits Emi] Rasmussen, 


28-10825 
Library of Congress 


Copyright A—Foreign 


PTSI76.R3F6 1927 
37218 
a 


Rasmussen, Emil, 1373- 


Grundstoffernes straaling: redegorelse for en opdagelse. 
Kebenhavn, Gyidendal. 1933. 


119 p. 20". 


1, Radiation. 2. Chemical elements. 3. Diseases—Causes and theories 
of causation Title. 


(Pull name: Laurits Emil Rasmussen, 


34-12848 
Library of Congress QC4#75.R3 
Copyright A— Foreign 23300 
2 (3353) 616m 


Rasmussen, Emil, 1873- 


En heltinde og andre noveller. Kgbenhavn, Gyldendal, 
Nordisk forlag, 1929. 


141 p. 219". 


—En heitinde.— Min ven anarkisten.— Munken — “Pan- 
theon.”—Rivalerne —Bredrene Gherardeschi. 


1, Title. 
(Pell nome: Lacrits Emil Rasmussen, 

Library of Congress 
Copyright A—Foreign 


PTSI75.R3H4 1929 


Rasmussen, Emil, 1873- 

... Den hvide grn; roman 
disk forlag, 1926. 

313 p. 219". 


Preceded by Det pele bted, Bag gyidne murs, Pes Sygunte S06, 
and Mens stormene gaa 


K¢benhavn, Gyldendal, Nor- 


1. Title. 


Pull nome: Laurits Emi] Rasmussen, 


90-1548 

Library of Congress PTSITS.RSHS 1926 

Copyright A-—Foreign 31119 
2) 

Rasmussen, Emil, 1873- 

... Larerinden, roman. 2. opl, Kgbenhavn, Gyldendal, 
1929. 

317 p. 2m. 

L Title. 


(Pull nome: Laurits Emi] Rasmussen, 


30-10085, 
Library of Congress 


Copyright /—Foreign 


PTSITS.R3LS 1929 
e073 
a 


164 


Kgbenhavn, Gyldendal, 


Rasmussen, Emil, 1873- 


Madonna fra Positano; roman. Kgbenhavn, viyldendal, 
Nordisk forlag, 1928. 





333 p. 214". 
1. Title. 
(Pull nome: Laurits Emil Rasmussen, 
29-4352 
Library of Congress PTSI7TS.R3M3 1928 
Copyright A—Foreign 653 
12) 


Rasmussen, Evall, 1873- 
.. Mallorcas paradis; roman. Kgbenhavn, Gyldendal, 1936. 


233 p. 2139". 
tere (Full name: Laurits Emi! Rasmussen, 
87-7066 
Library of Congress PTS175.RSM35 1986 
Copyright A—Foreign 84046 
2 839.8136 


Rasmussen, Emil, 1873- 
. Mens stormene ag roman. 


dendal, Nordisk forlag, 1924. 
3B p. 24". 


Kjebenhavn etc.) Gyl- 


. 2000 ek: rer.” 
Setodlcl op See glide Vied, Gas eptien seems ent Was Crqunts ed 


1. Title. 
Pull name: Laurits Emil Rasmussen: 

Library of Congress 

Copyright A—Foreign 


PTSI75.R3M4 1924 
26236 
2 


Rasmussen, Emil, 1873- 


Vaa flygtende fod; roman fra slottene ved Dnjestr. 


Kjobenhavn ete Gylde ndal, Nordisk forlag, 1923. 
406 p. 214". 
1. Title. 
24-5846 
Library of Congress PT8I75.RIP3 1923 
Copyright A—Forcign 23918 


> 


Rasmussen, Emil, 1873- 


Skriftemaals-djevelen; roman fra Italiens genop- 
standelses-periode. Kj Kri a, Gylden- 





y 
dal, Nordisk forlag, 1915. 
333 p. 2197. =r. S 
1. Title 


Library of Congress 
Copyright A—Forcign 





Rasmussen, Emil, 1878— 
... Spaniens helt; historisk nutidsroman. Kghenhavn, Gyl- 
dendal, 1935. 


2p. ay". 


1. Spaio—Hist —Revolution, 1981——Fiction. 1 Tithe. 
(Pell neme: Laurits Emi) Rasmasses, 


96-0120 
Library of Congress PTSITS.RSS6 1985 
Copyright A—Foreign ‘30175 
2 ‘839 5136 





XU 











str. 





Rasmussen, Emil, 1873- 

.. Det store kaos. Miinchener kunstnerroman fra 
krigens dage. Kjébenhavn og Kristiania, Gyldendal, 
Nordisk forlag, 1919. 


2p. 2°. = ker. 9.75 
“Oplag: 1500 eksemplarer” 


1. Title. 
Library of Congress PT817S.R3S7 1919 
Copyright A—Foreign 16632 
2) 


Rasmussen, Emil, 1873- 
. De underfulde straaler; en roman om kerlighed. Kgben- 
havn, Gyldendal, 1932. 


279 p 21". 
1. Title. 
(Pull nome: Laurits Emi! Rasmussen; 
32-20860 
Library of Congress PTSI7TS.R3U6 1982 
Copyright A—Foreign 172397 
a 889.8136 


Rasmussen, Erik Arboe- 


arboe-Rasmussen, crike 


Rasmussen, Frederik, 1876- 

... The agricultural experiment station and the state. 
Address of Hon. Fred Rasmussen ... Agriculture con- 
ference, State college, Pa., October 13, 1921. Harris- 
burg, Pa., 1922. 


cover-title, 12 p. 23°". (Pennsylvania. 
v. 5, no. 5. Ju ! 


une, 1922. General bulletin 0. Sa om nm 


1. Agricultural experiment stations. 


Agr 22-1127 
Library, U. S. Dept. of Agriculture 2P38B vol. 5, no. 5 
2, 
Rasmussen, Frederik. 
.. Cattle breeders’ associations in Denmark. 
a Rasmussen ... Washington, Govt. print. ow, 
wind, 1 pl. Pim S. Dept. of agriculture. Bureau of animal 


1. Hyukattle breeders’ societies il. Cattle—Breeding, 2. Catthe—Denmark. 


Agr 11-202 


Library, U. S. Dept. of Agriculture 1AnSB no 129 


— oo 1857- 
nyt pee ussen ; broadcast from 
the St Olaf college io sadio WOAL, Neral, Minne- 
sota. Minneapolis, Minn., Augsburg publishing house ,“1934, 
pnt D. incl. front. (port.) 209". 


is the frst facsimile edition from the original manuscript 
written 07 Gerhard Rasmunes.” 


1. Meditations. 1 Title. 
3e-Z2581 
Library of Congress BV4832.R3 
——— Copy 2. 
Copyright A 74182 a 242 


CATALOG OF PRINTED CARDS 


Rasthuasen, Gustav, 1595- 

Code des prisonniers de guerre. Commentaire de ls con- 
vention du 27 juillet 1929 relative au traitement des prison- 
. avec le texte de le 


hague, Levin & Munksgaard ; ,etc., etc., 1981. 
up =. 


1. Prisoners of war. 2 Geneva convention, Aug. 22, 1864—Revisions 
& Geneva. Conference for revision of the Geneva convention of 1906, 


1929 1 Title. 
(Pull name: Niels Cari Gustay Magnus Rasmussen, 
‘A 32-332 Revised 
Title from Carnegie Endow. Int. Peace 
Library of Congress 7X5141.R35 
(7361, M13 


Rasmussen, Gustav, 1895- 

. Krigspolitik. Nogle bemerkninger om verde: 
diplomatiske aarsager. Et udkast ... Odense, I kommisgion 
hox det Miloske Sexieg, 1916. 

+p hl. 7, -116 p. 154" 

“Rogtist p. (111,-116. 

Contents.—En roo ye diskussion.—Tysk-russisk politik 
inden krigen.—Den petri, | Serblen —Bruddet.—“Das perfide 
Albion."—Den rene samvitighed. - mt audiens hos sultanen.—“Trento e 
Trieste.”—Krigsboger oz fredsu 

Full name: Niels Carl Gustav Magnus Rasmussen, 

1. European war, 1914-1918—Causes. 1 Title. 

23-2131 

Library of Congress D511.R25 


a41b1), 


Rasmussen, Mrs. Hannah. 

A young missionary ; or, The life of Bertha Rasmussen, 
written by her mother, Mrs. Hannah Rasmussen ... 
Chicago, S. B. Shaw :*1904, 


143 p. incl. pl, ports. front. (port.) pl. 2i™. 


1. Rasmussen, Bertha, 1885-1901. 
Library of Congress (Copy right A 102647) 


Rasmussen, Hans, 
. Abraham Lincolns liv og gjernin 4 Med Lincolns 
A 


portrart. Kjebenhavn, V. Thanning ppels boghan- 
del, 1882. 
M4 om front ee 1s”. 
wervierende skrif 


om ‘Abraham Lincoln in of hans gjerning’ har forest 
cman Lollar ute Faeews re stifte-tidende.” 


1. Lincoln, Abraham, pres. U. S., 1800-1865. 


4470 

Library of Congress 
Rasmussen, Hans. 

Physical culture for gam schools. A manual for the 
use of teachers. ms Rasmussen ... Chicago, 
Sherwood & co., 1 

185 p. incl. plates. 20™. 

1. Physical education and training. 2. Callisthenics. 

peused S-26008t 
Library of Congress GV483. R18 


Rasmussen, Hans Thorning Baggesgaard, 1888- 

Om a af nikotin i tobak og tobaksextrakter; en 
kritisk unde’ af Hans Rasmussen 
a A. F. Host & sgn, 1916. 


ftius.. tedles, 27°. (D. Kgl. danske videnskabernes, 
pe i Naturvidensk og matbem. afd. §& rekke, 1, 2) 


Double paging 
Bibliographical fovt-potes. 


1. Tobaceo. 2. Nicotine. 
AS41821 

Title from John Crerar 

Library of Congress 


Libr. 
{A8281.D223 8. rekke, 1,2” 
2) 


165 


ee | af [a Rasmussen ... 
chelsen, 1 


Rasmussen 


ee me le retin nee eg 1 





Studier Kgbenhavn, Levin 
& M Fo often | 1922. 

1% p. diagrs 249°. 

At head of title: H. Baggesgaard Rasmussen. 

Theais—Copenhagen. 

1 Thiamides. 

2416728 
Library of Congress QD805.ATR3 
Alb], 

Rasmussen, Harald, 1853-1904. 


Studier over Hafiz, med sideblik til andre persiske 
Kgbenha 


wn, P. Mi- 


235 p, 11. e* 
Thesis—Copenhagen 


1. Hafiz, 14th cent. 
1-12454 Revised 
s2b1) 
Library of Congress 


Rasmussen, Harald, Valdemar, 1821-1891. 
Fortellende digte over sane fra livet i Danmark gjen- 
paying = = Gentes yd H. V. Rasmussen. Mr Udval- 
or fo! remme. Kjgbenhavn, I commis- 
Sion hos G. EC Gad, 1877. 


sion hos G. 


4p.1, 3p. 18%. (On cover: Folkelesning nr. 9%) 


Library of Congress 


Rasmussen, Mrs. Helen zmily (Chapman) 
see 


Springer, Helen gmily (Caasman) 
“Drs. J. %. Sporinger®, 1868- 


Rasmussen, Knud Johan Victor, 1879-1933. 

Across Arctic America; enue to ib Bae 
dition, by Knud Rasmussen ; with 64 illustrations and 4 maps. 
New York, London, G. P. Putnam's sons, 1927. 

xx, 888 p. front. plates, ports, maps. 24". 

An abridged translation of Fra Grgniand til Stiliehavet. 


1. Arctic regions. 2. Eskimos. 3. Thule expedition, Sth, 1021-1924. 
L Title. 


mom 
Library of Congress G670.1921. BBS 
—— -—— Copy 2. 
Copyright A 967624 adeal, 








setskab: p. S11) 
1 Greeniand—Descr. & trav. 1 Grenlandake litteratur-setsiah 
1. Title. 
2 we 
Library of Congress GTS. RZ 
r4lbl, 








Rasmussen, Krud Johan Victor, 1879-1933, ed. 

wu» The eagle's gift, Alaska Eskimo tales, translated by Iso- 
bel Hi i illustrated by Ernst Hansen. Garden City, 
N. Y., Doubleday, Doran & company, inc., 1932. 

xiv, (2, 285 p. incl. plates, map. col. front, col. plates. 234™ 

At head of tite: Koud Rasmussen. 

“First edition.” 


1 Eskimos—Legends. 2 Legends—Alaska 3. Indians of North Amer- 
L Hutchinson, Isobel, tr. m Title Translation 


of Festens gave. 
3226258 
Library of Congress E90.E7RI1T8 
————-Copy 2. 
Copyright A 53186 flw2, 398.2100798 


Rasmussen, Knud Johan Victor, 1879-1933. 


native Eskimo artists. London, 
1921. 
156 p. platen 20". 


1. Fotk-lore, Eskimo. 2. Fotk-lore—Greeniand. 1 Worster, W., ed. 
andtr. wu. Title. 
az Mm 
unity. Library 


Columbia 
for Library of Congress pa4idl, 


Rasmussen, Knud Johan Victor, 1870- 
at Brat Hansen Kabearm, Gplienal Nord ore, 
207, ;% p. incl. front, tus. col. plates, map. 29°. 
a en -toee 2 Legends—Alaska. 1 Hansen, Brest, tilus 
2 aon 
, 


Library of Congrus 00.B7R17 
Copyright A—Foreign ates 
eo 


Rasmussen Knud Johan Victor, 1879- 


... Foran #je; liv i Grgnland. Kj¢benhavn 
Kristiania, Fm om Nordisk forlag, 1915. - 
199, dive, 11 plates, map. 214°. kr. 3.75 


1. Greenland—Descr. & trav. 2 Greenland—Soc. life & cust. 3 Eski- 
moe— Greenland. 
16-16915 


Library of Congress G743.R27 
Copyright A—Foreign 13331 


Rasmussen, Knud Johan Victor, 1879- 

.-- Fra Groniand til Stillehavet, rejser og mennesker; 
fra 5. Thule ition 1921-24. Kebenhavn, Gylden- 
dal, Nordisk fi 1925 

vt. illus. (incl ports.) plates, maps. 25°. 
At head of title: Koud Rasmussen. 


1. Northwest passage. 2 Eskimos. 3. Thule expedition, Sth, 1921-1924. 


1. Tithe. papain 
Library of Congress G650.1921.R3 
Copyright A—Foreign 29724 
2 


LIBRARY OF CONGRESS 


Rasmussen, Knud Johan Victor, 1879-1933. 

... Grgnland langs Polhavet; udforskningen af Grgnland 
fra Melvillebugten til Kap Morris Jesup, skildring af den 
u. Thule-ekspedition 1916-18. Kjgbenhavn og Kristiania, 
Gyldendal, Nordisk forlag, 1919. 


3 p 1, ®-5068, 12, p. Mus (incl. porta, facsima.) plates (part col.) 
maps (1 fold.) 254. 





‘Tithe vignette (portrait) 
At head of title: Koud . 
“Den kunst: ance under medvirkning af: Christine Detch- 
Moltke, Achton Friis, Aage Bertelsen, 


man, Harald Einar Ditlevsen, 
Kaud Kyhn.” 
(Continued on next card) 
206565 
:a40d1, 
Rasmussen, Knud Johan Victor, 1879-1933. .. Grgnland 


langs Polhavet ... 


“Plante. og dyreliv pan Greniands nordkyst. Paa grundiag af dr. 
Wulffs optegnetser af ©. H. Ostenfeld” : p. 581,52. 
“Geologiske lagttagelser af Lauge Kock” : p. :588)-574. 


1919. (Card 2) 


Greeniand——Deecr. & trav 


4. 2. Thule expedition, 24, 1916-1! L 
Wulff, Thorild, 1877-1918. 
Koch, Lauge. 


918. 
n. Ostenfeld, Car! Emil Hansen, 1873-1931. 


m. 
20-8 
Library of Congress GO143. RB 
Copyright A—Foreign 16735, 
a40d1, 


Rasmussen, Knud Johan Victor, 1879- 

.. Die grosse jagd; leben in Gronland. Frankfurt am 
Main, Ritten & Loening, 1927. 

3p. 1, 9-174, 2; p. map. 20)". 

At head of title: Knud Rasmussen. 

“Berechtigte Uibertragung aus dem dinischen von Friedrich Sieburg.” 


1. Greenland—Descr. & trav. 2. Greenland—Soc. life & cust. 3. Es 
.  &, Sieburg, Friedrich, tr. m. Title. Trane 
lation of Foran dagens pje. 
27-11508 
Library of Congress G143.R275 
Copyright A—Foreign ‘33821 
ma 


Rasmussen, Knud Johan Victor, 1879- 


... In der heimat des polarmenschen ; die zweite Thule- 
expedition, 1916-18. Mit 76 bunten und einfarbigen abbil- 


ussen, Knud Johan Victor, 1879-1933. _... Intellectual 
culture of the Hudson bay Eskimos .. 1930. (Card 2) 


1. Eskimos. 2. Folk-lore, Eskimo. 3. Eskimos—Religion and myth- 
ology. 4. Exkimos—Legends, 5. Indians of North America— 
6. Eskimo language—Texta 7 Eskimo language—Glossaries, vocabu- 
laries, ete 1. Worster, William John Alexander, 1882-1929, tr. 
oy W E.,tr. «. Title: Hudson bay Eskimos, Intellectual culture 

t 

‘34-33433 

Library of Congress G670.1921.R25 vol.7 

— ——— Copy2. E90. E7R179 
(ul, (508.98) 396.09T12 


Rasmusscn, Knud Johan Victor, 1879-1933. 
dem Peary-land, von Knud Resmuseen. Berlin, 8. Fischer 
11938, 

xxxix, (1), 219, dy p, 21 10 pl. (incl. front., ports.) fold. map. 214". 


“Erste bis vierte auflage 1988." 
und vou Aenne 





‘Titel der dint- 
chen : Mia 





1. Greeniand—Descr. & trav. 2 Thule expedition, ist, 1912 
1 Schmiicker, Aenne, tr. 


39-83287 

Library of Congress G743.R315 
Copyright A—Foreign 40007 

2) 919.8 

Rasmussen, Knud Johan Victor, 1879- 

--» Min rejseds ; skildringer fra den fgrste Thule- 
= ition. vn og Kristiania, Gyldendal, Nor- 

forlag, 1915. 

267, sl) p. 2 maps (1 fold.) incl. front. 214%. 

1. Greenland—Descr. & trav. 

Library of Congress G743.R3 — 
Copyright A—Foreign 13064 


Rasmussen, Knud Johan Victor, 1879- 
... Myter og sagn fra Grgnland ... 





dungen und 10 karten. Leipzig, F. A. Brockhaus, 1922. 
viii, 366, 2; p. front., illus. (incl. maps) plates (part col.) ports. 234°. 
At head of title: Koud Rasmussen. 

“Vorwort von admiral Sir Lewis Beaumont”: p. ai-v. 


1. Greenland—Descr. & trav. 2. Thule expedition, 2d, 1916-1918. 3. Eski- 
langs Polhavet. 


mos. 1. Title. Tronslation of Gronland 
23-10509 
Library of Congress G743.R295 
Copyright A—Foreigt 22515 
2 


Rasmussen, Knud Johan Victor, 1879-1933. 


--. Intellectual culture of the Copper Eskimos, by Knud Ras- 
Copenhagen, Gyldendal, 1932. 


. (Report of the fth 


an 4 Indians 
laries, ete. . 
_ BE, tr. m. Tithe Eskimos, Intel- 
Library of Congress G670.1921.R25 vol.d — 
—— —— Copy 2. E00. E7R177 
& (80898) s96.00T12 


3. t= 2 plates, ports. maps (part fold.) 28j°. (Report of the 
fAfth Thule expedition 1921-24 ... vm) 
Each volume has tp 
Translated from Danish original by W. Worster (v. 1-2) and 
W. B Calvert (v.38) of. 7.8536 
“vi Ce 3b oerte. “List of words”: v. &, p. (127,-145. 
Cowrawre.—v. 1. Intellectual culture of the Igiulik Bukimos. 1923.— 
v. 2 Observations on the intellectual culture of the Cartbou Eskimos. 
1980 —v. 8 igiulik end Caribou Eukimo texts. 1980. 
(Continued on next card) 
(86 E3453 
(RB, 


4 p. L, 17-542, 6 p, tilus., 
Thule expedition 1921 


jébenh rete.) Gyldendal, Nordisk forlag, 1921 
v. plates, fold. map. 244°. 
At head of title: Knud Rasmussen. 
: 2000 eksemplarer.” 





1. Folk-lore, Eskimo. 2. Folk-lore—Greenland. 1. Title. 
3 21-14219 
Library of Congress E9.E7R19 
Copyright A—Foreign 18375 
2 


Rasmussen, Knud Johan Victor, 1879- 
... The Netsilik Eskimos, social life and spiritual culture, by 
Knud R y comer Gyldendal, 1931. 


» “een, 





plates, maps. 28)™. 
24... vol.vm. so, 1-2) 


“Translated by W. E. Calvert from the Danish original.” 


(Report of the fifth 


1. Eskimos. 2 Eskimos — Religion and mythology. %. Folk-lore, 
Eskimo. 1. Calvert, W.E.tr. 1. Title 
33—19081 
Library of Congress 670 1921.R25 vol. vm, no. 1-2 
4041, (508.98) 9198 
Rasmussen, Knud Johan Victor, 1879 
The people of the Polar north; a record, by Knud Ras- 
mussen, comp. from the Danish originals and ed. by G. Her- 
pm Bee Ee Bees Fy — lh Lendon, K. 
Triibner 1908. 
orgies ty yy =. 
Colored plates accompanied by guard sheets with descriptive letter. 
““The people of the Polar north’ has been from the Denish 
originals recently published the sechor ta Copennage, vader Oe 
titles of ‘New people’ and “ the last of the north It deals 
with the three distinct Eskimo branches which make up the population 
of Greenland.” —Editor's pref. 

Sumbeen 4 some . regions. nevis. & ‘comp. and 
ot it Motthe, Haraid Viggo, greve, 1871- us, mm 
Library of Congress E00.E7TR2 8 8RT04 

40m1, 











BE) Seek 3. APF 





Rasmussen, Knud Johan Victor, 1879-1983. 
.. Report of the irst Thule expedition 1912, by Knud Ras- 
mussen. 


in Meddelelser om Gronland. Kgbenhava, 1915. 28°. bd 1, 
p. 283,300. illus. (incl. ports.) plates, 3 mape (2 fold.) facsim.) 


1. Thule expedition, ist, 1912. 2. Greenland—Description and travel. 


AC 0888 
Jobo Orerar library 
for Library of Congress (Q115.D89 vol. 51) 


2) (508) 


Rasmussen, Knud Johan Victor, 1879-1933. 

Report of the n. Thule-expedition for the exploration of 
Greenland trom Melville bay to De Long fjord, 1916-1918, by 
ee 1927. 

In Meddelelser om Grgnland. Kgbenhava, 1928. 28°. bd 'o 
pion les. (incl. porta. facsime.) mage (i feld.)) _ 

Den 1. Thule uw 1916-18, or. 14 





L Thule expedition, 24, 1916-1918. 2. Greenland—Deacr. & trav. 


A272 
John Crerar library 
for Library of Congress (Q115.D89 vol. @) 
12) (808) 
Rasmussen, Knud Johan Victor, 1879- 
‘ke 1 entinasiinah ne 





Rosenberg-ip naxiteriviane, 1916. 
155 p. 11. Mus, (incl. ports, facsim.) 2 fold. maps. 22". 
At head of title: Koud Rasmussen. 
understettelse af det Raben-Lewetsoveke fond og udg af 
det Grenlandake litteratur-selskab.” 
The Danish edition was published under title: = rejeedagbog ; 
skildringer fra den 1. Thule-ekspedition. Kjsbenbavn, 
1. Greeniand—Descr. & trav. 2. Thule expedition, ist, 1912 
1. Grenlandake litteratur-selskab. u. Title. 
Ze 
Library of Congress G748.R33 
Albi, 


Rasmussen, Knud Johan Victor, 1879- 


i nik ugperieedinigdlo uni ow fe ay 
infsianik ugperisséini univkaét. Kgbenhavnime, A. 
Rosenberg-ip naxiteriviane, 1912-13. 

2. illus, pl, maps. 224™. 


At head of title: Knud Rasmussen. 
Vol. 1 dated on cover 1911. 


Cowrents.—t. Amérikap Afrikavdlo inutoxait—il Maneragssip xexer- 
tarpagssuisa Austriliavdlo Aasiavdlo inutoxait ° 


1. Ethnology. __. Title. 


Library of Congress GN320.R3 

Rasmussen, Knud Johan Victor, 1879- 
... Snehyttens sange. Kebenhavn, Gyldendal, 1930. 
160 p. Mies. 22. 


Sg tend 6 is Sees Rasmussen 
. y- ty. f af 


1. Eskimo —Transiations into Danish. 2. Danish poetry— 
Translations . 8, Folk-songs, Eskimo. 1. Title. 
31-11315 
Library of Congress PM64.Z95D8 
Copyright A—Foreign 10078 
2) sor 


8 p. 1, vt, 148 p. front, plates, ports, fold. map. 27. 
At bead of title: Knud Rasmussen. 


_— sa-0058 
Library of Congress G670.1921.R3T 
Copyright A—Foreign 19184 

a 91908 


CATALOG OF PRINTED CARDS 


Rasmussen, Kongstad Kristian 
see 


Kongstad, Kristian, 1867-1929, 


Rasmussen, Lars, 1837— 

Livet i klokk Id falstersk bondeliv 
efter Lars Rasmussens skildring, ved Fr. L. Grundtvig, udgivet 
af J Olrik. Kebenh Det Sel ke foriag, 1900. 

287. (1, p. illus, (inet. music) ports. plans, diagrs 254°. (Danmarks 
folkeminder, or. 2, 

“Udgivet af foreningen “Danmarks folkeminder’ og eeiskabet ‘Nordiske 

med af Den grevelige Hjetmstjerne 











stiftelse.”— Verso of t-p. 

Ry wy +A det som sin opgave ikke at eadre 

den form, Grundtvig havde givet skriftet; dog bar han foretaget en- 
elser.”—p. 8. 

Bibliographical foot 

“Fe jelser™ ( ip a 

1. Country life—Denmark—Faister. 2. Fotk-ore—Denmark -Falster. 
3. Falster, Denmark —Social life and customs 1 — 
Frederik Lange, 184-1908. Otrik, Jorgen, 1876- 

nO3e-1908 
Title from Iitinois Univ. Printed by L. ©. 


Rasmussen, Lauritse =mil 
see 


Rasmussen, Emil, 1873- 


Rasmussen, Marguerite Key- 
see 


Key-Ausmussen, Karguerite- 


Rasmussen, Maries Peter, 1893- 

Use of in marketing fruits and vegetabl An 
analysis of the experiences of growers, rs, cooperative associations. 
yt in nine states tributary to the New York market, 
by Marius P. Rasmussen ... Farm credit administration, 
— division, Washington, D. C. ; Washington, 
U. S. Govt. print. off., 1937. 


‘ill, 120 p. incl. Mas. (map) tables, diagre my". (0. 8, Farm 
credit administration. Bulletin no. 18) 


0. 8 2 Farm produce—Transporte- 








tion 8. Meter-trocks. 1 Tithe. 
iVeme originally: Myers Peter Rasmus-en, 
5728084 
Library of Congress 11G2051.U64574 no. 18 
—— —— Copy 2. 13843) 
Rasmussen, Niels Carl Gustav Magnus 
see 


Rasmussen, Gustav, 1695- 


167 


Rasmussen, Niels Jorgen David 
Vilhelm 


Rasmussen, Vilhelm, 1869- 


Rasmussen, Otto Durham, 1888- 
-«. The China-Japan war ... by O. D. Rasmussen ... ;Ton- 
bridge, The author, 1932, 


cover-titie, 24 p. 20". 


At bead of title: An unofficial point of view. Written for the on- 
Diaened layman. 


China——Foreign reiations—Japen. 2 Japan — Foreign reiations— 
Calas Ss Manchuria, 


Library, U. 8. Dept. of State DS783.7.R3 


Rasmusssen, O D. 
O. D. Rasmuessen .. 


puts by Rani pectin of te optical asso- 


Bangor, Me., The Thomas W. Burr printing & 
Sav eos 1915. 


cover-title, (i p. illus. 28". 


1. Spectacles. 1. Title: Chinese spectacles. 
15-16241 
Library of Congress REMILRI 
Copyright A 4019s 
Rasmussen, Otto Durham, 1588- 
The reconquest of Asia, by O. D. Rasmussen. London, 


Rasmussen, Otto Durham, 1388- 

Tientsin : an illustrated outline history, by O. D. Rasmussen. 
(Tientsin, The Tientsin press, Itd., 1925. 

1 p L, 320, xvi p. plates, ports, fold. plans, facsims. 2 


1. Tientsin. 2 Chine—Htet.—1900- ‘3 Boxers. 
4 15807 
Library of Congress DS706.TSRS 
a 11 
Rasmussen, Otte Durham, 1888- 
What's right with China; és enewar to Sessign 
by O. D. Rasmussen ... Shanghsi, Chine, The 
press, limited, 1927. 
=x, 908 p, 11, Q51-25 p. Zt”. 
Bibliography 1 leaf preceding p. 251, 
1. Chime. 1 Tithe. 
=n 
Library of Congress DeT21_RS 
» 








Rasmussen, Poul Béresd, 1776-1800, 

Spredte opt af k 
Meddelte i ane ved Nic. Bogh .. 
fensbergske etabl., 1896. 

Mp. 2 

Sertryk af Personalhistorisk tidsskrift, 3. raekke, v. bd. 





Poul R 
Kjebenkavn, Hof- 


1. Béigh, Nicolaj Seidelin, 1843-1905, ed. 
17-8870 


Library of Congress MLA10.R22SB7 


ee Bree ee eee, ae 

o» Radi force and d 
by Rasmus E. H. Rasmussen. cre bd Andr. Fred, "Heat 
& sén ,ete., 1982- 

y. filus., tables, diagrs. 





(K. 


Danske eel- 
x1, 9; arm, 9) 


245" 





1. Kadiometer. 1. Title. 
A C 32-158 Revised 

Title from Columbia Univ. 

Library of Congress {A8281.0215 x1, 9; xm, 9) 

1785e2, 
Rasmussen, Rasmus Peter, 1885— 
Gammel-arisk litteratur ... Ved R. Rasmussen. Herning, 
kkeriet, 1938, 


a1, 7-110, 7-110 p, 1 22) 280". 
Fagus 7-110 numbered tn duplicate 

jomenalion lntroduétion of each part in Danish and German. 
oat, Bes qemeepentte ep ote oS 


konfiikts ydre linje— 
formidler sig ved Beowulf. 


1. Literature, Comparative—Themes, motives. 1 Tithe 


Oowrents.— 
Py oe 


AC 80-8220 


New York. Public library 
for Library of Congress a 


Rasmussen, 8. 

bee pe pee aa af 8. Rasmussen } ena. Med 
forord af h¢jskoleforstander Alfred Povl Aarhus, 
Jydsl. forlags-forretning, 1896. 


4p.1,8p. 2~. 


Library of Congress 


Rasmuseen, Sigrid, 1888- 

Musikkens historie i grundtrek, af Sigrid Rasmussen ... 
2 udg. Kgbenhavn, E. Harck, 1937. 

180 p. ius. (music) 215". 


1, Music—Hist. & crit. Tithe 
Pull nome: Sigrid Bmilie Rasmussen, 
0-71 
Library of Congress ML160.R25M9 
i 780.9 


Rasmussen, Steen. 

Blad ur livets dagbok, levnadsbeskrivningar och beriittelser, 
av Steen Rasmussen ... 1. _uppl., 20. tusendet. Storkholm, 
Glen Ainoctsien Giek 1923. 








LIBRARY OF CONGRESS 


Rasmussen, Steen Eiler, 1898- 
.. London. Kgbenhavn, Gyldendal, 1934. 
451, (1; p. Mus. (incl. maps) fold. plan, 24j9™. 


“Udgivet med stgtte af Ny Carlsbergfondet.” 
“Litteratur” at end of most of the chapters. 


1. London—Descr. 2. London—Public works. 


34-29725 
Library of Congress DA6T7 R27 
Copyright A—Foreign 25380 
3) 914.21 


Rasmussen, Steen Eiler, 1898 
London: the unique city, by Steen Eiler Rasmussen; with 
an introduction by James Bone. New York, The Macmillan 
company, 1937. 
404 p. illus. (incl. maps, plans) 


Printed in Great Britain. 
“Books of reference” at end of most of the chapters. 


23". 


1. London—Descr. 2 London—Public works. 
87—27342 

DA6TT. R278 

(4092) 


Library of Congress 
914.21 


Rasmussen, Steen Eiler, 1598- 
.. Nordische baukunst ; beispiele und gedanken zur baukunst 





unserer zeit in Diinemark und Schweden. ,Berlin, E. Was- 
muth, 1940. 

192 p. ius (incl plans) 27 x22)". 

“Architektenverzeichnis” ; p. 190-192. 

1 Denmark. 2 Sweden. 1. Title. 

A 41—1823 

Harvard univ. Library 

for Library of Congress NA1218.R3 

142c1, 720.048 
Rasmussen, Svend Valdemar, 1884- 


Studier over William Hamiltons filosofi, af S. V. Rasmussen 
.. Kgbenhavn, C. A. Reitzel, 1921. 


197, a, p. -224y". 


Bistlograptical foot-notes. 


1. Hamilton, Sir William, bart, 1788-1856. 
82-25211 
Litrary of Congress Bi427.R3 1021 


Rasmussen, Vilhelm, 1869- 

Barnets sjelelige udvikling i de férste fire aar. 
Kjsbenhavn og Kristiania, Gyldendal, Nordisk forlag, 
191 


2p.1, 1584p, 11. illus 19. ker. 3 
“Litteratur”: 1 1. at end. 
1. Child study. 1. Title. 
14-876 
Library of Congress LB1131.R3 


Copyright A—Foreign 8806 


Rasmussen, Vilhelm, 1869- 
... Et barns dagbog, 8. Kjebenhavn ,ete., Gyldendal, 
Nordisk forlag, 1922. 


110 p. illus, 20)" 
“Oplag : 1250 cksemplarer.” 


1. Child study. 1. Title. 
1Full name: Niels Jérgen David Vilhelm Rasmussen 
23-1433 
Library of Congress HQ779 R3 
Copyright A- Foreign 21135 
73) 


168 


Rasmussen, Vilhelm, 1869- 


.. Bérnehave-barnet: verdensbillede og Lageveleo; cn 


monografisk skildring. Kjsbenhavn og Kristiania, Gyl- 
dendal, 1918. 

128 p. illus. 20)" kr. 4.50 

“Litteratur”: p. (71-8. 


onl Convenes - a Barnets gen — Barnets be wm 
ede. - 
Nogle ny tests. 





1. Child study. 2. Mental tests. 1. Title. 
19-4567 
Library of Congress BF721.R3 
Copyright A—Foreign 15843 
Rasmussen, Vilhelm, 1869- 
Child psychology. 1-1. By Vilhelm Rasmussen. London 


me, }  Gyhdendal ; 1920, 
Origtaal title: 1. “Barnets sjelelige eovihtiag | 1 de fprste fre aar.” 
ranslated t! G. G. Berry.—n-m. “Bjgrnehave-barnet.” 


the 
Cy Tht 
child, thought, "mlgmanee and feeling; 


1. Child st 2. Psychology. 3. Kindergarten. t Berry, George 
ifrey, tr. m1. Pritchard, David. 
(Full name: Niels Jorgen David Vilhelm Rasmussen, 
E21—86 
U. 8. Off. ofeduc. Library LB1131.R2 
for Library of Congress (a4lol, 


Rasmussen, Vilhelm, 1869- 

Diary of a child’s life, from birth to the fifteenth year, by 
Vilhelm Rasmussen; published a@ the expense of the Rask- 
@Mrsted foundation, translated from the Danish by Margery 
Blanchard, London, Gyldendal ,1931, 

4p. 1, 187 p. ius. 19°. 


The Danish edition, published 1922 under title “Ft barns dagbog, 8' 
aaa diary of the first ten years of the life of the author's ZS: 


et study. 1. Rask-Preted fondet.. Blanchard, Margery, tr. 
(Pull name: Niels Jorgen David Vilhelm Rasmussen, 

Library of Congress HQ779.R33 —— 
3) (150.922708) 136.708 


Rasmussen, Vilhelm, 1869— 
.. Drengeliv i kroen. Kgbenhavn, Gyldendal, 1939. 
1582p plates, ports. 21)”. 
Autoblography to the year 1887. 


L Tite 
41-25410 


2, 923 7480 


Rasmussen, Vilhelm, 1869- 
... Forskole-barnet. Kjebenhavn ,ete., Gyldendal, Nor- 
disk forlag, 1921. 
12 p. 203™. 
“Oplag 1250 eksemplarer.” 
Coxtexts.—Forskole paa landet —R. * S. kommer baa skole — 4 
we indy haing i —Barnet 
pute .—Tanksomhedens vakst.— Barnlig tvivl og kritik —Barnlig fea 
ico forskelle— meee 0g moral — AEstetik.—Lasning En- 








og leg. — 
1, Child study. 1 Tie 
(Full name: Niels Jgrgen David Vilhelm Rasmussen 
21-1388 
Library of Congress LBI115.R3 
tight A—Foreign 18367 
2) 


Rasmussen, Vilhelm, 1869- 

... Kina eller ‘‘Riget i midten’’. 
Gyldendal, 1923. 

147, 3) pilus, 208". 

“Oplag : 2000 cksemplarer.” 


Kjobenhavn ete, 


1. China—Deser. & trav. 
(Pull name: Niels Jérgen David Vilhelm Rasmussem: 


24-2929 
Library of Congress DS710 R3 
Copyright A—Foreign 23296 
2) 








n 
i. 


‘or- 


plens 


mu — 


ete.; 





Rasmussen, Vilhelm, 1869- 
Mellemskole-barnet. Kjébenhavn, Gyldendal, Nor- 
disk forlag, 1925. 
148 p, 1k illus, 209". 
: 1900 eksemplarer.” 

“M barnet’: © torus | cideren tio 20-41 «8 all 
aS Fantasilivet. ; en 719 7 
Tenia gt Fyne Eee “Cia drenge og pie = 

1, Child study. 1. Title. 

iFull name: Niels Jgrgen David Vilhelm Rasmussen; 





26-6167 
Library of Congress LB1117.R3 
Copyright A—Foreign 29799 
2a 


Rasmussen, Vilhelm, 1869- 

Nature study in the school, by Vilhelm Rasmussen. Ed. at 
the expense of the Danish Rask-orsted foundation, tr. by 
G. G. Berry. London, Gyldendal ,1929, 

vill, 253, (2) p. Mlus., col. plates, maps, 19°. 


1. Nature study. 1 Berry, George Godfrey, tr. 1. Title. 
(Pull name: Niels Jorgen David Vilbelm Rasmussen, 
Agr 30-813 
Library, U. 8. Dept. of Agriculture 409.5R18 


ro] 


Rasmussen, Vilhelm. 


Samfunds-skolen. Kébenhavn og Kristiania, Gyl- 
dendalske boghandel, Nordisk forlag, 1910. 


2p. 1, 1599p. illus, facsims. 234%. 


E121” 
Library, U.S. Bur. of 


Rasmussen, Vilhelm, 1869- 
oan Amerikas forenede stater, af Vilhelm Rasmussen ; 
Ik ion hos G. E. C. 





Ged, ny 
243, 3; p. flues 209°. ("Folkelesning” or. 855, aargang 1992, 
“Literatur”: p. (245, 


1, U. S—Deser, & trav. 2 U. S—Econ. condit —1918- 
(Pall name: Niels Jorgen David Vilheim Rasmussen, 


32-20645 
Library of Congress E168.R26 
Copyright A—Foreign 16522 
a ots 


Rasmussen, Walter. 

Graded dictation, by Walter Rasmussen. New York. Chi- 
cago, The Gregg publishing company, 1909. 

2p.@ap Be. $1.00 


1. Shorthand—Exercises for dictation. 


10—2891 
Library of Congress ZARI 
Copyright A 256103 ‘Mel, 
Rasmussen, Walter. 


Rasmussen business penmanship ii 
of graded lessons in business wating oo Ps Poul, in 
Rasmussen practical business sch 1904, 


Sp. Mus 8 x 2y* 


11-2657" 
Library of Cong-ess 
Copyright A »2. 


CATALOG OF PRINTED CARDS 


Rasmussen, William Ditlev, 1865- 
... Marguerite af Navarra. Kjgbenh E. B 
1901. 
Sp. 1, @/-296,7, p28". 
At bead of title: William Rasmussen. 





1. Marguerite d’Angoul@me, queen of Navarre, 1492-1540. 


3-17988 Revised 
Library of Congress DC112. M2R2 


i740b2, 


Rasmussen S¢kilde, Niels, 1837-1905. 
Landboreformerne og den danske bondestands we 


jorelse for og efter 1788. Af N. Rasmussen 
mhavn, ubothe, 1888. 

2 Ae front. (5 port. So (Gentintatner eclgiees 
det Kgl. danske 1) 


1. Serfdom—Denmark 2. Agriculture—Denmark—Hist. 


8-31801 Revised 


Library of Congress HD733.R3 


Rasmusson, Johan Magnus, 1894— 

Genetically changed linkage values in Piewm ... Lund, Ber- 
lingska boktryckeriet, 1927. 

1 p. L, 152 p. incl. fllus., tables, diagrs. 25°. 


‘Thesis—Lund. 
“Literature cited”: p. 140-150. 


1. Heredity. 2. Peas. 1. Tithe: Linkage values in Pisum. 


204100 
Library of Congress QH431 R26 ° 
2 
Rasmusson, Lorenz Birger, 1889- 
Die lebensmittel und ihre aufbewahrung, von Lorenz Ras- 
musson ... Aus dem schwedischen tibersetzt von dr. med. vet. 
Edwin Lehnert. Mit 110 bbildung pT _M& 





H. Schaper, 1931. 
vill, 408 p. flue. 25°. 
“Literaturverzeichnis” : p. 404,408. 


1. Food—Preservation. 2. Food. 1. Lebnert, Edwin, tr. m Title. 


31 
Library of Congress TX601 R26 — 
Copyright A—Foreign 13855, 
2) a4 


hina, 


soate puigionn, 1 
twp. 21,8197 p 2. 





Raso, Bernardino del. 
ne Ea" 
por | ra a 


‘87 15008 
Library of Congress 


a oT 


x cleméntal te St pp Fru po la teneduria de 
—Ta4 


Bernardino del 
ty I-44 rtida simple de la partida 
para el cono¢imiento pai simple y 
poo oy yp mp tty hd See 7 


cadas estrictamente 4 los célculos mercantiles. 3. “rd. 
corr. y con adiciones considerables. México, Imp. de 
F. Dias de Leon, 1877. 
th-l ‘8 » incl. forms. 23°. 
D.) inserted between p. 468) and 469. 
edition: 





Includes t.-p. of vers . para la ense- 
fianza izaje de la teneduria de libros por partida doble. 
1. Bookkeeping. 
ca 17-677 Unrev'd 
Library of Congress HFS651.R3 


169 


Rasovsky 


Rasoldel, Rafael. 

De la guerra, 1914-1916: terrestre, por Rafael 
Rasoldel ; guerra naval, por Juan B. Robert. Prélogo de 
T. Liorente Faleé. Valencia, Estab. tip. Domenech, 1916. 

334, 2) p. 224. 

“Marinas de guerra beligerantes”: p. 190-214. 


1. European 1914- 2. European , 1914- —Naval opera- 
tions. 1 Robert, Juan Bautista. = 
20-20611 
Library of Congress DS23.R28 
12) 


. Die bedeutung Diesterwegs fiir die methode des 

graphischen unterrichts, unter besonderer beriick- 
Sichtigung. der ma tischen geographie, von Fritz 
Rasor. n, T. 1915. 





Ack, 
2p.1,75 p. — (Miinchener geographische studien ... 29. stiick)« 
“Literaturverzeichnis” : 24 prelim. leaf. 

1. Guenete — and teaching. 2 » Mathematical. 3. 

Diesterweg, Friedrich Wilhelm, 1790-1) 1. Title 

21-1156S 
Library of Congress G74.R3 
7.) 


Rasor, Samuel Eugene, 1873— 
Reema fe enter t egeetee, by Seas Spee 
Rasor ... .New York, The Macmillan company, 1921. 


vill, 200 p inci tilus, diagrs. .. (On verso of half-titte: 
1 ES in i. ee 3 (on 


1. Mathematics. 
2118980 
Library of Congress QA39. R37 
142fl, 
Rasori, Giovanni, 1766-1837. 
Analisi del preteso genio d'T; ; discoreo reci- 


tato nell’ assumere la cattedra di inten i in —_ il gior- 
no 10 frigifero, anno vu, dal cittadino G. Rasori fi 
osservazioni 


1 Sigpeesates 2 Moscati, Pietro, conte, 1739-1824. Dell’ dei sis- 
, pratica medicina : — 


7-17 


Library of Congress R126. HBR2 


Rasori, Giovanni, 1766-1837. 
-. Ricordi di prigionia; memorie autobiografiche e fram- 
(Jn R Depatashone sora gi etal stata patria per le antiche 


peg D la Lombardia. storia italiana recente (1800- 
) Torine, 1907- 27, v. 9 (1921) p. :1;-182. ent (ant) 


Seritti a ou la vita, le 
dottrine di Giovanni Rasori (1704-1 )”: p. @T-128; 
"sp. (l20)-182. 


1980, ed. 
Title from Untv. of Minn. ” 
Library of Congress (DG551L.D6 vol. 9) 
ca (946.08 ) 


Rasovsky, Cecilia 
see 


Razovsky, Cecilia, 1886- 





Rasp 


Rasp, Cari von, 1848- 
ungen zur frage der verstaatlichung der privat- 


Bemerk: 
mobiliar- eee ey in Bayern und in einigen ande- 
ren staaten, von Carl von p ... und dr. Hermann Rehm ... 





3. ergiinzte aufl. Miinchen, J. Lind he buchhandl 
1908. 
2p. 1. 


Cosrznts.—1. t. Technisch-wirtachaftliches, ron Cari von Rasp.—t. t 
Die rechtsfrage, von Hermann Rehm. 


1. Lasurance and state—Germany. 2. Insurance, Fire—Germany 
3. Insurance, Fire—Bavaria. 1. Rehw, Hermann, 1862- 


9 1583 


Library of Congress HG9746.G2R3 


2741, 
Rasp, Carl von, 1848- 
Zar . 
tisti. 'Vou Kart Resp 


2a um. 
Not» 


(Miinchen, G. E. Mayer, 18959, 


1. Savings-banks. 


GR 


Library of Congress HGiS9.R3 


Rasp, Georg, 1769-1840. 


Erlduterungen des jehrbegriffs des naturrechts. Herausgege- 
ben von Georg Rasp ... Wien, A. Gassler, 1794-95. 
2. ay. 


Comrerte.—,1, Theoretischer theil.—f, Practischer thell. 


1 Natural lew. . Tite 


Library of Congress a 


The Rasp, « record of the class of 1911, Mounted serv. 

ice ‘ort Riley, Kansas. (Kansas City, Press of 

SFP. Baresp stationery & pty. co., 1911, 7" pwe 
100 p. front, illus, port. 18)™. 


1. U. S. Mounted service school, Fort Riley, Kan. 


Library, U. S. Army War College — 


a2icl, 
The . Mounted service school, U. 8. , Fort 
Hey, Kanaan = 


genes, Wis., George Banta publishing company, 


v. ius. (incl ports.) 274°. annual. 


1. U. S. Mounted service school, Fort Riley, Kan. 


Library of Congress U428.M7R3 


Raspail, Franceis Vincent, 1794-1878. 

Histoire naturelle de ls santé et de la maladie ches les 
taux et ches les animaux en général, et en particulier 
ano nouvelle miei & 


LIBRARY OF CONGRESS 


Francois Vincent, 1794-1878. 

Histoire naturelle de la santé et de la maladie chez les végé- 
taux et chez les animaux en général, et en particulier ches 
Vhomme; suivi du formulaire pour une nouvelle méthode de 
traitement hygiénique et curatif; par F.-V. Raspail. Avec 
de figures sur bois dans le texte et dix-huit planches gravées 
sur acier, d’aprés les dessins originaux et les premitres gravures 
de son fils, F.-Benj. Raspail ... 2. éd. considérablement augm. 

Paris, Chez I'éditeur |Typographie Schneider et comp., 
1846. 
Sv. tus, St, (part col.) 234". 
Medicine, 


. Popular. 8. Botany—Pathology. 
benefictal 1 Tithe. 


4 in 
secta, Injurious ad 


4—1017T 


Library of Congress RB1U0R22 1846 


1. Medicine, Popular. 2. Therapeutics, Physiological. L Orta y 
80-6505 
Library of Congress Rosi Ra 
ra 

Raspall, Francois, Vincent, 1794-1878. 

Manuel annuaire Shand oe 1902; ou, a 
et pharmacie domestiques 57° an- 
née ou 56° éd., entidrement refondue, par Xavier 


Paris, Raspail; etc., etc.) 1902. 
xxii, 2, 4p front. (port) 174". 


Library of Congress, no. 


taspail, Francois Vincent, 1794-1878. 


Nouveau de chimie fondé sur des nou 
velles Miocene d'un traité complet 
de l'art d’observer et de mani , en grand et en petit, dans 

ire et sur le microscope; par F.-V. 
Raspail. 2. 6d. entiérement refondue, "un atlas 
im 4° de vingt planches de figures dessinées d’aprés nature, 
et gravées avec le plus grand J.B. 


By. tables (1 fold.) 21°. ond atlas of 20 pl. (part col.) 24x30". 


Rh  — Fee 2. Microscope and microscopy. 5. Chem- 
6 404 
Library of Congress QD415.R22 
(Rel, 
Raspail, Frangois Vincent, 1794-1878. 


» de chimie organique fondé sur de 
nouvelles methodes d *observation, et oe < d’un traité 
complet de l’art d’observer et de manipuler, en et 
dans le laboratoire et sur le porte-objet du micro- 
scope; par F.-V. Raspail. 3. éd. entiérement refondue, 
aecompagnée d’un atlas in 4° de vingt planches ... Bra- 
xelles, Société belge de librairie, Soomee et comp", 1839. 





Raspail, Francois Vincent, 1794-1878. 

Nouveau systime de physiologie végétale et de botanique, 
fondé sur les méthodes d’observation qui ont été 
dans le nouveau systéme de chimie organique, accompagné d'un 
atlas de soixante planches d’analyses; par S.;!, V. Raspail. 
Bruxelles, Société typographique belge, 1837. 


xt, 450, xivilp. 2 fold tab. ond atlas of 60pl. 27°. 


1. Botany—Physiology. 


Agr 12-1250 Revised 
U.& Dept. ofagr. Library 463R18 
for Library of Congress r40b2, 
Raspail, Frangois Vincent, 1794-1878. 
Dr. F. V. Raspail 


’s nya likemetod, eller Teoretisk och 

few wo _ att sjelf behandla de flesta botli 
mar och vid de obotliga och kroniska Atminstone 

veka eal, bilge, och méjliga lindring, samt att sjelf be- 


rede enk' bepréfvade lakemedel enligt den 
nya lik nT. ge spy uppl. Stockholm, 8. Fiodin 
(1886, 

xvi, 48 p. 19™. 

1. Medicine, Popular. 


Library of Congress RC8LR2 


— Vincent, 1794-1878. 


Lettres sur les prisons de Paris, per 
F.-V. ue . Paris, Tamisey et Champion, 1839. 
2v. my. 


Letters dated August 1, 1890-November 8, 1831. 


L Paris—Prisons and reformatories. 2. France—Hist.—July revolo- 
tion, 1850. 


11—2088 


Library of Congress AV9670. P3RS 


in37b1, 


Francois Vincent, 1794-1878, defendant. 
Société des amis du peuple. Proots des quinze. Publié par 
le Socites deo amie du peuple. Pesta, ingen de A. Mie, 1832. 


Wet 
fur 
: 
ut 


fit 


fi. 
i 
5 i 
: 


il 
i 
a 


Library of Congress a 


Raspail, Gabrielle “/me. Xuvier Raspail.” 


. La vie _— Voouvre scientifique de F.-V. Raspail ... Paris, 


At head of title: Madame Xa) 
‘Liste chronologique des 


vier Raspail. 
des ouvrages de F.-V. Raspail”: p. (119,-128. 


Bibiographical foot-notes. 


1. Raspail, Francots Vincent, 1704-1878. 


ass-1007 


‘Wm. H. Weich med. library RSOT.R2R2 
for Library of Congress 2 


Raspail, Xavier, 1840-1926. 
ee eee © Bete Sage ~ . Paris, P. 


Ll 





2v. 25". ond atlas of pl 4°. 

Atlas wanting. 
aa 2. Microscope and microscopy. 3. Chemistry— 

6—19471 

Library of Congress QD415.R23 

Raspail, Francois Vincent, 1794-1878. 
systéme de végétale et de botanique, 

fondé sur les méthodes qui ont été dével _ 


2v. 4fold tab, 22". ondatiasof Vip, @0pl 24)”. 


Botany— Physiology. 
” Agr 12-1251 Revised 


Library 
Congress 


of agr. 
of 


palit ond Fe Misi: 2 She ssi 


logique et mammalogique de 
“Notice biographique de Xavier iets p. fr18. 


1. Birds—France. (1. France—Ornithology, 
(Poll name: Frangols Xavier Raapail; 
Agr 81-1250 
Library, U. 5. Dept. of Agriculture 418R18 
3 











Raspail, Xavier. 
On the sense of smell in birds. By M. Xavitr Raspail. 


Un Smithsonian institetion. Annual report, 1899. Washingtes, 
1901. 234°". p. 367-373) 


~“Trausiated from « communication to tbe Zoological society of France.” 


1. Birds. 2. Smell. 


8 15-10% 
Library, Smithsonian Tngtituuion 
Library of Congress Ql1.8es 1990 
036d), 
Raspail, Xavier. 
Raspail et Pasteur; trente ans de critiques médicales et 
scientifiques, 1884-1914, par Xavier Raspail ... Paris, Vigot 


fréres, 1916. 
xvi, 527 p. front. (port.) 20". 


1. Raspall, Frangois Vincent, 1704-1878. 2. Pasteur, Louis, 1822-1896. 


Library of Congress RSOT ASRS oe 
82b1, 
Raspall, José Trueta 
see 
Trueta Raspall, José. 


Lrsrary or Conoress Rererence 


SE LS LS Tee ad 
X 41-1980 
ay 
Raspantini, Aquiles. 


... Como se ordena o catilogo-dicionirio ... Sio Paulo 
Typographia Siqueira Salles Oliveira & c™ Itda., 1935. 
2p. ius, 233”. 


“Separate da ‘Revista de educacic’ (orgio da Directoria do ensino), 
vols, x1 @ xit, ns, 11 ¢ 12.” 


«. Cataloging. 2. Catalogs, Dictionary. 8. Alphabeting. 1. Title. 
(88-82518 
Library of Congress 7806. R22 
2, 025 B 


Raspe, Friedrich. 
oe mime n-analysen fiir normale verhiltnisse und zur 


mineralwasserfabrikation berechnet auf zehntausend 
theile. Von dr. Friedrich Raspe. Dresden, W. Baensch, 
1885. 

2p. 1, xxxv, $10 p., 11. incl. tables. 209° 


1. Mineral waters. 
Gsweo2 


Library, U. S. Geological Survey 495 qRI9 


Raspe, Rudolf Erich, 1737-1794. 

An account of some German volcanos, and their productions. 
With a new hypothesis of the prismatical basaltes; 
upon facts. Being an essay of physical geography for philoso- 
phers and miners. Published as supplementary to Sir William 
Hamilton's observations on the Italian volcanos. By R. E. 
Raspe ... London, Printed for L. Davis, wpocuxxvt. 

1p. L, v-alx, 140 p. um fold. pl, 10° 

Advertising matter: p. 137-140. 


1. Volennoes—Germany. 2. Physien! geography 


12-6827 rev. 
Library of Congress QE527.R22 
—— ——— Copy 2 Lacks t.-p. and has half-title not con- 
ained in copy 1 (r33d2, 


CATALOG OF PRINTED 


CARDS 


Raspe, Rudolf Erich, 1737-1794. 


Baron Munchansen’s narrative of his marvellous 
travels 


see 


Munchausen. 


with added t-p. in French. 
2. Art objecte—Catalogs. 1. Tassie, 
lap, .T3 12—11900 


Raspe, Rudolf Erich, 1737-1794. 
Gulliver redivivus 
see 
Munchausen. 


24-14405 
Library of Congress 2 


Baspe, Rudolf Erich, 1737-1794. 

Specimen historia naturalis globi te ‘ipue 
de novis e mari natis insulis, et ex his iptis 
& observatis, ulteriis confirmanda, Hookiana telluris hy- 
pothesi, de origine montium et corporum petrefactorum 
.. Autore Rudolpho Erico Amstelodami 
Lipsig, sumptibus J. Schreuder & P. Mortier, 1763. 

xxii, 191 p. 3pl (2 fold) 2. 


Islands, 2 Earth movements. 3. Geology—Early works. 4 Hooke, 
Robert, 1608-1708. 


Library of Congress GBA72. R22 


Raspe, Theoder, 1879—— 
Die N i he 
Raspe: m t 10 lichtdrucktafein und 1 
burg, J. i. E. Heitz, 1905. 
tv, 7B. 11. 1 Mus, x ph 24g. 
schichte, bft) 


sagrird ithout platen asthe authors nangora!Gmertaton, Mesich 





hhild. 





i bis 1515, von Theodor 
Strass- 


(Studieo sur deutschen kunstge 





of books and oa 





1 
1 Title. 


Library of Congress 
rasibl, 


Raspilier, Joseph, 1877- 
» Bo pean & Fe opin} Feit gua - Nancy, 
Impr. administrative L. Kreis, 1904. 
ipl mp 2. 


Thtse—Univ. de . 
“Bibliographie” : p. (175,-1TT. 


War, Declaration of. 2 War (International law) 
1. War. far ( 


7X02 RS 
e421, 


Library of Congress 


171 





Oaecea, 'fauo-ant. A. Iyasne, 1902. 
2p. liv, 1S p. te 29-. 


1. Russian literature—Bibl—Catalogs. 2. Catalogs, Booksellers’—Rus- 


sia. 
16-2229 
Library of Congress Z2319.R21 
Rasputin, Maria 
eee 
Rasputina, Marift Grigor’evna. 
85 BeBe 
Library of Congress 2 


Rasputin, Matriona 
see 


RasputIna, Maritia Grigor'ewma. 


My father, by Maria Rasputin. London ,etc., Cassell and 
company, ltd. ,1984, 


157 p front. (porta) 199". 

“My and meditations, by Gregory (Short descrip 
thon of vit to te places religions 
tions aroused there pas ” — 

1, Rasputin, Grigori! Efimovich, 1871-1916. 

1“ 359807 
a omn.1e7 
Rasputina, Mari Grigor’evna. 

ee ee ano ‘Trame- 
lated by Arthur Chambers ... London, John limited 
(°1929, 

28 p front, ports. 224". 

1. Ragputin, Grigori! Bfimovich, 1671-1916 1 Chambers, Arther, tr. 

re Sy 

‘Title from Hoover War Live. Stanford Univ. Printed by LO. 


* 
Rasqui, Jaume 
see 


Rasquin, Jaime, d. 1571. 








Rasquin 


Rasquin, Max, 1869- 
.»- Alimentacién teérica y 
Comentada el Dr. 
tip de “La Opinion nacional,”” 191 4 
1p. 1, ix, Br192 p. fold. tables, 21x17™. 
wesrtttlaics of the author's Liallmentation thterique ot pratique de le 


de la vaca lechera. 
.» (Lima, Oficina 


1. Castle. 2 Feeding and feeding stuffs. 1. Maccagno, Luis, ed. 


20-14797 
Library of Congress 
———- Copy 2. 


SF203.R3 
80b1, 


de Ia vaca lechera. 
;5.ed., 1917. (Lima, 
nacional” ,1917, 


Rasqain, Max, 1869- 
teérica y a 
por el dr. a 


Comentada 
Peru, Oficina tipogrifico de 
1p. 1. tx, 8-192 p. 17 fold. tab. 214". 


1. Cattle. 2 Feeding and feeding staff. 1, 2. Cattle—Feeding. 
1 Maccagno, Luis. 


Agr 20-856 


U. 8. Dept. of agr. Library 


380. 
for Library of Congress addi, 


Dtablineemncnt ique 


iin 1908)" 


1. Calves. Feeding. 


Library, U. S. Dept. of 


Ramedin, ivan. 


oie ae ook, c. 1. a -- 1880. 
“yp. 2. 
At head of title: Haaanie OGuectea pacnpoctpanenia nosesnuxe 
mur Ne 237. 





31-33082 
Library of Congress 2 
Rassak-Prevot, Eugénie. 
.» Manuel théorique et pratique es soins de beauté. Paris, 
Les éditions du Paon, 1939. 
156, @ p. illus, 259". 
1, Beauty, Personal. 2 Sex (Pzychology) 8. Woman — Health and 
hygiene. L Tithe 
40-2250 
Labrary of Congress RATTS.R 
Copyright A-—Foreign 42084 
2, maT 
Rassam, Hormesd, 1896-1910. 

Asshur and the land of Nimrod; being an account of the 
en a & alee ate & Bak A 
an introduction by Robert W vu: Cincinnati, Curts & 
Jennings; New York, Eaton & Mains, 1897. 


xiv, @), 423 p front (port.) plates, fold. map, fold. plans 24”. 


1 Assyria—Antiq 
5—11588 
Lédrary of Congress 


DS8T0.R22 
Stel, 


1 Rogers, Robert William, 1964-1980. 1 Title 


LIBRARY OF CONGRESS 


Rassam, Hormuad, 1526-1910. 

Narrative of the British mission to Theodore, king of Abys- 
sinia; with notices of the countries traversed from Massowah, 
through the Soodin, the Amhara, and back to Annesley bay, 
from Mégdala. By Hormuzd Rassam London, J. Mur- 
ray, 1869. 

2. fronts. illus, plates (part fold.) fold. maps (1 in pocket) 23=, 


1, Ethiopia—Desecr. & trav. as Theodore u, negus of Ethiopia, 4. 1868. 
3. Misstons—Ethtopia. 1, Title. 


15—8104 
DT377.R2 


a34b1, 


Library of Congress 


Rassam, Hormusd. 
a - Assyrian and Babylonian research. By Hor- 
. London, E. Stanford; New York, 
poody ys Iph & co. ; ete., etc., 1881. 
7p. 25. 


eprint from rep Journal of the transactions of the Victoria institute, 1881, 
Fe oy! 


1. Assyria—Antiq. 2 Babylonia—Antiq. 


Library of Congress DS74.R25 


Rassbach, Erich Carl. 

.. Betrachtungen zur wirtschaftlichen lage der techni- 
schen privatangestellten in Deutschland, von dr. Erich 
Carl Rassbach. Karlsruhe i. B., G. Braun, 1916. 


24". (Volk 
» mf, ft. 35) 


298 p. diagrs. 
der ‘Paistnen hochschulen 





“Quellenangabe” : p. v-vi. 


1. Clerks—Germany. 


HD8039.C55G38 
12) 


Library of Congress 


Rassegna billiografica delle scienze giuridiche, sociali e poli- 
tiche ... anno 1 
genn./mar. 1926- 


Napoli, P. Federico e G. Ordia ,ete., 1926- 


v. 25°. quarterly. 


Vols. 1-4 have title Rassegna tehtiegraten delle scienze giurt 
Editor : Jan. 1926- Huseppe Castelli. Krotto. 


1. Law—Bibl.—Period. _1. Castelli-Avolio, Giuseppe, ed. 
A 14083 
Library of Congress 7BA53. R23 
(39b1, 016.34 
Rassegna contemporanea. anno 1- 

gen. 1908- 
Roma, 1908- 

¥. plates. 24j*. montbly. 

Editors : Jan, 1908- Ercole Rivalta and otbers. 
1. Rivalta, Ercole, 1875- = ed. 
8 —36982 
Library of Congress AP37.R12 
a27cl, 
d’arte. anno 1- 
S. 1901- Need 
ilano, G. Martinelli e ¢. ;ete., 1901- 
v. illus, plates (partly col) 344%. monthly. 

Ed - Guido F Mal. i-Valeri 

tors : Joos ‘rancesco jaguzzi- 

(with jolene lone Ambrosoli, G. B. Wiccan, i008; Corrado Ricci, 1903-04) 


1 ay la, Guido, ed. 1. Malaguszi-V: 
cesco, ed. 111 Ambrosi Sone 1851-1906, ed. tv, Ricci, sn 4 -d 
ed. Vittadion G. B, e 


‘9-23299 


Library of Congress NaRs 





Rasse und geist; vier vortriige gehalten in der Senckenb 
schen naturforschenden gesellschaft in Frankfurt a. M. 
1930/31, von Franz Weidenreich ... W. Peters ... Ernst 








Kretschmer ... Walter Goetz ... Mit 26 abbildungen im 

text. Eeiprig. J. 4. Bost, 1932. 

78 p. incl. dingrs. 224%. 

pS mad — = prof. 
dr. Franz Von prof. dr. W. Peters. — 

rasse. dr, Ernst ce 
schichte. Von geh. rat prof. dr. Walter Goets. 

1, Race. . 8. Genius. 1. Weldenreich, Frans, 
1873- 1. Peters, 1880— m1. Kretschmer, Ernst, 1888- 
tv. Goets, Walter ‘Wilhelm, 1867- 

33-12244 

Library of Congress GN320.R35, 

Copyright A—Foreign 19241 
2) (150.9224) [1364] 572 


La Rassegna ; cronaca delle industrie, dei lavori pubblici e dei 
anno 1-3, anno 4, n. 1; 30 apr. 1918-31 ott. 1921. 
Roma Coop. Tipografica “Luigi Luzzatti”, 1918-21, 
4¥.i01 84)*. monthly (irregular) 


Edited by Emanuele Forgione. 
Te LO wet vB cloeee with Nov, 1920; ¥, 4, mo, 1 dated Oct, 81, 1981. 
No more published? 


L Italy—Indua—Period. 2. Italy—Econ. condit—1918- 


88-10817 Revised 
C801. R18 


\780d2, 


Library of Congress 
380.945 
Rassegna bibliografica dell’ arte italiana ... anno 1- 
nm. 1898- 
Frorlh; R. S. Casciano, 1898-99; Ascoli Piceno, E. Tassi 
11900,- 


¥. illus, plates. 23° 
1998- Egidio Calzini 


monthly 
Editor: 


1. Art—Period. 2. Art—Italy—Period. 3. Art—Italy—Bibl. 1. Cal- 
tini, Egidio, 1857- ed. 
14-6325 


Library of Congress N4 RB 


del Mediterraneo e dell’ espansione italiana : colonie, 


economia, emigrazione. anno 1-6 (n. 1-71); gen. 1921- 
dic. 1926. Roma, 1921-26, 
6 v.in 2. illus., col. fold. dlagrs. 243°. monthly. 


baa) varies: 1921-23, Rassegna italiana “3 sons iterraneo. 
26, i} nat italiana . 
|<, Sillani, editor. 


Issued with poy o ee italiana 2 potttion, ew @ artistica, being 
dei | Mediterraneo bas been 
Rassegna ita’ 





as a section of Hana, the we two 

Darts having continuous paging. 

1, Mediterranean sea. 2. Italy. 3. Italy—Colonies. 1 Sillanl, 
Tomaso, 1888- ed. 

83-30492 
Library of Congress DOT3.A1R3 9145 
della letteratura siciliana ... anno 1- 
luglio 1893- 
Acireale, 1893- 
v. 24". monthly. 


Editors: July 1893- Mario Puglisi Pico, Rosario Platania d’An- 
toni. 


1. Puglisi Pico, Mario, 1867- ed. t. Platania d’Antoni, Rosario, ed. 


a 12-1212 Unrev'd 
Library of Congress API7.R13 


Racsegna della previdenza sociale 


Cassa nazionale di assicurazione per gli 
infortuni degli operei sul lavoro, 
Rome. 

Sollettino. 











Rassegna della stampa straniera, Rom 

Come si @ disgregato il Siesee ws nemico; principali 
documenti diplomatici, militari e discorsi di uomini di 
stato, Dalla nota di Burian del 14 settembre 1918 al 


diseorso di Wilson del 12 novembre 1918. 
tris grafica Te 1918, 
.. 1590, i 
A cad of title Supplemento al n. 291 della Rassegna dell» stampa 
propaganda 


;Roma, Indus- 


amas edita a -— = Sor tosegretariato di stato per la 
a en a per la sta 
i 1 princioh fondamentali esposti da Wilson 
la disctswvne della pace mondiale (Dal messaggio dell’ 8 A A woes 


iv 
I European war, 1914- 


1. Title. 
19- 17634 
Library of Congress DS05.R3 
7 
Rassegna delle poste, clei telegrafi e dei telefoni ... anno l- 
R 929- 
+. illus. fold. plates, plans, tables, diagrs, 31°. monthly 
‘I fhieinle del Ministero delle comunicazion| per | servitl postall. tele- 
grafici © telefonicl. Editore proprietario: ae di assicurazione 


e a per { titolari ‘degit uffict secondart, {| ricevitori e gli agenti 
ali.” 





at a delle poste, dei telegrufi e dei telefont-—tl —— 
ttnee . y Rivista delle 
1 ministero delle comunicaziont” 
r eg service — Italy — Period, 2 Telegraph—Period. 
graph—lItaly. 4. Telepbone—Period. 5. Telephone—Italy 
m1. Ne2y di assicurazione ¢ 
per ! titolart degli! afficl secondari, per 1 ricevitori postall telegrafict 
per «li agenti rorall, Rome 


. Tele- 
: Italy 
previdenzs 


3141762 


Library of Congress NET.RS 


itura, See e commercio. Pubbli- 
—_— Rasen “dalle Docieth to in Padova 
Padova, ro ae 
v. a. 


1. Societd d’incoraggiamento in Padova 


6-197 


Library of Congress HCMOLR2 


Rassegna di matematica e fisica. Periodico mensile 
dell’ Istituto G. Ferraris, diretto da D. Franci—E. Gra- 
Puma. Anno1:n. 1- 


Roma, Libreria di cultura, 1920- 
v. 244*. monthly. 


1, Mathematics—Periodicals. 1. Istituto G. 


2. Physics—Periodicals. 
Ferraris. 

GS 21-414 Revised 
Survey $(550) R18 


(1222, 


Library, U. S. Geological 


“0 ~ ~~~ | > spear anata 
chirurgica di Modena .. 
gen. 1886- 


Modena, G. T. Vincenzi e nipoti ,etc., 1886- 
y. tus, plates (part col.) port, charts. 24. monthly. 
Editors: Jan. Cursio Bergonsini and others. 


1886— 
omninoed as Bollettino della Socteth medico-chirurgica di Modena, 


1, Medicine—Period. 2. 


1. Bergonzint, Cursio, 
1851-1806, ed. 


1 Bocteta medico-chirurgicn dl Modeus 

ca 8-416 Unrev'a 
Library of Congress ROG MBA 
a3icl, 


Ressagna gregoriana per gli studi liturgici ¢ pel canto 
| Societa di San Giovanni Evangelista, Desclée, 
Lefebvre e ¢'., 19 

¥ illus. (incl. music) 25°. monthly. 
Editor : Carlo Respighi 


1. Catholic church Liturgy and ritual 2 Church music—Catholic 
church—Period. 3. Chant ( Gregorian, etc.)—Period. 1. Respighi, 
Carlo, ed 
ca 19-197 Unrev'd 
Library of Congress MLS.RIS 
72) 





CATALOG OF PRINTED CARDS 


a seeG internazionale ... 
intieri. anno 1-4, v. 1-13; 15 ‘ery 
= Firenze, Libreria j8meeie 100. 1900-01, 
(1901-03, 
13.4, in At live. pl ports 2-27". semimonthly, 1900 “et. 1902; 
Title varies: May-July, 1900, La Rassegna internazionale della letteratura 


July IS, {o00-Not. 1901, La Rassegna internazionale della letteratura e 
Dec. 1901-. i i 
= June | La Rassegna internazionale. 


1 Quintieri, Riccardo, ed. 


$27688 


(Continued on next card) 
37-0082 
a 
internazionale ... ,1919-25, (Card 2) 


oa © at Milan; no. 8 and 4/6, 
Coneetnatens te Satan, French and English. 

Rivista delle colonie in May 1019. 

No more published 


HN 


1. Burope—Politice— 2. Burope—Politics—Period. 3. Eu- 
Topean war, 1014-1918 lafoence and rma 4 International co- 
= 1 Lucidi, Gugiielmo, 4. 1924. 1. Barbiert, Pietro, 

m1. Lassert, Gerolamo, ed. rv. Union of democratic control. 


‘37-6082 


Library of Congress D410.R3 


ee 05 


Rassegna italiana politica, letteraria e artistica. ser. 1, anno 
1-3 (v. 1-6) 15 mag. 1918-31 dic. 1920; ser. 2, anno 4-11 
iv. 7 aad 31 genn. 1921-dic. 1928; ser. 3, anno 12- 

) genn. 1929- 
a 1918- 


v. illus, (1 mounted) plates, ports., maps (part fold.) 
monthly. 


Meher: May 2000- Tomaso Sillant. 

Includes the section Notizie bibliografiche. 
Emigrazione rassegna mensile de! Consortio nazionale di 
lavoro (anno 51) wae tamed as « supplement. 0 to Ras 


¢ lavoro; 
emigrazione 
segua italiana from 1 


24 


(Continued on next card) 
0381, 


‘332088 


Rassegna italiana politica ... 191%- (Card 2) 


italiane ee eee Som 
has been issued with Ras- 
. being caied, 2 'of that poblication trom 
1925 on. years 1921-26 have separate paging. Since 1927, 

pt. i gad pt 3 have toon paged continneame 





1. Sillani, Tomaso, 1888- ed. 


33—2083 


Library of Congress APS7.RIT 


a38b1, 0585, 


as ee ° ee British review. anno 
maggio 1918- 
‘iilano, 1918- 


v. illus, pl, ports. 244°. monthly. 
Editor: Aug. 1918- Mario Borsa. 
1. Italy—Relations (general Gt. Brit. 2 Gt Brit—Relations 
fereexs!) with Italy. L a: 7 Mario, 1870- ed. um. Tithe: Italian- 
ritish review. 
26-1S862 
Library of Congress DG41.R3 





Rassegna 
.. Rassegna della industri e delle in- 
ane ee ak ce 
economia « fnansa afi (afiiale per |’ Associazione 


chimica industriaie di Torino) .. 
Torino, 


v. illus, diagrs. 3257 


1. Mineral industries—Period. 2 Chomietry, Technical—Period L 
Associazione chimica-industriale di Torino. 


ca9-28 Unrev'd 


Library of Congress TN4.R2 


Rassegna monetaria 
see 


Rassegna numismatica. 


v. 1- 


ka Banuges cactenato. 


1879- 
Firenze, Ufizio del periodico, 1879- 
¥. “ar apate im maps, facsims. 23™. 


Monthly, seraimonthly, 
atin ibiggraten tag hag with Fy 3-4 nazionale, be- 


—— Studii di quistioni sociali. fase. 1-6. Firense, 
Ufizio della Rassegna nazionale, 1883. 


132 p. 23°. «With La Wassegna nazionale. y. 15) 
Supplement to “La Rassegna nazionale.” 


Library of Congress AP37.R2 


La Bassegs cetthnanale 4 pelition, ectenms, there of 


$ gen. 187 
nome eto; Tip. di G. Barbéra, 1878- 
v. 3m. 


ar Jan EN han th Caos Pract Sd P 
Franchetti, Sidney Sonnino.—Jan. 


1. Franchetti, Leopoldo, 1847- ed. 1. Sonnino, Sidney, 1800- ed 


ca 12-1215 Unrev'd 


Library of Congress API7.R25 
ms Yt settimanale universale. v. 1-3; 5 gen. 1896- 
11 1898. Roma, 1896-98. 


3 v. illus. (inel. ports. maps) plates. 297 (v. 3: 324™) 


Federico Garlanda, editor. 
Merged into Minerva; rivista delle riviste. 


1. Garlanda, Federico, ed. 


Library of Congress AP37.R3 





Rassegna 


.. Rassegna storica del aa, « om t genn./febb. 
1914- di Castell, 8. Lapi; 
sete., ete., 1914-— 
’. plates ( col.) plan, facsima., fold. tab. 24™. 
Bimonthly (irregular) Jan. 4-Dec, 1917; Cay a. ) 
Jan. 1918-Dec. 1983 ; , Jan.~Dee. 1984; monthly, J 
Organ of Socteth per la 
(later Regio istituto per la storia del risorgimento italiano) 


une 
nova. —July-Deec. 1982, Gioacchino Volpe and others. —Jan. 1983- 
C. M. de Vecchi di Val Cismon. 
(Continued on next card) 
88-16722 
3s 
.-- Rassegna storica del risorgimento... 1914- (Card 2) 


varies : v. 1-8, Citth di Castello, 8. 1914-16.—v. 4-4, no. 2, 

C. Colombo, 1917T-19.—v. 6, no. 8-4, Tivoli, editrice 
moderna, 1919.—v. 7, Roma, U. Pinnard, 1920.—v. 8-14, Aquila degli! 
he |-27.—v. 15-20, Roma, Societa 

eete., 1928-83,—v. 21, 

Roma, La Libreria dello stato, 


straordinario (commemorativo del rivolgi- 
Velie actus“ Suppieento el fase. 1. xvir Congresso a 
sociale 
Palermo, 7-8-0 maggio vm.” 2p. 1, 868 p. 
(Continued on next card) 
8 


38-16722 


.». Rassegna storica del risorgimento ... 1914- (Card 3) 


Rassek, Curt, 1876- 


Der ‘‘Littauer’’ und die ‘‘Kéni von Frankreich,”’ 


LIBRARY OF CONGRESS 


Rassenpolitisches amt der NSDAP. 
franken 


ser 
deutsche arbeiter-partei. bs 


Gauleitung Main- 





Rasemann, Christian Friedrich, 1772-1831. 
Deutscher dichternekrolog, oder gedringte uebersicht der 
b di hen dichter, hriftsteller, erzdhler 
und uet nebst genauer angabe ihrer schriften. Zusam- 








tiaches amt. 


Gauleitung Mainfranken. 


a eee 





Cungrese Secnaidary catia which do not appant as headings tm depository exraloge. 
X 42-1801 
ay 
yo epg oe ere 
Inleidi he kris, door 


van de y 
W. H. flee. yy Noord- Hollandsche uitgevers- 
maatschappij, 1938. 


n von Friedrich Rassmann. Nordhausen, G. W. 
Happach, 1818. 
xvi, 216 p. 179". 
Title vignette. 


1. Germany—Bio-Ddibil. 2 German literature—Bio-bibi. 8. Authors, 
German. 1. Title. 


8837084 
Library of Congress 


Gesmmam, Christian = 1173-1881. 





schriftatel - 
Fe my bee phy ed ee Py 
wissenschaften. Mit einer vorrede fiber die sitte der lite- 





cover-title, 58 p. Spl. 2347. ( der neder- 
akademle van afd. nieuwe reeks, 
deel 1, no. 8) 





1. Daggers. 2. Arms and armor, Javanese. 1. Tithe: Kris. 


AC 38-3508 


Cleveland. Public library 
of Congress 


for Library [A8244.451 2.6, vol. 1, no. 8) 


th (068.492 ) 


Rassers, Willem Huibert, 1877- 

De Pandji-roman ... door Willem Huibert Rassers ... Ant- 
werpen, Boekdrukkerij D. de Vos-van Kleef, 1922. 

6p.1, 5870p. 25". 


Proefechrift—Leyden. 
“Lijet der  avbrainte afkortingen™ : p. ;3, 
“Stellingen”™ : (2, p. laid tn. 
1. Title. 
‘34-20818 
Library of Congress PLS149.6.83 1922 899.2213 


(Rassicod, Etienne, 1645-1718. 
Notes sur le concile de Trente, touchant les points les plus 
i la di 





zwei gedichte von Schondogh .. reslau, Breslauer g ge- 
nossenschafts-buchdr., 1899. 

3p1@ 2p. mn 

jnaug dice — Brocton. 
“Litteratur”: p. cl 


1. Schondoch, 14th cent. 


Library of Congress PT1631.S3SR3 


Ramsenfoane, André de, 156 

Des alchimistes aux briseurs d’atomes, omg) —tyt eon 
forse et G. Guében ... Deuxiéme édition. 
c, 1986. 


1. Alchemy. 2. Chemistry, and theoretical —History. 
8. Matter. 1 Gueben, Georges, eother. 
aC 81-185 
New York. Public library 
for Library of Congress 2 


Rassesfome. 1890— 

Gaston Geleyn, par ice Rassenfosse. Préface de L4o 
ven .-. hommage de Jean Vincent Bruzelles, Les 
Editions de I’expansion beige, soc. an. 1933, 


“Te 6 28 ot ome me SS ove 
male” + phd ——F 
1802 2 
4. Geteyn, Gaston, Paintings, Beigian. ac 
‘Tithe from N.Y. Pub. Libr. Printed by L. 0. 
a 





et le pouvoir des eve- 


ques, les decisions des ss. peres, des conciles et des papes, et les 


résolutions de plus habiles avocats sur ces matieres. Avec une 
Dissertation sur la reception & lsutorité de ce concile en 
Chez Baltasar d’Egmont, libraire. .pocv1. 
4p. L, 358 p, 11, 41, 2p. 179= 

Fictitious print ; prin ited In yoy 
" des jue quelques \ilustres personnes de 

France (i. ¢. Bignon, e Caumardn, Le Pelletier and Bazin de Bezona, 


1545-1543, 1. Title 


31-28054 


Library of Congress BX830.1545 R3 2706 


Rasslan, Wassel. 
... Mohammed und die medizin nach den ueberlieferungen, 
von dr. Wassel Rasslan. Berlin, Dr. E. Ebering, 1934 


Sip. 247 Cg ey sur geschichte der medizin und der 
yo. + ' reg. von prof. dr. med. et phil. Paul Diepgen 
@ & .1) 


“Die benutzten quellen”: p. 50-61 


1, Medicine, Arabic. 2. Muhammad, the prophet 


Library of Congress BPT5.R3 


2 od 
Rassmann, August 
see 


Raszmann, August, b. 1817. 


174 


kappung, von J. W. S. Lindner. Leipzig, W. 
Nauck, 1830, 


vill, 248 p. 219". 


nd peeudonyms, German. 2, Authorship. 1, Lindner, 
Johann Will ‘Wilhelm Sigismund, 1783-1831. 
6 44948 
Library of Congress Z1068.R22 


r41b1, 


Rassmann, Christian Friedrich, 1772-1831. 
Rape omy my schriftsteller - lexicon, ein beitrag 
hi ler hen literatur. Angefertigt 
poe Friedrich Rassmann. Lingen, F. A. Julicher, 1814. 
x, 167, 1h p. 17 
oi as a supplement to F. M. Driver's Bibliotheca monasteriensis, 
4 —— Erster nachtrag. Lingen, F. A. Jiilicher, 


_ viii, %2 1L 17%. (With his Minsterlindisches schriftsteller-lexicon 
Lingen, | 4, 
(Continued on next card) 





12-14852-5 


Christian Friedrich, 1772-1831. Miinster- 
lindisches schriftsteller-lexicon ... 1814. (Card 2) 


—— ———  Zweiter nachtrag. Miinster, Coppenrath, 





1818. 

viii, 182 17™. (With his Minsterlindisches schriftsteller-lexicon. 
Lingen, 1814 
—- Dritter nachtrag. Miinster, Coppenrath, 
1824. 

x, 14 p 18™. 


1. Manster—Bio- bib! 1. Driver, Friedrich Mathias, 1754-1809. Biblio- 
riensis. 


theca monaste: 
12-14852-5 
Library of Congress 722244 M94R18 
Rassmann, Christian Friedrich, 1772-1831. 


Pantheon der tonkiinstler. Oder, Gallerie aller bekann- 
ten, verstorbenen und lebenden tonsetzer, virtuosen, mu- 
siklehrer, musikalischen schriftsteller ete. des in- und 
auslandes ... Von Friedrich dli 
und Leipzig, G. Basse, 1831. 


xp. 11, 26p. 179" 





1 Musicians—Dictionaries. 
9 6606 
Library of Congress ML385.R19 


Rassmann, Christian Friedrich, 1772-1831 
Pantheon deutscher jetzt lebender dichter, und in die bel- 
letristik eingreifender schriftsteller; begleitet mit kurzen bio- 


graphischen notizen und der — n ———. Besorgt 
von Friedrich Rassmann. Hel , C. G. Fi 
buchhandlung, 1823. 

vi, 426 p. 18°. 

“Zashtze und berichtigungen. die wihrend des drocks entstanden 
sind”: p. 381,426. 


1. German poetry—Bio-bibi. 2 German literature —Bio-bibi. 
1. Title. 


34 3K23 
016.881 


Library of Congress Zr230 R24 

















Rassmann, Ernst. 
Nachrichten von dem leben und den schriften minster- 
landischer schriftsteller des achtzeh un 
jabrhunderts . . . Minster, Coppenrath, 1866. 
s, 408, [1] pp. 8° 
72244. M94R19 











Neue folge. Minster, 1881. 
viii, 270 pp. 8° 
22244.M94R2 saane 
Rassmann, Friedrich 
see 
Rassmann, Christian Friedrich, 1772-1831. 


Rassmuss, Hans, 1859— 

. Apuntes geolégicos sobre los hallazgos de carbén al sur del 
lago Nahuel Haupi, por el dr. Juan Rassmuss. Buenos Aires, 
+ grificos del Ministerio de agricultura de la nacién, 


21, 1) p. plates, fold. map. 26)”. 
general oo minas, geologia e hidrologia 
gia)) 


Bibliographical! foot-notes. 


(Argentine republic, 
Boletin no. 28. By (aeolo- 


1. Coal—Argentine republic— Rio Negro. 1. Title. 
G 8 22-187 Revised 
U. 8. Geol. survey. Library (420) no. 28 
for Library of Congress +g AS no. 28) 


(730e2, (358.2) 


Rassmuss, Hans. 
poi zur stratigraphie und tektonik der siid- 
dstlichen Alta Brianza, von Hans Rassmuss ... mit 1 
karte, 6 tafeln und 4 textfiguren. Jena, G. Fischer, 1912. 
128, 114, p. plates (part fold.) fold. - a (oart f fold.) u= 
ata x, nit 3) 
“Literatur” : p. 49. 





1. Geology, Stratigraphic—Italy. 
GS 12-497 


Library, U. S. Geol. survey @02(530) qGS nf, bd. 10, hit § 
Rassmuss, Hans, 1889— 

La cuenca de Marayes, por el doctor Juan Rassmuss. 
Boonce Aires, Tallores gréhoce Sel Ministerio de agriculture do 
la nacién, 1922. 

21 p. m pl, fold. 
» (Geologis)) 


At head of title: 
la nacién. Direccién 


fold. profiles. 26°. (Argentine 
guuwal Go tulaak guotegie © hidrologia. Boletin no. 


argentina. Ministerio de agricultura de 
genera! de minas, geologia e hidrologia. 


1. Geology—Argentine republic. 1. Title. 
G 8 23-171 Revised 
U. 8. Geol. survey. Library (420) B no. 82 
for Library of Congress (QE231.A3 no. 82) 
“139e2, (558.2) 


SS 


os oath lmshsesto > egpieaioune de la nacién, 1920. 


2p. 2. (icqeetine curiae Direccién genera! de minas, geo- 
logia e hidrologia. Boletin n°. Serie 8 (Geologia)) 


At bead of title: Ministerto de agricultura de la nacién. 


1. Coal—Argentine republic. 2. Geology—Argentine republic. 


G 8 20-287 Revised 
U. 8. Geol. survey. Library (420) B no. 23 
for Library of Congress ([QE231.A43 no. 23) 
(1B9e2; (558.2) 


CATALOG OF PRINTED CARDS 


Rassmuss, Hans, 1589- 

... Las termas de Rosario de la Frontera, por Juan Rassmuss 
... Buenos Aires, Talleres gréficos del Ministerio de agricul- 
tura de la nacién, 1925. 

16 p. fold. map. 26". (Argentine republic. Direccién general de 
minas, geologia e bidrologia. Publicacién no. 18) 

At head of title: Repdblica argeatina. Ministerio de agricultura de la 


“Bibliografia” tp 





1. Springs—Argentine republic. 2. Sulphur-springs. L Title. 
G 8 26-204 Revised 
U. 8. Geol. survey. Library (420) P no.13 
for Library of Congress QE231.A35 no. 13 
(1892, (558.2) 
Rasamuss, Juan. 
de la tecténica de la cuenca im- 
brifera del rio de la Rioja con motivo de la diminucién del 
caudal de dicho rio, por el doctor Juan Rassmuss. Buenos 
Aires, Talleres grificos del Ministerio de agricultura de la 


nacién, 1918. 


20 p. pl. fold, profile. 27°. (Argentine republic. ireccién general 
de minas, geologia e hdrologia. Boletin no. 17. Seriee B (Geotegis)) 


At head of title: Ministerio de agricultura de la nactén. 


1, Geology—Argentine republic. 1. Tithe. 
G8 13—407 
CRA? (SARE an 
24001, 

Rassmuss, Juan. 

-- Rasgos generales de las sierras pam 
ae 2 ee & Rasamuss ... Busnes Airea, Tallres grifiens 
del Ministerio de agricultura de la nacién, 1916. 

18 p. 27. (Argentine 


republic. Direccién ees aes & aie, 
logia e bidrologia. Boletin no. 18. series. (Geologia)) = 


At head of title: Ministrio de agricultura de la nacién. 


1, Geology—Argentina republic. 1. Title, 
G8 16—49 
U.S. Geol. survey. Library (420) B 
for Library of Congress u ey 
———Gaey f GBS81.R3 
a40r19e1, 


Rassow, Berthold Leopold Peter, 1866— 

Geschichte des Vereins deutscher chemiker in den ersten 
fiinfundzwanzig jahren seines bestehens. Im auftrage des 
vorstandes von prof. dr. B. Rassow, g Isekrets 


Rassow, Peter, 1889- 

Die Chronik des Pedro Giron und andere quellen zur ge- 
schichte kaiser Karls v. in Madrider archiven und bibliotheben, 
von dr. Peter Rassow Breslau, M. & H. Marcus, 1929. 








2 1, 35 . (Added top: 
P. x, A 4 myn. ( tp. der 
ft.) 
Bibliograpbica! foot-notes 
1. Karl v, emperor of Germany, 1500-1558. 2. Girén, Pedro. 
AC 83-1410 
Title from Wisconsin Univ. Printed by L. C. 
2 
Rassow, Peter, 1889- 
Die kaiser-idee Karls v. apa « an der ik der 
jahre 1528-1540, von dr. Peter Rassow mit 


dr. Emil Ebering, 1982. 
ix p, 11, 452 p. 249". (Historische studien ... brug. von dr. Emil 

Bhering. bft. 217) 

“Literaturverseichals”™ : p. a eine 


1. Karl v. emperor of Germany, 1500-1558. 
1402-1648. 3. p> aoe aw’ Bm * 510-1580 


1 Tithe. 
acs-11 
‘Title from Columbia Univ 
Library of Congress DD180.R25 
a36e1) 43.081 


Rassow, Peter, 1889- 


fyb weep eye gym tq 
2, mit einem nachwort versehene suf. Breslau, Prietbatech, 
1938. 


2p.1,19p. maps 24". (Bresiauer historische forechungen. Hift. 1) 


1. Moltke, Helmuth Kar! Bernhard, graf von, 1800-1801. 2 Germany— 

Defenses. 8, Strategy. 
A 41-22 

‘Wisconsin. Univ. Libr. 

for Library of Congress 12) 
Rassweiler, Clifford Fred, 1899- 

Some new 4hydroxypiperidines. An ai 
thesis of a homologue of arecoline. By Fred 
R i! (Easton, Pa., 1924, 





des vereins. Leipzig, O. Spamer, 1912. 
vill, 255, ;1) p. incl. front., ius. ports, 28)”. 


1. Verein deutecher chemiker, e. v. 
18—17462 
Library of Congress QD1L.VSR2 


#b1, 


Rassow, Frit, ae 





seiner macht und 
Pde. wi ae ey a. aM. Riitten & Loening, 1913. 


411, dy p. 19™. M49 


13-1642 
PT2655.A67S6 1913 


Stella: die i vom Constant 
und von der ag ay Be any chronik 
des bu Ba , mitgeteilt von Frits 
Rassow. it holzechnitten von Max Schwerdtfeger. 


231, chy p. incl. front, illus. 179°. 


1. Title. 


Library of Congress 
Copyright A—Foreign 6894 
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Gece »)—University of Tllinola, 1924. 
title: The structure of debrydro-scetic acid, by C. F. Raseweiler 
from the Journal of the American chemical society, vol. zum, 


5p 


number 12.” 


1. Piperidine. 2. Dehydro-ecetic acid. 3. Arecolin. 


1889- — joint author. = 


819484 
of Cngeme 00462. B4R3 
Univ. of Mlinois Libr. — 
— Copy 2. cd) 











Rassweiler 


Rassweiler, Henry H. 
Portfolio of life; or, A popular study of the } bons in 
which we live. Fully illustrated with a ete set of 


anatomical plates and manikins H. 
fae eee Winters publishing boase 100, 
apt + tire, 17-148, & p. 1 L front, col. pl. (partly superposed) 


1. Anatomy, Human—Charts, diagrams, etc. 2 Physiology. 


132d]; 6- 1666+ 


Library of Congress QM33.R22 


Rassweiler, Henry H. 

Teachers’ hand book; designed to accompany Yaggy's ana- 
tomical study. Prepared by Henry H. Kassweiler ... Chi 
cago, Western publishing house ,°1886, 

wp. 1". 


1. Yaggy's anatomical study. 

6 
Library of Congress QM38.Y125 
(301, 


Rassweiler, Henry H. 


Teacher's hand book: designed to accom 
Geographical study... Prepared by Prof. Prof, Hen YH ieee. 
weiler, a.m. Chicago,Western publishing —{ (1888, 


Dp. 2. 
1. Geography t Yaggy. Levi W. Geographical study. 
ty $-37240+ 
Library of Congress GIS. Y12 
Raseweller, J kK. 


The teachers’ manual and pupils’ text book on anatomy, 

and hygiene. Including the effects of alcohol and 

narcotics upor. the human system, to accompany The 

teachers’ anatomical aid, by Prof. J. K. Rassweiler, a. ™. 
Chicago, Ill., Central school supply house ,°1890, 


Ip... 12, sivp 18)". 


T9241 


Library of Congress QP36. R228 


Rassweiler, J kK. 

The teachers’ manual and pupils’ text-book on anatomy, 
physiology and hygiene, including the effects of alcohol and 
narcotics upon the human system, designed to accompany The 
teachers’ anatomical aid. By Prof. J. K. Rassweiler, a. m. 
and Prof. H. H. Rassweiler, 4. w. Rev. and enlarged ed. 
Chicago, Ill., Central school supply house ,*1890, 

1p. 1, 219 p, 6p. 19. 


1. Physiology 1. Raseweller, Henry H., joint author. 
Library of Congress QP36. R283 
184b1, 


Rassweiler, Merril] Paul, 1910- 


The absorption spectrum of —_ hydride, by Merrill 
Paul Raseweiler ... Urbana, Ill. 


ap 2. 
Abstract of thesis (rm. v.)—University of [lnols, 1987. 
Vita. 


2. Caesiam bydride. 
1. Absorption spectra. jam a. 


QC497.R32 1987 


Ure ne 
——- eye a 5353 


LIBRARY OF CONGRESS 


Rast, Adalbert. 
Studien ber das haarkleid, den haarwechsel und die 
haarwirbel des pferdes ... Hannover, M. & H. Schaper, 1911. 
5, )p. 24". 
Tnaug.-diss. —Bern. 
2D. 5 


1. Hair. 2. Horse. Anatomy and physiology. 


U. 8. Dept. bed 4 ane e2nis 
for Library 4f1b1, 


Rast, Jeremiah, 1828- 


Life sketches ; striking incidents and sermon. By Rev. 
J. Rast. Louisville, Ky., Pentecostal publishing com- 
pany (1913, 


168 p. 2 port. (incl. front.) 19)™. 


1. Title 
13-22483 
Library of Congress 
Copyright A 384827 


Rast, Karl. 

Atomtheorie und atombau, von dr. Karl Rast. Mit abbil- 
dungen im text. Leipzig, J. A. Barth, 1934. 

138 p. diagrs. 21, 

“Schrifttum”: p. 187)-138, 


1. Atomic theory. 2. Atoms. 1. Title 


34-2498, 
Library of Congress QD461.R3 
Copyright A—Foreign 25324 
2) S412 


Rast, Karl. 


Modern views of atomic structure, by Dr. Karl Rast; trans- 
lated from the German by Dr. W. O. Kermack. London, F. 
Muller, Itd. ,1935, 


=, 1596p. dingrs, 220= 


With additional porseneshe to outline the more imponunt nv — 
Ee = since the original German text was published in 1934. cf. T: 


ref. 
Bibliography Pp. 153-154. 


1. Atomic theory. 2 Atoms. 3. Periodic law. t. Kermack, William 
i S98 tr, 


Ogtivy. 1 . Translation of Atvmtheorle und otombau. 
. 36-1136 
Library of Congress QD461.R323 1935 
(3 w1L2 
Rast, Karl. 
Zwei , — hoden der lekeu) hteh 





mung. Von K. Rast... (Mit 13 abbildungen.) 
ha! Handbuch der arbeite- 
Won nee tO 
chemische methoden. t. A, 1. halfte (1928) p :743,-762. ) 
Bibliographical foot-notes. 


1. Molecular weights 


AC 96-9127 
Title frow Ohio State Univ, 
Library of Congress (QH324.43 1920 abt. 3,t. 4) 
2) (874.072) 
Rast, Maximilian. 
ogia naturalis in usum schol uctore Maximili 





Rast,s.3. Friburgi Brisgoviae, fader bon, 100 1939. 
xiv, 2465p. 20°. (Added tp: 
~ pare vr) 





“Conspectus bibliographicus™ : p. (xi)-xIv. 


1. Natural theology 1. Title. 
ACwm14 
Catholic univ. of America. Library 
for Library of Congress i) 
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Rast, William Leitner, 1906— 

Ae ee ee ee ee - 
by William «» (Cleveland, 1988, 

ican gee 9 ius, diagrs. 25". 

Thesis (ru. )—Tenaaytvania state extiege, 2008, 

Vita ‘on label attached to p. ®: of cover. 

“By W. R. Ham and W. L. Rast.” 
on a from Transactions, American society for metals, Septem- 


“Errata” Segre 


1 Iron—Metallography. 2 Diffusion. 8. Hydrogen. 1. Ham, Wil- 
Ham Ross, 1873- Jotnt author. 
Library of Congress TNGW.ITR23 1960 = 
Pennsyivania State Col- lege Libr. 
ra 660.1 
Rastall, Benjamin McKie. 
? ap ren ap and digest of the foreign trade sit- 


uation { Economic problems of the war situation) by Ben- 
jamin M. Rastall, industrial development expert. 
ton, Wright & Potter printing co., state printers, 1914. 


15 23°". (Massachusetts. Some board of labor and industries. 
Industrial veal bulletin, no. 1) 


“Announcement of foreign trade service. By the State board of labor 
and industries”: p. (3)-4. 


1, U. S—Comm. 2 European war, 1914- 


U.5. 1. Title. <a aa 


14-31781 
Library of Congress HC107.M4A43 
Rastall, Benjamin McKie. 
“The Cripple Creek strike of 1893"" iby) B. M. Rastall. 


or a an introduction by T. K. Urdahl. jorado Springs, 
‘0 


ii, 43, 1) p. 225 


1, 
od Corben, no. 17 


(On — Colorado college studies. Gen- 
Social science series, no. 5. vol. 1, p. 1-48) 


“A ou gtenines for the degree of master of arts, Colorado col- 


Pl 
Bibliography:  p 48-46) 


1. Cripple Creek strike, 1993. 


Library of Congress AS36.Cs5 
Copy 2. H31.C6 





Rastall, Benjamin McKie. 

The labor history of the Cripple Creek district; a study 
in industrial evolution, by Benjamin McKie Rastall Madi- 
son, Wis., 1908. 

166 p. plates, facsim. 2347. (Bulletin of the U aes of Wiscon. 
siv no. 198. Economics and political science ser. vol. 8, no. 
Thesis (pu. vo.) —University of Wisconsin, 1906. 
Dart 1 originally published under tithe “The aad Creek strike of 
hor’s thesia (™. a.) Colorado college, 
Bibliography p. 1% 
1. Cripple Creek strike, 1898. 2. Cripple Creek strike, 1908-1904 





6-14740 

Library of Congress HS1.W68 vol. 3,n0.1 

naman Gay & HDS825.M8.1908.08 
(a39b1, 

Rastall, Benjamin McKie. 

The labor history of the Cripple Creek district; a study in 
industrial evolution, by Benjamin McKie Rastal] ... Madison, 
Wis., 1908. 


166 p. plates, facsim. 234". 

Thesis (on. b.)—University of Wisconsin, 1 

Reprinted from the Holic €; the University of Wisconsin, Eco 
nomics and petites ectenes oust ol. 3, pp. 1-106." 

Bibliography : p. 164- 


1. Cripple Creek strike, 1893. 2. Cripple Creek strike, 1908-1904. 


88-17044 
HD6325.M8.1908.C82 


12) 


Library of Congress 


Rastall, Benjamin McKie. 

... Plan and methods in municipal efficiency, by B. M. Ras- 
tall. Milwaukee, Wis. ,C. H. Kronenberger & co., printers, 
1911. 


20, ;1) p incl. charts 23)°. (Milwaukee. Bureau of economy and 
efficiency. Bulletin vo. 1) 


1. Municipal government 1, Title. 


12—87902 
Library of Congress TSI111L.A2 
——- ——— Copy 2. JS145.R3 
ld, 














Rastall, Benjamin McKie, ¢ump. 

. Trade conditions and opportunities in South Amer- 
ica. Comp. for the State board of labor and industries 
by Benjamin M. Rastall, industrial development expert. 
Boston, Wright & Potter printing co., state printers, 1914. 


42 p. 23%. (Massachusetts. Syme board of labor and industries 
Industrial development bulletin, no. 


tary list of trade coeninge in Latin American countries, 
from m Buy consular and trade reports,’ to October 20": p 
representatives of South American countric* stationed at 
Poribliogtaphy p. 41-42 


1. South America—Comm. 2 U S.—Comm—Sovuth America 3. South 
America—Comm. —U. S 
14-31 782 


Library of Congress WC107 M4A43 


Rastall, John printer 


Rastell, John. 


Rastall, Robert Heron, 1871- 
Agricultural geology, by R. H. Rastall . 

University press, 1916. 
ix, 331, (1) p. Mus, 22. 


Cambridge |Eng., 


(Half-title: Cambridge geological series) 


1. Geology. 1 Title 


11—7200 
Library of Congress 
31, 


Rastall, Robert Heron, 1871 
The geology of the metalliferous deposits, by R. H. Rastall 
Cambridge, At the University press, 1923 
xii, 508 p. fMlus. 22°. (Half-title: Cambridge geological series) 
Bibliographical references. 


1. Ore-deposits. 1. Title. 
G84 
Library, U. 8. Geological Survey 410 RI6 
(Mel, 
Rastall, Robert Heron, 1871- 
Molybdenum ores, by R. H. Rastall London, 


J Murray 11922; 


ix, 86 p. illus. (map) 214". (Imperial institute Monographs on 
mineral resources, with special reference to the British Empire 


“References to literature on molybdenum”: p. 78-86. 
1. Molybdenum. 
23-4028 
Library of Congress (N490. M7R3 
os 
Rastall, Robert Heron, 1871- 
Physico-chemical geology. by R. H. Rastall London, 
E. Arnold & co., 1927. 
vi, 268 p. diagrs, 22" 
1. Geochemistry i Title 
27—15082 
Library of Congress QESI5.R3 
(32b5, 


CATALOG OF PRINTED CARDS 


Rastall, Robert Heron, 1471- 
.. Report on the geology of the Kinta valley, Federated 
Malay States, by R. H. Rastall Kuala Lumpur, Feder- 
ated Malay «tates government press, i:27 
Tp s™. 
Caption title. 
28 of 1927 


t t 
to be iaid before =e Federal cs 
Bigh commissione: 


Federated Matay States. Paper 
uncil by command of bis excellency the 


1. Geology Malay States, Federated —Kinta valle: 1. Maley 
States, Federated. Geological survey. m1. Title sn Title Kiota val- 
ley, Federated Malay States. Cevlogy of. 

GSwmm 

Library, U.® Geological Survey 


Mel 


(637) qR1sk 


Rastall, Robert Heron, 187! 
Tungsten ores. by R. H. Rastall 
Lonion, J. Murray, 1920, 


and W. H. Wilcockson 


ix, S1p. diagrs, 21¢* 
eral remeurees committer 
reference fo the Hriti<h empire 


(Gt. Heit, Toperial tnstitate Londen. Min 
veraph< on mineral resources with special 





Vrepared wader the direction of the MW 
the aseistance of the x and tee 
tute 
“References to literature on tungsten 





, resources committee with 
pleal staff of the Imperial inst) 











p 17-8 


1. Tongsten 1 Wileockson, William Howson, jolot author 
Gs 2300 
U. 8. Geol. survey Library 49 ~=R2 
for Library of Congress a37d1, 


Rastall, Walter Henry, 1879- 

... Industrial machinery, 1930, 
dustrial machinery division. W 
off., 1981. 


W. H. Rastall, chief, In- 
ington, U. 8. Gort. print. 


fv, @2 p. incl. tables, diagrs. 264". (U. 8. Bureau of - 
¢ emmeres (Dept. of commerce) Trade promotion 

1) 

At bead of title: U. 6. Department of commerce. R. P. Lamont, sec- 


=. Bureau of foreign and domestic commerce William L. Cooper, 











1. Machinery—Trade and manofactore. 1 Tithe. 

81-28512 

Library of Congress HD9706. U62R22 
—————- Copy 2. Oe) . 338.4 
Rastall, Walter Henry, 187!)- 

1424 plans for machinery experts, by W. HL. Rastall, 
chief, Industrial machinery division. Washington, Govt 
print. off. 1924 

tables 2 t . of foreven and cre 
f commer Trade informat bulletin, no. 
Cymer morte. | Publishe! hy the Bureau of foreign 
omunerce. March 17, 19% 

1. Machiner ravle and nifacture Us U.S. Bureau of 
forey ard conn t omnwt ept of commerce) ” Gommeves reports 
Supplement. 11. Title 

24-21.282 

Library of Congress HF105.C285 no. 212 

Copy 2 11D9705 UG2R23 


4 


Rastall, Walter Henry, 1879- 


r Promoting American machinery sales abroad, by 
W. H. Rastall, chief, ——— machinery division 
Washington, Govt. print. off., 192 


fi, 18 p. incl tables 244°". ( Bureau 


of foreign and Gees 
commerce (Dept of commerce 


A ft bulletin, no 
Suppiement to Commerce reports Published by the Bureau of foreign 
and domestic commerce. August 20, 1923. 


Machinery—Trade and manufacture ' U.S Bareaw of foreign 
and domestic commerce (Dept. of commerce) Commerce reports. Sup- 
plement. m. Tithe 

23-26751 
Library of Congress HFIOS C285 no. 138 
Copy 2 HD70S.A2ZR5 
$s 


Kastall, Walter Henry, 1879- 

The use of statistics of machinery exports, by W. H. 
Rastall, chief, Industrial machinery division. Washington, 
Govt. print off., 1923. 

ti, 4 » imei. tables. 246)™ ,U, 8) Bureau of foreign ond domestic 
ammerce (Dept. of RT Trade information bulletin, no 138) 


Supplement to Camen reports. ~ by the Bureae of for- 
chen and domestic comme August 20, 


8. Bureau of 


1. Machinery—Trade and manufacture 
te Commerce re 


foreign and domestic commerce (Dept 
perte. Supplement. tt. Title 


of comuneree) 


3-275. 
Library of Congress HPIG.C2G no. 138 
— —-—- Copy 2 TiDOTOS VE2R3 
(0142, 
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Rasteil 


»Rastall, Yilliam 


Rastell, Jillian. 


Rastall, «illiaem Dickireen 


Dickinson, dilliam, 1756-1622. 


Rastapchine, andre » comte 
see 


wat ay tm Andrei Fedorovich, graf, 
bs 161 


Rastatt. Grossherzogl Gymnasium. 
Jahres-bericht. 
Rastatt, 18 
. aan 


Full title of repo: Gr iches gymnasium Rastatt. 
Jahresbericht era ,o schuljahr onda emladung ru der ... 


stattfindenden prufung 
Most of ons reports include “Abbandlungen.” 


ca 7-932 Unrev'd 
Library of Congress LF3195.R2G4 
Rastawiecki, Edward, baron, 1805-1874. 
Mappografia dawnej Polski, przez Edwarda barona Raste- 
wieckiego. Warszawa, W druk. S. Orgelbranda, 1846. 
2piLrpth ep we 


1 Poland—Dexcr. & trav.—Mape—Bibi 


96185 
Library of Congress 2A02T PTTRE 
(Mel, 
Baste], Maxime 
Paris, Société 


.. Liépor théatrale, 1914-1918 
mutuelle d’édition, 1924. 

x 8p,il mn 

Contents —Le canon de 75. 


ny Le eee if. v7 
Le passant et — 
Sreerée Guynemer ou le fantéme alorieux — 


Je poll tes sites tree 


La victoire en chantant. 


1. European war, 1914-1918—Drama. 1. Title. 
Library of Congress PQ26IS.ARES 1924 
Copyright A—Foreign 28611 
2 





Rastel 





Rastel, Georges. ; 

-. Les doctrinales sur le bimétall au xa” 
siécle ... par Georges Rastel . Paris, Les Presses modernes, 
1935. 


198 p. “diagrs. 254”. 


Thése—Univ. de Paris. 
“Bibliographie” : p. \170)-196. 


ass 42-10437 


Library of Congress HG40.B3 1985 


Rastel, 

... Les controverses doctrinales sur le bimétallisme au xrx™ 
sidcle. Paris, Imprimerie Les Presses modernes, 1935. 

16 p. 2. 

“Bibliographie™ : p. (170;-196. 


1, Bimetallism. 1 Title 
AC 364% 
‘Title from N.Y. Pub. Libr. Printed by L. C. 
a 


;Rastell, John, d. 1536. 


An || Exposition of certaine diffi- | eult and obscure 
words, and termes || of the Lawes of this Realme, newly 
set forth || and augmented, both in Frenche || and English, 
for the helpe of such || yong Students, as are de- || sirous 
to attaine to the || knowledge of |! the same. || (Ornament, 
In adibus Richardi |! Tottelli. || Cum priuilegio. || 1592. || 

4p. 1, 196 (i ¢. 198) numb. L  15™ 

Signatures: 4 leaves unsigned, A-M*, N*, O-Z*, Aa’, Bb*. 


PB in pacing two unnumbered leaves (sigs. N ’ and iN. vij) 
between leaves 100 and 101 (text continuous) 
(Contigued on next card) 


ch 442 
2) 


Rastell, John, d. 1536. An || Exposition of certaine 
diffi- || cult and obscure words ... 1592. (Card 2) 
English and French in parallel columns. 
few GA S27 ite a Lote ite “Expositi 

terminor’ legum ens o The authorship and translation foom 

ously to John and William Rastell. cf. Ames, T; I antiquities ; 

Dict. nat. biog.; Marvin, Legal bibliography ; Brit. mus, Catalogue; ete 


1. Law—Dictionaries. 1, Rastell, William, 15087-1565. u. Title. 


Rastell, John, d. 1536. 


of the } same. | (Ornament, At London | Printed by th 
of Charles | Yetsweirt Esq. deceased. | Cum priuile 

gio | Maiestatis. | 1595. | 

4p.L, 2 numd.1 10. 
(Continued on next card) 
444 
0e1, 

{Rastell, John, d. 1536. An | Ex Of Cer- | taine 


LIBRARY OF CONGRESS 


\Rastell, John, d. 1536. 


An exposition of certaine difficult and obscure words, and 
termes of the lawes of this realme. Newly amended and aug- 
mented, both in French and English, for the helpe of such 
young students as are desirous to attaine to the knowledge of 
the same. London, Printed for the Company of stationers, 
1607. 

4p. 1, 198 numb. | 14". 

Signatures: A-Z*, Aa-Bb!. 

Irregularities in foliation. 

(Continued on next card) 


32-17106 
2) 


An exposition of certaine difficult 
1607. (Card 2) 


me oe French .——— columns. 
At t-p.: Cum jutlegio. 
1527, with a Latin title, “Expositiones 

Cuigiantiy composed ta Freee. a S m ned Boaish 
with title, “Exposicions of the termes of the lawes Engla: owe” 
Later French and English editions appeared under titles, “An exposition 
of certaine difficult and obscure words ...” and “Les termes de la ley .. 

The authorship and translation ascribed variously to John and Wil- 
Mam Rastell. a Ames, Typogra| antiquities; Dict. nat. blog.; 
Marvin, Legal bibi.; Brit. mus Catalogue. 

Imperfect : leaf 153 mutilated. 


1, Law—Dictionaries. 2. Law-—Ot. Brit 
15087-1945. nm. Title. 


(Rastell, John, d. 1536. 


t Rastell, William, 


32-17106 
Library of Congress 2 


Rastell, John, d. 1536. 

An ition Of Certaine difficult and obscure words, and 
Termes of the Lawes of this Realme. Newly amended and aug- 
mented, both in French and English, for the helpe of such 
young Students as are desirous to attaine to the knowledge of 
the same. London, Printed for the Company of Stationers, 
1609. 

4p.L,186oumbd.. 14°. 

: AZ, Aa-BY. 

Irregularities in paging. 

English and French to paraliel columns. 


(Continued on next card) 
1i0c1, 


(Rastell, John, d. 1536. An Exposition Of Certaine difficult 
and obscure words... 1609. (Card 2) 

At foot of t-p.: Cum priullegio. 

Imperfect : part of title-page and 


Rastell, John, d. 1536. 

An exposition of certaine difficult and obscure words, and 
termes of the lawes of this realme. we tay ef 
mented, both in French and English, for the helpe of 
young students as are desirous to attaine to the knowledge of 
the same. London, Printed for the Co: panie of stationers, 
1618. 

4p.L, 196 oumb.L 14)". 

Signatures: A-Z*, Aa-Bb*. 

English and French !n parallel columns. 

(Continued on next card) 


*Rastell, John, 2. 1536. 
terminoré le- | gum anglord. ee 
i 
tam | de libris Magistri Litteltoni | qué de alijs legum libris 
collectis | et iter com, 1 iuui 
cessarijs. | .. {'London, 1527, 
8 p. |, cit! numb. 1, (2; p. 189. 
2 EV. die Julij anno fi | M. v. C. 
eee a 
Signatares: |, A-N# 


In French; @ variously to John Willem 
Rastell. of. Ames, Typographical « ; Marvin, Legal bibliog. 
raphy; Brit. mus. Cee, ae a. 

( tinued on next ) 


E 


;Rastell, John, d. 1536. 
anglori... ,1527, (Card 2) 


Initial on ¢.-p.; leaf at end contains 
friends (on recto) and of St. John, the 


Manuscript notes on last leaf. 


1, Law—Dictionaries. 1 Rastell, William, 15087-1565. m Title, 





30-463, 
Library of Congress 
— Copy 2 tm perfect; two leaves at beginning 
and two at end mutilated; notes, marginal, inter- 


manuscript 
Unear and on fy-leaves. 2 


Rastell, John, d. 1536. 


The Expositions of the Termes || of the Lawes of Eng- 
lande, with di- || uers propre rules and principles of the 
lawe, || aswell oute of the Bookes of master Litle- || ton, 
as of other. Gathered both in Fren- || che and English, 
for yong men very || necessary, whereunto are || added the 
olde || tenures. |j (*2*) || 1572. || ¢ In edibus Richar- |! di 
Tottel. || Cum priuilegio. |), 

3p. 1, 138 numb. L, 4p. 15™. 

Signatures: A-S* (last leaf blank) 

Irregularities in foliation: leaves 62-69 numbered 39, 46, 41, 41, 43, 39, 45, 
43; leaf 87 numbered 78. 

(Continued on next card) 


23441 
12) 


(Rastell, —_ d. 1536. The Expositions of the 
Termes || of the Lawes of Englande ... (Card 2) 
English and French in parallel columns. 

The Library of Congness copy is imperfect ; title-page, prologue and first 
page of text wanting (3 p. : lied in photostat facsimile from Harvard 
ing the L. C. copy have 5 p. 1 

r . , with a Latin title “Expositiones 
terminord legum anglora ...” The authorship and translation ascribed vari- 
ously to John and William Rastell. cf. Ames, Typographical antiquities; 

Dict. nat. biog.; Marvin, Legal bibliography ; Brit. mus. Catalogue; etc 


1. Law—Dictionaries. 1. Rastell, William, 19087-1565. 1. Title. 


ae 
Library of Congress 2 


;Rastell, John, d. 1536. 

The pastyme of people. | The Cron of dyuers realmys 
and most specyally of the realme of | breuely cdpylyd 
( empryntyd in chepsyde st the sygne of | the mearemayd 
next to pollys gate. | @Cum priuilegio. (London, 1529, 

1 p. 1, facsim. : 69 sheets mounted on 351. 20) x40". (The Modera 
ee <a Collection of photographic facsimiles, 
no. 51 

At head of prelim. leaf: Library of Congress. 

Reproduced from a copy in the British museum. 


Ne Deposited in the Library of Congress by the M. L. A. 
Committee on the reprodoction of manuscripts and rare printed books. 
Bach chest of the fecsimile represents two pages of the original (8 
verso the opposite recto) beginning blank verso 
Seet eat and therecte of the second leaf (frst printed 
page of the book) 
(Continued on next card) 
MSO-11 
3) 
Rastell, John, d. 1536. the pastyme of people ... ,1529, 
(Card 2) 


Colophon of original (as represented by facsimile): Johannes Ras 
Cum priuilegio Regall. 
Collation of original (os 68 unnumb |. 


represented by facsimile) : 
(4 ¢. (34 p. 1 L) Signatures A-E and A-F in sixes, G? including 18 
full-page woodcuts of the English kings, said to be by Rastell himself. 








ol 
ot 











;Rastell, John, d. 1536. ° 
The pastyme of people. The Cronycles of dyuers realmys 
and most specy: of the realme of Englond breuely cépylyd 
& empryntyd laced os he renal te ceiaeal next 
to pollys gate... Colophon: Johannes Rastell. Cum priuilegio 
i, 15297 


’ 
11 Mus (incl. porta) 824 x 23". 
p pat A-E, and A-G! In sixes, locluding 18 
wood-cuts of the Kings, said to be by Rastell himself 
; wanting Bx and Evt in first part 
Date of writing given on verso of Dvi under Henry mz as “the xxi. 
yere of kynge Heory the .vm.” (4. ¢. 15297) - 


in woodcut 





cuneate: Pusitp tard to 9 county of 
1 Ot. Brit —Hist— To 1485, 2 Burope — Hist —476- 
102 sit, Title. 
Library of Congress DA130.R2 10—21200 
(04001, 





the kings of England. London, Printed for F. C. and J. 
Rivington ,ete., 1811. 
1 p. L, cvp-vill, 200, (1, p. incl. ports. 80) x 249". 
“Advertisement” signed: T. F. Dibdin. 
(Continued on next card) 
213643 


87; 
Contents. — Roman history.— Papal history.— Flemish bistory.— 
French history —Norman history — British history. 


1. Gt. Brit.—Hist.—To 1485. 2 Europe—Hist.476-1492. L Dib 
din, Thomas Frognall, 1776-1847. 


Library of Congress DA190.R2 


sn, 


;Rastell, John, d. 1536. 

Les termes de la ley : or, Certaine difficult and obscure vvords 
and termes of the common lawes of this realme expounded. 
Now newly imprinted, and much inlarged and augmented ... 
London, Printed for the Company of stationers, 1624. 

Tp.1, Sil oumb.1 16)". 


Signatures: 7 1 unsigned, A-Z*, Aa-Qq° (last leaf biank) 
As Soet of ¢- : Gam ereuasie. 
English and in parallel columns. 
card) 
(Continued on next » es-eeesr 
co 
John, d. 1536. Les termes de la ley ... 1624. 


(Rastell, 
(Card 2) 
Originally composed in French, 1527, with a Latin title, “Expositiones 

terminor legum angloré ...” blished in 1567 in French and English 

with title, “Exposictons of the "Later 


The au’ ip and translation ascribed variously 
Nam Rastell. cf. Ames, Typographical antiquities ; Dict. nat. biog. ; Mar 
vin, Legal bibl.; Brit. mus. Catalogue. 


1. Law—Dictionaries. 2. Law—Gt. Brit. 


1 Rastell, William, 1508?- 
1%. 1. Title 


38-83657 
Library of Congress 


b 


Rastell, John, d. 1536. 
; Les termes de Ia ley: or, Certaine difficult and obscure words 
and termes of the common lawes of this realme 

i a 


Mam Rastell. cf. Ames, J Typographical antiquities | Dict 
a fe Lesa) bibliography ; Brit. mus Catalogue. 
Law—Gt Brit —Dic tlonaries. t Rastell, William, 
1508 > 1546. ‘Title. 
Library of Congress 2 42-27353 


CATALOG OF PRINTED CARDS 


;Rastell, John, d. 1536. 

Les termes de la ley: or Certaine difficult and obscure 
words and termes of the common lawes and statutes of this 
realme now in vse expounded and explained. Newly im- 
printed, and much inlarged and augmented. With a new 
addition of aboue two hundred and fifty words ... London, 
Printed by the assignes of Iohn More, 1636. 

Sp. 1, 302 (4 ¢. 308) numb. 1. 174. 

Signatures: A-Z’, Aa-Qq* (inst leaf blank) 

Irregularities tn foliation; leaf 96 duplicated in numbering. 

(Continued on next card) 


81-19815 
a 


(Rastell, John, d. 1536. Les termes de la ley... 1686. 


(Card 2) 

English and French in <9 columns. 

Originally composed in bh, 1527, with « Latin title, “Expositiones 

ingiorS ..." Published in 1 im French and Eng- 

lish with title, “ termes of the la’ England ...” 
Later French and ish editions nen tithes, “Les termes 
o3 ley od “AD apd obscure 

The authorship and translation and Wil- 
Mam . Ames, raphical antiquities; Dict. nat. biog.; 
Marvin, Lega! bibliography ; 


‘31-19815 
Library oc! Congrecs a 


Rastell, John, d. 1536. 

Les termes de la ley: or, Certaine difficult and obscure 
words and termes of the common lawes and statutes of 
this realme now in use expounded and explained. Newly 
imprinted, and much inlarged and augmented. With a 
new addition of above two hundred and fifty words ... 
London, Printed by I. Beale and R. Hearne, 1641. 

7p.1,271 numb.L 18". 


Irregularities in paging. 
English and French in parallel columns. 
(Continued on next card) 
2 


(Rastell, John, d. 1536. Les termes de la ley ... 1641. 


(Card 2) 
Originally composed in French, 1527, with a Latin title “Expositi 
" angloré ..." Publi int in French 
with title “Exposicions of the termes of the tooo af } las ;“. — 


taine difheult Obscure words ...” and “Les termes de la ley 

The authorship and translation ascribed variously to John and William 
Rastell. cf. Ames, Ty, ical antiquities; Dict. nat. ; Marvin, 
Legal bibliography ; Brit. mus. Catalogue ; etc. 


1. Law—Dictionaries. 1. Rastell, William, 15087-1565. wu. Title 
23-443 
Library of Congress 2) 


;Rastell, John, d. 1536. 

Les termes de la ley: or, Certain difficult and obscure words 
and terms of the common laws and statutes of this realm now 
in use expounded and explained. Newly corrected and en- 
larged. With an addition of above one hundred words . 
London, Printed by John Streater, James Flesher, and Henry 
Twyford, assigns of Richard Atkyns and Edward Atkyns, 
1667. 





Tp i, 68a) p 179 
Signatures: A-* (A' wanting), As-Qo’, Rr 
English and French in parallel columns. 
(Continued on next card) 
32—17104 


Rastell 


(Rastell, John, d. 1536. 

Les termes de la ley; or, Certain difficult and obscure 
words and terms of the common laws and statutes of this 
realm now in use expounded and explained. Newly cor. 
and enl. With an addition of above one hundred words 
... London, Printed by John Streater, James Flesher, 
and Henry Twyford, assigns of Richard Atkins and Ed- 
ward Atkins, 1671. 

7 p. 1, 613, 1) p front. (royal arms) 18°. 

(Continued on next card) 


122e2) 


7-28063 Revised 


PRastell, John, d. 1536. Les termes de la ley... 1671 
(Card 2) 


Rastell. cf Ames, T) 
oditor’s predece is signed: T. . & ¢ Thomas Blount?) 


1, Law—Dictionaries. t. Rastell, William, 15087-1565. mn. Blount, 
Thomas, 1618-1679, ed. mt. Title. 


7-28063 Revised 


Library of Congress «r22e2) 


(Rastell, John, d. 1536. 
Les termes de la ley; or, Certain difficult and obscure words 
common laws and statutes of this realm 
d and Ne 





T , 
Irregulari paging ; p. 464-467 omitted in numbering 
English and French in parallel columns. 
(Contigned on next card) 
28-27655 
a 
John, d. 1536. 


The authorship and trenalation ascribed variously to Jobn and Wil- 
iam Rastell, cf. Amer. antiquities; Dict. nat. blog.; 


. Rastell, William, 15087-1565. 


1 
m1. Title. 


1. Law—Dictionartes. 
Thomas, 1618-1678, ed 


i 


Library of Congress 
— ———- Copy 2. Im- 
the reader”), p. 1-4, T-10, 


inted in any other impression 
ycroft and J. Rawlins, 1708. 
2p. 1, 556 (4 ©. 576) p. 20. 
Many irregularities in paging. 
English and French tn paraliel colomne. 
(Continued om pext card) 
Tel, 


Library of Congress Stel, 








‘ 


Rastell 


;Rastell, John, d. 1536. 

Les termes de la ley: or, Certain difficult and obscure words 
and terms of the common and statute laws of this realm, 
now in use, expounded and explained. Corrected and en- 
larged, with the addition of many other words; particularly 
of those that have been lately introduced into the statute law 
of Great Britain, never printed in any other impression ... 
London, In the Savoy, Printed by Eliz. Nutt and R. Gos- 
ling (assigns of E. Sayer) for R. Gosling, wvccxxt. 

2p. 1, 902 p. 209% 

(Continued on next card) 


(2) 


31-19316 


Rastell, John, d. 1536. MDOCXZI. 
(Card 2) 

English and French tp porattel gulvmus 

Originally composed tn 1527, 


Les termes de la ley ... 


with a Latin title, “Expo- 

sitiones terminord Published in yf in French and 
sh with title, “Exposicions of the termes of es of England 
Later French and English editions appea cater titles, “Les 

termes de la tey * and “An exposition of certatne difficult and obscure 





be authorship and translation — ~ variously to a | a wil 
ef Ty Dict. nat. biog. ; 


mm. Rastell Ames, Typograph' d -- -— 
Marvin, Legal bibliography; Brit. — 
1. Law— Dictionaries. 1. Rastell, William, 15087-1565. 1. Title. 
31-19316 


Library of Congress 


Rastell, John, d. 1536. 
Les termes cle la ley: or, Certain difficult and obscure word: 
= — of the common and statute laws of England, now in 
pounded and explained. ist American, from the last 
Leaies of ed. of 1721. Faithfully translated from the Norman 
French, with many great and useful additions and corrections 
throughout the whole book, never printed in any other im- 
ion... Portland ;Me.,: — by J. iuan Wat- 
son & Bangs, printers, Hoston. 18 
iv, 3991p. 225". 
(Continued on next card) 


S87 ine 
M001, 


Rastell, John, d. 1536. 
(Card 2) 


Originally composed in e.5 wy — 2 Latio tithe, “Expositiones 
terminor® 1567 in French and Engliah 


Les termes de la ley ... 1812. 


appes: 
ley ..." and “An exposition of certaine ‘diMeult and obmeure words 4 
Tie authorahip and translation ascribed variously to John and wit. 
iam Rastell. cf. Awes, Typographical antiquities; Dict. nat. bie. 
Marvin, Legal bibliography; Brit. mus, Catalogue. 


— Dictionaries, 2. 
108-1585, un, Title. 


Law — Gt. Heit. 1. Rastell, William, 


3715816 


Library of Congress Wet 


Rastell, William, 1508 !-1565, comp. 

A colleecion || of entrees, || Of declaracions, barres, re+ 
Plicacions, reioinders, issues |! verdits, iudgements, exe- 
eu |! tions, proces, contynuances, || ¢ssoynes, & diuers 
others matters. | And fyrst an epistle, with cortayne | 
instructions neces-arve to bee || redde for the redy fynd- 
ige |! of the matters in thyss | booke. || (London, In wdibus 
Richar- || di Tottell. |) Ciim Priuilegio Anno salutis 
M.DAXVEL | decimo quarto die Maij. 

$ p. 1, 627 numb | 
5 a8, ceil (title, verso blank: preface, 2 1: tabula, 
21): A.ji-tA.vilis, B-Z", Aa-Z2", Aaa-Zzz", Aaaa-Hbbh’, lili’, KKikk* 

Irregularities in paging ; ttle within Pow <i Shen border. manuscript mar 
inal and interlinear notes: 

















Festal Seas ete, in Latin; “notes and refermentes” in 
F rene 7h 
1. Pleading. 2. Forms (Law)—Ct. Brit 1. Title 
Tileary of Coneress 2 22-2119 


Rastell, William, 1508 !-1565, comp. 

A collection || of entrees. || Of declarations, barres, 
replications, reioinders, is- {| sues, verdits, iudgements, 
execn- " tions, proces, continuances, || essoynes, & diuers 
others || matters. Newly aug- |! me snted & a- || mended. 

f And first an Epistle, with certaine instru- || etions neces- 
sarie to bee we for the re- {j dy finding of the mat- 
ters in " thys booke. |! (London, q In wdibus Richardi | 


Tottel. | Cam priuilegio. tq Anno. 1574. vicesimo se- 
eundo Tanuarij. !' 
4p. 1, 627 numb. 1. 33). 
(Continued on next card) 


22-2120 
rd) 


LIBRARY OF CONGRESS 


Rastell, helen: 1508 ?-1565, comp. A collection |! of 








entrees 1574. (Card 2) 

§ raves unsigned, A. UO es, Z2*, Aaa-Zr2", Aaaa-Llihh', 
li. ekkke «las : st Kkkk* blas 

Irregularities in paguyg; tithe within ~. F tural border. 

Text of pleadings, ete, m Latin; “notes & referments” in French. cf. Pref 

1, Pleading. 2. Forms (law)—Gt. Brit 1. Title 


22-2120 


library of Congress 12; 


Rastell, William, 15081-1565. 

A collection of entries of declarations, barres, replica- 
tions, rejoynders, issues, verdicts, judgements, execu- 
tions, proces, continuances, essoynes, and divers other 
matters. Newly amended, and much enlarged with many 
good presidents of later time, whereof divers are upon 
sundry statutes, and noted in the end of the table. The 
new presidents throughout the book, and likewise their 
titles in the ‘ble, have this mark gam set before them . 
The last edition carefully corrected. By William Ras- 


tell, esq. London, Printed by John Streater, James 
(Continued on next card) 
12-4961 Revised 
121d) 
15081-1565. A collection of entries 
of declarations ..._ (Card 2) 


Flesher, and Honey <a, entgone of Richard Atkins 
and Edward Atkins ,ete.) 1670. 


19%, ae x. 


The pri Pg Se Sf S hh Marg ot Oe 
piste of pt ky etc., in Latin; “notes and referments” in French. ¢f. 


1. Pleading. 2. Forms (Law)—Gt. Brit. 1. Title. 
12-4961 Revised 
Library of Congress 
— —— Copy 2. Imperfect; folios 201 and 203 want- 


ing, supplied by photostat. r21d2) 


Rastelli, Angelantonio. 

Tl dottor della villa su tutti i principali oggetti 
dell’ agricoltura; opera che serve d’istruzione ai coloni 
de’ pros e di lume ai loro padroni, e fattori, accomodata 
al clima, e alla miglior prattica d'Italia in tutti i rami 
d’industria agraria. Dat in luce per comun vantaggio 
dall’ abate D. oy Rastelli ... ed 





Raster, Hermann, |827-1891. 
Reisebriefe von Hermann Raster. 
und einen bildniss des verfassers. 
tenberg (F. Zillessen) 1891. 
318 p. 199. 
Contents.—Briefe aus Mexiko 


Briefe aus Deutschiand, der 
graven elend. i 1891 


Mit einer biographie 
Berlin, Buehdr. Gu- 


’ 
front. (port.) 


1884.— Briefe aus Deviecttont 1886, — 
Schweiz und Italien. 1890 us dem 


1, Mexico—Descr. & trav. 2. Germany Dever. &trav. 3. ltaly—Deser. 


& trav. 4. Labor and laboring classes—GerMan 
. 20-8412 
Library of Congress D919. R2 
is24bl) 


Rastignac, pseud, 
see 


Morello, Vineenzo, 1862- 


Rastignac, Enrique’de. 

Hombres de la revuelta. Pequefia galeria cémica 
de los sy cémplices de la altima transformacién 
_ Guayaquil, Nueva empresa editorial 

la Nacién, 1906. 


2 p. |, tiiiy-vili, 196 p. 154 x 10¢"" 


1. Ecuador—Biog 1. Title. 


18-2061) 


Library of Congress F3735.R22 


Rasting, Carl, 1900- ed. 
Haandbog i den danske veksel- og checklovgivning, af Carl 
Rasting ... Kgbenhavn, G. E. C. Gad, 1928. 
26 p. 234". 
“Tiifejelser” : slip attached to p. 206. 
1D Tr) 





accresciuta in questa 2. ed. .... Ancona, Presso A. e figlio 
Sartorj, 1818. 


20°". 
1. Agriculture—Italy. 


2. plates 
«1. Italy—Agriculture 

Agr 20-382 
Library, U. S. Dept. of Agriculture 33.19R18 


;Raster, Hermann, 1827-1891. 


.. Eimheit und freiheit. New York, June, 1863. New 
York, New-Yorker abend-zeitung print, 1863. 
(Loyal publication society. (Pamphlets; 


covertitie, 16 p. 214". 
no. 19) 


Differs from another edition only in arrangement of type, p. 2 begin- 
ning: hat, dass. ess 


1. U. 8.—Pol. & govt.—Civil war. 2. Germans in the U.S. 1. Title, 
12—27525 
Library of Congress E463.L9T 20.19 
« —— Copy 2. F458.3.R22 
n3841-, 


Raster, Hermann, |*27- 1491. 

.. Einheit und freiheit. New York, June, 1863. New York, 
New- Yorker abend-zeitung print, 1863. 

cover-titie, 16 p. 224. (Loyal publicutlon sewiety. (amphiets, ne, 

» 

bi fe another edition only in arrangement of type, p. 2 begin- 
ning: mit stot 


1. U. S.—Pol. & govt.—Civil war, 2. Germans in the U. 8. L Title. 
12-2720 
Library of Congress EAL no. 
kid, 
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1. Bills of exchange—Denmark. 2. Checks—Denmark. 3. Negotiable 
fnstrumente—Denmark. 1 Denmark. Lawes, statutes, etc. 1. Title. 


(Pull name: Cari Annard Theodor Rasting, 
36-6850 
Library of Congress rea 382.77 


Rasting, Carl, 1900- 


Soientict " 


le studier over entreprengrens omset- 
havn, G. E. C. Gad, 1932. 





xxiii, 379 p. 239". 


“Tilleg. Udkast til lov om 
1-878. 


“Try! ip attached to p. 8 of cover. 
“Litteratur”: p. cvil-xxill. 





Dp 





1, Contractors, 2 Mechanics’ lien. 3. Comparative law. 1 Title, 
(Pell nome: Carl Annard Theodor Rasting, 
36-23350 


Library of Congress 2 


(Rastorguev, Egor, 

Tlocbuyenie Cu6upu sp 1837 roay Ero Umneparop- 
ckum> BucovecTsoms rocyAapem® HacabAHMKOM®> Ne-. 
—.. Canxtuetep6yprs (ep Tan. X. Tanne; 

3p LAwvp 2am. 

Preface signed: Erops Pactopryers. 


1. Alexander 1, emperor of Russia, 1818-1881. 1. Title. 
ca 15-79 Unrev'd 


Library of Congress DK2207.R 











CATALOG OF PRINTED CARDS 


Rastorguev, Egor. 


ee 





Ilporyanu no Hesexomy upocnexty ... Haaanie et la coopération intellec- 
Eropa Pacropryena. Canxtuetep6yprt, pp Tun. K. elie au moyen age. Lettre wy de m. Charléty ... Paris 
Kpafia, 1846. rete. V. Attinger ,°1930, 

22, yr re Mémoires et 

Spl, ip. 2. ease, Sadia eh peclanes 60 in conpevation } cbeerasio. er. hs) 

At head of title :.A. Rastool. 
“Bibliogral D. (T8;-76. 
Universities hho ae arope—Hiiat. ee tention. Medieval. 
8. ‘\etonoctealh conpenetien. 1. Title. : Coopération intel- 


lectuelle au moyen Age. 
1. St. Petersburg—Soc, condit. |Full name: Marie Ignace Adrien Benott Joseph Amand Rastoul; 





CA 15-96 Unrev'd Library of Congress LAITI.RS seabne 
Library of Congress DKSOLR 12) 3784 
Rastoul, Amand, 1877- 
Liinternationale un et la intellec- 
Rastorguev, L P. tuelle au moyen age. Lettre setfone d de m. Charlét Paris, 


Les Editions internationales ,1934 
76 p, 11. 23". (Bacyclopédie Pax lection: Coopération 
internationale. 2. ser Siloeies 0: dosemsenss relatifs av probiéme de 

la coopération wp) 


The legal position of English companies in Russia, 
with an appendix eyes | imperial ukases ; treaties ; 
rT of operation of English companies in Russia, 


. by L. P. Rastorgoueff ... London, Jordan & sons, At head of title: A. Rastoul. 
Timited, 1911. : See ® ares 
1. Universities and eno rope—-Hist. 2. Education. Medieval 
xi, Wp. 18. 3. Intellectual ye 1. Title 1. Tinie, Coopération intetlec- 
1. Corporation law—Russia. 1. Russia. Laws, statutes, ete. 1. Title. we 
m Tithe Es companics in Russia, F Pull name: Marie Ignace Adrien Benoft Joseph Amand Kastoul, 
Library Congress HD: 35-15208 
* nd Library of Congress LAITL.RS 1984 
& 378.4 
,L P. (Rastoul de Mongeot, Alphonse Simon, 1800-1873. 
The revolution and the unity of Russia. By L. P. Appel aux catholiques ; exposé des droits de la papauté. 
Rastorgoueff ... Bruxelles et Leipzig, E. Flatau, 1860. 
(In Grotius society. Problems of the war... London, 1916-19 22. &p. 2. 
vol, 101, 1918, p. (91)-98) 
anonymoualy. 
No. 2 in v. 2 of @ collection of pamphlets lettered: La question italienne. 
1. Russia—History. 
A 21-1024 Subject entries: Popes—Temporal power. 
Title from Carnegie Endow. Int. Peace JX1392.G7 vol.3 
Printed by L. C. 
ry Library of Congress, no. DGS. A2. 


{Rastoul de Mongeot, Alphonse Simon, 1800-1873. 
Défense des droits de la pa refs par l'auteur de 
r i aux catholiques. Bruxelles, Chez tous les librai- 
yp. de C. Vanderauwera, 1860. 
Sip. 2. 


Rastoul, Allfred] 1832- 
Christophe Colomb, par A. Rastoul. Paris [etc.] 
Delhomme & Briquet, 1893. 


382 p., 11. illus. (incl. front., ports., 
map. faceim.) 25%. eT irs Talc colekion ot pumugiitets ensesets Le question tedtieane, 
Frontispiece after the portrait of Columbus in 
the Marine museum at Madrid. 
(Continued on next card) 


42406 Subject entries: Popes—Temporal power. 


Library of Congress, no. DG554.A2, 
Raswan, Cari Reinhard. 


... Au pays des tentes noires; maurs et coutumes des 
Bédouins. Préface et traduction du d’ George Montandon ... 
Avec 46 photographies et 1 carte. Paris, Payot, 1936. 


215, @ | . itias. (map) plates, ports. 227%. (Collection d'études, de 
documents et de témoignages pou! temps) 


Rastoul, A[lfred] 1832- 


Christophe Colomb.... . .(Card 2) 


Subject entries: Colombo, Cristoforo. ir servir & l'histoire de notre 


At head of title: Carl R. Reswan. 


42406 “Premier tirage juillet 1996.” 
Library of Congress, no. £111.Re3 
1. Arabla—Deser. & trav. 2 Bedouins. 3. Arabian horse. 1. Mon- 
tandon, George, 1870- tr. Title. Translation of Im land der 
echwarzen selte. 
38 25864 
Library of Congress D8207.R33 
& o153 


Rastoul, Amand, 1877- 
Histoire de la démocratie catholique en France (1789- 
1903), par Amand Rastoul ... Paris, Bloud & e*, 1913. 
3p.1, 310, 2p. 19%. (On cover: Etudes de morale et de sociologie) 
“A consulter” at end of chapters 


Raswan, Car! Reinhard. 


Black tents of Arabia (my life among the Bedouins) By 
Carl R. Raswan; with photographs by the author. 
Little, Brown, and company, 1935. 

xill, (ly, 150 p. plates (2 double) ports, map. 24)”. 


1. Arabla—Descr, & trav. 2 Bedouins. S Somers Game 1 Tithe. 
Tronelation of Im land der schwarzen 
8515612 
Library of Congress DS207.R32 19850 
13-20306 ——— Copy 2. 
Copyright A 80233 140x2, 9153 
Library of Congress . 
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Raswan, Carl Reinhard. 


The black tents of Arabia (my life among the Bedouins) 
,By, Carl R. Raswan; with illustrations by the author. Lon- 
don, Hutchinson & co., Itd. ,1935, 


ook * Oo front., lus. (maps) plates, ports, fold. tab. diagrs. 


1. Arabin—Deser. & tray. 2. Bedoutne. 3. Arabian horse. 1. Tithe. 
Translation of Im land der echwarsen selte 
8% —-9RR2 

Library of Congress PNS2T RA 1965 
Copyright A ad int. 20288 12063, 153 
Raswan, Carl Reinhard. 

Drinkers of the wind ,by, Carl R. Raswan ... with illustra- 
tions by the author. London and Melbourne, Hutchinson & co. 
Itd. ,1940, 


288 p. plates, ports. 2347. 


4. Same -Sene. | Sere. 2. Arabia—Descr. & trav. 3. Arabian horse. 
4. Bedoutns. . TH 


41-1640 
Library of Congress DS207.R26 1940 
Copyright A ad Int. 26446 3, 16.2 
Raswan, Carl Reinhard. 

Escape from Baghdad, by Carl R. Raswan With 70 
iMustrations and 2 maps. London, Hutchingon & co., itd. 
(1988, 

277 p. front. plates, ports. 24°. 


Maps ov lining-papers. 


Ar Deser. & e'™ 


 . Bedoulns. 3. Jews in Palestine. 
4 yey - Palestine 1 


38-31280 
library of Congress D8207 Kes 
5 915.5 
Raswan, Carl R. 

Im land der schwarzen zelte: mein leben unter den Beduinen, 
von Carl R. Raswan. Mit 72 aufnalmen des verfassers. Ber- 
lin, Ullstein ,1934, 

154, (1, p. plates (part double) ports, fold. map. 25° 

1. Arabia—Deser. & trav. 2. Bedouins. 1. Title. 

‘35-2082 

Library of Congress DS207.R3 
Copyright A—Foreign 26489 

2; 9153 


Rasamann, August, b. 1817, %r. 
tay a. und “oo August Rasz- 
... Hannover, C. Riimpler, 1857 
2% 2a. 
Bach volume bas also special t-p. 
aS erect ame os Se Tames Mines os 
Niflungen, den Wiicinen und kOnig Thidrek von Bern in der Thidreke- 
saga. 


1 Heldensage. 
Greks saga. rv. Title. 
(Pull name: Friedrich August Ferdinand Reinhard Rassmann, 

‘37-0632 


1. Béde Semundar. oc. Voieunge sage. mm. Thi- 


Library of Congress PT204.R3 


Cy <2 


Raszmann, Friedrich August 
Ferdinand Reinhard 


Raszmann, August, b. 1817. 








Rat, Maurice, ed. 


apcis Same Cries 


19™. (On cover: aie 


Rimes. 
fréres ,1986— 


Bed oan Clavdiue. Livius Andronicus. Névius. En- 
alos Céctlics, Térence. Laecilius. Accius. Afra- 
atus. Varron de Réate. Lebérius. 

Valérius Caton. Catulle. Publilies Syrus. Caivas. Varron de 
Ande. Varius. Virgile. Horace. Properce. Tibulle. Su! 
damus. 

1. Latin poetry (Collections) 1 Title. 

AC81-752 
Columbia univ. Library 
for Library of Congress a 


8 Chimot, préface de 
i étude Maurice Rat; lettre- 
Merusign Magee, porteals do Fartiote per lui-csteme. Paris, H. 
Babou, 1931. 
4p. 1, 5-86, A) p, 21. front. (port.) iltus., 20 pl. 264". 
@u livre. (20) 
850 copies mo. 152. 


© et ent & of original manuscript 
“Bibliographie des @uvres tllustrées par Chimot”: p. 35-36, 


(Les artistes 


1. Chimot, Edouard. 
32-15654 


Library of Congress C248. 4605 (927.4) 741 


Rat, Maurice. 

Vade mecum of Latin studies, by Maurice Rat... Rev. for 
the use of English schools. London ,etc., G. G. Harrap & co., 
ltd. ,1939, 

152 p. ‘lus. (incl, portd, maps, plans) 19". 


1, Rome—Civilization. 1, Tithe, 
82087 
Library of Congress DGTT. RI 
12, 913.37 
Rat hrvata s (Se 16 slike.) U 


magjarima godine 1848.-9. 
Zagrebu, Dioni¢ka tiskara, 1902. 
xill p11, 445 p, 11 front. (port.) plates (part fold.) 194". 


1. Croatia—Hist. 2. Hungary—Hist.—-Uprising of 1848-1849. 


38-13698 
Library of Congress DBST0.R3 1902 


i 048.94 


Le Rat-penat (Societat de amadors de les glories de Valen- 
cia) 


Catdlogo de la exposicién bibliografica y de recuerdos his- 
téricos de los riegos en el reino de Valencia celebrada por la 
Sociedad “Lo Rat penat” con motivo del m1 Congreso nacional 
de riegos, 1921. Valencia, Imprenta Hijo F. Vives Mora, 1923. 

cover-titie, 8 p. 21™. 

“BSeparado dei libro del 1m Congreso nacional de riegos.” 


1. Irrigauon—Spein —Valencia— Bibi 1. Congreso nacional de 
‘alencia, 1921. 


rlegos. 34, V: 
34-3838 


Library of Congress ‘Z2704. V1L8 015.467 


Lo Rat-penat (Societat de amadors de les glories de Valen- 
cia) 


Corona oferta per la societat Lo Rat-penat a la Mare de 
Deu dels Desamparats, ab motiu de la seua canonica coronacio, 
12 maig 1923. Valencia, Impr. de J. Olmos ,1923, 

190 p pl. 2m 

Half-title . Corona poética 


1, Mary, Virgin— Poetry 1 Tithe 
33-30z34 
Provistons 
Library of Congress BT RS 245 602 


LIBRARY OF CONGRESS 


The Rat-tat of tradition, annual publication of the junior class 
of Saint John's ove 
Annapolis, Md. ,*19 
¥. front., illus., plates, ports. 27°. 


1. St. John’s college, Annapolis. 


0s 28-896 Uurev'd 
Library of Congress 


Copyright A 1074790 


LD4811.825 


Rataboul, Joseph, 
Les diatomées. Récolte et préparation, par M. Rata- 


boul ... Toulouse, Typographie Durand, Fillous et La- 
garde, 1883, 


9p. fold pl 22. 
wane du Bulletin de la Société d’histoire naturelle de Toulouse (mai 
" 


1. Diatomaceae 


Library, U. S. Dept. of Agriculture 461R18. ss cia 
Ratan-L&l Gupta 
see 
Gupta, Ratan Lal. 
Laaary or Concarss Rarexence 
Sieot@anry aatttan which do not appent us endings is depository extalogs 
X 41-9878 


Ratan Tata foundation. University 


of London 
see 
Lond.n. (niversity. Ratan Tata founda- 


tion. 


Ratanbai Katrak lectures 
sce 
Paris. Universite. 


Vatrak, 
iatanbai Katrak lectures. 


Fondation Ratanbai 


24-5392 
Library of Congre- 
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Ratay, John P 1893— 

Current ong or, x Ray | nw | chu by 
J.P. Reatay ... London “Tiler ae, ‘td. 
(1928, 

2e. ay. 

Vol. 2 has title: ... Current Chinese, a translation of the Shih yung 
bsin chung bus yt, with « glossary of terms and 

Lettered on cover (v, 2): Progressiv~ exercises in colloquial Chinese. 


Conrents.—v. 1, Chinese text —v. 2. Translation. 


1. Chinese language—Conversation and*phrase books. 1. Title. 
um. Title: Shih yung hein chung bus yt. 
20-1481 
Library of Congress PL1125.P6R38 
& 


Ratch, Vasilii Fedorovich, d. 1870. 

Cababnia o noapckom> MatTexh 1863 r. Bp chuepo- 
sanaaHoh Poccin. Co6paap Bacnaift Pata ... Buan- 
na, Tan. 'y6epackaro npanaenia, 1867-98. 

2v. fold. plan. 25° 


1. Poland—Hist —Revolution, 1863-1864 


ca 14-66 Unrev'd 
Library of Congress 


————- Copy 2. 24™ 


DK437.R 


Ratchford, Benjamin Ulysses, 1° 
American state debts, by I}. U. Ratchford ... 
Duke university press, 1941. 
xvili, 29 p. 284°. (Hel/-title: Duke university publications) 
“Selected bibliography” : p, 608-422 


Durham, N.C., 


1. Debts, Public—U. 5. —States. 1, Title. 
41—10008 
Library of Congress HJ8228. R36 
1S, 336.30078 
Ratchford, Fannie Elizabeth, 1888- 





The Brontés’ web of childhood, by Faunie Elizabeth Ratch- 
ford ... New York, Columbia university press, 1941 
xvill p, 21, 8)-208 p. front. plates, facsima 23)”. 


“A partial list of manuscripts, priuted books, and periodicals used in 
this study”; p. :206);-277. 


1. Bronté family. 1 Title. 
41—0025 
Library of Congress PR4168.R3 
4205, 928.2 
Ratchford, Fannie Elizabeth, 1888- 





The Rolling «stone: ... the life history of an O. Henry 
rarity, by Fannie E. Ratchford 


(New York, “1934. 274x214. pt. 17 mo. 8; 


(In The Colophon. 
4) p illus. (facsim.)) 


Printed by the Golden dog press, Toronto, Canada 
series 


ef. Contents to pt 
17 of the 


1. The Rolling stone. 2 Porter, William Sydney, 1962-1910. 


AC 88-1931 
Grosvenor library Z1007.C71_ pt. 17, n0. 8 
for Library of Congress (Z1007.C71 pt. 17, a0. 8) 
% (010.5) 


Ratchford, William Paul, 1915- 
. The thermal decomposition of acetaldehyde in the pres- 
ence of azoisopropane, carbon dioxide and the reaction products 
by William Paul Ratchford, ss. Washington, D. C., The 
Catholie university of America press, 1941. 
vii p.. 11, 52 p. 11. incl. tables, diagra. 23°. 
Thesis (PH. p.)—Catholic university of America, 1941 
from type-written copy. 


Vita. 
Bibliography : p. 51-52. 


1 Acetaldehyde 2. Dissociation. 1 Title. 
ecg A 42-275 
Catholic ualy. of America. Library 
for Library of Congress QD306 
2\t 5475 











Ratchnevaky, Paul. 

Essai sur la codifi et la législ a l’époque des Yuan 
.. par Paul Ratchnevsky. Paris, E. Lerouz, 1987 

8p. L, (t;-metx, 1) p. 25. 


Jepetas ee: Cocete Gp em. Introduction. 
Thése complémentaire—Ualv. de Parts. 





1, Law—China— Hist. & crit. 1 Title. 
41-36876 


Library of Congress 


bn 


(Ratcliff, Mrs. 

The love we live by. ae Sean 6 Sing eee” 
Boston, Willard tract repository ,1873, 

2p. 143". 


1. God—Love. 2 God—Worship and love. 1 Tithe. 
Library of Congress BT140.R3 
Copyright 1873: S174 (2) 


Ratcliff, Arthur James John, 1894— 
The adult class, by A. J.J. Ratcliff. London, New York ;ete., 
T. Nelson and sons, itd. ,1938, 


vill, @172 p. 19°. (Half-title: Discussion books. General editors: 
Richard Wilson ... and A. J. J. Ratcliff... no. 30) 


“First published, quae 5 ey 
“Further reading” : p. 


1. Education of adults. 2. Teaching. 3. Education—<t. Brit 
1. Tithe. 


39-20836 


Library of Congress LCS215.R3 


fh av4 


Ratcliff, Arthur James John, 1894- ed. 
An anthology of modern prose, edited by A. J. J. Ratcliff. 
London. New York ,ete., T. Nelson and sons, itd. ,1936, 


vill, 253 p 18. (Half-title: Modern anthologies; general editor— 
Richard Wilson no 1) 


Prose written during the nineteen thirties. 


1. English prose literature—20th cent. 1. Title. 
38-5253 
Library of Congress PR1307.R2T 
8, 823.910822 


Ratcliff, Arthur James John. 


A history of dreams; a bricf account of the evolution 
of dream theories, with a chapter on the dream in liter- 
ature, by A. J. J. Ratcliff ... with an introduction by 
Godfrey Hilton Thomson .. ‘Boston, Small, Maynard & 
company (1923, 

vii, 267 p. 28. 


1. Dreams. 
23-7226 
Library of Congress BF1078.R3S 
Copyright A (6643 el, 
Ratetiff, Arthur James John, 1894— 
The nature of dreams, by A. J. J. Ratcliff. London, New 


York ,ete., T. Nelson and sons Itd. ,1939, 


aw Se 19°. (Holf-titte: a Genera! editors: 
Wilson ... and A. J.J. Ratcliff... no. 66) 


“First published, 1989. 
Fake meme e me-48 


1. Dreams. 1 Tithe. 


Library of Congrem 
2 (150.988801) 185.301 


CATALOG OF PRINTED CARDS 


Rateliff, Arthur James John, ed. 
Prose of our time, edited by A. J. J. Ratcliff, u. 4. London, 
New York ,etc., T. Nelson and sons, ltd. ,1931, 


Ss Yn cl) p. 16*. (Melftitie: The “Teaching of English” series 
-tcmcte pang ‘abn rm te wet of ahh win wo, 

the most part. ine tate, poemtncase te the uipeteen-twenties.” 
“opiret published July 1 


1. English prose literature—20th cent. 1. Title. 
32-12980 
Library of Congress PR1307. RS 
2) 828.9108 


Ratcliff, Dillwyn Fritschel, 1893- 

Venezuelan prose fiction, by Dillwyn Fritschel Ratcliff ... 
New York, Instituto de las Espafias en los Estados Unidos, 
1933. 


Sp. Ll, ta-z, 2, 26p. 1. 20, 
we ».)—Columbia university, 1933. 
ita 


iblished with the ald id the Charles Phelps Taft memorial fund, 
University of Cincinnati atl, 
Bibliography : p. 206-278. 


1. Venezuelan fiction— Hist 


& ert 
Unidos, wu. Ctecinoat 
memorial fond. m1. Title. 


1. Instituto de las Expefias ep 
University. Charles Phelps Taft 


34-16174 
Columbia Univ. Libr. 
Library of Congress PQS42.R3 1983 
a 


Ratcliff, Edward Craddock. 

The English coronation service, being the coronation service 
of King George v and Queen Mary, with historical introduc- 
tion and notes, together with extracts Liber regalis, ac- 
counts of coronations, ete.. by Edward C. Ratcliff ... 4th im- 
pression. & son, itd., Society for pro- 
moting Christian knowledge ,1987, 

160 p. vt pl. incl. front. 19°. 


“This book resem! coronation service written by . we ~ a. 
Pemberton ... toon and 1011 | . (but) ts, In fact, a new book.” —Pref. 
1. Coronations—<t. Brit. L Soctety for promoting Christian know!- 
edge, London. 
37-14014 
Library of Congress DAM2.R3 1987 
3. [304.480042) 042 


Rateliff, John Drary, 1903- 


Lives and dollars; the story of today’s research, by J. D. 
Ratcliff ... New York, Dodd, Mead & company, 1941. 
ix p. 11,225 p 24". 


1. kesearch. 2. Medicine. & Agriculture 1. Tithe. own 
Library of Congress RST. Rs 
140, on 
Ratodiff, John Drury, 1903— 
Men against ututes ty 5. Rete With 165 illustra- 
tions. aan, demi publishers, limited ,1940, 
287 p. front. plates, porta. 224". 


1 Pathogenic. 2 Diseases —Causes and theortes of 
causation 1. Tithe. 
A@-815T 
Northwestern univ. Libr. 
for Library of Congress (QR6.R | 
2) 616.01 
Ratcliff, John Drury, 1903- 
Modern miracle men, by J. D. Ratcliff... New York, Dodd, 
Mead & company, 1939. 
Sp.L. 8-811 p. front. plates, ports. 22”. 
1. Research. 2. Medicine. 3. Agriculture. & Tithe. u. Tithe: 
Miracle mea. 
So 212 
Library of Congress RT787.R3 
41q%, 610.72 
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Ratcliff 


Ratcliff, Nora. 
Rude mechanicals; a short review of a, drama, by Nora 


Ratcliff, ». a. London, New York ,etc., T. Nelson and sons, 
Itd. ,1938, 

vill, 9-168 p. 1 iMus. 19°. books. General 
editors Richard Wilson and a i A ‘Raccute no. 8) 


“First published in thie series, September 1908." 


Theater— ag tery 8 Acetaus Gestvtente 8. Com- 


pa. plays, ete. 4. = ler—<it. Brit. 5. British drama league. Vil- 
- _— society. . Title. om Tithe: Village drama, A short re 
iw . 
89-31688 
Library of Congress PN2505.3.R35 
—— —_— Copy 2. A Te 


Ratcliff, Richard Updegraff, 1906- 

... The Detroit housing market; an analysis of current condi- 
tions, by Richard U. Ratcliff... Ann Arbor, School of business 
administration, University of Michigan, 1939. 





xi p. 1 L, 54 p. incl, map, diagrs. 2797. (\Michigan. University. 
— business administration, Bureau of business research. Report 
no. 4 

pacitali 

1. Houstng—Detroit. 1. Title. 

40-28220 

Library of Congress HDT304.D6R3 

2 $81. 8830077434 
Ratcliff, Richard Updegraff, 1906- 

--» The status of industrial and university employ 
in Ann Arbor, Michigan; report on a survey conducted jointly 
by the Ann Arbor ‘ of commerce and the Bureau of 
business research, University of Michigan, by Richard U. Ret- 
cliff ... Ann Arbor, School of business administration, Uni- 
versity cf Michigan, 1940. 

mts 8, 44 numb. |. are. (Michigan. University. School of bust- 

pess administration, Bureau of business research. Bo, 5) 

Statistical summary has half-title not included in paging. 

Reproduced from typewritten copy. 

1, Housing—Ann Arbor, Mich. 1, Title. 

40-28557 

Library of Congress IDT804.A45R3 

o 881.8880077 485 


Rateliff, Richard Updegraff, 1906— 

... The housing status of married students at the University 
of Michigan, by Richard U. Ratcliff... Ann Arbor, School of 
business administration, University of Michigan, 1939. 


4p. L, 4 oumb. 1 incl. tables, 274". ee. University. 
Seboo! of business administration, Bureau business research, Ke 
port no. 2) ° 

Antographic reproduction of type-wrt| 

“Tenarvey open whlch thw aay a bape ae er Jlnt veocare 
of the Civic study of the American association of university 
women, the Michigan dames, and the authors who developed the tech- 
nique.”-—Introd. 

1. Housing—Ann Arbor, Mich. 2 Michigan. University~-Studenta, 
1. Title 

‘30 -28870 
Library of Congress 1.83613. M3R3 
rflel, ‘871. 8TOOT7 485, 


Ratcliff, Richard Updegraff, 1906— 
.. The problem of retail site selection, by Richard U. Ratcliff 
.. Ann Arbor, University of Michigan, School of business ad- 
ministration, Bureau of business research, 1939. 


oo 1.2 2. 1 1 Incl. tables, diagrs. 23°. (,Michigan University 
Schoo! of business administration “purer of business research, Michi- 
gan business studies. vol. 1x, no 

Bibliography : p. 89)-08. 

1. Retail trade. 1. Title. 1. Tithe: Retail site selection. 

3028878 

Library of Congress HPM2 R33 
—— ——- Copy 2. 

Copyright A 129717 (403, 58.87 
Ratcliff, Richard Updegraff, 1906~- 
principles of site selection in outlying retail sub- 
centers, by Richard U. Ratcliff ;Ann Arbor! Mich., 1985, 
6p 2. 
F = Je: pan J of Michigan, 1965. 


bel mounted on reg 
TReprioced from fall 1485 issue National marketing review.” 


1. Retail trade. 2 Cites and towns—Planning. & Tite: Site 
selection to outlying retell sub-centers 
‘36 12a 
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Ratclift 


Ratcliff, T P comp. 


. Songs for the forces, selected by T. P. Ratcliff from the 
“News chronicle” song book. London, “News chronicle” pub- 
lications department ,1940, 


SplLBp m4. 
At head of title: Melody and words edition. 


1. War-songs, English. 2. Songs, English. 1, News chronicle, Lon- 
1. Title, 


don. 
41-19186 
Library of Congress M1738. R2786 
12) 784.71042 
Ratcliff, William Fay, 1547- 
Handbook of printing ... W. F. Ratcliff. St. Louis. Mo., 
Ratcliff ptg. co. 1898, 
126, 2p. 17. 
1. Printing, Practical. 1 Title. 
6— 14006 
Library of Congress 72443. RB 
(a42b1, 


Ratcliffe, Bertram. 

Idle warriors, by Bertram Ratcliffe. 
Faber ,1935, 

208 p. 21". 


London, Faber & 


1. European war, 1914-1918— Fiction 1. Title. 


35-8163 
Library of Congress PZ3.K185 ld 
Copyright A ad int. 20097 o 


Ratcliffe, Dorothy Una, 1891- 

The blind man of Hiltune, and two other plays, by Dorothy 
Una Ratcliffe ... London, S. French, Itd.; New York, S. 
French, inc., £1930. 


53» diagrs. 184°. (On cover: French's acting edition, no. 1151) 
Contexts.—The blind man of Hiltune.-The courting of Margaret 
Ruth.-—Desorma: 
1. Title. 
Pull name; Mra. Dorothy Una (Clough) 4 
" fermerty Mra. Dorothy Una (Clough) teliffe, 
30-8510 Revised 
Library of Congress PROOBS.ATHE 1930 
Copyright D pub. 4385 male2, 


Ratcliffe, Dorothy Una, 1891- 
Dale dramas; a book of little plays, by Dorothy Una Rat- 
cliffe; illustrated with woodcuts by Fred Lawson. 


London, 
John Lane ,1923, 
125 p. front. plates, 22°. 
“First published in 1923." 
Con rents.—The courting of Margaret Ruth —Desormais.— Time.— 


Mary of Scotiond in Wensleydale. 
The return of Mr 


1, Title. 


—Thieves’ Gill 
Wiggleewick.—The price. Robinet 


Alison Elizabeth. — 


(Pull name: Mre. Dorothy Una (Clough) Phillips, 
formerty Mre. Dorothy Una (Clough) Ratcliffe, 


25-1295 Revised 
PROOGS.ATDS 1028 
w4ld2, 


Library of Congress 


Ratcliffe, Dorothy Una, 1891- 

Lapwings and laverocks; character sketches from the York- 
shire dales, by Dorothy Uns Ratcliffe; with illustrations by 
Fred Lawson, London, Country life Itd. ,1934, 

vil, 223, (1) p. col. mounted front. illus. col. mounted plates. 254~. 


1. Yorkshire, Eng —Soc. life & cust 1. Tithe. 


(Pull nome: Mre. Dorothy Una ( ) Phil 
formerly Mrs. Dorothy Una ( ) Ratcliffe, 
35-4044 Revised 
Library of Congress PROOBS.ATLS 1004 
e@rtid2. a3: 


LIBRARY OF CONGRESS 


Ratcliffe, Dorothy Una, 1891- ed. 
Listen! The children’s microcosm; a collection of new 
poems, plays, prose, and drawings for or about children, edited 


by Dorothy Una Ratcliffe ... Leeds, The Microcosm office 
(1931, 

© p. Milos, plates. 20°. 

Label mounted opposite : This book ts J og im Great Britain 


by John Lane, "The Bodley bed Mmited . 
1. Children’s literature. 
cosm. 
(Pell name: Mrs. Dorothy Una (Clough) Philll; 
formert pa 


1 Title. mm. Title: The children’s micro- 


Mre. Dorothy Una (Clongh) Ratclt 
37-21889 
Library of Congress PN6110.C4R35 
2) 828.910822 


Ratcliffe, Dorothy Una, 1891- 

News of Persephone; impressions in northern and southern 
Greece with a car, a kettle and cameras, by Dorothy Una Rat- 
cliffe. London, Eyre and Spottiswoode, 1939. 


x, 224p. front., ius. (music) plates. 237. 
Maps on lning-papers. 


1. Greece, Modern—Descr. & trav. L hae 
(Pull name: Mrs. na (Clough) Phillips, 
formerly Mrs. ee, Any (Clough) Ratcifte, 
41-11813 
Library of Congress DF726.R3 
12) 914.95 
Ratcliffe, Dorothy Una, 1891 ed. 


The sea-microcosm, edited by Dorothy 
Leeds, The Microcosm office 1929, 


99, 1) , incl. mounted col. illus. (port.) mounted plates (part col.) 
faceims. 


Una Ratcliffe 


Prose, verse, and drawings about the sea, published fur the benefit of 
the Royal national Iifebont institution 


1. Sea poetry. 2. Sea stories 1. The Microcosm. 1. Title. 
(Fall nome: Mrs. Dorothy Una (Clough) Phillips, ‘ormerly 
Mrs. Dorothy Una (Clough) Ratcliffe, 
35—19797 
Library of Congress PN6110 S4R25 
:36b1, 820.822 


Ratcliffe, Dorothy Una, 1891- 

Singing rivers, by Dorothy Una Ratcliffe. 
Lane, 1922. 

sip. 11, 97, yp. 


London, John 
front. 194”. 


Poems. 


1 Title. 
;Full name: Mrs. Dorothy Una (Clough) Phillips, 
formerly Mrs. Dorothy Una (Clough) Ratcliffe, 
23—-17335, 
Library of Congress PROOGSATSS 1922 


magic, 


Ratcliffe, Dorothy Una, 1891- 

South African summer; 5.000 miles with a car and caravan- 
trailer, by Dorothy Una Ratcliffe (Mrs. McGrigor Phillips) 
London, Country life, Itd. ,1933, 

ix, 190 p11. front. plates, ports. fold. map. 24*. 


. Cape of Good Hope om 6 at trav. 2. Natal—Descr. & trav. 
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3. Automobtles—Touring. 


a nome: Mrs pare. Una (Clough) Phitt 
lormeriy Mra. Dorothy Una (Clough) Rate! 


36-28741 
DTS828.R3 
a mes" 


Library of Congress 


Ratcliffe, Dorothy Una, 1891- 

Swallow of the sea; pages from a yacht’s log, by Dorothy 
Una Ratcliffe (Una McGrigor Phillips) illustrated by Marga- 
ret Dobson, 4. 2. #. London, Country life limited ,1937, 

zi, 159, (1; p. col. front, plates. 254~ 

“This book is mostly about Sea Swallow. In it gdh F mg 
sketches and lyrics, also two short plays, written whilst cruising in 
her.” —Foreword 

1. Dobson, Margaret Stirling, tlius. m. Title. 


(Pell name: Mra. Dorothy Una (Clough) Phiitt) 
formeriy Mre. Derothy Una (Clough) Rate! 


3890162 
PROOSS ATSS 1987 
as 28.91 


Library of Congress 
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Ratcliffe, Dorothy Una, 1891- 
What do they know of Yorkshirel By Dorothy Una Rat- 
cliffe, illustrated by Fred Lawson. London, Eyre and Spottis- 


woode, 1940. 


182, ;2) p. inci. front., us, 22 £174". 


1. Yorkshire, Eng.—Soc. life & cust. 1. Title. 
(Pall name: Mra. na Una cum Phil om 
irs. Dorgthy U: na (Clough) Ra tell ffe, 
A 41-9010 


New York. Public library 
for Library of Congress 2 


Ratcliffe, Edith, 1877- 
The birth of Christianity in the light of to-day, by Edith 
Ratcliffe. London, Allenson & co., ltd. ,1936, 
352 p. 19°. 
“First published, 
“The book ir volume to previous books, The four 
the 


1936. 
‘a companion ber 
Gospels in the light of to-day, and St. ae oe oe light 
of to-day. Ei pletes ... a summa the New Testament writ- 





ings." —Fore’ 
_o_ PS aa om ag ete. 2. € 
church. le—Criticism, interpretation, ete.—N, T. 1 Title 
87-20192 
Library of Congress BS2561.R3 
3, 225.7 


Ratcliffe, Edith. 
The four Gospels in the light of to-day, by Edith Ratcliffe. 
London, Williams & Norgate, Itd., 1931. 


24 p. 19°. 
“Points for reference and further study” at end of chapters. 


Bible T. Gospels—Criticiem, interpretation, ete. 2. Bible— 
Criticism, SDM. ete.—N. T. Gos Title. 
33-2430 
Library of Congress BS2555 R3 
8; 226 


Ratcliffe, Edith, 1877- 
an Paul and his writings in the light of to-day, by Edith 
tcliffe ... London, Allenson & co., ltd. ,1934, 


xl, 276 p. fold. map. 19°. 
“First published 1084." 


1. Paul, pee, some, 2. Bible. N. T. Epistles of Paul—Oritictem, 
tion, . Bibi — Criticism, Interpretation, etc. —N. T. 
Epirtics of Paul 1 


35-1271 
Library of Congress BS2507 R35 
3) (922.1) 225.92 
Ratcliffe, Jssremont 
sce 
sdcli:fe, igremont. 
Ratcliffe, Ella Burgess, 


com 

Good references on an cane philosophies in higher educa- 
tion Compiled by Ella B. Ratcliffe, chief educational as- 
sistant, Division of higher education, and Martha R. McCabe, 
assistant librarian, Office of education. United States Depart- 
ment of the interior, Harold L. Ickes, mange Office of 
education, J. W. Studebaker, Ww ng’ 
U. S. Govt. print. off., 1937. 

wl p. Lup 212s. (U. & Office of education. Bibliography 
a Fedueation, Higher—Bibliography. 1. Higher education— Bibliog- 
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Ratcliffe, Ella Burgess, comp 
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struction ... 
assistant, Division of higher education and Martha R. McCale, 
assistant librarian, Office of education. United States Depart- 
ment of the interior, Harold L. Ickes, —— Office of 
w. Ww 


education: curriculum and in- 
Compiled by Ella B. Ratcliffe, chief educational 


education, J. 
U. 8S. Govt. print. off., 1936. 





ipl, p 2x8 (U. 8. Sitice of education Bibliography, 
no. 50) 

1. Education, Higher. oe Higher education ag | 
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Cate. Martha K., join 


E 36480 
Fducation 25811.U65 no. % 
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Library, U. 8. Office of 
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Ratcliffe, Ella ) Burgess. 

1 fellowships available at institutions of 
higher education ... By Ells B. Ratcliffe, chief educational 
assistant, Division of higher education, Office of education. 
Washington, U. S. Govt. print. off., 1936. 

¥, 117 Bs Incl. tables. 23°. (U. S. Office of education. Bulletin, 
1986, no. 10) 
At head of title: United States Department of the interior, Harold L. 
i secretary of education, J. W. Stude! , Commissioner. 
Revision of Bulletin Be. 15, 1931: Scholarships and fellowships, by 
Ella B. Ratcliffe. ef. p. 


1. Scholarships—U. 





S. 2. Student loan funds 
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U. 8. Off. “= _, tabrary LB2338.R15 1936 
1111.46 1934, no. 10 
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Ratcliffe, Ella Burgess. 

.. Scholarships and fellowships; grants available in United 
States colleges and universities, by Ella B. Ratcliffe, chief 
educational assistant, Division of colleges and professional 
schools, Office of education. Washington, U. S. Govt. print. 


off., 1932. 

vill, 157 p. 23. (U8. Office of —, rpg 1981, no. 15) 

At head of title: United States Departme: the interior, Ray 
Lyman —— secretary. Office of cont ag Tanne Jobo Cooper, 
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1. Schr asin U. 8. 2. Student loan funds. 

E3288 
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Library of Congress 


Ratcliffe, Ella Burgess. 

Summer educational opportunities; novel features of univer 
sity and college summer sessions, by Ella B. Ratcliffe, chief 
educational assistant, Division of colleges and F 
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research, the Ni rtment 
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and the (ueensland Home secretary's depart: 
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Agr 32-989 Ilevised 


Library, U.S. Dept. of Si4AuT2B no. 53 


Agriculture 
17322, 


Ratcliffe, Harry Elijah, 1898- 
Cooperative grain elevators in North Dakota and eastern 
Montana, by Harry E. Ratcliffe ... Perry V. Hemphill ... and 
Harold F. Hollands ... Cooperative research and service di- 
vision, Farm credit administration, United States Department 
of agriculture, Washington, D.C. ... in cooperation with North 
Dakota Agricultural college and Montana State college ... 
ee D. C. ,U. 8. Govt. print. off., 1941, 
|. 58 p. incl, ius. (incl. map) 21 tab. dlagrs. 23°. 


(U.S. Farm 
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Ratcliffe, Francis Asbury, 189- 


Baptiem; or, The controversy; a controversy on bap- 


tixm between Rev. F. A. Ratcliffe, of the Methodist 
ehureh, and Rev. I. Turner Smith, a. m., of the Baptist 
ehureh, By Rev. Francia A. Ratcliffe ... Nashville, 
Temn., Dallas, Tex., Publishing house of the M. BK. ehurch, 
South, Smith & Lamar, agents, 140s 

219 front. (port) Jay", gM 

© Smith, Rev. 1 Turner, 

959 

Library of Congress (Copyright 19084 227581) 
Ratcliffe, Francis Noble, 1904- 

Flying fox and drifting sand; the adventures of a biologist 


in Auscralia, by Francis Ratcliffe. With an introduction by 
Julian Huxley. New York, R. M. McBride & co., 1938. 

9 p. l, 3-341, 1, p. front. plates, maps. 22". 

“Printed in Great Britain.” 
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iv, 44 p. illus, map, diagre 23". (U.S. Farm credit administre- 
tion. Bulletin no. 40) 
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Ratcliffe, John, d. 1776. 


Bibliotheca Ratcliffiana. A catalogue of the .. ny 
of John Ratcliffe, esq; late of Bermondsey, decea: 
Which will be sold by auction by Mr. Christie . “March 


27, and the 8 following evenings (Good Friday and Sun- 
day excepted) ... (London, 1776, 
%p. 2 


1675 lots; sold for £1,105. 
Prices and purchasers noted ii 
Collection rich in works of the early English printers; contained 48 


1. Caxton, William, ca. 1422-1491. 2. Bibliography—Rare books. 


14-1595 
Library of Congress 


Ratcliffe, John Ashworth. 

The agit pentane of ciate, ty é, A. Ratcliffe . 

with a foreword by E. . Appleton... with 37 diagrams. 
ae dent (1929, 


vill, 104 p dingrs. 177". (Helf-titie: Methuen's monographs on 
physical subjects. 3) 


“Bibliographical note”: p. vitl. 
1. Radio. =. Title. 


21515 
Library of Congress 


Ratcliffe, John Ashworth. 
The physical a of wireless, by J. A. Ratcliffe . 
with a foreword by E. V. A with 37 diagrr-ws. 9d 
ed. Baim Methuen & co. ltd. (1981, 


wane ~y “lemma 17y*. (Helf-titie: Monographs on physical 

“Bibliographical note”: p. vill. 
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Ratcliffe, John Vincent, ed. 

Australian tax decisions ; being the reports of tax cases issued 
as the court decisions section of the Law book compan: 


tion service, with exhaustive indexes, by John Vincent Lary Se 
. and John York McGrath ... v. 1- 1930/1932- 

Sydney ete. The Law book company of Australasia limited, 

1932- 
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McGrath Income tex decisions & N. 8. W. Court of review 
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toria, Australia. Courts. v. Queensiand. Courts. vi South Austra- 
Me. Courts. vm. Western Australia. Courts. vm. Tasmania. Courts. 
tx. New Zealand. Courts. x. Australia. Laws, statutes, ete. x1. New 
South Wales. Laws, statutes, ete. xm. Victoria, Australia. Laws, 
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Lamnany or Concunss Rarexarce 
ce Sa ee LSS al Sopa ne Wedings in Sapeestary cotalege 
xaos 
ay 
Ratcliffe, Samuel Kerkham, 1868- 

The riddle of the seas; an discussion, by 
S. K. Ratcliffe, Professor . Garner and, Philip Kerr 
London, The Nation and Atheneum ,1929, 

2 ip 2a. 

“AGdresses at the Libera! summer school st Cambridge, on August 
2nd, 1919." —Preface. 
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= London, L and Virginia Woolf at the Hogarth press, 
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1. World politics. 2. Despotiam. 
roots of. 


1. Title. m, Title: Violence, The 


35-3704 


Library of Congress D443.R3 
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Ratcliffe, Samuel Kerkham, 1568- 

Sir William Wedderburn and the Indian reform move- 
ment, by 8. K. Ratcliffe. London, G. Allen & Unwin Itd. 
11923, 


192 p. front.(port.) 19. 


1. Wedderburn, Sir William, bart. 1838-1918. 2. India—Hist.—19th cent 
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Library of Congress DS479.1.W5R3 


(7) 


Ratcliffe, Samuel Kerkham, 1868 

What the Simon report means, by S. K. Ratcliffe... Lon- 
don, The New statesman ,1930, 
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1. Ot Brit. Indien statutory commission. Report. 1. Title. 
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«+eRate directory of country and 
suburban newspapers 


Complete directory of country news- 
paper rates. 


Rate lists of Long Island. 1675, 1676 & 1683. 
history of the state of New-York. Albany, 1849. 


(Jn The documentary 
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1. Taxation— Island. 2. Long Island—Hist—Colonial period— 
Sources. 1. New York (Colony) 
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Library of Congress F122.D63 vol.2 


¥. 2-36; Oct. 2, 1912-June 26, 1980. Chicago 


Published by the Rate research committee of the National electric 
ight emectation. 
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Library of Congress TKLRS 

Copyright (2) 


Rateau, Auguste, 1863-1930. 

Experimenta! researches on the flow of steam through noz- 
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water, by A. Rateau . translation by H. Boyd 
Brydon. New York, D. Yan Nostrand company, 1905. 

¥, 76 p. Gingre. (4 fold.) 199° 
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oe Same. 8 Ganetee 1. Brydon, Herbert Boyd, 1871- 
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Copyright a34n1, 
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d'eau par des tuytres et des orifices, suivies d'une note sur 
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5 -B4880 Revised 
Library of Congress 


‘T3271. RS 
(3802, 


Rateau, Auguste, 1868-1980, 

Théorie des hélices prop’ marines et 
avions en vol rectiligne, par A. Rateau ... 
Villars et *, 1920. 


vi, 159, (1) p. diagre 259". 





éri et des 
Paris, Gauthier- 


1. Propellers. 2. Propellers, Aerial. 8. Aerodynamics. 4. Aeroplanes. 
1. Title: Hélices propulsives. 


(Full name: Auguste Camille Edmond Rateau, 


81-14686 
(88b1, 
Library of Congress TLS70.R3 29.13 
Rateau, Auguste, 1863- 
- Turbines hydrauliques, par A. Rateau ... D. Eydoux ... 


ety ™. Gariel ... Avec le patronage de la Société des ingé- 
nieurs civils de France, de la Société d'encouragement pour 
l'industrie nationale et de Ia Société hydrotechnique de France. 
Paris, J.-B. Baillidre et fils, 1926~ 


_ illus, diagrs. 234°. (Encyclopédie de mécanique appliquée 
(tx) 


 Half-title: Grandes eacyclopédies industrielles J.-B. Bailliére, 
Pig em phie": p. 661)-665. 
Eydoux, Denis, 1876- 
Maurice, jotnt euther. m. Title 
(Pull name: Auguste Camille Edmond Rateau, 


u. Gartel, 


Library of Congress TI8TO.R3 


Ratekin, George W. 

The Hight of life; or, The symbols of the Bible made plain. 
By G. Ratekin ... Omaha, Neb.. Young men’s journal 
press, 196. 

396 p. front. (port.) 10)* 


interpretation, ete. 
plain. 


1. Bible—Criticiam, 1. Title. m. Tithe: The 
symbols of the Bible made 


31-3583 


Library of Congress BS538.R3 2206 


Ratel, C. 


Bibliographie mondiale moderne (1910 & 1920) de la 
lupart des ouvrages et documents parus durant cette 
ue concernant | ment mé- 
canique des matériaux et minerais et toutes branches 





8’y rattachant directement, par C. Ratel ... Paris, 1920. 
43, ip. 24™ 
1. Mineral industries—oun. 2. Metallurgy—Bibl 1. Tithe. 
23-18692 
Library of Congress 76736.R23 
—— —— Copy 2. 12, 


Ratel, C. 


Traité ee du broyage et tamisage des matériaux 
et av américaine moderne con- 
cernant Fasenemie « de main d’euvre d’usinage, par C. 
Ratel ... Paris, Dunod, 1920. 


2p. 1, 857 p. 11 illus. 259. fr. 4 





1. Crushing machinery. 2. Ore-dressing. 3. Conveying machinery. 


20-9563 
Library of Congress TNSOO.R3 
Cogyright A—Foreign 10962 
12) 


Ratel, Simonne. 
... Ben Kiki l’invisible. Illustrations d’And. Noyer. Paris, 
Denoel et Steele ,1932, 


2p. 1, @-252 p, 11 Mus, 20°. (Lettered om cover: La bibilo- 
théque merveilieuse) 


At bead of title: Simone Ratel. 


1% Title. a 
Library of Congress P7238. R24B4 
Copyright A—Foreign 18854 
fr $43 91 











Ratel, Stmonne. 
The green gra) ; translated by Marie 
—_ and Eric oop Sarr. New Tent Th Mecnifien company, 


aii =. 


1. Sneyd, Marie, tr. 1. Sutton, Bric, joint tr. mm Title. 


§T-24110 
Library of Congress PTB Ri86Gr 
— —— Oopy 2 
Copyright A 111065 & Maa 01 
Ratel, Simonne. 


... Histoire du Poussin Chaussé ; illustrations de Jacqueline 
Duché. Paris, Bourrelier & c* ,“1932, 

29, 3) p. ius. (part col.) 249282". 

IDustrated lining-papers. 


1. Duché, Mme. Jacqueline (Cranney) 1892- ilus. m. Title. 
83-16060 
Library of Congress PZ263.R25 
Copyright A—Foreign 20868 
2 843.91 


Ratel, Simonne. 


The house in the hills, by Simonne Ratel; translated from 
the French by Eric Sutton. New York, The Macmillan com- 
pany, 1934. 


3p.1, 21 p. 29". 





1. Sutton, Eric, tr. 1. Title. Tronslation of La maison des 
Bories 
34-16713 
Library of Congress PZ3.R1S6Ho 
—_ Copy 2. 
Copyright A T2855 5, 3 1 
Ratel, Simonne. 


... Love's not enough, by Simonne Ratel; adapted from the 
French by Joseph Collins. New York, Farrar & Rinehart, 
incorporated ,*1930, 

3 p.1, 8-313 p. 20". 

At bead of tithe: Awarded the Grand prix Minerva—1029. 





1. Collins, Joseph, 1966~ tr. m@ Tithe. Treasiation of Trots 
rmi les autres 
3024345, 
Library of Congress PZ3.R1SLo 
— Copy 2. 
Copyright A 28402 5 43 91 
Ratel, Simonne. 


... Mademoiselle Tarlatane en Amérique; illustrations de 
Jacqueline Duché. Paris, Plon ,1933, 


Op. 11 Mus. (part col.) 22522". 
Llustrated lining-papers. 


1. Duché, Mme. Jacqueline (Cranney) 1882- fitus, 1. Tithe. 
431106 
Library of Congress PZz3 R24M3 
Copyright A—Foreign 23578 
ro 43 91 


Ratel, Simonne. 
La maison des Bories. Paris, Plon ,1932, 
Spl, 2063p. 19°. (Her Isabelle Comtat. 1) 


1 Title. 


‘33. 14555, 
Library of Congress PQ2635.A5M3 1982 
Copyright A—Foreign (20530 
a 30 
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Ratel, Simenne. 
... Le raisin vert. Paris, Plow ,1985, 
4p. 1, vt 2009p, 11 19°. (Hor Isabelle Comtat. =) 


1 Title pe-senst 
Library of Congress PQ235.45K3 1985 
Copyright A-—Foreign 31295 
2 “on 
Ratel, Stmonne. 
Trois parmi les autres .. Paris, Plon ,1929, 
Sp... U. 277 pil 1. 
1. Title. 
20-8814 
Library of Congress PQ2S35.A45TT 1929 
Copyright A—Foreign e171 
a 
Ratel, Simonne. 


The weathercock, by Simonne Ratel, with omen f illustra- 
tions by Gertrude Mittelmann. New York, London, D. Apple- 
ton-Century company, 1939. 

Sp. WUlus. (part col.) col. pl. 229". 

“Originally peo ia France as Coq-eo-Fer.” 


ransiated by J: 


“First published ip England 1988." 


t Bury, Judith, tr. m. Tithe 
A -2874 


Chicago. Public library 
for Library of Congress a) 


Ratera, Julidn. 


Riatgentereste profunda. Madrid, Editorial ‘‘Sa- 
turnino leja’’ s. a., 1920. 


2p. lL, 7-126 p. incl. tables, diagrs. 1837. pes. 4 
At head of title: Dres. Julidn y Santiago Ratera. 


1. X-rays—Therapentic use. 1 Ratera, Santiago, joint author. . Title. 


222023 
Library of Congress RMB47 R3 
Copyright A—Foreign 17327 
2 


ae Carlos. 


wh wy do ‘oeees Lisboa, Seccio editorial de 
“A Batalha”, 


100 p 17* 
On cover: N* 1 


1. Socialiem. 2 Portugal—Economic policy. 1. Tithe. 
SB 1s 
Library of Congress 


Rates of pay and regulations gove' =afueh r= 
and yoda on the | roads of the 
United States, Canada and Mexico. Collected 
Pp. i . Sheahan. 
Ill, Brotherhood steam print, 1892. 
12 p. 2" 


t. Wilkinson, S. E. comp 
- 1 Brotherhood of railroad traimmen. 


1. Railroads — Employees — 
ma Sheshan, W A jot come. 
Ccis-z7 


Library. U.S. Interstate Commerce Commission 


187 


Rates of J get and geguations the rice angers is 


United States, og ORE Mexico. Cohosed, and 
com 7a Se = Sew. Cedar Rapids, 
i . Metealf, 1900. 


So0.21. 24" 


L on eee 1 Clark, Edgar 18S 
t. Morrisey, Patrick Henry, m2 joint Rng of 
p - conductors. 1v Brotherhood of railroad trainmen 

C1S-26 


Library, U.S. Interstate Commerce Commission 


Cea st ap ot Seen 
of the wharves in Boston. 

co., 1866. 

Bp um 


Adopted at a meetng of the representatives of the principal wharves in 


I flooper ‘Lewis & 


1. Boston—Harbor—Port charges. 


Library of Congress 


Ratez, Emile Pierre, 1851- 
... Traité d’harmonie, théo: et pratique, par 
Ratez ... Putin A Lode er tate = 


2p..346p BW. (Biblicthéque-Leduc) 


1. Harmony. 


Library of Congress MTSORI8 
(Copyright 1908 C 191267) 


Ratford, Jenkin i.e. John #ilson 


see 


filson, Join alias Jenkin Ratford 
1807. —— ° Ee 


Ratgeber fir obet, und gartenbau. Monatsblatt, brag. 


der 
— obstbauschule Friedberg 
obstbauvereine des grosshe 


Friedberg, Buchdr. van C. Bindernagel (18 
ites. 2™. 





jane 1905, Karl Reichelt—July 1905- 


Rath, Frau 
sce 


Goethe, Katharina £. (Textor) 








Bath, Alwin. 
Tiere! liebeshelden und erdkreaturen, von Alwin Rath. 
Dresden, A. Huble “1924, 


1% p21 199. 


1. Animals, Legends and stories of. 2. Animals, Habits and behavior of. 


L Title. 
25-9131 
Library of Congress QL791.R2 
Copyright A—Foreign 212 


(>) 


Rath, Anna (Jang) vom. 


The organisation of the public kitchen for the suppl 
<5 food for invalids, by tag vom Rath ... rand 


cover-title, 12 p. illus 26)™. 


Dedicated to the members of the International anti-tuberculosis congress 
in Washington 


ta 1. Cookery (for the sick) 2 Diet-kitchens. 3. Verein fir kranken- 





Berlin. 
11-12689 
Library of Congress HV@O4.G4B5 
Rath, Carl. 
Puy: die verer von dispositionen zum verbrechen ; 
on 
@. “Carl Rath ... ‘Stuttgart, W. Spemann, 1914. 


2p. 1, 037 _ 244°. (On cover: Minchener studien zur 
perctolome . on ilo: , hrsg. von professor dr. Oswald Kulpe und 
Buhler 2. hit.) 
1. Heredity. 2 Crime and criminals. 3. Defective and delinquent 
classes 


1464-12111 
Library of Congress B23.M8 


Copyright A—Foreign 10430 


Rath, E. J., pseud. 
The brains of the family; a side-splitting domestic 
comedy, by E. J. Rath ... New York, G. H. Watt, 1925. 


mp mn. 
alee é) pseud. of Chancey Corey Brainerd and 
ms Edith Rathbone (Jacobs) Brainerd 
2S—4767 
Library of Congress PZ3.R187Br 
— —— Copy2 
Copyright A 823132 1826d2) 
Rath, E. J., 


The brat, by FE. J. Rath ... 
vip. 11, 0-882 p. 199". 


New York, G. H. Watt, 1927. 


1. Title. 
(B. J. Rath. pseud. of Chauncey Corey Brainerd and 
Mra. Edith Rathbone (Jacobs) Brainerd, 
27-13129 
Library of Congress PZ3.R187Bra 
— -—— Copy 2. 
Copyright A 99050T 3, 
Rath, E. J., pseud. 
The dark ore 6 enemy Ss 
Rath... New York, G. H. Watt, 1924 
Spl,s08p 19)". 
. Tithe. 


B. J. Rath, of Chauncey Corey Brainerd and 
; re. Edith Rathbone (Jacobe) Brainerd, 
2420656, 
Library of Congress P7BRIDa 
r#lel, 


LIBRARY OF CONGRESS 


Rath, EB. J., pseud. 
ery A if ane must, by E. J. Rath ... New York, G. H. 
Watt, 1926. 
Bp Imm. 
ices E. J. Rath, ’ Chauncey Corey Brainerd and 
soak eatin Rathbone (Jacobs) Brainerd) 
26-16326 
Library of Congress PZ3.RI87E) 
— —— Copy 2. 
Copyright A 949205 oa 
Rath, E. J., peeud. 
The flying courtship, by E. J. Rath ... New York, G. H. 
Watt, 1928. 
283 p. 19)". 
1, Title. 
& 4. Rath, peont, of Comey Oe Brainerd and 
irs. Edith Rathbone (Jacobs) Brainerd, 
28-24474 
Library of Congress PZ3.R18TFi 
—- ——- Copy 2. 
Copyright A 1267 os 


Rath, E. J., pseud. 


Gas—drive in; a high-powered comedy-romance that 
hits on every cylinder, by E. J. Rath ... New York, 
G. H. Watt, 1925. 


2p. 1™. 


1. Title. 


(E. J. Rath, pseud. of Cha Corey Brainerd and 
Mrs. ‘Edith Rathbone (Jacobs) Brainerd; 


a 
Library of Congress PZ3.R187Ga — 
- —~ Copy 2. 
Copyright A 804810 182642, 
Rath, E. J., pseud. 


A good Indian; a northwoods mixup, by E. J. Rath ... New 
York, G. H. Watt, 1927. 


Bip. 1. 


1, Title. 


:E. J. Rath, pseud. of Chauncey Corey Brainerd and 
Mrs. Edith Rathbone (Jacobs) Brainerd, 


27—22051 
Library of Congress PZ3.R18761 
— — Copy 2. 
Copyright A 1007877 (2%2, 


Rath, E. J., pseud 

Good references, by E. J. Rath ... frontispiece by Paul Stahr. 
New York, W. J. Watt & company ,“1921, 

vil p11, 286p. “front. 109°. 


(B. J. Rath, h peees. of Chauncey Corey Brainerd and 
#. Edith Rathbone (Jacobs) Brainerd, 
21-8812 Revised 
Library of Congress P73. R1BTCo 


iréle2, 


Rath, E. J., pseud. 
Let's go, by E. J. Rath ... 
318 p. 19)". 


New York, G. H. Watt, 1930. 


1 Title. 


B. J. Rath, of Chauncey Corey Brainerd 
and Mre. Edith Rathbone (Jacobs) Brainerd, 
s0—-11282 
Library of Congress P7B.RISTLe 
— — —- Copy 2 
Copyright A 22306 140g1, 


Rath, E. J., prewd. 
The mantle of silence, by E. J. Rath 


frontispiece by 
George W. Gage. New York, W. J. Watt & company ,‘1920, 


Dp. 11, 802 p. fromt, 194% 


1. Title. 
20-1424 
Library of Congress PZ3.R187 Ma 
Copyright A SOT15S Ze, 


Rath, E. J., pseud. 
“Mister 44,” by E. J. Rath ... illustrated by George W. Gage. 
New York, W. J. Watt & company ,“1916, 





1 p. L, ®826 p. front. plates. 199%. $1.25 
1. Title 
16—18512 
Library of Congress PZ3.R18STM 
Copyright A 438207 lel, 


Rath, E. J., peeud. 

The nervous wreck, by E. J. Rath ... illustrated with scenes 
from the photoplay, a Producers distributing corporation re- 
lease. New York, Grosset & Dunlap ,1923, 

4p. 1, 8326p. front. plates. 19). 


1 Title. 


,E. J. Rath, peeod. of Chauncey Corey 
and Mrs. Edith Rathbone (Jacobs) Bratverd, 


29-11658 
Library of Congress PZ3.RISTNe 3 
a 
Rath, E. J., pseud. 
The nervous wreck, by E. J. Rath .. New York, G. H. 
Watt, 1923. 


4p.1, 8326p. 199° 


Title. 
. (BE. J. Rath, peeud. of Chauncey Corey 
and Mrs. Edith Sathbone (Jacobs) Brainerd, 
23-16819 Revised 
Library of Congress PZ3 R18TNe 
— —— Copy? 
Copyright A 760780 «F332, 
Rath, E. J., peeud. 
Once again, by E. J. Rath New York, G. H. Watt, 
1929. 
2p. 199". 
1. Title. 
(BE. J. Rath, pseud. of jancey Corey Brainerd and 
Mrs. pain Re Rathbone (Jacobs) Braloerd, 
20-16018 
Library of Congress PZ3.R18700 
— —— Copy 2. 
Copyright A 11715 5) 
E. J., pseud. 


Sam, by F. J. Rath; illustrations by Will Grefé. New 
York, W. J. Watt & company ,*1915, 
4p. 1, 300 p. front, plates. 10)". 25 


(EB. J. Rath, peeud. of Chauncey Corey Brainerd and 
Mre. Edith Rathbowe (Jacobs) Brainerd, 


16-771 Revised 
Library of Congress PZ3.R1STSa 


Copyright A 416402 (r 282, 

















Rath, E J. 


The sixth speed, by E. J. Rath; with frontispiece by 
G yaw Ditzler. New York, Moffat, Yard & company, 


39.1, 48p. col front. 2”. 


8-10277 
Library of Congress PZ3.R187 
eae 1908 A 200808) 


Rath, E. J., 


peeud. 
The sky's the limit, by E. J. Rath ... New York, G. H. 
Watt, 1929. 


¥p.11,0-812p. 199". 








1 Tice, 
B. J. Rath, Soon Corey Brainerd and 
' ire Rathbone (Jacobs) Brainerd, 
20-1486 
Library of Congress PZ3.R1878k 
_ Copy 2. 
Copyright A 6125 (38d, 
Rath, E. J., pseud. 
Something for nothing, by E. J. Rath ... New York, G. H. 
Watt, 1928. 
Vp. 11, 9289p. 104". 
1. Title. 
:E. J. Rath, pseud. of Chauncey Corey Brainerd 
and Mrs. Edith Rathbone (Jacobs) Brainerd, 
23-1497 
Library of Congress PZ3.R18730 
_ Copy 2 
Copyright A 1077429 3 
Rath, E J. 


Too many crooks, by FE. J. Rath ... frontispiece by Paul 
Stahr. New York, W. J. Watt & company (1918, 


3p.1, 294 p. front 194" 


1. Title. 


Library of Congress PZ3.R187T 
Copyright A 508506 


Rath, E 


Too much enn. ‘vx J. Rath . by Will 
Foster. New York rs Watt & company ound, 
4p. 1,811 p. front 199". $135 


1 Title. 
171472 
Library of Congress P73.R18TTo 
—- —— Copy 2. 
Copyright A 455400 aSiel, 
Rath, E. J., pseud. 


When the devil was sick, by E.J. Rath... New York, G. H. 
Watt, 1926. 





315 p. 104". 
1 Title. 
(B. J. Rath, es Chauncey Corey Brainerd and 
th Rathbone (Jacobs) Brainerd, 
269287 

Library of Congress PZ3.RISTWh 
= Copy 2. 
Copyright A 880868 (x27e2, 
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Rath, Elizabeth Helen, 1896- 

“Chats coco” with a public health nurse ;by, Elizabeth H. 
Rath; drawings by Florence Reidel. (Pittsburgh, Public health 
nursing association of Pittsburgh, Pa., inc. 1938, 

261. ius. 285°. 


“We offer this collection of sketches as suggestive material for an 
Bee 6 erpee ae 
Mimeographed. 


1. Hygiene, Public. 1. Tithe. 


Catholic univ. of America Library 
for Library of Congress 12) 


Rath, Emil, :868- 


Die grundformeln der Senin kurven- und flachen- 
theorie im nicht-euclid’schen raum ...  Tiibingen, Druck 
von H. Laupp, jr., 1894. 


41, i, p. 2, 
Inavg. -dis.—Tubingen. 


1. Geometry, Non-Euclidean. 
mest 


Library of Congress QAGSS, RZ 
Rath, Emil, 1873- 
Zsthetic dancing, prepared by Emil Rath ... New York, 


The A. S. Barnes company, 1914. 
x, 3-136 p. plates. 24”. 


1, Dancing. 


14—11285 
Library of Congress GV1706.R15 
—— —— Copy 2. 
Copyright A 376346 871, 
Rath, Emil, is73— 


The folk dance in education, by Emil Kath ... Minneapolis, 
Minn., Burgess publishing company, mimeoprint and photo off- 
set publishers, 1939. 

1p.L,%, 0 oumb. 1. 27 x 214". 

Bibliography : leaves 45-48. 


1. Dancing —Fotk and national dances. 1, Title. 
4012380 
Library of Congress MTOO.RS8FS 
(42e2, 703.31 
Rath, Emil, 1873- 

Graded apparatus work for men, by Emil Rath . 
Lower e. Indianapolis, Ind., Pied - 4, of the 
North American gymnastic union, 1916. 

2p. im. 90 

1. Gymnastics. 1. Title. 

16S 

Library of Congress GVSILR3 
Copyright A 418711 ald}, 

Rath, Emil, 1873- 


Gymnastic dancing for girls’ and women’s ong pre- 
pared by Emil Hani] Rath, dean of the Normal college, sie 
Indianapolis, Indiana... ;In- 
dianapolis: Tnd., The Normal college of the North Amer Amer 
ican gymnastic union, ‘1913. 
1p. 1, 32 numb. 1. 284". 
Numbered leaves printed on versos only. 





1. Dancing. 2 Gymnastics. 1. Normal coflege or the North Amer- 
kan Title. 


union. 1. 
14 $86 
Library of Congress GV1798.R2 
Copyright A 361172 1s26f1, 


189 


Library of Congress GV483.R23 
Copyright A 420736 


Rath, Emil, 1873- 

Outlines of some physical education activities, ar. 
r Emil Rath .. 2 5 Ind., Normal os 
lege of the American gymnastic union, 1926. 


207 p. illus. (music) diagrs. 23°. 


Part of the ore ete 
Published in 1916 under title: Outlines of educational gymnastics. 


1. Gymnastics. 2 Games. 1 Title. 


Library of Congress GV483.R23 1926 acd 
Copyright A 949415 2 
Rath, Emil, 1873- 


Theory and pagetinn of physical education, by Emil 
Rath . ndianapolis, Ind., Normal college of the 
North American gymnastic union, 


v. illus. 23°. 


1. Physical education and training. 

Library of Congress GV34L.R3 
——— Copy 2. 
Copyright 251, 


16—9161 


Rath, Erich von, 1881-— 
Au der 
feier 25jah: yo ee 
27. juni 1988'in Being’ ven Erich v. Rath. Mainz, 1925. 
21. P. i (Betlage sum 22. bis 24. jabresbericht der Gutenberg- 





27. juni 1925 in Mainz, von Erich v. Rath. Mainz, 1995. 
21,2, p. 23". 
Issued also os Bellage sum 22 bis 24. jabresbericht der Gutenberg 


1. Ipcupabula 1 Gutenberg-museum, Mainz 
31-4100 
Library of Congress 72400 RS oes 
Rath, Erich von, 1881- 
Ernst Voulliéme als inkunabelfo recher, ein verzeichnis 
seiner arbeiten zu seinem geburtstag zusam- 
tellt von Erich von Ra’ Bonn (Leipzig, Ge- 


bei Poeschel & Trepte, 1922. 
2p..7-2.hp om 


1. Voulliéme, Erm: Hermann, 1862- —Bibl. 2. Incunabule—Bibl. 


23-6722 
Library of Congress 78946.4.R23 
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Rath 


Rath, Frederick. 

First night, oo in three acts, by Frederick Rath 
... New York, N. Los Angeles, Calif., 8. French, inc.; 
London, 8. French, nd, #1931. 

98, (1) p. plates, diagr. 19°. 
edition) 

Copyright, 1929, by Frederick William Rath under title, “Melo 
drama”. 


(On cover: French's standard library 


alana (Pull nome: Frederick William Rath; 
81-18186 
Library of Congress PSSSSS.ATOFS 1981 
Copyright D pub. 177 2 8125 


1112p 2)". 
Has also the following pagination : 2 p. 1, p. :248;-850. 


1. Arizona. 
A216 
H. E. Huntington library 
for Library of Congress :a40b1, 
Rath, Gerhard vom, 1830-1888. 
Ein beitrag zur kenntniss der trachyte des Siebengebirges, 
von dr. Gerhard vom Rath. “Sonn, A. Marcus, 1861. 
ap 2 
1 Trachyte. 2 Petrology—Siebengedirge. 
osa-us 


C2 e8 ow, Library a 


Rath, Gerherd vom, 1830-1888. 
Bement collection of minerals. 

by Prof. Gerhard vom Rath. Tr. from 

ApS Naturh. yy d. preuss. i 

Pages 295-304, saat iees, Kunz. 

The Jewelers’ circular pu! 

cover-tite, Ii p. diagrs. 234™. 

“ Reprinted from the Jewelers’ circular, vol. xvi, no. 12, January, 1886." 


(New York, 


Subject entries: Miversiogy. 


ane 2 Greece (Modern)—Deser. & trav. 3. Pal- 
. & trav. 
e139 
Library of Congress D66.R23 
1a3Tb1, 
Rath, Gerhard vom, 1830-18s5. 
Naturwissenschaftliche i 


an die 
Pariser weltausstellung 1878. (Sections étrangé: 
Von prof. G. vom Rath ... Bonn, Mf Coben & vob 1879, 
xiv, 429. 2”. 


1. Mines and mineral resources. 2. Paris. Exposition universelle, 1878 
15-9661 


Library of Congress TNI9RS 


LIBRARY OF CONGRESS 


Rath, Gerhard vom, 180-1888. 
Pennsylvanien. Geschichtliche, naturwissenschaftliche 


und soziale skizzen. Nach einem vortrage in freundes- 
kreisen von G. vom Rath ... Heidelberg, C. Winter, 
1888. 

w, 155, 1). 2. 

1. Pennsylvania. 1. Title. 

2-22464 
Library of Congress F149.R23 
ta26e1, 
Rath, Gyérgy, 18291- ed. 


ae iparmiivészet _ 1896-ban. Millénriumi emlékkonyv. 
térsulat — 


tite Hat th Gyorgy elndk, szerkesztotars : yen 
. Budapest, A Magyar iparmiivészeti ion 1897. 


42% p. front., illus. plates (partly col.) 307. 





1._Art industries and trade—Hi 1. Gyorgyi, Kalmén, joint ed. 


11. Magyar iparméivészeti térsulat, 
ca 10-929 Unrev'd 
Library of Congress NK94. HORS 
Rath, Gyérgy, 18291- 


Az iparmfivészet kényve, a Magyar iparmiivészeti tar 
sulat megbizasébél szerkeszti Rath Gy ares, elnék ... Bu- 
dapest, Az Athenaeum kiadésa, 1902-05. 


2 v. front. (port.) illus. plates (partly col, partly fold.) 254. 


ft Fs i iadastsian and ots, 2. Art, Decorative. 3. at 
rmfivészeti tarsulat, Budapest. ta 


1. Mag- 
ca 10-936 Unrev’d 


Library of Congress NK1105.R3 
Rath, Gyérgy, 18291- 


Magyarorszfgi a a térténelmi kidllitéson. 
Irta Rath Gyérgy ... Budapest, 1897. 


42 p. incl. col. front, illus. 307 


“Az Iparméivészet 1896-ban™ crimé munkébél 
Fengutan biodiags at the Historical exhibition. 


1. Bookbinding— Hungary 
ca 11-2925 Unrev'd 
Library of Congress 7270. H8R2 
Rath, Philipp, ed. 
Bibliotheca i en verzeichnis der ausgaben und 
iibersetzungen des Peter Schlemih] nebst neun unverdffentlichen 
briefen inlei von Philipp Rath, mit 


Chamissos und einer einleitung 
6 bildbeilagen. Berlin, M. Breslauer, 1919. 
Op, 1L Oph (incl. facsima) 26220)". (Added t.-p.: Bibliogra- 
phieo und studien, hreg. von M Breslaver. 1) 


“Ea wurden 290 stticke hergestellt ; davon 40 in einer vorzugsauagabie 
auf bittenpapier.” 


1 Chamiaso, Adelbert voo—Bibl. 2 Chamisso, Adelbert von Peter 
Schiemihl's wundersame geschichte. 1. Chamiaso, Adelbert von, 1781— 
1888, u. Tithe. 

Library of Congress 78150. R23 
mo D~ P1804. PTRS 

1, 
Rath, Reuben Joha, 1910— 


bay nn St 1814) by Reu- 
ben John Rath... New York, 1941. oy 


2p.1, 7-267 p11 2mape (inet fold front.) 229. 

Pabiced ay Studien a hotary woe economics and law, edited 
be the Faculty of politica extence ot Goumiaa eaiveraty, ‘Ne. 4. 

Bibliography : p. 217-287 ; bibliographical foot-eotes. 


1. Italy—Hist 1780-1815. = t. Tithe. 


Fad 


Cotumbia univ. Libraries 
for Library of Congress DGS4O.RS 1018 


at 065.08 


190 





Rath, Reuben John, 1910— 

The fall of the Napoleonic kingdom of Italy (1814) by R. 
John Rath... New York, Columbia university press; 
P. S. King & son, Itd., 1941. 

247 p. 2 mape (incl. fold. front.) 23". (Half-title: Studies in his 

= ~ ye tL 

Columbia university. No. 484 

Seseed etee co Date (ru. vo.) Columbia university. 


Bibliography : p. 217-287. 


1, Italy—Hist.— 1788-1815. 1, Title, 
41-18845 Revised 
Library of Congress HSL.C7 no. 464 
——— Copy 2. DGS49.R3 1941 


Rath, Mrs. Virginia. 

The of the bells ,by Virginia Rath .. . Garden City, 
N. ¥., Pub. for the Crime club, inc, by Doubleday, Doran & 
company, inc., 1937. 


Splw4p 19°. 


“First edition.” 
1 Title. 
(Full name: Mra. Virginia Anne Rath, 
Lébrary of Congress PZ3.R18T4An — 
—- —— Copy 2. 
Copyright A 105613 3) 


Rath, Mrs. Virginia. 

... The dark cavalier. Garden City, N. Y., Pub. for the 
Crime club, inc., by Doubleday, Doran & co., inc., 1938. 

Sp.L, v-viip, 11,275 p. 199". 

“First edition.” 


L Title. 


Library of Congress 
—— —— Copy 2. 
Copyright A 117846 5, 


PZ3.R1874Dar 


's folly, by Vi Rath ... Garden City, 
Death at Dayton y. irginia 
N. Y., Pub. for the Crime club, inc., by Doubleday, Doran & 
company, inc., 1985. 

6p. 1, 04 p. 20". 


“First edition.” 
1 Title. 
(Pull nome: Virginia Anne Rath) 
85-18570 
Library of Congress P73.R18T4De 
-—- ——— Copy 2. 
Copyright A 80649 8 


Rath, Vrs. Virginia. 

Death breaks the Virginia Rath. Garden A 
N. Fe ae a Ole aa ty Tectinteg, Deen Bente, 
1941. 


4p.L, 8208p. 1illan 199". 


“First edition.” 
1 Tithe. 
(Pull neme: Mre. Virginia Anne Rath, 
41-1181 
Library of Congress PZARISTADs 
1 
Rath, Mrs. Virginia. 
But fohey Virginia Rath. New York, Pub. 
son ta Ores ob eo Doren bce, tas, 1988. 
phan te Lente wr. 
“First edition.” 
1 Tithe 
Pull name: Mre. Virginia Anne Rath, 
80408 
Library of Congress PTR RISTAD 
— —— Copy 2 
Copyright th 














Rath, Mrs. 
Epitaph for } ao tby, Viegiaia Rath. Garden City, N. Y., 


— for the Crime club by Doubleday, Doran & co., inc., 
1 

Spl, s-207p 2. 

“First edition.” 

L Title. 

(Pall name: Mrs. Virginia Anne Rath, 
42-96101 
Library of Congress PZ3.R18T4Ep 
15 


Rath, Mrs. Virginia. 
An night for murder ... Garden City, N. Y., 
Pub. for the Crime club, in. , by Doubleday, Doran & co., ine., 


Spl, S270 p. 20. 


“First edition.” 
L Title. 
(Pull seme: Mre. Virginia Anne Rath, 
‘81-2870 
Library of Congress P2B.RISt4Ex: 
—- ——- Copy 2. 
Copyright A 111127 6, 


Rath, Virginia. 

Ferryman, take him across! By Virginia Rath. Garden 
City, N. Y., Pub. for the Crime club, incorporated, by Double- 
day, Doran & company, inc., 1986. 


4p. 1, vit-vilip.11,27p 2. 

“First edition.” 

1 Title. 

‘os 28388 

Library of Congress PTA R18T4Fe 
—- —— Copy 2 
Copyright A 9800s * 

Rath, Virginia. 

Murder on the day of judgment | ee Ee A 
Rocky story. Garden City, N. for the Crime 
club, inc., ES Tuke tebe bk te 

4p. L, vit-vill p, 11, 207 p. 109". 

“First edition.” 

1 Title. 

(Pell neme: Virginia Anne Rath, 
96-7086 

Library of Congress PZ3.R1874Ma 
—- ——— Copy 2. 

Copyright A 93379 3 
Rath, Mrs. Virginia. 


... Murder with a theme song. 
ran & co., inc., 1939. 
4pl.mp wm. 
INustrated t-p. 


New York, Doubleday, Do- 


“First edition.” 
1 Tithe. 
(Fall name: Mrs. Virginia Anne Rath, 
380-27330 
Library of Congress P73.R1874Mur 
— ——— Copy 2. 
Copyright A 129207 fl 
Rath, Wilhelm. 


Der Gottesfreund vom Oberland, ein menchheitsfiihrer ;!, an 
der schwelle der neuzeit J age ‘.. jahrhundert) b—* leben, ge- 


CATALOG CF PRINTED CARDS 


(Rathald, Walter Paul, 
Die religion der freude ... Leipzig, W. Drugulin, 1914 
3p. 1,326. 2~ 
“Walter Paul Rathald schrieb das buch."—Verso of t-p 


t. Title 

14-10077 
Library of Congress 

Copyright A—Foreign 1010 


Réthay, Emerich, 1845-1900. 
‘ und die brunissure (briu- 
Wien, Verlag des K. K. 





Von Emerich oe 
u-ministeriums, 1893. 
‘tus. 284". 
“Separatabdruck “Die weinlanbe, seitechrift fir weimbeu und 
kellerwirtachatt 1808." 
“Literatur” : p. 8. 


Die 
nung). 
Ackerba: 


cover-title, 8 p. 


1. (Bronissure, 2. Calitornia vine disease, 


bet tty Library 


Library of Congress radibl, 


Rathband, William. 

B GAD Gam 8 eae entation of Gas Ee Oe 
sect, commonly called B 
upon long since by the joynt onans ‘of sundry, godly, and 
learned ministers of this kingdome, then standing out and 
suffering in the cause of inconformity; and now published in 
a time of need, for the good of Gods church ... Published 
W. Rathband, minister of the gospell. London, Printed for 
Edward Brewster and George Badger, and to be sold at the 
Bible, on Fleet-bridge, and in Saint Dunstanes church-yard. 





pamphlets lettered Brownist tracts. 


1. Brownists. 1 Title. Oa 17-1986 Unrev'd 

Library of BX7290.B85 m0. § 
(a38b1, 285.8 
Rathbone, Lrs. 
see 

Manning, anne, 1607-1879. 
(Rathbone, Albert, 1868- 

Archibald McClure and his wife. 


Elizabeth Craigmiles, 
regarding their ancestors and a record of the 
of their sons James and Archibald McClure. ,New York, N. Y., 
Press of B. H. Tyrrel, 1938. 

2p...8p a. 

Biank pages for “Memoranda” (,88,-:96,) 


1. McClure family. 1 Tithe. 


Library of Congress 





schildert auf grundiage der 
hauses “Zam Griinen Worth” in a ys 
Rath. Leipzig, Strassburg ,ete., ‘Heitr & e i080. 
4p. 1, 202p,11. front. fold. facsim. 19°. 


fOr die der erlebnisse des Gottesfrean- 
Ges ist Gem verfasser die geisteswissenschaft Rudolf Stetners.”—p. (199, 


Wilhelm 





1. Gottesfreund im Oberland. 2. Mysticiem—Germany. 3. Anthro 
posophy. 


‘36-21081 
I4brary of Congreas 


BV50T0.FT8RS 14003 


and notes 
N. Y., Press of B. H. Tyrrel, 1940. 
2pl.itp.1l 2. 
a ley P= foreword 


1. Pepoon f.mily (Daniel Pepoon, 1756-1820) 1 Tithe 


41-7080 


Livrary of Congress caT7LPe 280 


2 
191 


(Ratpbone, Albert, 1868- 

Colonel William Rice and Wealthy Cottrell, his wife A 
record of their descendants and notes regarding their ancestors. 
(New York, N. Y., Press of B. H. Tyrrel, 1938. 

Sp.L.S-118p.11 2. 


Blank peges for “Memoranda” interspersed. 
“Foreword” gives sources. 


1. Rice family (William Rice, 1778-1863) 


2 Cottrell family. 
1 Title. 


Library of Congress 


(Rathbone, Albert, 1868- 
Jatin Olectt end’ Duberch Westh, bis wide. A record of 
their descendants and notes regarding their ancestors. \New 
York. Y., Press of B. H. Tyrrel, 1987. 
2p1,.8p a. 
tadiates cine task gages ter “Menerente’. 


1. Olcott family. 


Library of Congress 1987 


(Rathbone, Albert, 1868- 

Samuel Rathbone and Lydis Sparhawk, his wife A record 
of their descendants and notes regarding their ancestors. (n. p.; 
1987. 

2p LMp we. 


Includes ten blank pages for “Memoranda’ 
Slip with additions mounted on p. 72) 


1. Rathbone family. 2 Sparhawk family (Nathaniel Sparhawk, 


41067) 1 Tithe 
CS ote} 
Library of Congress CSTLR2M 1987 
8 
Charles Horace, 1902-1986. 

It's the climate, stories of the Caribbean, by Charles tee Hovase 
Rathbone, jr. 5 illuetrations by Marthe New York, 
RR Smith, 1986. 

vip. 21,8285 p en a. 

oom es 15800 

Library of Congress PES.RsTs tt 
— ——- Copy 2 
Copyright 4 saz o 


1 Tithe 
Library of Congress 
— —— Copy 2 
Copyright A 77789 os 








Rathbone, Cornelia Kane. 
eee 8 Se Rew New 
‘ork, London, D. Appleton and company, 1927. 
‘ant 205 p. 19". 
1 Title. 
‘27-3890 
Library of Congress PZ3.RIST6Je 
—-~—— - Copy 2 
Copyright A 967327 8 
Rathbone, Edward. 
— ee Edward Rathbone. London, J. Cape 
t 
2p. 7412p. 2. 
1. Title. 
34-7808 
Library of Congress PZB.RiSTTBr 
Copyright A ad int. 18772 a 


Rathbone, Edward. 
The brass knocker, by Edward Rathbone. New York, Lon- 
don, D. Appleton-Century company, incorporated, 1934. 





¥, 32 p. 2. 
1 Tithe. 
Library of Congress PZ3.R1STTBr 2 oe 
—— —-— Copy 2 
Copyright A 73582 15) 
Rathbone, Eleanor Florence, 1872- 
PE der whey — Feng ed, Saag orf Rathbone . 
Midd! , Eng., New York, Penguin books 
11940, 
xi, 18-118 p. incl. front. (port.) diagr. 187. 
1, Wagee—Family allowances. 1, Tithe awe 
Library of Congress HD4925.R28 
3% 331.22 
Rathbone, Eleanor Florence, 1872- 


Child marriage: the Indian minotaur; an foe lesson from 
the past to the future, by Eleanor F. Rathbone ... London, 
G. Allen & Unwin Itd. ,1934, 


Sp.l,0-198p,11 1. 
“Authorities quoted”: p. 135-188. 


1. Marriage—India. 2. India—Soc. condit. 1 Title. 
Library of Congress HQ680 R3 _— 
a (382.50064 

Rathbone, Eleanor Florence, 1872- 

i family; a plea for the endowment of the 
family, by Eleanor F. London, E. Arnold & oo., 
=, 824 p. im. 
Bibliographical foot notes. 


1, Wagee—Family allowances. 2. W: 
2. Tithe. tw. Title: Eodowment of the family, A plea the 


Library of Congress HD@O.RS 19% 


a4iml, 





LIBRARY OF CONGRESS 


Rathbone, Eleanor Florence, 1572- 

The disinherited family; a plea for direct provision for the 
costs of child maintenance through family allowances, by 
Eleanor F. Rathbone. London, G. Allen & Unwin Itd. ,1927, 

zl, 45 p. 19°. 

“Third edition May, 1927." 


1. Wagee—Familly allowances. 
L Title. 


2. Woman Employment—Gt Brit. 
2724006, 
Library of Congress HD4025.R3 1927 


a40fl, 


Rathbone, Eleanor Florence. 

The ethics and economics of family endowment; an 
on Ry 
worth press, J. Alfred Sharp ,1927, 

118 p. incl. diagr. 20)”. 

On cover: Beckly lecture, 1927. 


1. \Wages,—Family allowances. 2. Cost and standard, of living— 
Gt. Brit. 38. Gt. Brit—Social 1. Social service lecture 
m1. Title. 
L213 
Library, U. 8. Dept. of Labor 
ca 


Rathbone, Eleanor Florence, 1872- comp. 

The tragedy of Abyssinia; what Britain feels and thinks and 
wants; a selection of some recent expressions of feeling and 
opinion by British men and women; letters, articles, resolu- 
tions, speeches ; cartoons by Bernard Partridge and David Low. 
London, of nations union, 1936. 

95, 1) p. Mus 26) x 184". 

Foreword signed: Eleanor F. Rathbone 


. Italo- 1235-1936. 
, Te war, BT aad of nations—Etbiopia. 


38-2078 


Library of Congress DT387.8.R3 


Rathbone, Eleanor Florence, 1872- 

War can be averted; the achievability of collective = 
by Eleanor F. F. Rathbone. London, V. Gollancz Itd., 1938. 
=zp.11, (8-221p. 1. 


“Appendix : eee 
by Malcolm Thomson” 197-221. 


1. League of nations. 2. Security, Seas 6 C Eeh~See 


rel.—20th cent. 1. Thomson, Malcolm. m Title 
38-0285, 
Library of Congress TX1975.R307 1988 
Copyright A ed int. 23660 3, M11 


Frederick. 

Old Wedgwood, the decorative or artistic ceramic work, 
in colour and relief, invented and produced by Josiah 
Wedgwood ... at Etruria, in Staffordshire, 1760-1794; 
with sixty-seven full-page illustrations in the a of 
the originals, and smaller wood-blocks ; b 4 


(Rathbone, /rs. Hannah Mary (Reynolds), 1798-1878. 

So much of the diary of Lady Willoughby as relates to her 
domestic history, & to the eventful period of the reign of 
Charles the First. London, Longman, Brown, Green, & Long- 
mans, 1844. 

2p.1,1%4p, 1b 


Head _-pieces ; initials. 
A fictitious diary. 


ittus. (coat of arms) 22x17. 


1. Willoughby, Elizabeth (Cecil) Willoughby, baroness, 4. 1661—Fic- 
tion. 1. Title. 


Library of Congress PZ3.R188> 


2 


(Rathbone, Mrs. Hannah Mary (Reynolds), 1798-1878. 

So much of the diary of Lady Willoughby, as relates to her 
domestic history, and to the eventful period of the reign of 
Charles the First. New York, Wiley and Putnam, 1845. 


2p.1,100p. 19°. (Half-titie: Wiley and Putnam's library of choice 
reading) 


A Gctitious diary. 


1. Willoughby, Elizabeth (Cecil) Willoughby, baroness, d. 1661. 
1. Title. 
‘35-83416 
Library of Congress PZ3.R1888 4 


eo 


Rathbone, ./rs. Hannah Mary (Reynolds), 1798-1878. 

So much of the diary of Lady Willoughby, as relates to her 
domestic history, and to the eventful period of the reign of 
Charles the First. New York, Wiley and Putnam, 1845. 


1p. x} fv, 100 p. 17°. (Half-title: A ad and Putnam's library of 
choice ding. Diary of Lady Willoughby) 


A fictitious diary 


1, Willoughby, Elizabeth (Ceci!) Willoughby, baroness, 4. 1661—Fic- 
tion. 1. Title. 


Library of Congress PZ3.R18883 


(Rathbone, /)». Hannah Mary (Reynolds), 1798-1878. 

So much of the ry-4 of Lady Willoughby as relates to her 
domestic history. & to the eventful period of the reign of 
Charles the First. 4th ed. London, Longmans, Brown, Green, 
& Longmans, 1846. 

2p1.220p lus 17 

A Gctitious diary 


1. Witloughhy of Parbam, Elizabeth (Cecil) Willoughby, beroness, 
42 11 
8 235 
Library of Congress PZ3.R1888 5 


asibl, 


(Rathbone, Ars. Hannah Mary (Reynolds), 1706-1878. 
Lady W' 


domestic 
inter pemnnel Go edign of Sing en Ge Pe Os 
rate, and the restoration. London, Longman, Brown, Green, & 





descriptive chapters, a list of marks used at Etruria, and 
ceemeetery text to each a illustrated by Frederick 


Rathbone. tone | 8. . Quaritch 1898. 
re 12), 102 p., 21 col. front, illus. (imel. facsim.) uxtv col 
‘ont in 8 parts, 1893-98, 
Facsimile called inv 
‘ bet ware 2. Wedgwood, Josiah, 1730-1795. 
12—20489 
Library of Congress NK4335.R3 
s24ely 


(Rathbone, Mrs. mpg wendy my, 1798-1878. 
ee ee & Snee Se Tod, Bk F song 
and mother wis A.B. Bars oo. the second Loa- 
don ed. ~~ A. 8. Barnes & co.; Cincinnati, HL W. 
Derby & co., 185 

iv, 193 p. - 

A fictitious diary 


1. Tithe. 
A363 
Title from Tufts College. Printed by L. C. 


2, 


192 


Long 1848. 
8p.1,215,);p Man tim. 
A fictitious diary. 


1. Willoughby, Elizabeth (Cecil) Willoughby, baroness, 4 1661. 
1 Tite. 


oe 


Library of Congress PZ3.R188S0 


a40e1, 


(Rathbone, Mrs. Hannah Mary (Reynolds), 1(98-1878. 
uber 





P. Neff, 1949. 





ipl, 1p 17”. 
A fictitious diary. 


1. Willoughby, Elizabeth (Cecil) Willoughby, varoness, 4 1661— 
Fiction. 1 Title. 


s7-10987 
Library of Congress PR5900 R586 
2 





Pas 


eres 








tares, edited by H. B. Rathbone New York, Don R. Mellett 
1 found: P of journalism, New York 
university, 1941. 
19, p 2”. 
Variously paged. 


Bailey, 1871- ed. 
(Card 2) 


ConTente—Ccntinued. 
blie stun, by Bruce Bliven.—The editor's uneasy chair, by N. 3 
Fesater Patterson —The printed 


ible editor, ae Grove 
by R. W. Howard —The 


rk H. Finley —Your Amert 
eis 44 journalism, by Felix a — new Louisiana and why, by 
E. Crown. 


Rathbone, Henry Dynamic jour- 
nalism ... 1941. 


1. Journalism— Addresses, essays, lectures. 1. New York university. 
Don BR. Meliett memorial touedatios. u. Title. 
42-8173 
PN4783. 03 


3 070.04 


Library of Congress 


Rathbone, Mrs. Henry Riggs 
see 


Rathbone, Lrs. Laura Lucille (Harney) 


Rathbone, Irene. 


The gold rim, by Irene Rathbone. London, J. M. Dent & 
sons, Itd. ,1933, 


319, 1; p> 19. 
1. Title. 
33-11008 
Library of Congress PZ3.R1884Go 
Copyright A ad int. 17605 * 


Rathbone, Irene. 
October, by Irene Rathbone. London, J. M. Dent & sons, 
ltd. (1934, 


vi, 2006p, 11 19*. 


1. Title. 
3424359 
Library of Congress PZ3.R18840¢ 
Copyright A ad tnt. 19254 2) 


Rathbone, Irene. 

They call it peace, by Irene Rathbone. London, J. M. Dent 
& sons, itd. ,1936, 

Sp. 1.8417, 1p. 2. 


1. Title, 

96-5306 
Library of Congrese PZB. RISMTR 
Copyright A ad int. 22086 & 


CATALOG OF PRINTED CARDS 


Rathbone, Irene. 
We that were Irene Rathbone; with a 

E.M Deladeld perud, London, Chatto & Windus 1992. 
te p11, 6p z=. 


1 Tithe. 
82-11567 
Library of Congress PZ3.RisshWe 
Copyright Aad int. 16258 3 
mye pe 
When days were years, by Irene Rathbone ... London, 


Faber and Faber, limited ,1939, 
4p.1,11-34p. 18)*. 
“First published in February mcuxxxrx.” 


1. Tithe. 
30-8012 
Library of Congress PZ3.RissWh 
Copyright Aad int 24918 3 


Rathbone, Josephine Adams. 

Shelf department, by Josephine Ad Rethh Chi- 
cago, A library i publishing board, 1911. 
cover-title, 13 p. 20°*. 


Preprint of Manual of library economy, chapter 
Bibliography : p. 12-18. - 








1. Libraries—Sheif dept. L American library association. 
Library of Congress 
Hel, 


Rathbone, Josephine Adams. 
<a department, by my Adams Rathbone .. Ed. 2, 
1918. ta 
cover-title, 4p. 20". 
Preprint of Manual! of library economy, chapter xx. 
Bibliography : p. 12-14. 





. 


1. Libraries—Shelf dept. 1. American library association. 





194575 
Library of Congress 2708.5.R21 1918 
—— —— Copy 2. TATOAM® xx 
ya40e1, 
Rathbone, Josephine Adams. 
Shelf dep t, by Josephine Adams Rathb Ed. 3, 


rev. Chicago, pean A library association, 1930. 
cover-title, 14 p. 199". (Manual of library economy. xx) 
Bibliography : p. 13-14. 


1, Libraries—Shelf dept. _t. American library association. 


3028404 
Library of Congress 775K 1990 
— —— Copy 2. TRTOAWS xx 
(3012, (020.82) 0258 
Rathbone, Josephine Adams. 


yw pt in travel ; an arrangement of books according 
to their essential dams R 
Chicago, American library association publishing board, 1919. 
82 p. 2. |The Viewpoint series, Josephine Adams Rathhone, editor, 





1. Voyages and travels—Bibi_ t American library agsociation. 
u. Tithe. 


1927892 
Library of Congress 70011.R32 
—— —— Copy 2 


193 





yee Josephine : 
Rathbone .. Philedeiphie and Lotion w. B. ye aren 
pany, 1984. 


2p1,9282p front. illua (1col.) 20°. 
Bibliography : p. 263-278. 


& _ oaneain, Medical. 2. Physica) education and training 
1 





Library of Congress MIT21.R25 — 
—_ Copy 2. 
Copyright A Tai (4y2, 15.82 
Rathbone, Josephine Langworthy, 1899- 
Langworthy 





S s wo Tuntddptie hd Landes WB B 
Saunders company, 1939. 

905 p. incl. front., tilus. (1.¢ol.) 20" 

Bibliography : p. 277-286. 


1. Gympastics, Medical. 2. Physical education and training. 
1 Title. 


8015028 
RMT2L B25 1980 


4ul2, 615.82 


Library of Congress 


Rathb Josephine L , 1899- 

Foundations of health, by losphine L. Rathbone ... 
Francis L. Bacon ... Charles H. Keene ... Boston, New York 
yete., Houghton Miffiin company ,°1932, 

xx, 413 p. front., (tus, diagra. 19)*. 

“Suggested bibliography” at end of each unit. 








Hygiene. L ang prance Leonard, 1880- Joint author 
" tae Charles Herbert, 1875- Joint author. mm. Title. 
224987 

Library of Congress QP36.R3 

— Copy 2. 

Copyright A 50087 (S0r8An2, 613 
Rathbone, Josephine 

Sontttone of ta Sy 2 hine L. Rathbone .. . Francis 
L. Bacon ... ,and, Charles H ons Boston, New York 


yete., Houghton Mifflin company (1936, 
xxiv p., 11, 410, x1 p. tnel, front, tllus, @iagrs. tables (1 foia.) 194". 
“Suggested bibliography” at end of each chapter. 


1, Hygiene. 1. Bacon, Francis Leonard, 1880- Joint author. 
mm Keene, Charles Herbert, 1876- Joint author. mz Tithe. 
(8617388 
Library of Congress QP36.RS 1988 
—— ——— Copy 2. 
Copyright A 96306 on, ous 


Rathbone, Josephine Langworthy, ane~ 


Residual 
cation, by Josephine L. Rathbone ... 
vi, 2op,i. a 





for edu- 
New vous N. Y., 1936. 





Theris (Pn. o )—Cobnabia aniversity, 1036. 
Vite 
Hiteiography : p ISS 210. 





1. Fatigue, 2 Muscle. 3. Nerves ayetem—Disenses 4 Schou! hy- 
Rhone 4. Tithe. 1. Tithe: Hypertension 
37 --13187 
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Miustrated t.-p., half-title and Mntng-papers. 


1. Title. 

atenep 6 Gna primior, "aS Revived 
Copyright A 327076 rion, 
er anita 

eco or, Adventures volun- 
withing sty fa wen by, by Das Dew 
a. ark, Novelist p 


Sp wo. Gioia Pocket ed. v. 1, a0. 9) 


ca9-474 Unréy’d 


CCogyrignt ane: "9072)° 


Library of Congress 


(Rathborne, St. George, 1854- 

poker or, A cool million at stake. A story 
of the and ena of New York. Marline Manly 
wseud., New York, Street & Smith ; 
1p. 1, G-193p from. 20". (The secret service series, no. 29) 


a 9.4723 Unrev'd 


Library of Congress PZ3RI9Po 


(Copyright 1880: 3810) 








Rathborne 


Rathborne, St. George, 185 4-- 

Rival canoe boys: or, With pack and paddle on the 
Nipigon, by St. George Rathborne .. ew York and 
Lon Street & Smith ;1902) 


Ip. 1, &, (9}-191 p. front., pl. 19°. 


Library of Congress, no. Copynght 


(Rathborne, St. George 1854 

... Bube Burrows’ | ; or, The swamp angels of 
Alabama. By Marline Manly wseud, .. New York, 
Street & Smith ,1891, 


1p. 1, S19 p. 199%. (The secret service series, no. 40) 


ca 94722 Unrev'd 


of PZ3.RIOR: 
Library of Congress j 19Ru 


1991; 4132) 


Rathborne, St. George, 185 4- 
A sailor's sweetheart ; or, Fighting for love and country. 
New York, Street & Smith (1900; 


2384p. 12°. (Romance series, no. 10) 
Oct. 4 1900-188 


Library of Congress, no. Copyright. 


Rathborne, St. George, 1854- 

A sailor’s sweetheart; or, Fighting for love and coun- 
try, by St. George Rathborne ... New York, Street & 
Smith 1901, 

1p. 1, 7284p. 18*. (On cover: Eagle series, no. 195) 


1. U. S.—Hist—War of 1898—Fiction. 


- pesnws Peat 801-188 
hay of Gages (Copyright 1901 A 1624) 
Rathborne, St. George, 185 4- 
Ry winds ; =e The cruise of the coast canoes, by 
yy Fp «+» New York and London, 
Street ith oo 


ip. .,, (7), 212p. i. 


Dea 
Library of Congress, no. Copyright. 
Rathborne, St. George, 1854- 
A son of by St. George Rathborne ... London, 


New York, F. T. Neely 1897, 
367 p. front. (port) 2. (On cover: Neely’s library of choice lit- 
erature, no. 74) 


&-S90F 


Library of Congress PZ3.RI9S0 
(Copyright 1897: 43761) 


LIBRARY OF CONGRESS 


Rathborne, St. George, 1854- 

A son of Mars; a novel, by St. George Rathborne ... 
New York, Street & Smith “1899, 

M6 p. 197. (On cover. Eagle library, no. 108) 


f Congress mons Tene 
vearcecine (Copyright 1899; 35133) 


Rathborne, St. George, 1854- 

The spider’s web, by St. George Rathborne ... New 
York, Street & Smith “1898, 

iv, 314. 189°. (On cover: The Eagle library, no. 71) 


mm 
PZ3.R19Sp 3 
(Copyright 1898: 44853) 


Library of Congress 
Rathborne, St. George, 1854- 


Squire Samy a tale of the Cuban war, by St. George 
Rathborne ... ‘London, New York, F. T. Neely, 1897. 


oh” front. (port.) 19). (Om cover: Neely’s continental library, 


8-1t 


Library of Congress reais 


(Copyright 1897: 43221) 


Rathborne, St. George, 1854- 

Sunset ranch; a boy's story of adventure in the West, 
by St. George Rathborne ... New York, Street & Smith 
(1901) 

272 p. inel. front. pl. 19. 


Library of Congress, no. Copyright. 


Rathborne, 8t. George, 1854— 
or, Masked in mystery, by S 


Under Rarytien cies 
George Rathborne New. York, Street & Smith 11900, 
1p. L, 285 p. 18™. (On cover: Eagle library, no. 147) 


Library of Congress parisuas | “4 " 
Copyright 1900 A 3542 
Rathborne, St. George, 1854- 
by St. George 


Witch or her.’ (The Cartaret ~y 

Rathborne ... Chicago, Laird & Lee ( 

ui" front. plates. 19°. (On cover: a of choice fiction, no. 
Published in 1891 under title: “The Cartaret affair.” 


PZ3.RI9Wi 


Library of Congress 
(Copyright 1804: 4492) 


ye ey tetteneyee 
a sand-key in the 


d on 
Caren by St. bones Rathborne ... illustrated 
Ida May Rockwell. ‘aboee, 0., New York cete., The 
field — lishing co., 1905. 
261 p. front, 3 pl. 19". 





Library of Congress Copyright 


Rathborne, St. George, 1854- 
ant ro an eon ior soaps a and trails in ee wil- 
rness, it. George Chicago, A 
Donohue é co. (1912) 
258 p. incl. front. 199%. «His Canoe and campfire series) 
Illustrated lining-papers. 


1. Title 


12-1060 
Library of Congress 


Copyright 


PZ7 RI3SYo 


Rathborne, St. George, 185 4- 


The young range riders; or, Two Yankee cowboys on 
a Mexican ranch, by St. George Rathborne ... New 
York and London, Street & Smith ;1902; 


2p. 1, (7)-253 p. front. pl. ir" 


Die 
Library of Congress, no. Copyright. 
Rathborne, St. George, 1854- 
at renters 4 Nile; or, The chase fo’ 
wo dababoah, be Bt George B Rathborne . “astrated 
ry 3. Sh York ete.) The Saalfield 
S.-M on 
2S p. front, 3 pl 19”. 
$.32097 


Library of Congress 


Rathbun, Benjamin. 

The case of Benjamin Rathbun; this remarkable finan- 
cier’s own statement of his operations in Buffalo and 
Niagara Falls, culminating in forgery and imprisonment. 
Now first publishes! from his own manuscript written in 
jail. 


(Ja Boffalo historical society. Publications. Buffalo,1913. 24°. v.17, 
p. (227)-270) 


1 Crime and criminals—Buffalo. 1. Title 
14-11447 


Library of Congress F129.BSB88 vol. 17 
Daniel. 

A letter, from Daniel Rathbun, of Richmord, in the county 
of Berkshire, to James Whittacor, chief elder of the church, 
called Shakers. Spri . Massachusetts) Printed at the 
printing-office. near the Great ferry, woccrxxxv. 

xi, ly, (13;-228 p17. 


Preface signed: Rk 
“Ap attack = 5 vias Shaker sortery q Nisqueonia, New York, by an 
Apostate Sheker.” Sabin, Bibl. A! 


1. Shakers—Dertrinal and comtrover-inl literature 1. Whittaker, 
James, 1761-1787 
528700 
Library of Congres BXVT73.K3 
aly 
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Rathbun, Franklin Root, 1838- 

Bright feathers; or, Some North American birds of 
beauty. By Frank R. Rathbun. Illustrated with draw- 
ings made from nature, and carefully colored by hand. 
Auburn, N. Y., The author, 1880-82. 

vii, ®-88 p. illus, vi col. pl 31 x20)™. 


i= yp no more publighed 





CATALOG OF PRINTED CARDS 


Rathbun, John B. 


Aeroplane construction and operation; including notes 
on aeroplane design and aerodynamic calculation, mate- 
rials, ete. prehensive ill d manual! of in- 
struction for aeroplane constructors, aviators, aero-me- 
chanics, flight officers and students. Adapted either for 
schools or home study. By John B. Rathbun ... Chi- 
cago, Stanton and Van Vliet co., 1918. 

















Rathbua, John B. 

Gas engine troubles and installation, with notes on 
oil engines; 2 book that shows you how to install, operate 
make immediate repairs, also how to keep a gas engine 
By J. B. Rathbun... 3d rev. ed. Chicago, Stanton 

jiet o0., 1917. 


448 p incl. frost. illus, tables, diagre, 20" 


ef 


it 





4p. 1, 7-426 p. front., illus., fold. plates, diagrs. (1 fold.) 20™. 
“Aeronautical magazines”: 1 p. facing p. 7. 
1. Aeroplanes. 1. Tithe 18~15701 1. Gas and of! engines. L Title. 
0 Siete Anais Library of Congress ‘TL670.R2S ad 
1-1$109 Additions — —— Copy 2. aa Library of Congress TITTO.R2 WIT 
A 499622 (Rud sadlol, 
Library of Congress QL681.R23 — 
Rathbun, Frank,lin, R,oot, 1838- Rathben, Joha a : Rathbun, John B. 

A revised list of birds of central New York. Based oo 0%: pooner Tg and maintenance, notes Gas, gasoline and oil engines, including complete gas engine 
on the observations of Frank R. Rathbun, H. Gilbert practical , _ details, perform- glossary; a simple, practical and comprehensive book on the 
Fowler, Frank S. Wright, Samuel F. Rathbun, in the S°% po — aa Oa os construction, operation and repair of all kinds of engines. 
counties of Cayuga, Onondaga, Seneca, Wayne and aad planes. & craft _— Tth — Dealing with the various parts in detail, and the various ¢ 
Yates. Collated and prepared for publication by Frank eS instruction for amateurs, of engines and also the use of different kinds of fuel. By 
Eitan Auburn "N'Y uy advertnr and Speeneaememeret seme ved tS ain Chg Sen a Yan Vins 
wan journal printing house, 1879. John R. Stanton co., i929. 341 p. front. Mus, diagrs, 20° 

47 p. 259" G08 p. tock, teent., titan. 42 19 Earlier edition bas title: Practical handbook of gas, of] and steam 

1. Birds—New York (State) ‘ae 8 2-006 1. Gas and oll engines 

Library of Congress TLeTO.R2S 1989 20—T270 
(3001, 6-17846t —— —— Copy 2. Library of Congress TITSO.RS 19198 
Library of Congress OL684.N7R2 Copyright A TOTS ean, Copyright A 566700 (3641, 
Rathbun, George Daniel, 1873- Rathbun, John B. Rathbun, John B. 

Rathbun’s graded speller. Containing ten th d Aeroplane engines in theory and Ignition, valve timing and automobile electric systems 
practical hd for spelling, a treatise on orth phy, notes on the and con- (self-starting and lighting) a comprehensive manual of 
and much practical work for all grades. By, Gea .  structional d of all types of aeronautic and self-instruction on the operation, adjustment and repair 
Rathbun ... ,Ottawa, Kan. The author 1906, accesso manual = of magnetos, battery ignition systems, and self-starting 

128 p. 19) of self-instruction fo plan 8, Complete tables and data on valve timi 

° and students. Adapted either for schools or home study for a great number of American automobiles. The Ford 
courses. i of the liberty twelve j 


7-203277 
Library of Congress (Copyright 1906 A 149612) 
Rathbun, Harry John, 1894- 

The Anglo-American legal system; a survey of the back- 
growl of American law for students of business and others 
having « non-professional interest in the law, by Harry J. 
Rathbun \Stantord University, Stanford university press, 
M1 

Bip @ 
Photolithegraphed. 


1. Law—U. S—Hist. & crit 


2 Lew—Gt Brit—Hist & crit 
1 Tithe. 


41-2210 
Library of Congress 


Copy 2. 3 


Rathbun, Hiram. 
Bible theology and Christian union. The Christian's de- 


fence of the church of Christ. By Hiram Rathbun... (Grand 
Ledge, Mich., H. Rathbun, 1867, 
x, (11,116 p. front. pl. 22218". 
1. Bible—Theology. 2 Church. 3. Christian union. 1 Tithe. 
‘3812808 
Library of Congress BS511. R38 
2 2206 


Rathbun, Job, b. 1734. 

A sign, wth » lecttng.ginans < A late vision opened 
and explained, in the light of the prophecies and revela- 
tions. S walsh to chews, the ontien destenction of tho 
draggon, and beast, and false-church, and the sudden 
thering in of the Jews, into their own land, and their 
final restoration to Christ; and the curse taken off from 
the earth, and the glory of the millennium. —Also, the 


sudden second i Christ ... By Job Rathbun ... 
Pittsfield, Printed by P. Allen, 1804. 
1% p. 26", 
617548 
Library ot Congress 


ons 


1p 1, 7-464 p. front, illus, fold. plates, fold. tab, diagrs. 19)™. 
1. Aeroplanes—Motors. 


21-935 
Library of Congress TLIOLRS 

— -—— Copy2 

Copyright A 605379 sere, 

Rathbun, John B. 





7 G . . ona P 
Including notes on design, practical aerodynamics, materials, 
Iculation, perf plane engines and propellers. 
Transatlantic ed. of 1927. A comprehensive manual of 

struction for amateurs, students, aviators, air-mechanics 





3 
Ee 


aeroplane constructors. For home or flying schools. 
By John B. Rathbun ... Chicago, John R. Stanton co., 1927. 
380 p. incl. front,, Uilus. (imel. maps) diagra. 194". 
1. Aeroplanes. 
Livrary of Congress TLATO. R25 1927 
—— —— Copy 2. 
Copyright A 1018123 1 
Rathbun, John B. 


Gas engine troubles and installation ; a book that shows you 
how to install, how to operate, how to make immediate repairs 
and how to aa, By J. B. Rathbun ... 
Chicago, The Cc. jpson co., 1911. 


444 p incl. front., illus, tables, diagrg 20°. 


1. Gas and off engines. 1 Title. 
11—e7178 
Library of Congress TITIOR? 
Copyright A 27450 8741, 


Rathbun, John B. 
Gas engine troubles and installation; a book that shows 
you how to install, how to operate, how to make immedi- 


ate repairs and how to keep a gas engine running. By 
thbun ... Chieago, Charles C. Thompson 


J. B. ©0., 
1916. 
440 p. incl. front, illus, tales, diagrs. 20™ $100 
1. Gas and oil engines 1. Title. 
15 20644 
Library of Congress TI770.R2 1916 


Copyright A 411895 


ignition system and its adjustment. By John B. Rath- 
bun ... cago, Stanton and Van Vliet co., 1919. 
2%, :2; p. incl. front. illus, tables, diagrs. 20°. 
P ya lie tae devices. 2 Automobiles — Starting devices. 
a 19—16189 


Library of Congress ‘TL209.R3S1 
Copyright A 536346 (s22e3, 
Rathbun, John B. 
Motion picture making hibiting. A compreh 





Sp.1, 2p. Mus. 2. 
Mort tl 1. Title. 
1. Moving-pictures. P 1 
Library of Congress PN1904.R3 
— —— Cony 2. 
Copyright A Sfaz24 (n30¢1, 


Rathbun, John B. 


Practica! hand book of gas, oil and steam engines, sta- 
tionary, marine, traction, gas burners, oil burners, 
farm, traction, automobile, locomotive ; a simple, practi- 
ca! and comprehensive book on the cons' 
tion and repair of all kinds of engines. Dealing with the 
various parts in detail and the various types of engines 
and also the use of different kinds of fuel. By John B. 
Rathbun ... Chicago, Charles C. Thompson co., 1913. 

370 p. front, illu. 2” $19 

1. Gas and oi engines 2 Traction-engines. 


Library of Congress 
Copyright A 343765 


‘TI78S.R3 


parts in detail and the various of cosines 
rare te on of dilevems tlats of toa By 3 B. 
Rathbun ... i , Charles C. Thompson oo. 1916, 
370 p. front, illus.diagrs 207. $1.00 
1. Gas and oil engines. 2. Traction-engines. 


Library of Congress 
Copyright A 431988 


TIMSRS 1916 





Rathbun, John C 1854— 

History of Thurston co., Washington, by J. C. Rathbun ... 
Olympia, Wash., 1895. 

Bip. 214". 


1 Thurston co., Wash.—Hist. 


Library of Congress F897. TSR3 


Copyright 1808: 2044 12) 979.7 


Rathbun, John Charies, 1882- 


The elastic properties of riveted connections, by John 
Charles Rathbun ... New York city, 1934. 


covertitie, 34, p. illus. (plans) pl, diagre. 274". 


34-86746 
Library of Congress TA2ZRORS 1904 
—  — - Copy 2 
Copyright AA 148686 3, €20.11287 


Rathbun, Jonathan, b. 1765. 

The narrative of Jonathan Rathbun, of the capture of 
Fort Griswold, the massacre that followed, and the burn- 
ing of New London, Conn., September 6, 1781. With the 
narratives of Rufus Avery and Stephen Hempstead, eye 
witnesses. New London, Conn., 1840. New and rev. ed., 
including the narrative of Thomas Herttell, 1832. New 
York, Reprinted, W. Abbatt, 1911. 

9 p. fromt. 26°. (On cover: The Magazine of history with notes 

no. 


ser em Extra number. 15 wt. 1) 

1. Groton Heights, Battle of, 1781, 2. New London, Conn.—Burning by 
the Riritish 178) 1. Avery, Rufu® 1758-1842. 11. Hempstea 4, Stephen 
tit, Herttell, Thomas. 

11— 24841 

Library of Congress E173.M24 vol.4 

1820e2, 


Rathbun, Jonathan, b. 1765. 

eS Sa te accounts 
pel py ve dpe the massacre that followed, 
and the pap adem | y lew London, 
6, 1781, by the British forces under the of the 
traitor Benedict Arnold. 


He aw same. 
a mp Nee 7 
- Lop 18=. 


the Beh 1781. ty hates eat A gy mere oe ed 
4—15521 
Library of Congress E241 G8R2 
— —— Copy 2. 1381, 
Rathbun, Julius G. 

Trip of the First it C. N. G., to Yorktown, Va., 
and ‘leston, 8. C., o 17-28, 1881. By Julius G. 
Rathbun . Hartford, Conn., Press of the ‘ase, Lock- 
wood & Brainard company, 1882. 


Bi, hip. front. illus, pl, ports. 234°. 


“The First chosen to the state at the Yorktown 
en oe ee Ae 
assembly.”—p. 273. 


1 Gennectigs intone. 


Ist regt. (Militia) 2. Yorktown monument. 
3. Yorktown—Siege, 1781 


17-$063 
Library of Congress UAII4 Ist.R3 
Rathbun, Lewis V. 
Rathbun's potetting chert, caplaising the comet of 


success in re- ead 
yD py RS i ey oe Tv Rethben 
Rochester, N. Y., 1882. 

@p diagr 1”. 


1. Flour-mulls 


Library of Congress R23 


LIBRARY OF CONGRESS 


Rathbun, Mary Jane, 1860- 
Additions to West Indian Tertiary decapod crustaceans. 
By Mary J. Rathbun ... 
in U. 8. National museum. Proceedings. Washington, 1921. 
ain. ¥. 58, p. 381-384. pl. 25) 


anes to the bibliography of West Indian Tertiary Decapoda”: 
Dp 


1, Decapoda (Crustacea) 2. Crustacea—West Indies. 
Library of Congress Q1L.055 vol. & 
S8fl, 


Mary Jane, 1860- 
The Brachyura. By Ma ary J. Rathbun. With nine 
Bor . Cambridge, U. iw , Printed for the Museum, 


Pp. 23-74,11 9 30™. (Memoirs of the Museum of com- 
paral slog a Harvari Ef csige. vol. xxxv, no, 2) 


Each ‘eceded by leaf with descriptive iemseprene. 
eho ie ies Ras results of = 7 oh om ys Pa- 
Os, io Tae, aes i mmission steamer ‘oss, from August, 


poco cae s — of the expedition 4 the eastern . t 
ber, 1904; to March, 1903 . commission steamer ‘Albatross,’ from 


an Published by » permission of George M. Bowers, U. S. commissioner of 
1. Crabs. 2. Albatross 
Title from Univ. of Chica 


(Steamer) 
A21-455 
QLILH37S vol. 35 
Printed by L. C. 


Rathbun, Mary Jane, 1860- 
_ frodenes snd Bower 
Washington, D. C The Academy, 


a ee 


By Meer 3. Rathbun . 


- 


peed 


1, Crabs. 2 Crustacea—Galapagos Islands. 
(20f1, 


6-36353 

Library of Congress Qil.w3 
—— —— Copy2 Library of Congress OLA4.D3RI8 
— on Jane, 1860- 

rachyura and Macrura of Perist of 

Mary ee ‘neaee . Washington, Govt. off., 1901. 

1 p. L, 127 p._ illus, 2 col pl B™. wW.S. rot ey 
fisheries. Doc. 45 


“Extracted from U. S. fish commission bulletin for 1900, volume 2” 


1. Crustacea—Porto Rico. 
F 12-282 
Library, U. S. Bur. of 


Rathbun, Mary Jane, 1860- 
... The Brachyura and Macrura of the Hawaiian islands. 
Ky Mary J. Rathbun... Washington, Govt. print. off., 1906. 


1p. L, p. 827-080, i-vill. front., tus, xxiv pl (part col.) 28". \U. 8. 
Commission of fish and fisheries. Doc. 587, 


At bead of title: U. 8. Commission of fish and fisheries, George M. 
cumum| . 

“Extracted from U. 8. fish commission bulletin for 1908, pt. m ...” 

Bibliography : p. 929-080. 


1 Crustacea—Hawalian islands. 2. Albatross ( Steamer) 
Fi—m 


U. & Bur. aoa Library 
for Library of Congress a40b1, 


Rathbun, Mary Jane, 1860- 

The Brachyura collected by the U. S. Fish commission steam- 
er Albatross on the voyage from Norfolk, Virginia, to San 
Francisco, California, 1887-1888. By Mary J. Rathbun 


(in U.S. National museum. Proceedings. Washington, 1 1899. 
234°. v. 21, p. 567-616. pL m-aia¥) 
Issued November 22, 1808. 


1, Craba. 1. Albatross ( Steamer) 


8 83-54 


Smithsonian inst. Library 
for Library of Congress (Q11.055 
pa4icl, 
200 


vol. 21) 





Rathbun, Mary Jane, 1860— 

. The Brachyura collected by the U. 8. Fish commis- 
sion steamer ‘Albatross on the voyage from Norfolk, Vir- 
gris, te to a — California, 1887-1888. By Mary 

agton, Gov't print. off., 1898. 





1 p. L, 367-616 p. = “a 

At head of title: 
um 

From the Proceedings of the United States National museum, vol. xx1 
- mo. 1162 


Smithsonian institution. United States National mu- 


1. Brachyura. 
6-27816+ 


Library of Congress QL44 DIR2 


Rathbun, Mary Jane, 1860- 
The Brachyura of the biological ex tion to the Flor- 
ida Keys and the Bahamas in 1808 Be ary 2 Ratb- 


(Us Towa. Univ. Bull. lab. nat. bist. lowa City, 1808. 231%. ¥. 4, 
Be, 3, p. 250-294. mx pl) 


1. Crabs. 


16-3510 


Library of Congress QHIIS8 vol. 4 


Rathbun, Mary Jane, 1860— 

. The cancroid crabs of America of the families Euryalidae, 
Portunidae, Atelecyclidae, Cancridae and Xanthidae, by Mary 
J. Rathbun ... ag py U. S. Govt. print. off., 1920, 


xvi, 600 p. illus, 230 pl. on 1151. 25", 


(Smithsonian institution. 
United States National museum. " Dulletia 182) 


1. Crabs. 
30—28801 
Library of Congress QILU6 no. 152 
— ——- Copy 2. QL444.D8R218 
(39)1, (508) 505.3842 
Rathbun, Mary Jane, 1560- 


Cutctagno of tho extte of the fniiy Malida to te U. 8 
National museum. By Mary J. Rathbun. 


In U. 8. National museum. Proceedings. Washington, 1894. 
ain ’. 18 1808p as-108, pl pl. vit) 
Issued July 26, 1808. 
1. Crabs. 1 U. 8. National museum. 
ages, 8 33-830 
Lébrary, itheonian Institution 
a (Q11.U56 vol. 16) 


Rathbun, Mary Jane, 1960- 
Catalogue of the crabs of the family Pericerid@ in the U. 8. 
National museum. By Mary J. Rathbun. 


In U. Nations! museum. Proceedings. washington, 1893. 
aim. 9  S 1892, p. 281-277. pl. xxvu-xL) 
Imsued August 2, 1892. 
1. Crabs. 
8 33-908 


Librery, Smithsonian Institetion 
Labrary of Congress {Q11.U86 vol. 15) 


Rathbun, Mary Jane, 1860- 
A contribution to « knowledge of the fresh-water crabs of 
America —The Peeudothelphusina. By Mary J. Rathbun . 
gou-6 National museum. Proceedings. Washington, 1899. 234™. 
¥. 21, p. 507-537. ius.) 


Issued November 21, 1898. 


1. Crete. ot, 933-003 
Library, Smit 


heonian Institution 
Library of Congress (Q11.055 vol. 21) 














Rathbun, Mary Jane, 1860, 
The decapod and stomato) Crustacea. By Mary 
J. Rathbun. Washington, D. he A y; 


cover-title, 133-186 H pl vi 259. (Results of the Branner-Agas- 
siz ea jon to Brazil. 1) 


Any | a sate Proceedings of the Washington academy of sciences. 





vol. x 


1. Crustacea—Brazil. 

aaet, 614662 
Library of Congress Qliws 
— ——— Copy 2 Library of Congress QL4413.R23 


Rathbun, Mary Jane, 1860- 
Decapod crustaceans from the Panama region. By Mary 
J. Rathbun ... Washington, Govt. print. off., 1918. 


123-18. li p pl 46. 245° oo institution. 

United States National museum. Bulletin 108 mT 
At head of title: Cue * the geology and paleontology of the 
Canal Zone, Panama, and geologically related areas in Central America 
and the te ye Indies.” 
“Extract from Bulletin 108, pages 123-184, with plates 54-04." 


1. Decapoda (Crustacea), Forsil, 2. Paleontology— Panama 
821—7 
Smithsonian inst. Library 


for Library of Congress QILU6 no, 108, pt.7 


4211, 


Rathbun, Mary Jane, 1860- 
The Guy crustaceans of West Africa. By Mary J. 
Rathbun . 


(in U. 8S. Nat 
2". v. 22 p aie. “ies 


Issued May 12, 1900. 


Proceedings. Washington, 1996. 


1. Decapoda (Crustacea) 


(31, 8 33-500 
Library, Smithsonian Institation 
Library of Congress (Q11.055 vol. 22) 


Rathbun, Mary Jane, 1860- 
Damteiien of o ose grass and Sree new qputes of eatte 
from the West Indies. By Mary J. Rathbun. 
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Library. U. S. Bur. of 
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1. Crincides. 1 Albatross (Steamer) 1. Title. 
8 82-676 
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{Q11.055 vol. 8} 
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Library, Smithsonian 
Library of Congress 


of United 
(1887) p. 817-841) 


steamer Albatross, in the Caribbean sea and gulf 
of Mexico, January to May, 1884. By Richard Rathbun. 
(in U. 8. National wi 4 
i o See Proceedings. ‘ashington, 1886. 
Issued June 19, 1885. 


1, Sea-urchins. 1 Albatross (Steamer) 
8 32-521 
Library, Smithsonian Institution 
Library of Congress (Q11.U55 vol. 8) 
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Rathbun, Richard, 1852-1918. 

Report upon the £chiné collected by the U. S. Fish com- 
mission steamer Albatross in the gulf of Mexico from January 
to March, 1885. By Richard Rathbun. 


(in U. 8. National museum. Proceedings. Washington, 
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Rathbun, Richard, 1852-1918. 

-.. A review of the fisheries in the contiguous waters of the 
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bun ... Washington, Govt. print. off., 1899. 

iptp. . L 5 . 

P SS pl. 8-16. 23. (U. 8. Commission of fish and 


At head of title: U. 8. Commission of fish and fisheries. George M. 
commissioner. 
From Report of commissioner, 1899. 


1. Fisheries—Washington (State) 2. Fisheries—British Columbia. 
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Fisheries SH222.W2R23 
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Library, U. 8. Bur. of 


Rathbun, Richard, 1852-1918. 
The sponge fishery and trade. By Richard Rathbun. 


(1s Goode, George ed. The fisheries and fishery industries 
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1, Sponges. 2. |Aponge culture, 1. Title. 

F273 283 
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Rathbun, Richard, 1852- 
. Summary of the Sand becing tte eon conducted 
the north Pacific Ocean and Sea from July 1, tose, 
to July 1, 1892, by the U. S. fish & commission steamer Al- 
batross. "By Richard Rathbun. Washington, Govt. print. 
off., 1894. 
Ip hy y pl uty. 247. «U.S. Commission of fish and 
At head of title: Extracted from the bulletin of the U. S. fish commis- 
sion for 1892. 
1. Hyd 2. Fisheries—Alaska. 3. Fisheries— 
Washington ( 4 Ree é= 5. Albatross (Steamer) 
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Library, U.S. Bur. of 
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The transplanting of lobsters to the Pacific coast of 
the United States. By Richard Rathbun .. Washington, 
Govt. print. off., 1890. 

1p. lL, p. 453-472. pl txx-txxt. 2™. «U.S. Commission of fish 
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ard Rathbun . 
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1. U.S. National museum. 
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Rathbun, Seward Hume, 1886— 

A backg: d to arch by Seward Hume — 
m. a. New Haven, Yale university press; London, H. Mil- 
ford, Oxford university press, 1926. 


xx, 395 p. incl. front. Nua, 22)™. 


present volume is the eighth work published by the Yale unt- 
versity press on the Philip Hamilton McMillan memoria! publication 
fund.” 
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Rathbun, Valentine Wightman, b. 1724. 

An account of the matter, form, and manner of a ne 
and strange religion, taught and propagated by a num- 
ber of Europeans, living in a place called Nisqueunia, in 
the state of New-York. Written by Valentine Rathbun, 
minister of the gospel... Providence (Rhode- Island) 
Printed and Sold by Be nnett Wheeler, 1781, 
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1. Contract bridge. 1. Tithe. 
Library of Congress GV1282.3.R3 
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1886— 
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see 


Rathburn, Jessie Louise (Gibson) “Mrs. Merle C. Rathburn,” 
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‘30-0829 
Library of Congress 2 
Rathé, Carl. 
Zerspanen, von Carl Rathé. Ziirich ,ete., Rascher & cie., 


a-g.. 1933. 
2p. 1, ST p. incl. tables, diagrs. 24°. 
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Cover-title. 

1. Tuberculosis. 1. Title. 
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Title from Brown Univ. Printed by L. C. 
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A woman in the case; or, Debtor to the devil ... New 
York, J. S. Ogilvie (1891, 


2% p. 19)". (The peerless series, no. 48) 


ca9-4721 Unrev'd 


Library of Congress PZ3.RISZW 
sg (Copyright 1891: 29052) 
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deutsche verlagsgesellschaft Roth & co., 1938. 


eum a4, oe _— tables (1 fold.) diagrs. 24)". Die Telefunken- 
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Library of Congress TKOSS.V3R13 1968 
(2 621 384132 


Rathenau, Fritz. 
Parlament und rite. Von dr. Fritz Rathenau ... Ber- 
lin, G. Stilke, 1919. 
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Der einfluss der kapitrls- und produktionsvermehrung auf 
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Von dr. Kart Rethense. Jena, G. Fischer, 1906. 


4p. 1, 8) p. diagr. 2. (Added tp: Sammlung nationalize 
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Rathenau, Walther, 1867-1922. 
... Gesammelte schriften ... Berlin, S. Fischer, 1918. 
5 ¥. front. (port.) 209". 
Conrents.—1. bd. Zor kritik der seit. mA und phew yy 4 


Zur mechanik des getstes —3. bd. Von kommenden 
sitze. Frithere schriften.—S. bd. Reden und ~~ — aus kriegsseit. 
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Library of Congress AC35.R3 
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Rathenau, Walther, 1867-1922. 


An Deutschlands jugend, Ww . 
tas 0 Pl ee jugend, von Walther Rathenau. Ber. 
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yy m oer, 1914-1918 
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Rathenau, Walther, 1867-1922. 
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1. Reconstraction (1914-1919) -—Germany 1 Hatfield, James Taft, 
2818880 
tie ¢ Capes DD231. RBA4 
Copyright A a41al, 
Rathenau, Walther, 1867-1922. 
.. Briefe ... Dresden, C. Reisaner, 1926. 
2. fronts, ports, facsim. 21°. 
77-1688 
Library of Congress DD2Z31.R3A3 
Copyright A—Foreign 32634 
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Rathenau, Walther, 1867-1922. 

Deutschlands rohstoffversorgung, von Walther Rathe- 
nau. Berlin, 8. Fischer, 1917. 

S2p. 1b, rp 199°. 
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schen keg smumsteriums 
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1. Commercial products—Germany. 2. European war, 1914-1918—Eco- 
nomic aspects—Gerngany. 
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Library of Congress HC2862.R3 
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Rathenau, Walther, 1867-1922. 
.-. Gesammelte reden. Berlin, S. Fischer, 1924. 
49.1, $49, hp 21am. 





1 \94e- =)-G y. 2. European war, 1914-1918— 
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Library of Congress 


DD249.R35 
Copyright A—Foreign 204 
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Rathenau, Walther, 1867-1922. 

In days to come, by Walther Rathenau, tr. from the German 
by Eden and Cedar Paul. London, G. Allen & Unwin itd. 
1921, 

286 p. 224". 


1, Social conditions. 1. *Paul, Eden, 1885- tr. um. Paul, Cedar, 
joint tr. m1. Title. 
21—20882 
Library of Congress HN440.R33 
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Kathenau, Walther, 1867-1922. 


Der kaiser; eine betrachtung von Walther Rathenau. 
Berlin, 8. Fischer, 1923. 


9. iho. 11 204. 
“SS. bis 57. auflage.” 


1. Wilhelm 1, German emperor, 1859- 


25-18896 


Library of Congress DD229.R27 


Rathenau, Walther, 1867-1922. 
... Kunstphilosophie und dsthetik, zusammengestellt und ein- 
von Wolfgang Schumann. Miinchen, G. D. W. 
wey, 1923. 
125, 2) p18". (Kunstwart-biicherel. 7. bd.) 


1. Bathetics 1. Sebumann, Wolfgang, 1887- oa 
Library of Congress 
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Rathensu, Walther. 


Massengiiterbahnen. Von dr. Walther Rathenau und 
professor Wilhelm Cauer ... Berlin, J. Springer, 1909. 


158 p. incl. tables. diagr. 2747. 
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Co y. p' ithenan, Walther. mm. Cauer, Wilhelm, 
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Title from Bureau of 


Railway Economica. Printed by LC 
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Nach der flut, von Walther Rathenan. Berlin, S. 
Fischer, 1919. 

7i,gdip 199. 

Cowtants.—Sozialisie: ende.—Staat_und vaterland —Ein 
dunkler tag. — Der cde fehler x poate ng brief an oberst 
House.—An alle, die der hass nicht bindet. 


4, Bovoms war, 1914 2. Reconstruction (1914 ) —Germany. 
. " 
20-9702 Revised 
Library of Congress HN449.R25 
t21c2, 


Rathenau, Walther, 1867-1922. 
«+» Nachgelassene schriften. Berlin, 8. Fischer, 1928. 
2v. 219". (Added t.-p.: Gesammeite schriften) 
“Erate bis vierte aufiage.” 
—1. bd. Politische aufsitze. Wirtechaftsfragen. Repara- 


Conrants. 

tionspolitik. Spriiche und —2. bd. Zur Welt- 
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Rathenau, Walther, 1867-1922. 
Die neue gesellschaft, von Walther Rathenau. Berlin, S. 


Fischer, 1919. 
101, ;1;p. 19)". 
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8. Socialism. 1 
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Rathenau, Walther, 1867-1922. 
Der neue staat, von Walther Rathenau. 
Fischer, 1919. 
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Library of Congress DD249.R37 


Rathenau, Walther, 1867-1922. 

Die neue wirtechaft, von Walther Rathenau. 
send, Berlin, S. Fischer, 1915. 

8,2) p 1. 
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1 ry ~ 1914-1918 Economic aspects. 
tee 3. Reconstruction ( 
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1914- )—Germany 1 Tithe. 


29701 
HN449.R27 
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Library of Congress 
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Rathenaa, Walther, 1867-1922. 

Die neve wirtechaft, von Walther Rathenau. 47.49. 
tausend, Berlin, 8. Fischer, 1919. 
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“Werke von Walther Rathenau”: » 48, 


L war, 191¢-1918—Bconomic aspects, 2 Economic condi- 
don» - 8. Reconstruction (1914- )—Germany. 1 Title, 
37 2049 
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The new society, by Walther 


Rathenau, tr. from the Ger- 
man. Williams & Norgate; New York, Harcourt, 
Brace & Howe, 1921. 
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1, Reconstruction (1914- 
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Rathenau, Walther, 1867-1922. 

The new society, by Walther Rathenau. Authorized trans 
lation by Arthur Windham. New York, Harcourt, ate and 
company, 1921. 

vi, 7-147 p. 109. (Mol/-titir: The European library, ed. by J. B 
Spingarn) 
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.. Politische briefe. Dresden, C. Reissner, 1929. 
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Rathenau, Walther, 1867-1922. 

Probleme der friedenswirtschaft, von Walther Rathenau. 
Berlin, S. Fischer, 1917. 

2p.1, 7-64, 1) p31 199". 
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Eine streitschrift vom glauben, von Walther Kathensa. 
,12.-14. tausend, Berlin, S. Fischer, 1919. 
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Von kommenden dingen; von Walther Rathenau. Ber- 
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"S6. bis 65. auf.” 

1. Social conditions 1. Title 

19-4988 
Library of Congress HN49.R3 
12 

Rathenau, Walther, 1867-1922. 
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Rathenau, Walther, 167-1022. 
Zur kritik der zeit, von Walther Rathenau. 
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Berlin, S. 
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Library of Congress CHADS 
Copyright A—Foereign oo 
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Rather, Allan Wyndham, 1902- 

Planning under capitalism; the problem of planning in 
Great Britain, by A. W. Rather ... London, P. S. King & 
son Itd., 1985. 
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Rather, Ethel Ziviey. 
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by Ethel Ziviey Rather ... Austin, Tex., University of Texas 
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tidme siécle guerrier, littératur et diplomate d’aprés des 
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— from the German of Dr. Friedrich Rathgen ... by George 
AA . and Harold A. Auden .. Cambridge, University 





press, 1905. 
xix, 176 p. tus. 184°. 
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Library U. S. Bur. of Education LBIS95.R2 
Rathmann, Carl Gustav. 
The museum and the schools in Europe, by C. G. Rath- 
mann... mm. p., 1914 


cover-title, p. (107)-119. 259™. 


Reprinted from the Proceedings of the American association of mu- 
seums, vol. viit, 1914. 


1. Education—,Exhibitions and, museums. _. Title. 
E1S-46 
Library, U. S. Bur. of Education LB3295.E8R2 


Rathmann, Car! Gustav. 
ee am as eae € Cle & Sage 


Cpe a of the United States. Journal of 
Proceedings and 


association of 
addresses, 1914. p. 684-691) 


1. Physical education ,and trainingy—Europe. 
E 15-763 
Library, U. 8. Bur. of 














Rathmann, Oar! Gustav. 
The value and importance of the school museum. 


(In National education association of the United States. Journal of 
proceedings and addresses, 1916. p. 741-745) 


1. Museums. ,1 Education—Exhibitions and museums, 
E 17-1004 
Library, U. S. Bur. of 


Bathmann, Carl Gustav. 
Visual ¢ education and & St. Louis school museum, 
Carl G. Bi ington, Govt. print. off., 








iv, 36 p. illus. 23. 
no. 39) 


At head of title: Department of the interior ... 


(iU. S») Bureau of education. Bulletin, 1924, 


1. Visual instruction. 11. Visual educatiom 
© 28-182 
—~- —— Copy 2. LB1041 R18 
Library, U. S. Bur. of Education LI11LA6 
o 
Rathmann, Erich. 


Die balkanfrage, 1904-1908, und das werden der Tripelen- 
tente (vom Miirzsteger abkommen bis zum beginn der bos- 
nischen krise), von Erich Rathmann. Halle (Saale), M 
= 1932. 





208 p. 2B". (Added t-p.: 
ror mieten ood seven geschichte, brag ay Any Fy - 
Holtemann. bft. 7 
“Literaturverzeichnis”: p. \ix;-xvi. 
1. Eastern cesstion cam 2. Triple entente, 1907- 3. Bo 
rope—-Politics—20th cent 
AC 88-555 
Title from Yale Univ. Printed by L. ©. 
2; 
Rathom, John Revelstoke, 1868- 
Two Chicago sketches: when the city wakes to life; 


Lake a in calm and storm, by John R. Rathom. 
(Providence, R. I., Livermore & Knight co., “1910, 


4 p illus. 265°. 


1, Chicago—Soc. life & cust. 2 Michigan, Lake. 
11-1288 
Library of Congress FS48.5.R53 
© Dec. 25, 1910; 2c. Dec. 30, 1910; A 278886; J. R. Rathom, U. S 


Rathramnus, monk of Corbie 
“ee 
Ratramnus, monk of Corbie, d. ca. 868. 


‘Title from N.Y. Pub. Livr. Printed by L. C. 


Raths, Peter. 

Die theorie der Leydener flasche pach anleitung | von 
Green: ‘‘An essay on the of 
analysis to the theories of electricity and magnetiem”’ .. 
Jena, Druck von W. Ratz, 18 

79. 217. 

Inaug -diss—Jena 





1. Electrostaties. 


9-16716¢ 
Library of Congress 


CATALOG OF PRINTED CARDS 


Rathsach, Vitus. 
Die grundlagen des violinspiels in 12 lektionen ; an ‘wen 
und dbungen, mit 10 abbildungen, von Vitus Rathsach. 5. 
send. Berlin-Lichterfelde, C. F. Vieweg g. m. b. h. 71980, 
— Mus. (incl. music) 31 x 234". 


tei! mete! ule ‘System Ratheach’ erschelnt 
biermait tn art dritter audiage”— 


1. Violin—Instruction and study. 1 Title. 


81-80618 
Library of Congress MT262. R208 
Copyright A—Foreign 12900 
2 187.1 


Rathsach, Vitus. 

Den naturlige strygeteknik ; virtuosernes hemmelighed 
analyseret og metodisk roy til opnaselee af fuld- 
kommen — $6 teknik, — a 7 eet ;.med 48 illu- 





Skandinavisk a pA 
33 p. illus. (incl. music) 30™ 


1. Violoncello—Instruction and study. 2. Violin—Instruction and study. 


24-30974 
Library of Congress 


Copyright A—Foreign 


MT265.R18 
28567 
12) 


Rathsach, Vitus. 

Das system Rathsach ; eine umwilzung fir das spiel auf den 
streichinstrumenten, von Vitus Rathsach. Buchausg., mit 25 
abbildungen, ohne noten. Berlin-Lichterfelde, C. F. Vieweg 
g. m. b. h., 1926. 

39 p. ius. (incl. music) 23". 


1, Violin—-Instruction and study. 2. Violoncello—'nstruction and 
study. 1. Title. 


21-204 
MT259.R191 


Library of Congress 


Rathsack, Kari Henry, 1899- 
Der speisewert der kartoffel ; ; der yy einer obj ti 


Rathsburg, Alfred Ludwig, 1880- 

Geomorphologie des fldhagebigtes im Erzgebirge .. 
gart, Druck der Union deutsche veriagagesellechaft, 1904. 

2 pL, B-185, Ap. 1h Baye. 

Inaug -diss. —Letpeig 

Vita. 

——— und karten”: 1p after 
orllegende 


196. 
f erachciat als b heft Gee xv. bandes der Porechan- 
pay LU Fd 


1. Geology—Sarony. 2 Physical geography. 





osLu—-m 
U. 8. Geol. survey. Library 
for Library of Congress ya4ibi1, 
Rathschlag, Hans. 
Die bedeutung der i ien far den kritizi von dr. 
Hans Rathschlag. Berlin, Junker und Diinnhaupt, 1936. 
53, «hp. 249". forschungen. Abt. : 


(Added eve deutsche 
Philosophie ... brag. wie ee 6. Deoreee bd. 12) 
Half-title: Neve deutsche forschungen. hrag. von Hans R. G. GOnther 
und Erich Rothacker. bd. 54 


1. Antinomy. 2 Kant, Inunanuel, 1724-1804 L Title. 


3883189 
B2700. ASRS 


38, 193.2 


Library of Congress 


Rathvon, Ere. Karie (Schubert) 


Schubert, Marie, 1890- 


Rathvon, 8 8. 








beurteilung auf grund p 
suchungen, von dr. Karl Rathsack ... Mae einem vorwort von 
professor dr. Kurt Opitz. Berlin, Verlagsgeselischaft far 
ackerbau m. b. h., 1935, 

189 p. Mlus., plates, fold. tab, diagrs. 21°. 

“Literaturverzeichnia” : p. 186-138. 


1. Potatoes as food, 
Agr 36-852 
Library, U. 8. Dept. of A Iture 889.1R18 
(rxsars 


a 


Rathsack, Karl Henry, 1899- 

Der wirkungswert fir kali in form von kainit, 40 prozenti- 
gem kalisalz und kaliumsul fat. = beitrag zum wirkungs- 
gesetz der wachstumsfaktoren.) diagrs. 


Landw. jahrb. bd. 72, p 543-579. Berlin, 1930. 
“Literatur” : p. S71. 
1. Potash 
Agr 31-212 
Library, U. 8. Dept. of Agriculture 18L23 bd. 72 
Library of Congress {87.L27 bd. 72) 
6 ca 
Rathsack, K H. 
Zur konstanz der Mitscherlichschen wirkungsfaktoren. 
Landw. jabrb. bd 66, p 859-875. Berlin, 1927. 
1, Mitacherlich, Eithard Alfred, 1874- 2. Growth (Plants 
¢ ee owe, 8. Soils. 4. Fertilisers and manures. 6,4 Solle— 
requirements, 
Agr 29-21 


Library, U. 8. Dept. of Agriculture 18128 bd. 68 
2(e) 2 
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Ent logical essay: read before the Fruit — 
association of eastern Pennsylvania, at its 
West Chester, on the 13" day of ‘oo 1860, by 8. s 


Rathvon ..._ Published by ee Philadelphia, Gar- 
deners’ monthly book press, 1861. 

xi, 13-36 p. vipl (leol) 2 

1. Entomology, Economic Agr4-3990 


Library, U. S. Dept. of Agriculture 423R182. 
Rathvon, Simon Snyder, 1812-1891. 

En and its relations to the 
tions of the soil, with reference to both 
beneficial insects. 

(in U.S Patent office. Report. Agriculture 186i, p. 506-420. flee, 
23. Washington, 1962) 


and 


1. Insects, Injurious and beneficial. 
Agr 15-784 
Library, U.S. Dept. of Agriculture 1Ag4 1861 


Rathvon, Simon 
Entomology, and its relations to 


Snyder. 
tions of the soil, Jt A I wy J os 
beneficial insects. 


al 
In 0. 8. of 4 =. 
wih cS Se agriculture. Report, 1962, p. 372-990. 4 pl 


Age 13-1112 


Library, U.S. Dept. of Agriculture 1Ag4 1862 





Rathvon 


Rathvon, Simon 8 b. 1812. 

An essay on the origin of the Linnwan society of Lan- 
caster city and county, its objects and progress. Read 
before the association on its sth anniversary, at the Athe- 
neum rooms, February 24th, 1866. ByS.S.Rathvon. To 
which are appended its charter, and Hote of its officers, 
its members, its cor ter, Pa., 
Pearsol & Geist, printers, 1866. 

18 p. 247 

Published by request and by authority of the Society 





1. Linnzan society of Lancaster city and county, Lancaster, Pa 


7-37467¢ 
Library of Congress QH1 R25 
Rathvon, William R. 
Die Christliche haft: i tate: ein vor- 





trag von William R. Rathvon ... ——— Mass., The 
Christian science publishing society (1912, 


Sp. 67. 90.05 
1. Title. 
Library of Congress o-008 


Copyright A 330684 


Rathvon, William Roedel, 1854- 
Pe. Christliche wissenschaft: ihre resuitate (Christian sci- 
: its results) ein vortrag gehalten von William R. Rath- 
oy ... Boston, The Christian science publishing society, 
“1918. 


32, 2-32 p. 15)”. 
Engiiab and German on opposite pages. 


1. Christian science—Addresses, essays, lectures. 
0a 28-766 Unrev'd 


Library of Congress BXOO45.R33 1918 


Rathvon, William R. 
La science chrétienne : ses résultats (Christian science: 
its results) Conférence donnée par (A lecture deliv ered 


by) William R. Rathvon ... Boston, The Christian sci- 
ence publishing society, 1918. 


thy, 2-32, 2-32 p. 159°" 
Paged in duplicate. English and French on opposite pages 


1. Christian science 1. Tithe 


/8-22878 
Library of Congress meee 


Copyright A 507729 


BXO6945 R32 


Ratich, Wolfgang, 1571-1635. 
. Ratichianische schriften ... 


on Mit einer cinleitung 
. . von dr. Paul Stétzner ... 


Leipzig, R. Richter, 


2v. 197 


(Neudrucke padagogischer schriften 
ter. 1, xt) 


Hrsg. von A. Rich 


Poet of tp of Ist ed.: v. 1, p. 3h 
Label of F. Brandstetter, Leipzig, pasted over imprint 


1. Education. 1. Stitaner, Paul, 1858- ed. 
E 12-1903 Revised 


Library, U.S. Bur. of Education LB47S.R2S6 


zeitgenomen Magde- 
i geechichte der des 17 
jade von .. Leipzig, “sche buchhand- 
1872. 
xi, 2p. 2. 
1. Ratich, W 1671-1685. 2. Education — Hist. 1 Krause, 
F 111900 


didi, 


LIBRARY OF CONGRESS 


Ratichius, Jolfgang 
see 
Ratich, Jolfgang, 1571-1635. 


Ratier, Benoft. 
Traité des cours d'eau navigables ou flottables en train, y 
pris plusieurs questions importantes sur les autres cours 
d'eau, et des droits du plage pour Ia traverse des fleuves et 
riviéres, par Benoit Ratier ... Paris, Cosse et N. 
ete., ete., 1847. 
vill, 437, a) p 219". 


| ay ga and legislation — France. 1. Waters — France, 


2. Tolle 
20-20015 


Library of Congress 2) 


Ratier, Félix Séverin, 1797-1866. 

Formulaire pratique des hopitaux civils de Paris; ou, Re- 
cueil des p par les 
médecins et chirurgiens de ces Stablimements; avec des notes 
sur les doses, le mode di’: par- 
ticuliéres; et des considérations pron we ye sur “chaque hépital, 
sur le genre d’affections auquel il est spécialement destiné, et 
sur la doctrine des praticiens qui le dirigent; par F.-S, Ratier 

. 2. éd., rev. et considérablement augm. Paris, J.-B. Bail- 
lidre, 1825. 

6 D. 1, (7408 p. 149 

Medicine —Formulae, receipts, prescriptions. 








L Title. 
35-36045 


Library of Congress RS125.R2 1825 


Ratier, Félix Séverin, 1797-1866. 

A practical formulary of the Parisian hospitals; exhibiting 
the prescriptions employed ws the — and surgeons of 
those establishments ... By F. Ratier ... Tr. from the 
3d ed. of the French, with notes a illustrations, by R. D. 


M’Lellan New-York, C. 8. Francis; Boston, Munroe and 
Francis, 1830. 
vip. Th. @-2A2 p. 15". 


1. Medicine—Formulae, receipts, prescriptions. 1. M’Lellan, Robert 
Donald, tr. 
720053 
Library of Congress BS125.023 1630 


aSTbl-, 


Ratier, Félix Séverin, 1797-1866. 

A practical formulary of the Parisian hospitals; exhibiting 
the prescriptions employed by the physicians and surgeons of 
those establishments; with remarks illustrative of their doses, 
mode of ad and » 
general notices of each Lonpleal: ‘the diseases it especially re- 
ceives, and medical doctrines of the practitioners who preside 
in it. By F. S. Ratier ... Translated from the 3d ed. of the 
French, with notes and illustrations, by R. D. M‘Lellan ... 
New-York, F. & N. @. Carnes, 1831. 





Library of Congress RS125.R23 1831 


. Ratification by Sweden of the International copyright 
convention, signed at Berlin, py 13, 1908, and 
additional me signed at Berne, March 20, ‘1914. 
January 1, 1920... London, H. M. Stationery off., 1919. 

p. 71-73. 244. (iGt. Brit. Foreign office; Treaty series, 1919, no. 13) 


portent Papers by command. Cmd. 452. 
French and English in parallel columns. 


International. i m0 - 
P B. Coomety 1. Sweden. Treaties, etc., 1907 
A21-727 
Title from Carnegie Endow. Int. Peace } FRAELAS 1919 
Printed by L. C. 
h 


212 


The 
gether with the amendments, proposed 





of the new federal Constitution, to- 
by the several 
states. This collection was made at the instance of sev- 
eral gentlemen, who supposed, that it would be useful 
and acceptable to the public, to be able to compare at 
once the sentiments of the different states together. 
Richmond: Printed by Aug. Davis, 1788. 


2p.1, 2p. 174™. 


1, U.S. Constitution 
A 18-571 


Title from Naval Hist Soc. Printed by L. C. 


Ratigtia, Giuseppe. — 


Il reato di dottrina e nella legislazione. 
Torino, Libreria scientifica ‘Gtersie 1982. 


2p. L, iv, 222, tip. 25=, 


1. Criminal law. 2. Criminal law—Italy, 1 Title. 


(85- 228B0 
Library of Congress re] MA 


The Rating and collecting company’s credit directory of 
Cleveland and vicinity ... 
Annual issue. Cleveland, O., The Rating and collect- 
ing company ,1902- 
v wm 


1. Credit guides—Cleveland 


Library of Congress HFS5S74.C6R3 


Rating and income tax. A journal for all interested in rating 
and taxation law and practice. ¥. 1- 
Nov. 1924— 
(London, The Argus press, limited, etc., 1924— 
v. 80)-86". weekly. 
Subtitle varies slightly 


1. Taxation—Gt. Brit.—Law. 2. Income tax—Ot. Brit.—Law. 3. Law 
reports, digests, etc. —Ot. Brit. 4 yb Gt. brit. 


4141608 


Library of Congress a) 


The of railways. i Butler & Tanner, The 
Selw printing works, 1 


iii p, 11, 33 p. illus, diagrs. 253° 
Based on articles which appeared in the Great Western railway magazine. 


1. Railroads—Gt. Brit —Taxation 1. Title 
Alsas 


Title from Bureau of Railway Economics. Printed by L. C 


... Rating, placing, and promotion of teachers, educa- 
tional Selwege, list of cnt a Wy 
stried vs oe ion om ae Se for dis- 
or 
cussion at Dpto meeting g of the Society of college teachers 


of education, Richmond, Vi February 2%, 1914 
Chicago, Ill, The University of press 


Pele a {tip othe eocten meneeests tom & copay 
bp i" college teachers of education. no. ¥) 




















Ratio and proportion. (n. p., n. dy 
Bp. 25. 
Caption title. 
Library of Congress QAI61.R2 
Ratio disciplinae. 1329 
see 


Upham, Thomas C. 


Rational business system, Cedar Rapids, Ia. 

The rational business system for use in the common 
schools and business colleges. Manual 1- Cedar 
Rapids, Ia., The Rational business system, 1916- 

vy. illus. (forms) plates, port. group. 234° 
“The rational business system” (p. @)-10) signed: W. W. Webber. 


1. Business 1. Webber, William Wilson, 1866- 
16-13640 
Library of Congress HFS376.R25 
Copyright A 433098 
The rational sceptis'. Ly a person of honour. London: 
Printed for J. H. in the year 1690. 
ipl.mp 1”. 
In verse. 
1. Rationalism 1. A person of hosour. 
2-THT 


Library of Congress PR3291.41R35 


Aaticnal trancformations, Committee 
on, tiational research council 
see 


National researc. council. Committee on 





rational transformations. 
R list press iation, limited, London. 
Annual report. 
,London, 
* oy 


ca T—4808 Unrev 4 
BL2700 R2 


Library of Congress 


CATALOG OF PRINTED CARDS 


Rationalist press association, limited, London. 
ose ne and articles of association of the 
Ri pre limited. Registered 26th 
May, 1899. New articles of association (in pursuance of 
ial resolution passed 3rd June and confirmed Ist 
uly, 1909) registered 8th July, 1909. (London? 1909, see 


15, yp. 2a Allgemeiner Cacilien-verein zur férderung der katholi- 
schen kirchenmusik auf grund des pipstlichen breve 
vom 16. dezember 1870, Hatisbon. 





breve vom 16. dezember 1870 


17-2296 


Library of Congress B&33 R3 S-16280¢ 
Library of Congress 


Rationel mekanik. Foredrag for officerskolen eldste Ratisbon. K. Botanische gesellschaft 
klasses artilleri—og ingenieursafdeling. (Co- 


penhagen? 1882-83, 
2. diagrs 237. 
Paged cantinuously; wv. 1 


Autographe 
Published anonymously 


see 
1p 1, 208 p.; wv. 2: 1p 1, 200-86 p Botanische gesellschaft in Regensburg. 


1. Mechanics, Analytic 


410862 
Library of Congress QASNS.R23 


Der ratiorelle forstwirth Ratisb Kollegiatetift U. L. an 
Bibliothek. Kapeile. 
_— Die handschriften und i bein der bibliothek 





Kollegiatstiftes U. L. ode zur Alten Kapeile in Regens- 
18615-1886. burg. Beschrieben von dr. theol. et phil. J 
stiftedechant. ; - Druck der ver 
vorm. G. J. Manz, 
wp. 17» 2 
Imprint covered by stamp 


.ressler, Maximilian Robert, 


Der rationelle forstwirth. nstalt 


Regensburg, Alfred Coppenrath's verlag, 


H. Pawelek. 
1. Manuscripts. Germany—Catalogs 2 Incunabula—Catalogs. 1. Schmid, 
Joseph, 1853- 
13-5491 


Library of Congress 726621.R17 


Der rationelle waldwirth Ratisbon. 


Kreisbibliothek. 
Carl Theodor Gemeiners Nachrichten von den in der regens- 
see + " ihiblicthek hefindlich Sedi 





seltenen bichern aus dem funfzehenden jahrhundert. Regens- 
burg, Montags erben, 1785. 
xvill, 296, 5 p. 189°. 


ressler, Uaximilian Robert, 
Der rationelle forstwirth. 


1815-1886. 


1. Incunabula— Bid! —Catalogs. 1. Gemeiner, Carl Theodor, 1756- 





1823. 
6-18780 Revised 
Library of Congress T2400 RD 
(Ae 
Ratisbon. xeichsdeputation, 1802-1803 Ratisbon. Neturwissensehaf tlicher 
verein 
see see 
Holy Roman empire. Reichsdeputation, 
rs basis Naturwissencchaftlicher verein in Regens- 
Batisbon, 1502-15_3. burg. 
ae Soe Ratisbon. St. Emmeram (Benedictine monastery) 
‘ - der geistlichkeit des bistums Regensburg fii Codex aureus 
es jabe Regensbu Verlag der 
Kanzlei des ordinariates = - 
= Bible. Manuscripts. Latin. N.T. Gospels. (Codex aureus 
monacensis ) 
1. Clergy—Ratisbon (Diocese) 1. Title. 


ca 33-811 Unrev'd ‘71-13501 Revised 


Library of Congress BX1538. R343 (2821084334 Library of Congress 
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Reference card 





6-13779 


Library of Congress 


Ratisbon. alhalle 
see 


Walhalla (Temple of fame) 


Ratisbon. 
verein 


Zoologisch-mineralogischer 


Naturwissenschaftlicher verein in Aegens- 
urg. 


Ratisbonne, Alphonse Marie 
eee 


Ratisbonne, Marie Alphonse, 1812 !-1884. 


Lrmaary or Cononess Rerenence 
should note that F, AD EY 


Congrene sscontary axtviae do pot appear as bea: 
X 41-6626 


ay 


Ratisbonne, Marie Théodore, 1802-1884. 

Histoire de saint Bernard, par l'abbé Marie-Théodore Ratis- 
bonne. 2. ed., rev. et augm. Paris, Lyon, Periwe fréres, 
1843. 

2. trout (port) 22. 


1. Bernard de Cieirvaux, Saint, 1001-1153. 
23. 388A, 


Library of Congress BX4700.BSR3 1843 


Ratisbonne, Marie Théodore, 15(2-1854. 

The history of the life of St. Bernard; by M. l’Abbé Ratis- 
bonne. Translated from the French by the sisters of St. Mary's 
convent, Greenwich; with preface, by H. E. Manning, o. pv. 
Dublin, J. Duffy, 1855. 

avi, 42. front. (port) 19° 


1 Bernard de Clairveux, Saint, 1001-1158. 1, Greenwich, Eng. St. 
convent. 


Mary's 


BX4700 BSRS5 
flb1, 


Library of Congress 
OL 244 





LIBRARY OF CONGRESS 


An der front; anekd und begebenhei 
kriege, hrag. von dr. J. K. Ratislav ... 
Becker, 1915. 

240p. front., (tus, plates. 18" 


aus dem welt- 
Leipzig, Hesse & 





1. European war, 191¢-1918—Humor. caricatures, ete. 1. Tithe. 
232887 
Library of Congress O026.5.R27 
40b1, 


Ratjen, Hans. 
... Der kampf um die reichsangehirigkeit. von dr. jur. Hans 


Ratjen ... Hamburg. L. Griife & Sillem, 198. 

vi, 8p. 22". 

&' pees ot title : Py = y die nicht Deutache sind 

riftwerke” (81,82. 

1, Germany—Nationality of Citizenship—Germany. 3. Aliens—-Ger 

many. 1. Title. . Title: atsche, die nicht Deutsche sind” 
37-23197 
Library of Congress INSTTARS 
2, 323. 60043 


Ratjen, Henning, 1793-1880. 

De mora secundum juris romani principia disseruit D. Hen- 
ning Ratjen. Commentatio prior. Kiliae, typis C. F. Mohr, 
1824. 


39p.11 2. 
The author's inaugural 
“De fontibus et scriptoribus 





Kiel. of. P 
quibusdam bujus doctrinae”: p. 5-7. 


1, Debtor and creditor. 2. Roman law. 1 Title. 1. Title: Mora. 


27-21982 


Library of Congress 


Ratjen, Henning, 1793-1880. 

Verzeichniss ler handschriften der Kicler universitiitsbi- 
bliothek, welche die herzogthiimer Schleswig und Holstein 
betreffen im auftrage der Schleswig-Holstein-Lauenburgi- 
schen gesellschaft fiir vaterliindische geschichte herausgege 


ben, von H. Ratjen bd. 1-3. Kiel, 1847-06. 

3v. 23)". 

The first two volumes were issued as supplement to “Nordalbingische 
studien” 4-6, 1847-4 


Contex 1. bd. Die handscbriften sur fey ny ~ geschichte — 
2. bd. Zor specieilen geschichte und zn dem t der herzogthiimer 
8. bd. Nachtrag. oder Bd. 3 20 dem 1847-1854 a den Nordalbingischen 
studien und 1555 separat erschienenen Verzeichuiss 
(Continued on —s card) 
I-60 Revised 
B12) 


Ratjen, Henning, 1793-1880. Verzeichniss der hand- 
schriften der Kieler universititsbibliothek 1847-66. 
_ Cn 2) 

Nacht zu meinem Verzeichniss der handschrif- 

ten ton dor Kieler universititsbibliothek, welche die herzogthiimer 

Schleswig, Holstein, Lauenburg, sowie Hamburg und Liibeck 

betreffen. Kiel, 1875, 

D. 500-434. 234%. , With Geselischaft fiir Schlexwig-Holsteip-Laven- 
telstethe geschichte, Kiel. Zeitechrift, 1875. 5. bd., 
Caption title. 





~. , enna, Germany — Catalogs. 2 &chieswig Hettete- Hist. — 
1 Universitat — Bidiiothek. 1. Geselischaft fir 
Seiiseote Sicttnteinhe geschichte, Kiel. 1m. Title. 


2-5550-60 Revised 
DD491.8666 5. bd. 
(7312) 


Library of Congress 


Ratjen, Henning, 1793-1880. 
_, Verzeichnis von bendodsttien der Kieler uni- 
iblioth Von H. Ratjen ... 








ver 1 
Kiel Druck von C. F. Mohr, 1873. 
Jp. Gp mm 


in part reprinted from “Serapeum”, 1870. 
ry to his “Ver: Srichales der hss. der Kieler universitatsbi- 
bhiot Kiel, 1847- = 3 vols., and to a list, published in two programs, of 
ind 


the university. 1862 a 
Programm, Universitit Kiel. Feier des geburtstages des kaisers Wil- 
vel 1, 22 marz, 1873. 
1 erst Germany — Catalogs. 2. Schleswig-Holstein — Hist — 
Sources. le 
2—$561 
26621. K44H6 


ra26el) 


Library of Congress 
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Ratjen, Henning, 
Verzeichniss der handschriften . 
meinem V erzeichniss der handschriften der Kieler bony 


Nachtrage zu 


hek, welche die he: Hol- 
stein, Lauenbyrg, sowie Hamburg und Libeck betreffen. 
Band 11. agg 2. Kiel, 1875. 
{Wish Gessltachale tir Schleewig- Kolstein-Laven- 
wariocke geet geschichte, fi Kiel.” Zeitschrift, 1875, 5. bx} 
No t.-p 
op le ite, +. Reeey-Coeme-Can 2. as 





Library of Congress, no. 0621. K44H6. 


Ratke, Helarich. 





diexikon zu Kants Kritik der reinen 
vernunft, von Heinrich Ratke. Leipzig, F. Meiner, 1929. 


¥, ly, 829, dp. 109". 


1. Kant, Immanuel, 1724-1804. Kritik der reinen vernuntt. 
1. Title. 


80-4132 
Library of Congress B2770.R3 
Copyright A—Foreign 6100 
2 


Ratkovich, Anton karkus- 


see 


warkus, Anton, 1836- 


Ratkowsky, Matthias. 
Die vier ethischen ideen der gewissenstreue, 
des wohl-wollens, der eintracht und der gerech- 
tigkeit. Von dr. Matthias Ratkowsky ... Langen 
— H.Beyer & ao 1913. 


p. 1., 9p. 214 (Pidagogisches magazin, 
nft. 506) 
1. Ethics. + Conduct of life. I. Title. 
Ee4-499 


Library, U.S.Bur. of Education BJ1583.R2 


Ratkowsky, Matthias. 
Die de ethischen ideen far di 
weisungen der vier ii r eee. 





liche wollen. Von dr. 1g 
H. Beyer & sthne, 1914. 

S4p. 2147. (Pidagogieches magazin, hit. 580) 

1. Social ethics. 1 Tithe 

E4688 

U. 8 Off. of educ. Library M216. R2 

for Library of Congress e401, 
Ratliffe, George Thomas, 1886— 


Cotton root rot as affected by crop rotation and tillage 





at San Antonio, Tex. By George T. Ratliffe ... Washington 
,U. 8. Govt. print. off., 1984. 

cover title, 31 p. Sag S fold.) 23°. (U. 8. Dept. of agrt- 
culture. Technical 

Contribution from Bureau ot vod industry 

“Literature cited”: p. 30-81. 

1. (Root-rot of cotton, 2 Rotation of crops. Agr 34-00 

Library, U, 8. Dept. of Agriculture 1 iTe no 436 

Library of Congress (821.472 no. i] 

(35¢5, 














Ratliffe, George T 
. Crop rotation and tillage a at the San Antonio 


1886- 


(Texas) field station. By T. Ratliffe .. and I. M. 
Atkins ... Washington U.S. vt. print. off., 1931. 
@ p. diagra, 2". (U.S. Dept of agriculture. Circular no. 198) 


Contribution from rey of plant industry. 
“Literature cited” : 


1. Dry farming. Rotation of crops. 3%. + en See ees 
1 Atkins, evi Milburn, 1904- ary thor. m1. 


farm, 
Agr 31-1045 
Library, U. 8. $ons of Agriculture 1 Bo. 193 
Library” of Con; (821.448 a0. 1 
oe, 


Ratliffe, George Thomas, 1886— 

.. A prolonged saprophytic stage of the cotton root-rot 
fungus. By George T. Ratliffe ... Washington ,U. S. Govt. 
print. off., 1929. 


Sp. Was By”. (U. 8. Dept of agriculture Cireular no. 67) 
Contribution from Bureau of plant industry. 


1. Cotton — Diseases and pests. 2. Root-rot. (1, 2. Cotton root-rot 
fungus, 





Agr 28-065 Revised 
Library, U. 8. Dept. of Agriculture 1Ag84C no. 67 
Library of Congress (821.448 no. 67) 
(r83d2, 
Ratmich, Hugo, pseud. - : 
_ Von weg und ziel; eine handreichung fir heimliche kinder 


Gottes, mit einem geleitwort von a d. dr. Ludwig Kohler. 
Zirich, Zwingli-verlag ,1938, 


2p...7-158p. 21". 


1. Christian life 1. KOhler, Ludwig Hugo, 1880- m. Title. 
30-14887 
Library of Congress BV4508. R33 
Copyright A—Foreign 41389 
(2, 248 
Ratna-Laéla Gupta 
see 
Gupta, Ratan Lal. 
Lonrary or Concaess Rerexence 
52 ted ot 
Cpe Ly alate ‘donot appear 0s py ASA EY 
X 41-8879 
ay 
Rat 


tnachandraji_ 

An illustrated Ardha- dictionary, literary, 
sophic and scientific, with ry Gujrati, Hindi and i 
lish equivalents, references to the texts & copious quotations, by 
Shatavdhani the Jaina Muni Shri Ratnachandraji maharaj .. 
with an introduction by A. C. Woolner ... Published . for 
the S. 8. Jaina conference. ,Dhanmandi, Ajmer, etc., printed ; 
London, Probsthain & co., 1923-32, 

an” illus, plates (part fold.) port. diagrs. (part fold.) fold. tab. 


Added \-» im modern Hindi (eastern) 
(Confin~ }* on next card) 
12) 


1923-32 
Vol. 4, 


An ill 
(Card 2) 


“Printed by Babu Durga Prasad 
vol 1, “Printed & published by the Hop. 
gelli, indere; vol mit 
Limani 

“The editing —_ od Gajirfti tronation have been done by Swami 
Ratnachandra fi cy Hind! and English transiations are by other 
hand«.”—Introd., A. ; 

“Alphabetion! let of Sud consulted” 





d Ardha-Magadhi dictionary 


Dbanmandi, Ajmer” 
Secretary ... Krisnapura, Pir- 
‘Published by Resident ¢. secretaries 


vol. 1, p xuxiit 


1. Ardhbomagadht langonge— Dictionaries 


2. Jatnism—Sacred books 
Dietiona: ie~ 


Svetombera Sthanakavac Jaina conference 





33-13803, 
Library of Congre PK1256.R3 


a 4018 


CATALOG OF PRINTED CARDS 


Ratnadharmar&z'a 
see 


Rin-k'hen-k'hos-k ji-rgjal-po, £1. 1734. 


Ratnas&gera 


Ratna sagar...e 


Ratner, Grigorii. 

Agricultural co-operation in the Soviet union, by G. Ratner, 
edited by the Horace Plunkett foundation, translator: M. 
Digby. London, G. Routledge & sons, Itd., 1929. 

xii, 9p. diagr. 225". 


1. Agriculture, fy ee 


t <a Plunkett founda- 
tion. mm. Dighy, M ret, 1902- tr. 


tm. Title. 

2 - 13840 
Library of Congress AID 1491. RORSS 
04141, 


Ratner, 


Grigoril. 
Die landwirtschaftlichen genossenschaften in der Sowjet- 


union, von G. Ratner 
Op. dingr. 2" 
Errata slip inserted. 


Berlin, P. Parey, 1928. 





Library of Congress 


Ratner, Henry Wolf, 1874- 


Ratner’s up-to-date method of Seatac of de- 
signing, cutting, grading and fitting, for ’, gentle- 
men’s and children’s ounate, 3 ready made and order 


made, also dressmaking and furs . poli- 
tan printing co., 1908. 
8 p. 948 numb. | incl. 60 diagr. port. 35427" 
1. Tailoring 
S114 
Library of Congress TTS. RM 
Copyright A 197638 
Ratner, Joseph, 1901- 
Spinoza on God. ,By, Joseph Ratner .. (New York, 
1930, 
cover-title, p. 1), 66-72, 158-177. 29". 
Fa (rm. 0 )—Columbia university, 1980. 
rit 
Theais note on label mounted on half tite: vita mounted on 
“Reprinted review, vol. XxXxrE, nos. — 2 
January and March, ‘a0 
1. Spinoza, Benedictus de, 1682-16TT. 2 God. 
30-22343 
Library of B3909.G6R3 1980 
Columbia Univ Libr a 198.9 
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Ratner 


Ratner, Joseph. 

Spinoza on God, by Joseph Ratner. New York, H. Holt 
and company (‘1930 

xiv, 8p 1". 


“This emsay is directly a contribution to the textual and cooly 
indirectly to the Fe eee oe empeenanes of tae Wien tak 


1. Spinoza, Benedictus de, 1682-1677. Ethica. 2 Ethics 3 God. 
30-0152 


Library of Congress 
Copyright A 21808 


BBO O4RS 
gl, 


Ratner, Moses. 
French review grammar, by M. Ratner and M. Sorkin 
New York, Cincinnati ,etc., American book company ,“1939, 





vil, 2236p. (us (map) 19)”. 
1. French Grammar—1870-— 2. French language—Com- 
position and exercises. 1. Sorkin, Max. joint author. 
14107 
Library of Congress PC2111. Rs 
eens Copy 2. 
Copyright A 128882 On, 448242 


Ratner, Moses, 1895— 

Theory and criticism of the novel in France from L’Astree 
to 1750, by Moses Ratner (New York, De Palma printing 
co., ine., 1938. 

2p.1,3-119,.2,)p 24”. 


‘Thesis (rm. 0.) —New York university, 1987. 
Bibliography : p. 111-119. 


L French Siction—Hist. & crit. 
Library of Congress 
New York Univ. Libr. 


Ratner, Sarah, 1903- 

The action of formaldehyde upon cysteine ... by Sarah Rat- 
ner... New York city, 1936 (¢. ¢. 1937, 

% ) p. dingre, 26) x 20" 

Theale (Pu. 9.)—Columbla university, 1987 


seems tem Go Scares of Re Retin Gentes aie, © .. 
(1987) .~ 


1. Cystein. 2 Formaldehyde. 


‘31-83967 
Gotembis Unie Lar, z ani “ts 
Ratner, Sidney, 


American 
yby, Sidney Ratner. New York, W 
ine. 1942, 

S61 p. incl tables, 24". 


edition.” 
BibUographica! foot-notes. Bibliography: p. 515-627. 


1. Taxation—U. 8. 2 U. 8. —Bconomic policy. 1 Title 
42 4820 
Library of Congress HJ29@2.R3 
118, ‘536.20073 


Ratner, Sidney, 

Was the Supreme court packed by President Grant! 

(In Political science quarterly. New Yorn, 1935. 22°. +. 56, ne. 3, 
p 343.358) 


Signed Sidney Ratner 


1. U.S. Supreme court. 2. Grant, Ulysses Simpson, pres. U. 5. a 
1 1 Tithe 
- 3 3138 


Library of Congress 
~~ -. —- Copy 2. de 


HLPS vol 








Ratner 


Ratner securities corporation, New York 


Five roads to financial independene: «. New York city, 


The Ratner securities corporation “1918 
19 p a 
1. Investments. 2. Securities—U. S 1. Tithe 
18-10602 
Library of Congress HG4527.R3 
Copyright A 494881 
Bato, Apolinar de 
see 
Rato y Hevia, Apolinar de, d. 1894. 
17-2794 
Library of Congress 
Rato de Argiielles, Apolinar 
see 
Rato y Hevia, Apolinar de, d. 1894. 
17-2792 


Library of Congress 


Rato y Hevia, Apolinar de, d. 1894. 
Vocabulario de las palabras y frases bables que se 
hablaron antiguamente y de las que hoy se hablan en =o 
principado de Asturias, seguido de un compendio 


Fical ad D. Apolinar 7 ‘wee y Hévia. Madrid, Tip. > 
M. Ginés Hernandez, 1 
2p. |, wiie-xxv, 147, 2 p. 2” 
Author's name on cover: Apolinar Rato de Argielles 
1 Spanish language—Dialects—Asturias 
17-271 


Library of Congress PCA787 R3 


Rato y Sastron, antonio 


Rato Sastron, Antonio. 


Raton, N.M. Public library. 
Annual! report. 
(Raton, 19 
e a. 
Sth report year ends A 


=! t 31 
Sixth report covers period September” " *p17- April 3, 1918. 
Seventh— a IMg/1e- report year ends April 30. 


ca 21-112 Unrev'é 
7733.R23 


2) 


Library of Congress 
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Ratouis de Limay, Paul, 1881- - 
Un amateur orléanais au xvi siécle: Aignan-Thomas 
esfriches (1715-1800) sa vie, son @uvre, ses collections, 
sa correspondance, lettres du duc de Chabot, de Cochin, 
Deseamps, M® de Grimaldi, de Miroménil, Perronneau, 
J. Vernet, Watelet, Wille, ete., par Paul Ratouis de Limay ; 
préface du marquis de Chenneviéres ..._ Quvrage orné de 
15 phototypies hors texte et d’une héliogravure, suivi 
d’un Essaide catalogue de l’euvre peint, dessiné et gravé 
de Desfriches, par André Jarry. Paris, H. Champion, 
1907. 
2 p. 1, xxxi, 211 p, 21 
e a été tiré oy cet ouvrage 
Desfriches, Aignan 
dre tt. Chennevieres, 
Library of Congress 


front, plates, ports. 28)°* 
300 commpeiyee numérotés ; n* 70." 
Thomas, 1715-1800, 1. Jarry, An- 
lenry de, i 1859- it, Title, 
NDSEL.DIR 19-1885 
2 


Rats, Joannes Cornelius, 1873— 

De Lieve Vrouw in 't Zand. Haar beeld. Haar vereering. 
Haar wonderen. Door J. C. Rats ... Roermond-Maaseik, 
J.J. Romen & zonen ,1935, 


192 p. front. 25° 


1. Roermond, Onze Lieve Vrouw in 't Zand te. 
38-3412 


BT060. R56R3 
2 231.73 


Library of Congress 


Rats! By the pied piper. London, V. Gollancz Itd., 1941. 
4p, (l-209p. 1°. 


1. European war, 1939- —Economic aspects—Gt. Brit. 2. Gt. 
Brit.—Indus. 3. Finance—6t. Brit. 1 The pied piper. 
41-15552 
Library of Congress HC23%.4.R3 
3) 330.04. 


Ratschky, Joseph Franz, 1757-1810. 
Melchior Striegel; ein heroischepisches gedicht, fir 
freunde der freyheit und gleichheit; hrsg. von J. F. 


Ratschky. Neue verb. ausg. ;Leipzig; 1799. 
275 p. front, 5 pl. 22™ 
1. Title 


18-7900 


Library of Congress PT2452.R46M4 1799 


Ratschow, Carl Heinz. 

Die einheit der person ; eine theologische studie zur philoso- 
phie Ludwig Klages’, von Car! Heinz Ratschow. Halle/Sasle, 
M. Niemeyer, 1938. 

wii, oe iL 2. 

me te ar ae oe Doe pepe Inserted at end. 
Bibographical ref 


1. Klages, Ludwig, 18T2- 1 Title. ou 
Library of Congress 83279. KO4R3 
2 198.9 

Ratschow, Max. ina 

Die pheren durchblutungsstorungen, med. habil. 
M. Ratechew ... mit einem geleitwort von pot. dr. R. Cobet .. 
mit 46 abbildungen im text. Dresden und Leiptig, T. Stein- 
kopff, 1939. 


xi, 198 (ius, diagra, 22)". (Added t.-p.: Medizinische praxis; 
cammiung far Grtstiche fortetléung ... 4. 27) 
“Literatur” : p. (179)-188. 


1 Blood—Circuiation, Disorders of 1 Tithe 


80 88044 
Library of Congress ROSO.MS bd 27 
Copyright A—Foreign 43784 
a (010.82) 616.1 
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Ratseis ghost, or, The second part of his madde prankes and 
robberies <160i,. Reproduced in facsimile from the copy pre- 
served in the John Rylands library, Manchester; with an in- 
troduction by H. B. Chariton, m. a. Manchester, The Man- 
chester university press ,etc., 1932. 

xii p. facsim.: 1 p. L, &3; p. 21%. (Half-title: The John Rylands 
facsimiles, no. 

Apparently # sequel to “The life and death of Gamaliell Ratsey, a fa- 
mous theefe of pamend. which was entered in the Stationers’ register, 
May 2, 1606. of. I 

With facsimile of ork original t-p.: Ratseis ghost. or The second Pa 
his madde Prankes a: ries. Printed by V8, and are to be sold 
ad b> Ly in Paules ye ft 


y, Gamaliel, 731606. 1. Chariton, Henry Buck- 
‘83-16348 
Library of Congress HV6248.R385R3 10068 
——— Copy 2. 2) 923.4142 
Ratsfreischule, Leipzig 
see 
Leipzig. Ratsfreischule. 
Lrangry or Cowannes Rerezance 
Congress Shecstary entries do 4-4 io , AF tery ~~ FY 
xX 42-4437 
ay 
Ratta, Cesare, ed. 

Gli adornatori del libro in Italia; testo critico di Stanislao 
Petri, prefazione di Cesare Ratta ... Bologna, Impresso coi tipi 
della Senslo darte tipegratica del comune di Bologna, 1923— 

jm Aa ) plates (part col, part mou ) 3. 

Vol, 1: Prefasione di Cesare Ratta, rassegna di Stanisiao Petri, recen- 

i di Biordi e Mario Ferrigni. 2. ed.; vol. mt: a 
Fra Sapori; vol. rv: Con scritt! di Raffaello Biordl, Marcys de 
Rebrie, Giuseppe Fabj, Francesco Sapori, Aldo Valori, Vine. 


the editor has deci 
® year (April and October) conta’ 
L gees Sy of books — Italy. 


Book ornamentation. Artista, 
Italian, =. TH . 
272084 
Jbrary of Congress NCOE2. RS 
rflel, 


Ratta, Cesare, 1857- 

L’arte del libro e della rivista. Testo di Cesare Ratta ... 
:Bologna, Edizione fatta a cura di C. Ratta, direttore della 
Scuola di arte tipografica del comune di Bologna, 1927-28, 


“2 v. Mus. (part col.) plates (part col., part mounted) ports., fac- 
sims. (pal 
Cover-title : “Larte del libro e delia rivista nel pases! d’Buropa e 


America. 

Title within ornamenta! border, in colors; added title-pages in Eng- 
lsh and French ; text in Italian. 
Vol, 1, “Introduzione di Marcus de Rubris", 

0. 

.. #f sono stampati settecento cinquanta 

tv. 2, 2) D., pl ie 
tion. 


4 Book plates 


dated: a. D. MCMxXxVIIT; 


ornamenta. 
8. Inustration of books. 
Library of Congress 


1. Title, 
20-23 


Z276.R23 
140g1, 


Ratta, Cesare, 1851 - 
L'arte della litografia in Italia; prefazione di Aldo Lusini, 
112 tavole di 35 artisti raccolte e ordinate da Cesare Ratta. 
, A cura e spese del compilatore ,1929, 
18, p, 21 cx pl. (part col.; 1 mounted) 2 port. 36". 


oat opera sono state impresse cinquecento copie .. esemplare 


1. Lithographs, Italian 1. Lastini, Aldo, 1890- m Title. 
31-22081 
Library of Congress NE2352.R3- 
2 763.0045 
ont, Cesare, 1857- 
Artisti dell’ ottocento e del novecento ... Bologna, C. 
varigano tips 1938. 

2, thus. (part col | RE es 


Title-page iasued with v2. 
Battie ¢ 1): Append wat “Congedo”. 
’. my" 
of drawings, book- 
pilates, book Teseaiioan ont Gonsptionn, oon mainly by Italian artiste ; 
sequel to the author's “Congedo. Antologia detie arti \llustrative". Bo- 
Vol. 1: no. 141 of an edition of 200 copies; v. 2: no. 5 of an edition of 





Art—italy, 2 Illustration of books, © Title. 
. — 80415 
Library of Congress NGOI7T.RS 

a 700.45, 














Ratta, Cesare, 1857- comp. 

Artisti moderni italiani; 122 tavole di 70 artisti, a cura di 
Cesare Ratta. Bologna, Casa editrice Apollo ,1931, 
oon” L, 7-16 p., 3 1. 122 col. pl. (part mounted, 1 double ; incl. ports.) 


issued In case. 
“Edlzione 4i 500 esemplari namerati.” This copy not numbered. 


1, Patotings, Italian. 
_ AC8&-2872 


Title from N. ¥. Pub. Libr. Printed by L. C. 


;Ratta, Cesare, 1857- ed. 

La incisione originale sul legno in Italia; 308 tavole xilo- 
grafiche in nero e a colori, 86 artisti ; prefazione di Luigi Servo- 
lini. Bologna, C. Ratta ,1928, 

14, hp, 11 Mas, plates (part col. ; 

Title on 2 leaves. 

Some of the plates are mount 


ted. 
“TA questo volume ani si sono stampate numero cinquecento copie 
.- BUmero 382." 


1 double) 37=. 


1. Wood-engravings, Italian. 1. Servolini, Luigi. a. Title 


Library of Congress NE1152.A1R3 7610045 


Rattan, Volney. 
Exercises in botany for the Pacific states; by Vo! 
Rattan... San Francisco, The Whitaker & Ray co., 1 
1eLmine tu. 2 


1. Botany—Laboratory manuals. 


Pel, 


Library of Congress QKS3.R2 


Rattan, Volney. 

A popular California flora, or Manual of botany for begin 
ners. Containing descriptions of exogenous plants growing 
in central California, and westward to the ocean. By Volney 
Rattan San Francisco, A. L. Bancroft and company, 1879. 

106 p. 11. 20" 


1. Botany—Caltfornia. 


523980 
Library of Congress QK149 R2 


274i, 


Rattan, Volney. 

A popular California flora, or, Manual of botany for 
beginners. Containing descriptions of flowering plants 
growing in central California, and westward to the ocean, 
with illustrated introductory lessons. By Volney Rat- 
tan ... 2d ed., rev. and enl. San Francisco, A. L. Ban- 
croft and company, 1880. 


xvii, 138 p. tb ius. 20°. 


1. Botany—Cali fornia. 


S299 
Library of Congress QK149.R21 
1s2$d1) 
Rattan, Voiney. 
A popular Californie flora, or, Manual of botany for be- 
ginners. C of 4 ing 





ng plants grow 
in central California, and westward to the ocean. With illus- 
trated introductory lessons, especially adapted to the Pacific 
coast. By Volney Rattan 6th rev. ed. San Francisco, 
A. L. Bancroft and company, 1885. 
xxrill, 135 p ius 2. 

irregular: p. 14°, 20°*, 38°°, and S9°° imserted, making « 

total of 176 p. 


1. Botany—Caltfornia (1. California—Botaay, 


AgrS116 
Library, U. 8. Dept. of Agriculture 456.52R18 
Library of Congroas (QK1400.R } 
@dicl, 


CATALOG OF PRINTED CARDS 


Rattan, Volney. 


Popular west coast flora; an analytical to the flora 
f the Pacific coast, in which are te Ap Ad eighteen 


species of flowering = west of the 
Stas ile and Gena ret, from fan Diogo to 
—_ Sound, by Vol Rattan 
cisco, The Whitaker & Ray co. (incorporated) 1905. 
4, de-4p, 5-221 p. front, illus, plates 2" 


1. Botany—California. 


aoa, 
Library of Congress QKI49. R24 Copyright 
Rattan, Volney. 

West coast botany ; an analytical key to the flora of the 


Pacific coast in which are described over eighteen hun- 
dred species of flowering plants gr west of the Si- 
erra Nevada and Cascade crests, from Diego to Pu- 


GF Suse. By Volney Rattan ... San Francisco, The 
itaker & Ray co., 1898. 


Zip ilu 2 


1. Botany—Pacific states. 


141 


Library of Congress QK143.R2 


Rattazzi, Wine. Marie Letizia (Bonaparte-Wyse) 5. 1830. 
... Le Portugal & vol d’oisean. Portugsis et Portugaises. 
Paris, A. Degorce-Cadot ;1 
2p. L, (vil-xtx, 415 p. 189”. 


At head of tithe Princesse Rattazzt. 
Imperfect p. (x-xii wanting. 


1. Portugal— Soe 


ife & cnst Portugal—Deser. & trav t Tithe. 
280487 
Library of Congress DPSR2 7. RR nee 


Rattazzi, /m<e. Marie Letizia (Bonaparte-Wyse) 5. 1830. 

-. Portugal de relance, traducgéo | ‘omen 
pela auctora )... Lisboa, Livraria Zeferino, 1 

2+. in 1. front. (port.) 1 ics. 20=. 


At bead of title: Marta Rattazzi. 
Frontispiece is a mousted photograph. 


1. Portaga!—Soc. life & cust. 2. Portugal—Desecr. & trav. 1 Tithe. 


Library of Congress DPS82.7.R33 40 


Rattazzi, Mme. Marie Letizia (Bonaparte-Wyse) b. 1830. 
. Si j’étais reine!! Paris, Degorce-Cadot ;1969, 
3 9. 187. (Half-title: Louise de Keiner. 1. sér Si j'étais reine!!) 
As head of title: M=* Urbain Rattazzi (Marie de Solms) 


t. Tithe: Si j'étais reime!! rt. Tithe: Louise de Kelner. 


Library of Congress PO2S RSS4 1869 

Rattazzi, Mme. Marie Letizia (Bonaparte-Wyse) b. 1830. 
Les soirées d’Aix-les-Bains, par M™ Urbain Rattazzi 

(Marie de Solms) Paris, A. Faure, 1865. 


Zp, 34 p. 11 from 187 

Cowrents.—L'amour se change en haine aussi iu 
on caine trop lon vom plus a Saal Cope 
Cornnne —L'epreuve —L'auberge de deb Motene—te suites dun 
de garcon —Une livre de chair —Aux pieds d'une femme. 

1. Title, 

12-3061 
Library of Congress PQ2Z3S.RSS7 1865 
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Ratte, H. 

Die politik Ludwig's des Veutschen 
nem vater und seinen briidern, (Nach den quellen darge- 
stellt) Bonn, Buchdr. von P. Neusser, 1873. 


219. 27x22”. 
Inaug -diss —-Rostock. 


im kampfe mit sei- 


i Loteig , der Deutsche, Franks, 904-876. 
2. Franke—Hist-—@14-443 3. Coe Fine ee eed 


13-1779 


Library of Congress DDIM3.R2 


Rattenbury, Mrs. Alma Victoria (Clark) 18971-1935, de- 
fendant 


Trial of Alma Victoria Rattenbury and George Percy 
Stoner: edited by F. Tennyson Jewe .. London and Edin- 
burgh, Ae! ry ig limited ,1935, 

6p i, Mp. a, 22". (Half-titie: Notable British 


ty ff Ay 8 yy ty TE 1985, for the mur- 
ra. Rattenbury's 


A 00208) weg ke criminal ‘Rex 
D. °. 
Stoner —: on Victoria Reteoubury-on Statement 
by bw Alma Victoria Rattenbury. 
Ratrenbury, Francis Mawson, 19487-1985. L 
were me — m. Jeme, Fryniwyd a m leo 
Centra) crtmina’ 
‘36-4070 
Library of Congress 5. M3 
Rattenbary, J Freeman. 


Remarks on the cession of the Floridas to the United States 
of America, and on the necessity of acquiring the island of 
Cuba by Great Britain. 2d ed. With considerable addi- 
tions ... By J. Freeman Rattenbury, esq. ... 


(Cin The Pamphieteer. London, 1819. 22)". ¥. 15, p. :261)-280) 


1. Florida—Cession to the U. §., 1519. 2. Spain—Colonies—Cuba. 
ca S—10T3 Unrev'd 

AP4P2 vol. 15 

1a38b1, 


Library of Congress 


Rattenbury, John Ernest, 1870— 

The conversion of the Wesle7s; a critical study, by J. Ernest 
Rattenbury. London, The Epworth press (E. C. Barton) 
(1938, 

243, \1,p. front. 227 

Errata slip inserted between pages 14 and 15. 


1 Wesley, John, 1708-1701. 2 Wesley, Charles, 1707-1788. 
1 Tithe 


38-2400 


Library of Congress BXS405.W5R28 


“First published in 1941." 
“List of Chartes Wesley's publications” : p. 338-340. 


1 by Fy 170-178. 2 
Met hewtiet 


act & 
Epa 
pal church—Doectrinal and controversial 


Engitsh Hist 
& crit 4 Methodist 
works t Tithe. 


born of evangelical experience, 

ville, Tenn., Cokesbury press, 1981. 
3p. =. 
Printed in Great Britain. 


aci—us 





Rattenbury 


Rattenbury, John Ernest, 1870- 

Vital elements of public worship, by J. Ernest Rattenbury 
.. London, The Epworth press (E. C. Barton) ,1936, 

mp 1. 

“First ‘edition, 1936." 

“The Order of boly communion : an explanatory and devotional com- 
mentary”: p. 188-182. 


1. Public worship. 2. Lord's supper—Methodist church. 1 Title 


36-18400 
Library of Congress BV10.R3 


3) 26 


Rattenbary, John Ernest, 1870- 

Wesley's legacy to the world; six studies in the permanent 
values of the evangelical revival, by J. Ernest Rattenbury .. 
Nashville, Tenn., Cokesbury press, 1928. 

209 p 22". (The Quillian lectures, 1928, 


1. Wesley, John, 1708-1701. 2. Methodiam. 8 Evangelical revival 
. Tite 


321917 
Library of Congress BX WORS 
————_ Copy 2. 
Copyright 4 1054880 asst, 


Rattenbury, Owen. 

Flame of freedom; the romantic story of the Tolpuddle 
martyrs, by Owen Rattenbury; foreword by Rt. Hon. Arthur 
Henderson ... London, The Epworth press, J. A. Sharp ,1931, 

196 p. front. (music) +10". 

Ribliography : p. 196. 


1. Grand national consolidated trades’ union of Great Britain and 
Ireland) 2. Methodimn 1. Tithe. m Tithe: Tolpoddie martyrs. 
31 -29808 
Library of Congress pees 25 
3 331.880042 


Ratter, Magnus C. 

Albert Schweitzer, by Magnus C. Ratter. London, Allen- 
son & co. Itd. ,1935, 

200 p. front., plates, ports. 22". 

Bibliography : p. 255-256. 


1. Sebweltser, Albert, 1875- 


36-8583 
Library of Congress CT1008.845R3 196" 
Copyright A ad int. 21171 3 922.443 
Reatterman, Mrs. Elleanore (Callaghan) 
Documents. « With Walker in Ni The rem- 
of re ( tterman. wu. 


ence of the W: ‘ens icarag vi itrodu 

tion and notes by William O. Scroggs. (Nashville, 1916, 
cover-title, p. 315-045. 25. 

“Reprinted from the Tennessee historical magazine, December, 1915.” 


1. Walker, William, 1824-1860. ~~ =? v war, 
ae Nicarasee SS Tule Waker aes pagers - — 





18-6585 
Library of Congress 


i 


Rhein und vermischte sonette, 191 und 
pF Denkspriiche und riitthee! in prosa und versen. 1006— 

Denk rede: vortrige .. 1. ¢t. mosiker upd 
Sassi sbnen eae 18” "Dectesh-amortanclocbes tngropsiton waa 
@ehter-a!dbum. 1911 ba 16. I 
eal Revised 


LIBRARY OF CONGRESS 


Rattermann, Heinrich Armin, 1832-1923. 





Cincinnati, O., Druck von Mecklen! Rosenthal, 1884. 
Sp. front. (port.) 2. 
1. Strauch, Adolph, 1822-1888. 
11—8075 
Library of Congress 8B470.S7R3 
ya4ib1, 
Heinrich, A,rmin, 


Adolph Zipperlen, deutsch-amerikanischer arzt, z00- 
loge, humorist und reiseschriftsteller. Denkrede gehalten 
im Deutschen litterarischen klub von Cincinnati, am 31. 
mai, 1905, von H. A. Rattermann ... Cincinnati, 0., Der 
verfasser, 1905. 

1p. 1, 109 p. front. (port.) 23)". 

es CT 5 de Ht ke.” 

Selation Trem Zgperien's rings p 220. 


1. Zipperien, Adolph i ¢. Gustav Adolph Friedrich, 1818-1905. 2 Ger- 
in the U. S. 


6-1401 


Library of Congress E1&.G3R2* 


Rattermann, Heinrich Armin, 1832-1923. 

Anna Ottendorfer, eine deutsch-amerikanische philanthro- 
pin. Biographische skizze von H. A. Rattermann ... Cincin- 
nati, O., Druck von S. Roser.tha! & co., 1885. 

ll p. fromt. (port.) 224". 

“Separatabdruck des Deutschen plonier’.” 


1, Ottendorfer, Mrs. Anna (Bebr) 1815-1884. 2. New Yorker Staats 
seitung. 


26-2868 Revised 


Library of Congress HV28.08R3 


Rattermann, Helnrioh; Armin, 

Der anregende einfluss der Deutschen auf die ent- 
deckung der Neuen welt, und die von ihnen ausgehende 
verbreitung der kenntniss von Amerika. Vortrag, ge- 
halten bei gelegenheit der feier des deutschen tages, in 


Louisville, Ky. am 16. oktober 1892 . . . Cincinnati, O., 
S. Rosenthal & co., 1892. 

Bpp. #. 

Babject entries: America—Discovery & exploration ° 


Library of Congress, no. £110. R7! 


Rattermann, Heinrich Armin, 1832-1923. 

Early music in Cincinnati. An essay, read before the Lit- 
arary club, Nov. 9, 1879, by H. A. Rattermann. (Cincinnati, 
1879, 

Sp =. 

Caption title. 


1. Music —Obio—Olncianati. 1% Tithe. 


Library of Congress ‘ML200.8.COTRS 
~~ — — Copy 2. e32e1, 


Rattermann, Heinrich Armin, 1832-1923. 
General Johann Andreas Wagener, eine biographische skizze, 
Cincinnati, O., Druck von Mecklen- 





von H. A. BR eve 
borg & Rosenthal, 1877. 
30 p. front. (port.) 224". 


1. Wagener, sonann Andreas, 1816-1876. 


Library of Congress 467.1. W15R2 


(0391, 
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Geschichte des grossen amerikanischen Westens. Nach quel- 
len bearbeitet, von H. A. Rattermann ... 1. theil: Von der 
entdeckung Amerika’s bis zur organisation der ilteren staaten- 
gruppe. Abdrack des “Volkskalender” fiir 1876. Cincinnati, 
O., 1875. 

Spl, 2115p. 20 

No more published” 


1, Northwest, Old—Hist. 2. Mississippi valley—Hist—To 1808. 
3. Oblo vatley—Hist 


Re-1452 Revised 
Library of Congress F476.R23 


(T33b2, 


Rattermann, Heinrich Armin, 1832-1923. 

Gustav Kérner, deutsch k: her jurist, st 
diplomat und geschichtschreiber. Ein lebensbild, nach seiner 

dffentlich biographie, seinen schriften und brie- 

fen, bearbeitet und dem andenken des verstorbenen freundes 
in dankbarer erinnerung gewidmet, von H. A. Rattermann ... 
Separatdruck aus dem 11. band der Gesammelten werke. 
Cincinnati, O., Verlag des verfassers, 1902. 

1p. 1, p. (221)-886, 29. 








1. Koerner, Gustav Philipp, 1808-1896. 

35659 
Library of Congress 415.9. KTR2 
———- Copy 2. 234". ya28d1, 


Rattermann, Heinrich Armin, 1832-1923. 

Johann Bernhard Stallo, deutsch-amerikanischer philosoph, 
jurist und staatsmann. Denkrede gehalten im Deutschen 
litterarischen club von Cincinnati am 6. november 1901, von 
H. A. Rattermann ... Cincinnati, Verlag des verfassers, 1902. 

2p. N-hp By. 


1. Stallo, John Bernhard, 1823-1900. 
Library of Congress 
—-——— Copy 2 


2 22440 


CT275.865R3 
a83b1, 


Rattermann, Heinrich Armin. 

Karl August Varnhagen von Ense. Ein lebensbild. 
Vorgetragen bei der Varnhagen von Ense gedenkfeier 
seines hundert-jihrigen geburtstages (21. februar 1885), 
im Deutschen literarischen club von Cincinnati, von H. A. 
Rattermann ... Cincinnati, O., Druck von 8. Rosenthal & 
co., 1885. 

Bp. 2%. 

“Als manuskript gedruckt.” 


1. Varnhagen von Ense, Kar! August Ludwig Philipp, 1785-1858. 
18-20312 


Library of Congress PT2546.V2Z8 
Rattermann, Heinrich Armin, 1832-1923. 

The letters of Heinrich Armin Rattermann to the German- 

1 priest, John E. Rothensteiner; edited with 

notes and introduction by Sister Mary Edmund Spanheimer ... 
with a foreword by Doctor Albert B. Faust ... Joliet, Til, 
College of St. Francia, 1938. 

xiv, 160 p. front. (port.) facsim. 234. 


Text to German. 
“A sequel to the biographical monograph on Heinrich Armin Ratter- 
mano.” —Pref. 


mund, sister, 
sons 
ne t Coe PTS019 R2BZB6 
Copyright. Sane 3 was 
Hetarich Armin, 1832-1923. 
Nord-amerikanische vigel in liedern. Fiir familien- und 
. Von H. A. Rattermann. Cincinnati, O., 
Selbst verlag des L 
6p. mim. 


1. Birds in literature. 2. Birde—North America. 1. Tith. 


Library of Congress PT3019. R25NG 1004 
Copyright A 00110 a36d1, 

















Rattermann, Heinrich am 1 1698-1988. 








Die bhiing 1g von Mecklenburg 
county. .. in historisch-kritischer beleuch Vortrag 
gehalten im “Deutschen litterarischen klub von Cincinnati,” 
am 7. september 1892. Von H. A. Rattermann Philadel- 
phia, German American press 19041, 

cover-title, 81 p. 27". 

“Reprinted from German American annals, April, 1904" 

1 ot 

6 16528 





Library of Congress F215.9. R23 


ya4lbl, 


Rattey, Beatrice Katharine. 

The growth & structure of the = Gone by B. K. og 
with a foreword by the Right Rev. W. F. Blunt 
don, Oxford university press, H. Mitford, 1985. 

111, dy) p19. 

Bibliography : p. 6 





1. Bible. N. T. Gospels 2 Bible 
N.T. Gospels. 1. Title. 
35-8067 
Library of Congress BS2555.R32 
3 226 


a Katharine. 

& dist Bistesy of Gin Tiftzwen, foam Mew to Based Ge 
Great, by B. K. Rattey ... with « foreword by Lilian kK. 
Barrie ... London, Oxford university press, H. Milford, 1931. 

191, :1) p. illus. (incl. maps, facsim.) 19°. 


M 3 
eee ubtickca May 1981; second impression, September 1981.” 
Bibliography : p. (192) 


1. Jews—Hist—To a». 70. 2. Bible. O. T.—History of Biblical 
events. 


31-28037 
Library of Congress DS16R3 19810 
& 983 
Ratti, Achille 
ace 
Pius, XI, pope. 1857- 
22— 19836 


Library of Congress (38h) 


Ratti, Aurel de 
see 


De Ratti, Aurel. 


Ratti, Federico Valerio. 
.. Bruto, tragedia ... Firenze, Vallecchi (1925, 
1i@p 2. 
At head of title: F. V. Ratti. 


1. Brucus, M. Junius, sc. 79 (ca.)-42—Dreme. 1. Tithe. 


25-14233 
Library of Congress PQ4899.A8B7 1925 


Copyright D 71264 Py 


CATALOG OF PRINTED CARDS 


ee S. 
... Socrate, tragedia. Firenze, Vallecchi ,“1927, 
1p 2. 
At head of title: F. V. Rat’ 


1, Socrates— Drama. L Title. 
27-16158 
Library of Congress PQ6830.86 1927 
Copyright D 80200 a 


—_— oe Valerio. 


‘ermiti, commedia, disegni di Francesco Chis; 
otis Vallecchi 1928, “a . peel. 


231 p. incl. plates, 20°. (Hts Teatro... v1) 


1 Tithe. 
2440 
Library of Congress PQ46839.A48T4 1928 
Copyright D 87027 2, 
Ratti, Gino Arturo. 


A ive course in French composition and conversa- 
tion by, Gino A. Ratti... New York, A. A. Knopf, 1927. 


ix, 1830p. 19)". (Borsol texts in French; 

1. French language — Composition and exercises. 2 French lan- 
guage—Conversation and phrase books. t Title. 

30--24819 

Library of Congress Pc2111 R33 

Copyright A 27504 (3941, 448.2 
Ratti, Luigi. 
. Corrieri dal 1800 al 1859 in Lombardia; 


cenni e ricordi ad illustrazione di alcune placche 





meee nella mostra retrospettiva tenendosi in Milano il 
tv Congresso 10-15 aprile igor... Milano 
rete.) A. Vallardi (1901) 
Mpp.. tl Wes, tecsim. Be. 
| oe 
Library of Congress, no. 
Gate, Lato P. 
i do de la legisiaci . com- 
pre on stn 7 chelaisrativen, 9 
Ifabéti analitico, también alfa- 





Sa aa Buenos Aires, 
agency ,1940, 
pl, 1p 2" 


—y 7 + 


1. Commercial law—Argentine republic. 1 Title. 
41-11515 
Library of Congress 2 
Ratti, Luis P. 





iva de la nacién en los terri- 
totion us sdquiere en ln provinces, ls atrbuciones del Ooo- 





de su ejercicio. Bue- 


Harbor, 4. Argentine republic—Constitational law. 1. Prigorifico Ar 
mour de La Plata. . wt, Buenos Aires (Province) defendant. 
m1 Argentine Suprema corte. rv. Tithe 
‘85. 20680 
Library of Congress 71L2020.P6R3 
a 354.53 
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digo civil, Ley general de f 
ciones legales y ent LLL fhm x Buenos 
Aires, J. Mendader « hijo, 1994. 

2p L, crtip-aiy p, 11, a8 pte 

At bead of title: Dr. Lats P. Ratti (hijo) 


1 Railroad law—Argentine republic. 


1. Argentine republic Laws, 
statutes, ete. a Tithe. 





8TS8 
Library of Congress 2 
Rattl-Kémebe, Richard. 
Corresp v Richeod Bett 
Kameke ... y = rh re a 


3p. lL, 1584p. 19°. (Holf-title: Biblioteca Ratti. t. x1) 
Lettered on cover: Curso completo. 


1. Commercial cor 2 - 
oameune English language — Text-books for 
Library of Congress HFS728.S7R3 aia 
Copyright A—Foreign 19195 


im) 


wg, Piareiin graduados de terminol quimica 
mane, por Richard Ratti-Kémeke wey eT 


“vail, 167 p. 218". (Half-title: Biblioteca Ratti t. 9°) 
Series title also at head of t.-p. 


1. Chemistry—Nomenciature. 
mye 2. Chemistry—Terminology. 3. German 


a p7.Rs 2450872 


Copyright 2 


Ratti-Kameke, Richard. 
Practical Gramitica elemental y ejer- 


cicios précticos de teeice tanenipaie 8 ontticn 

le e ingle, 

la exacta pronunciacsin de todas las : Barcelona 
923. 


xii, 160. 218°. (Half-tithe: Biblioteca Ratti t. x) 
At bead of title: Richard Ratti 


1 English language—Text-books for foreigners—Spaniards. 





Library of Congress PEL29.R3S — 
2 
Ratt) Kameke, a 
Preguntén Ratt de ion alemana, 
por Richard Ratti iiece, wt 3600 pregun- 


rieromias, 
tas. Barcelona Tip. ‘‘La Cervantina’’; 1920. 
3p. 1, %7lp. col ius, 214°. (Melf-title: Biblioteca Ratti, t. 6° 


1. German language—Conversation and phrase books, « Tithe. 
225% 
Library of Congress PFSIZLR3 
Cop) right A—Foreign 19856 
2 
Ratti Kameke, Biches’. 
P ntén Ratti ; ios de 





por rd Ratti ‘icsiecee 34 = | poms 
tas. Barcelona Tip. “‘La Cervantina’’; 1920. 


3p. L. O71 p col. ilies, 21. (Melf-tithe: Biblioteca Ratti, «. 8) 


1. French language—Conversation and phrase books, 1 Tithe. 
2-280 
Library of Congress PC2i21.83 
Copyright A—Foreign fase 
i 








Rattigan 


Rattigan, Frank, 1879- 


Diversions of a diplomat, Zne Rattigan, o. m. 
London, Chapman and Hall Id. +d 


xii, 225 p. front, puter, ports., at (1 fold.) 22. 


1, Title 
Full name: William Frank Arthur Rattigam 


28-727 


Library of Congress D413 RIA3 


12) 


Rattigan, Henry Adolphus B _, 

The law of divorce by oy ristians in India 
(the Indian divorce act 1869) by x B. Rattigan ... 
London, Wildy & sons ; ;ete., ete.; 1897. 

xix, 40». 2™ 


1. Divorce—India. 1. India. Laws, statutes, etc 


Library of Congress 


Rattigan, Si, Henry Adolphus Byden, 1864-1920. 

The law of divorce applicable to Christians in India (the 
Indian divorce act 1869) by the Hon’ble Sir Henry Rattigan, 
kt. ... 2d ed. rev. by P. Ramanatha Aiyar ... ,and, S. Krish- 
namurthi Aiyar ... , with eS up to May, 1938 ... 

The U niversity book agency, 1938. 


Sp.L, (v1 p, 11, ail, 129, 1) p11, xv, 7p. front. (port) 214”. 


1. Divorce—India. 1. Iyer, Pinayur Ramenathe, ed oo. Alyar, 8. 
Krishnamurthi, joint e¢. mi. India. Laws, statutes, ete rv. Title. 
39-3751 
Library of Congress 2 
Rattigan, Terence. 


Lécurie Watson ; comédie en trois actes et cing tableaux 


adaptée par Pierre Fresnay et Maurice Sachs ... :Paris, 
L’Tilustration, ‘1937. 

mM, 2, Se B07. (On cover: la ty 3 Steates no. 887, 4 
septembre 1987. ThéAtre :nouv. sér., no. 

Tustrations on p. ;2) and (3, of cover. 

1. Freenay, Pierre, tr. u. Sachs, Maurice, 1906- tr. mm. Title 


Translation of French without tears. 
(Full name; Terence Merryn Rattigan, 


A 38-1400 
for Library of Congress (PQ1223.162 4, 00. 422) 
(393, (842. 91082) 
Rattigan, Terence. 


French without tears, s comedy in three acts, by Terence 
Rattigan. London, 8. French ,1937, 


af, Dp pl, dingr. 219". (On cover: French's acting edition. no. 
) 


1. Title. 
(Peli name: Terence Merryn Rattigan, 
38-7167 
Library of Congress PROOSS.ATSFT 1967e 
Copyright D pub. 68751 8, 82291 
Rattigan, Terence. 


French without tears, » play in three acts, by Terence Ratti- 
gen. London, H. Hamilton ,1937, 
4p 1, 10p 14 


1 Tithe 
ell nome: Terence Merryn Rattigan, 
87-11080 
Liorary of Congress PROOSS.ATSFT 1987 
Copyright D pub. 48478 3 a2 1 





LIBRARY OF CONGRESS 


Rattigan, Terence. 

French without tears; a comedy in three acts, by Terence 
Merryn Rattigan. New York, Toronto, Farrar and Rinehart, 
ine, ,1938, 

Sp... 3-168p. front. diagr. 19)". 


1. Title. 
Pull name: Terence Merryn Rattigan 
3728437 
Library of Congress PROOBS.ATSFT 1988 


—— Copy 2. wore we 


Rattigan, J/illiam Frank Arthur 


Aattigan, Frank, 1679- 


Rattigan, Sir William Henry, 1542-1904. 
De jure personarum; or, A treatise on the Roman lew of 
ya intended for students p 
H. Rattigan ... London, Wildy & sons; sete., ete. 1878. 
2p. 1, dily-xt, 2,36 p. 22. 
“List of principal authors and works consulted”: p. ;ix)—xi 





1. Persons (Roman law) L Title. 
88-10842 
Library of Congress 
—~ ——  Capy 2. 2 


Rattigan, Sir William Henry, 1842-1904. 

A digest of civil law for the Punjab, chiefly based on the 
customary law as at present judicially ascertained. By 
Sir W. H. Rattigan 6th ed., carefully rev. and anno- 
tated up to January, 1901, and incorporating act xm. of 
1900, and Punjab acts 1. of 1899 and 1. of 1900... London, 
Wildy and sons; ;ete., ete. 1901, 


xxxv, 6p. 22 


1 Usage and custom (Law) 
erty —Punjab 


Customary lav 


Punjab) 2 Real prop 
3. Domestic re!ations— Punjal 


19-8213 


Lilsary of Congress 


Rattigan, S:, William Henry, 1842-1904. 
A digest of civil for the Punjab, chiefly based on 
the customary law at present ascertained. By the 
late Sir W. IL. Rattigan ... 8th ed., by H. A. B. Rattigan 
.. carefully revised and annotated up to December, 1914 
Lahore, Civil and military gazette press, 1915. 
2 p. |, itil, 404 p. 22" 


1. Usage and custom (Law) 11. Customary law—Punjab; 2. Rea! prop 
erty— Punjab 3 ” aan im Ad, ry fe Sir Heury Adolphus 
Byden, 1864-1920, ed. 


20-15043 


Library of Congress 3 


Rattigan, \/r William Henry, 1%42-1904 

A digest of civil law for the Punjab. chiefly based on the 
customary law as at present ascertained, by the late Sir W. H. 
Rattigan ... 11th ed. rev., by Kaikhosru J. Rustomji 
with supplement upto December, 1934, with a foreword by 
the Honourable Mr. Justice Le Rossignol Lahore, The 
University book agency, 1935 

(77%) p 29". 

Verious pagings 

1. Civil lew—Punjeb. 2 Customary law—-Punjab. prop 
erty—Punjeb. 4. Lumestic relations Punjab. L nes Kaiknes. 
reo Jahangir, ed 

6-118) 


Library of Congress a (347.0045) 340.545 
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Rattigan, Sir William Henry, 1842-1904. 

A digest of civil law for the Punjab, chiefly based on the cus- 
tomary law as at present ascertained, by the late Sir W. H. 
Rattigan 12th ed., rev. by Kaikhosru J. Rustomji ... with a 
foreword by the Honourable Mr. Justice Le Rossignol oes 
Lahore, The Chiversity book agency, 1938. 


8p.1.4p.2L,. 2p, 11, 2 4, xiv, 675, xliv p. front. (port.) 24)”. 


1. Civil law—Punjab. 2 Customary law—Punjab. 3. Rea) property— 
Posies. 4 Domestic relations— Punjab. 1. Rustomji, Kaikhosru Je- 
ngir, ed. 


30-11083, 
Library of Congress 2 


Rattigan, Sir William Henry, 1842-1904. 

The Netherlands South African railway geation, from 
the point of view of international law. By Sir V 
Rattigan ... London, Wildy and sons, 1901, 


Sp,1h 2 


1. Title 


Library of Congress JXS13S RIRI 


Rattigan, Sir William Henry, 1342-1904. 
Private international law. By Sir William Henry Rattigan 
. London, Stevens and sons, limited, 1895. 
xv, 267, 1, p. 229. 
“Principal authorities consulted” : p. ix)-x 


1. International law, Private 
10—17382 
Library of Congress IX600L. RS 


40b1, 


Rattke, Wilhelm. 

Die verbreitung der pflanzen um aligemeinen und besonders 
im bezug auf Deutschland. Von Withelm Rattke Han 
nover, Helwingsche verlagsbuchhandiang (T. Mierzinsky, 
konigl. hofbuchhindler) 1884 

vi, Mp, 2. 


1. Retany. Geography. 2. Germany. Rotany 


Agr 12—1232 


CS. Dept.ofugr Library 4092K18 
for Library of Congress 411, 
Rattlebrain, »seug. Sir Guy de uuy, 
1564 
see 
Jassie, «lliian. 


Rattlehead, David, u. v., pseud. 
ace 
Byrn, Marcus Lafayette. 


S745 


Library of Congress (tel, 











Rattling Ford jokes, no. 40; « choice collection of automo- 
bile jokes, witty sayings, etc. Baltimore, Md., I. & M. Otten- 
heimer ,“1916, 

58 p. 13". 


1. American wit and bumor. 2. Automobiles—Anecdotes, facetiae, 


satire, ete. 
32-22706 
Library of Congress PN6231 ASRS s17.08 
Ratto, Héctor R. 
A i cas correspondi a la primera década 





descubridora; las compuso H. R. Ratto siguiendo trabajos 
originales de Julio Guillén, Ceséreo Fernéndez Duro, Martin 
Fern&ndez Navarrete y Carlos Pereyra, sirviendole de exordio 
una recopilacién anteriormente publicada. Las ilustré Z. C. 
de Ratto. Buenos Aires ,Libreria “Cervantes”, 1931. 


, diagr nag 
# nduticas al inicia 


Contexts —Esti lan ree el descubri- 
miento de América —La ae y “Santa Maria” Jullo Guilléo.— 
La primera cart: de Juan de ta Cosa,—' precursor 


de |a ae en me ‘Atlantico “ 
1. mg —- . Navigation—Hist. 3. Santa Marta 
(ship) 4. Cosa, la, ‘Sele 1510. 5. Maps, Early. 6. Ves 
is 1502 L le. 
=e 34-16572 
Library of Congress E101.R27 
8 973.16 


Ratto, Héctor R. 

.. Actividades maritimas en la Patagonia durante los siglos 
xv y xvi, por el teniente de navio Héctor R. Ratto. Bue- 
nos Aires, Gmo. Kraft, Itda., 1930. 

2p.1, 7-1 p11 2ey™, 


At head of title: Ministerio de marina. Direccién general de nave 
gacién y comunicaciones. 


1. Patagonia—Disc. & 
1. Argentine republic 
clones. u. Title. 


explor. 2. Patagonia—Exploring ex ‘tions. 
Direceién geveral de navegacién y comunica- 
314352 


Library of Congress F2086.R23 


2 x2 


Ratto, Héctor Rail. 

Espora, 1835-1935; impresién dispuesta por el Centro naval 
al cumplirse el centenario del fallecimiento ; noticia 
por el cap. de fragata Héctor | R. Ratto; ilustraciones de Emili- 
ano Celery. Buenos Aires, E grifico 
8. a., 1985. 


181, (1; p. incl’ Miu (part col.) facsims. col. porta 264". 





Colored initials. 
“Bibliografia” : p. 181. 


1. Bepora, Toms, 1800-1855. 2 Argentine ‘Hist.—1817- 
1860. 3 Argentine republic—History, Naval. L naval, Buenos 
37-42 
Library of Congress 2846. E768 
m 928 B82 


Ratto, Héctor Radi, 1892- 

«» Historia de Brown; de Abel Chaneton . 
Benoa Aires, Libreria y editorial’“La Fecultad”, Bernabé y 
cia., 1939. 


2¥. om. facaima. (1 fold.) 
Gad de historia argentina. wui-rx) 


At head of title: Héctor R. Ratto. 


234". (Biblioteca de la Socte- 


1. Brown, Guillermo, ie gy XD 2. Argentine Asguntins peek 
O-83T24 


Ratto, Héctor R. 

Hombres de mar en la historia argentina, por el capitan de 
fragata Héctor R. Ratto .. Buenos Aires Taller grafico de 
L. Bernard, 1934, 


Tp, 11, @-239 p Milos, plates, ports. 20". 


1. Argentine republic Blog 2 Argentine republic—History, Neval 
1 Title. 


‘36 2489 
Library of Congress ¥2806. R28 


ra 923 NAD 
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Ratto, Lerense. 

1 consorzi antianofel il delle terre mala- 
riche, relazione dell’ ispettore —_ . Lorenzo Ratto, 
accom| da alcuni pareri rae ie bat- 
teriologi. Cooperativa tipografica italiana, 1918. 

2pL,@-1%%p we. 





Agr —1420 
U.S. Dept ofagr. Library 
Congress 


428K) 
for Library of adibt, 


Ratto, Mario Crsini 


Orsini Ratto, Mario. 


Ratto, Rodolfo. 

Monnaies grecques; importante collection, de toutes régions 
de l'époque grecque, dont la vente privée aux enchéres sura 
lien le 4 avril 1927 et jours suivants & 10 heures, au bureau et 
sous la direction de Rodolfo Ratto-Lugano (Suisse) villa 
Ginevra & Besso Lugano, Imprimerie succ™” de N. Mazru- 
coni, 1926, 

2p.1,220p. txzmpl. 2. 


Plates in pocket at end. 
Cover-title: Monnaies grécques antiques. 


1, Cotns, Greek. 1. Title. 
2T-lttiew 
Library of Congress CJ321.R3 
Ratto Ciarlo, José. 
--- Defensa y apologia de las razas de color; editado por la 
Costa & cutter do dads Editorial Bolivar, 
’ 


poematica: Langston Gwendolis B. 
oun 7. Hughes, aoa 


1. Race problems. 2 Negroes in America. Asociacién nacional 
de empieados, Caracas, Venezuela. ‘Comision de cultura. 
A@-T18 
for Library of Congress 12) 


.-. El drama obrero en Ia li fi ia p iad 
en el salén de actos de la Casa de los trabajadores, de Buenos 


Aires, en diciembre de 1937. Buenos Aires ,Tall. graf. Dami- 





1 Literature Addresses, essays, lectures. 2 Proletariat & Tithe 
- 20870 
Library of Congress PNSLES 
2 oe 


Rattonitz, Heinrich Maria Leopold 
Jenceslaus Ignaz, graf von Still- 
fried und 


see 
Stillfried und Rattonitz, Heinrich Maria 


Leopold senceslaus Ignaz, graf von, 
1826-1885 


221 


Rattray 
Rattray, Alexander, 

From Sydney to Singa; (In Bates, H. W., ed. 
Tilustrated travels. Lo (1869 ) 31g. v. 2 
(1870,)  p. 290-291) 

Library of Congress = — 


Rattray, Alexander. 

Vancouver Island and British Columbia, where 
what they are; en eee A sketch 
history, topography, climate, By 
Rattray ... Toodon, Smith, Elder & co., 1908. 

vill, 182 p. col. front. 3 col. pl, 2 fold. maps, fold. tab. 194". 


are: 
their 


1, Vancouver Island. 2 British Columbia 
Library of Congress F087 R23 
(€28c1, 


Rattray, Charles. 

medica i lis de hydatid 

effectibus, et cura; quam ... . eX auctoritate | 
Academie 





natura, causis, 
. d, Georgii Baird 
preefecti .. pro gradu doctoris .. 

eruditorum examini subjicit Carolus Rattray, Ad 
diem 24. junii ,1800, Edinburgi, excudebant A. Neill et socii, 
1800. 


Sp. Bp aye. 


1. Bydatids 


Library of Congress 


an David. 

medica inaugurali & ope ene 2am 
m quam ... ex 
Academiae edinburgenae praefecti .. 
eruditorum examini subjicit David aateray, Seoto-Britannus. 
Ad diem 16 septembris ,1761, 
Balfour, et Neill, ecademine typographos, MDCCLET. 

4p.1.90p.1L 19 








1 Hydrotherapy 
3835878 
Library of Congress RMS10.R3 
ry 
Rattray, Mrs. Harriet. 

Country life in Syria; passages of letters written from 
Anti- by Rattray. London, Seeley, Jack- 
son, and Halliday, 1876. 

viii, 232 p. front, illus, plates 18)™ 

1. Syria—Soc. life & cust. 

$3820" 


Ow cover Costumes and scenery of Afghaunisteus ... 





Rattray 


Rattray, Mrs. Jeannette (Edwards) 1893- 
Montauk : three centuries of romance, 
by Jeannette Edwards Rattray ... 
Star press, ‘1938. 
94, ;1) p. incl. Ulus., facsim. 


and adventure, 
,East Hampton, L. 1., The 


19x21. 


1, Montauk, N. ¥. 
(Pull name: Mre. Jeanne:te Frances (Edwards) Rattray, 
(88-17845 
Library of Congress Fi20.MT6R3 
—— ——— Copy 2. 
Copyright A 118827 8 4725 


New Y , by Ji 
ag Ay oy er 
village of East Hampton. East Hampton, 1942, 





and forest lucts: pri of the Edi 
interastenal exhibition, Piso od by John Rattray 
and Hugh Robert Edinburgh, D. 1885. 


xliv, 5660p. tus, x pl. (ici. plans) fold. plan. 23°. 


1. Forests and forestry. 2 Forest 5 cates. I - 
See Say Ges, Se + haill Hugh Robert, ao ~) 


15—11008 


Rattray, John, 1858-1900. 

A revision of the genus Coscinodiscus, Ehrb., and of some 
allied genera. By John Rattray ... Edinburgh, Printed by 
Neill and company, 1890. 

vill, 244 p. mi fold. pl. 224°. 

From the Proceedings of the Royal society of Edinburgh, vol. xvi. 





Agr 12-3258 
Agriculture 461.44R182 
1301, 


Library, U. 8. Devt of 


Rattray, Robert Fleming, 158¢- 

Bernard Shaw: « chronicle and an introduction, by R. F. 
Rattray. London, Duckworth ,1934, 

mp 1. 

“References”: p. 7. 


1. Religion—Hist. 2 Religions, 8 Christianity and other religions 
. 


A461 1828 
Columbia univ. Libraries 
fer Library of Congress ra 


LIBRARY OF CONGRESS 


Rattray, Robert Fleming, 1886- 

Samuel Butler: a chronicle and an introduction, by R. F. 
Rattray. London, Duckworth ,1935, 

26 p. 1. 


“The writings of Samuel! Butler”: p. 213. 
1. Butler, Samuel, 1835-1902 
35-12544 
Library of Congress PR49 BTZ9 
3 923.2 


Rattray, Robert Sutherland, 1881- 


R. S. Rattray ... 
Coast Colony. Oxford, The 
=x, 275, (1) p. Mas, plates. 2, 


Tite ceaien, of teat tales & te Ge tone Gee of Se Te 
-anguage, with Akan text and English translation on opposite pages. 


1. Tales, Ashanti. 2. Teh! lenguage—Texts. L Title. 
80-20466 
Library of Congress GR360.AS6R3 
3 06.21 


Rattray, Robert Sutherland, 1881- 


Ashanti, by Capt. R. S. Rattray ... Oxford, The Clarendon 
preas, 1923. 
348 p. front. illus (incl. map) plates, fold. genesl. tab. 23°. 


acide sazme exmtetan the vendita 68 Go Gat pear’ Game of thn eow 
Anthropological department in Ashanti, West Africa.”. 


1. Ethnology —Ashentl 
Library of Congress DTSOT. RS 
Stair 


Rattray, Kobert Sutherland, 1881- 
ea oe & & Satay -. 
2 ee 


5 24 
peated 
tot tr tte ow 
which ts now in course of ) It te the last of a trilogy 
which includes in the serie the entitied Ashanti and Religion 
and art in Ashanti. of. Pref. 
1. Law, Primitive. 2. Ashanti—Soc. life & cust. 1 Title. 
20-8057 
Library of Congress GN408.4.49B3 
(3641, 
ed. and tr. 





gh polog 
notes, by R. Sutherland Rattray’. . with a preface by Sir Hugh 


Clifford ... Oxford, The C press, 1916. 

190 p11 front. 234". 

Selected the collection of ed. by J. G. Christalier 
and pub. by the Basel ry society in 1879. “The 
task of the wollen hae houn that of cntaamatatee and toestater 


uthor’s note. 


1. Proverbs, Ashanti, &. Tutt lang ) S Se-On ae. 
1 Christaller, Jobann Gottlieb, 1827- 
16—-17430 
Library of Congress PN6519.A8R3 


m3Tbl-, 


Rattray, Robert Sutherland. 

An elemen' Méle grammar with a vocabulary of 
over 1000 words for the use of officials in the northern 
territories of the Gold Coast, comp. x 4 R. 8. Rattray ... 
Oxford ete. The Clarendon press, 1918. 

8p. 17™. 


“This little book is a considerably 


and enlarged edition 
rtm as ot ca J 


revised 
on the grammar and syntax,’ 


2 


E 


19-17951 
Library of Congress 12) 


222 





Rattray, Robert Sutherland, 1881- ed. and tr. 
folk-lore, customs, proverbs, etc., collected and trans- 
literated with English translation and ee 
Rattray ... with a preface by R. R. Marett .. ford, 
Clarendon press, 1913. 

2. fronts, Milas, 2 pl. 24°. 


Transliterated text with English translation and Hausa text on 
opposite pages: 


1, Hause oguage—Texts. 2. Folk-lore, Husa. 


13-21510 
Library of Congres» PL&234. AIRS 
e341, 498.5, 
—— ae eng 
8. new & foreword by 
gue dees Gwynn; Piste by by Stanislaus Brien. London, 
T. Butterworth, | 
Peer sale 19°. 
1. Gwynn, Stephen Locius, 1864- 1. Title. 
35-1068 
Library of Congress PZB. R106Le 


Copyright A ad int. 19790 a 


Rattray, Robert Sutherland, 1881- 
The leopard priestess, by R. S. Rattray; foreword by Ste- 
eS: illustrated by Stanislaus Brien. New York, 
. Appleton-Century company, incorporated, 1935. 


223, ;1) p. incl. front., illus. 199”. 


1. Title. 
‘35-4800 
Library of Congress PZ3.R198Le2 
—— —— Copy 8. 
Copyright A 82358 ss 
Rattray, Robert Sutherland, 1881- 
Re 6 0 to Aden ty ue, S. Rattray ... With 


ee OT. ao Se ee 
oF L Maret, C: G. Seligman. Oxford, The Clarendon press, 


me front., illus, plates (part col.) 23”. 


fp sowe~aten. 2. Ashanti—Soc. life & cust. 3. Art—Ashanti. 
L 


‘223807 
Library of Congress DTSO1T. RM 


40e1, 


Rattray, Robert Sutherland, 188 

The ib of the Aaa hinterland. by Capt R. S. Rattra; 

5 ao Game) Eee © Westermann . Oxford, 
The Clarendon 


2. ae a plates, ports. fold. map, diagrs. 23°. 
continuously 
languages represented in Dr. Rattray’s collections ( .& 
Gbanya and Chakosi) belong to the so-called Gur (Goor) group 
ern Sudanic languages.”—v. 1, p. (122) 
Linguistic material: v. 1, p. :1)-129. Bibliography on linguistic mate- 
rial: ¥. 1, p 12, 
1. 


ot 
ritories of the Gold coast—Soc. life & cust. 3. Gur languages, 1 Wee 
1875- Title. Title: The Ashanti 
land. 
33-12900 
Library of Congress DTS11.R3 
od 572.90677 


Rattray, William Jordan, 1835-1883. 

The Scot in British North America. By W. J. Rattray .. 
Toronto, Maclear and company ,1880-84, 

4¥. fronts. (ports) 239". 

Pretaces dated: Feb. 16, 1880-Dec. 18, 1888. 


1. Scotch In Canada. 2. Canada—Pol. & govt. 3. Cansda—Biog. 
1—on08 


t 
Library of Congress F1085.84R2 


ifl, 











Rattu, Salvatore. 
.. La chiesa di San Saturnino di Cagliari. Con 


on prefa- 

zione di s. e. Gustavo Giovannoni ... (24 tavole fuori testo) 
Cagliari, Societ& editoriale italiana ,1985, 
ip. L, &22 p 1 Mlus, xxry pl. (incl. plans) 349". 


Plates laid in. 
With eutbor’s autograph. 


1. Cagliari. Sap Saturnino (Chureh) 

AC 36-4006 
Libr. Printed by L. 0. 
2 


‘Title from N. ¥. Pub. 


Ratuschny, Erhard, 1901- 
Die rechtliche stellung der schiedsminner nach der he ~ 


sischen Schiedsmannsordnu — 3, 3. dezember 1924 ... Op- 
peln, Druck von F. Wierci 


vill, 50 p, 11. 23". 

Inaug. diss —Bresiav. 

Lebensiauf. 

“Literatur-verseichnis” : p. vi-vill. 

1. Justices or the a O68 ee a 
Administrative 1, Tithe: , Die recht- 
liche stellung der. 1. Title: Schiedsmannsordnung. 

219182 
Library of Congress 2 


Ratzeberger, Matthiius, 1501~ 1560, 

Die hand b "s ber Luther 
und seine zeit, mit literarischen, sritiches” und _historischen 
anmerkungen zum “~ male herausgegeben von d. Chr. Gotth. 
Neudecker. Jena, F. Mauke, 1850. 

vi, (2), 284 p. 219. 





1. Luther, fe. 3 1483-1546, 


Gotthold, 1807-1866, 
33-10862 
Library of Congress BR325 R3 22 448 


Ratzeburg, Julius Theodor Christian, 1901-1871. 

Die forst-insecten ; oder, Abbild: und beschreibung der in 
den wildern Preussens und der a als schiidlich 
oder niitzlich bekannt gewordenen insecten ; i 
folge und mit besonderer riicksicht auf die. pe der 
schiidlichen. Im auftrage des chefs der zweiten abtheilung des 
Konig]. preuss. b i staats-minis- 





ters von excellenz, yoo Theodor Chris- 
tian Ratzeburg ... Berlin, Nicolai’s he buchhandlung, 1839-44. 
Sv front. (v. 1) ius. plates (part col.) fold. tables. 284 x 234". 
(Continued on next card) 
Agr 3-124 


(3841, 


Ratzeburg, Julius Theodor Christian, 1901-1871. Die forst- 
insecten ... 1839-44. (Card 2) 
1. th. is edition 2. 
—1. th. Die 2 tater 1840.—3. th. 


1839.2. th. Die falter 
pie ‘adler, vowel halb-, netz-, und geradfiliger. 1844. 


1. Insects, Injurions and beneficial. 
Prussia 


(. Trees—Pests, 2 Insects— 
. «2. Germany—Entomology, 3. Forests and forestry—Prussie, 


Agr 3-124 
U.S. Dept. of age. Library 23Risr 
~Tmprint of 3. th., cop. 2: Wien, E. Hidize! ,1844, 
for Library of Congress 88B931.R23 
e884) | 


Ratseburg, Julius Theodor Christian, 1801-1871. 


Forstwissenschaftliches schriftsteller-lexikon. Von dr. 
J.T. C. Ratzeburg ... Berlin, Nicolai, 1874. 
xo. 1h Sp BD. 
1. Forests and forestry—Bibi. 1, Title. 
789 
Library of Congress 75991 .R23 
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Ratsel 
Ratzeburg, Julius Theodor Christian, 1801-1871. Ratzel, Friedrich, 1544-1904. 

Die ichneumonen der forstinsecten in forstlicher und entomo- Anthropogpographio ... Ven dr. Friedrich Reta... 4. 
logischer beziehung; ein anhang zur Abbildung und beschrei- auf. JE nachf., 1921-22 
bung der forstinsecten ... Von Julius Christian 2¥. mape (1 fold) ain. (dééed 1-9.: Bibliothek goographiecher 
Ratzeburg ... Berlin, Nicol hhandlung, » Bowe folge) 

1844-52. Yel 2: 0. eaverOnderte onf. 

Sy. Illus, 7 pl, foldstables. 204". Casuals con Cea 


1. Ichneumonidae. 2. Trees—,Diseases and, pests. 
Agr 6-1041 
U. 8. Dept. ofagr. Library 426R18 1 
for Library of Congress e301, 


a Julius ne pe oe 1801-1871. 








ds und der 
Schveas in ihren echungen tu fot garten- und land- 
apna anderen fichern. . Von dr. J. T. C. Ratze- 
Berlin, Ni (G. Par- 
aah ian 
axxv, 487, 8, p. xm pl. 6 fold tab 229". 


Botany—Germany. Germany— Botany, 
tact. "a SeiuneriandBoleay, Weekes 
Agr 12-12% 
Library, U. 8. Dept. of Agriculture 4508188 


Ratseburg, Julius Theodor Christian, 1801-1871. 
Die waldverderber und ibre feinde, oder Beschreibung 
= Sr vadlich sven forstinsecten und der 
ay Ra 
wetewe zur schonung ihrer — Ein handbuch 
rtner L: eas 
‘ ‘Berlin, ee Nieolatocise 
veslagubadthentiang (a. Parthey) 1860. 
xxii, 345, (1) p. illus, 10 pl. (6 col.) $ fold. tab. 225° 
1. Forestry. Zoology. 2. Trees. Pests 











Agr 1l-11@2 


Library, U. S. Dept. of Agriculture QRI81W 





xvi, 457 p. illus, plates (part col) fold. tables. 2. 
1. Trees—Diseases and pests 


Library of Congress @™, SB76LR2 


Ratseburg, Julius Theodor Christian, 1901-1871. 


Die waldverderbniss, oder Dauernder schade, welcher 
durch insektenfrass, schiilen, schlagen und verbeissen an 


lebenden waldbiumen entsteht. eich ein erganmungs- 
werk zu der eas und besch =as der forstinsek- 
4 Berlin, Nicolaische 


ten, von dr. J. itzeburg .. 
aes 1866-68. 


2 v. illus, plates (part col.) 30. 


1. Trees— Diseases and, pests 

Agr 10-1901 
Agriculture 423R18Wa 
1a20b1) 


Library, U. S. Dept. of 


Ratszel, Friedrich, 1844-1904. 
i .. von dr. Friedrich Ratzel .. 
2. aufi. t, J. Engelborn, 1899- 
¥. 21%. (Added t=; Bibifothek geographischer handbicher) 
Oowrerrs.—t 1. Grundsfige der anwendung der erdkunde auf dis ¢ 


1. Anthropo-geography. 


Library of Congress OF31.R23 


223 


v. 1, p. 882,886. 


ee 6 eee SS = 
_~hichte.—2. t. Die geographische verbreitung - 


1. Antbropo- geography. 
26151 

Library of Congress 1921 
—— —— Copy 2. #01, m0 
Ratsel, Friedrich, 1844-1904, ed. 
ziigli al 
Hreg. im auftrage Vereins fir erdkunde und der Carl Rit 
terstiftung zu Leipzig, ee ie Mit zehn karten 


el 172, 362° p. illus, plates, fold. mer . 20". (Added 3 
bey ; fie phy tt wd 
7") 


52635 





(Continued on next card) 
sSlel, 


Ratzel, Friedrich, 1844-1904, ed.  Anthropogeographische 
(Card 2) 





Von dr. A. Vierkandt.— ‘schutt der o&rdiicheo Kalkalpen in 
mth oF 

menechen, Von A. F_ J. Bargmenn. 

BY Sere. 


Breslau, J.U. Kern (M. Miller) 1878 
ill, 426 p. fold. map. 2. 


1, Mexico—Deser. & trav 1. Title. 
24800 
Library of Congress F1215.R23 
421, 











Ratzel 


Ratsel, Friedrich, 1844-1904. 


Die chinesische auswanderung. Ein beitrag zur cul- 


tur- and handelsgeogr: 
Breslau, J. U. Kern, 1 


xii, 22 vp 2 


eraphie, von dr. Friedrich Ratzel . 


1. China—Emig. & immig. 1, Title. 
2—25859 
Library of Congress JV8701.R3 
a20cl, 

Ratsel, Friedrich, 1844-1904. 

Deutschland ; 
2 of (Li 1. tn t4 ——- rt ¢ karten. 

a is tausend hgesehen erganzt 
von dr. R Baachi Leipzig, Fe , F. W. Granow, 1907. 


vili, 332 p. 4 pl. = 
Maps on lining papers. 


1. Germary—Descr. & trav. 1. Buschick, Richard Albert Gustav, 1859- 


15-2195 


Library of Congress DD4LR3 1907 


Saeed, Detetetch, 1844-1904. 
infith in die h kunde, von Friedrich 
Rotel; mit vier landschaftsbildern und zwei karten. 3. aufl., 
16.-20, tausend. Durchgesehen und ergénzt von dr. R. Bu- 
schick. Berlin, G. Reimer, 1911. 
vill, 382 p. 4 pl. 184". 
Maps on lining-papers. 





ok Ce Pame & trav. 1. Buschick, Richard Albert Gustav, 


13-1581 
Library of Congress DD41.R3 1911 
e881, 
Ratzel, Friedrich, ee 
Deutschland ; ei ie heimatkunde, von Friedrich 





Ratzel, unter erhaltung der foe te bale enghost ton Eich 
von Drygalski; mit 16 landschaftsbildern und zwei karten. 
Sechste, erginzte auflage. Berlin, Leipzig, W. de Grujter & 
on., 1982. 


22 p. front. plates, 2 fold. maps. 214. 


1. Drygalski, Brich von, 
ACH212 


cinnati DD41.R3 1062 
(DD41.R ) 


2 


1. Germany—Deseription and travel. 
1901- ed 


Title from Univ. of Cia- 
Library of Congress 


Ratsel, Friedrich, 1844-1904. 

Die erde und das leben. Eine vergieichende erdkunde, 
von prof. dr. Friedrich Ratzel ... Leipzig und Wien, 
Bibliographisches institut, 1901-02. 

2v. illus, pl (partly col.) port, maps. 25°. 

Literaturnachweis: p. 678-684 


1 2 Earth, 3 distribution of ani- 
at, Seat eos Geographical 


39716 
Library of Congress GB7 R23 
riedrich Ratzel 
The of mankind, by Professor F: ; tr. 
a5 Detier, ua. With introtes- 
ith coloured maps, and illus 
Macmillan and co., itd.; New York, The 


Sv. col. fronts, illus, plates (part col.) maps (part fold.) 254~. 


1. Ethnology. 2 Anthropology. 1. Butler, Arthur John, 1844-1910. 
La 
+008 
Library of Congress GNS15.R2B 
flu, sT2 


LIBRARY OF CONGRESS 


Ratzel, Friedrich, 1844-1904. 

Das meer als quelle der vélkergrisse. Eine politisch-geo- 
graphische studie, von Friedrich Ratzel. Miinchen und Leip- 
zig, R. Oldenbourg, 1900. 

Spn.1,8,)0 2. 


1. Ocean. 2. Sea-power. re 


Library of Congress V23.RB 


er4b2, 


Ratsel, Friedrich, 1844-1904. 
Das meer als quelle der vélkergré Eine politisch 
fa gg ey studie, von Friedrich Ratzel. 2., verb. 
, besorgt von Hans Helmolt. Miinchen und Berlin, 
R. Oldenbourg, 1911. 


ivp, 11,91 p. Za. 





1. Ocean. 2. Sea-power. 1. Helmolt, Hans Ferdinand, 1865- — ed. 


13—10772 


Library of Congress V25.R3 1911 


Ratsel, Friedrich, 1844-1904. 


Politische geographie. Von dr. Friedrich Ratzel ... 
Miinchen und Leipzig, R. Oldenbourg, 1897. 


xx, 715 p. maps. 25°. 
Conmgsen—Der sunst and sein boden—Dic guachidetites heneang und 


das wachstum der staaten.— des raumlichen wachstums 
der staaten — lage—Der raum. grenzen. —Uberginge 
land und meer. —Die welt des wassers —Gebirge und ebenen. 


1. Geography. 2. Political science. 1. Title. 


Library of Congress JC3I9. RS 


1a26e1) 


Ratzel, Friedrich, 1844-1904. 

Politische geographie; oder. Die geographie der staaten, 
des verkehres und des krieges. Von dr. Friedrich Ratzel ... 
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Washington, Govt. print. off., 1871. . 
eres, i ao a. 


1. Martius, Karl Friedrich Philipp von, 1794-1868. 

, oe ous 15-1748 
Rau, Charles, 1826-1887. 

North American stone implements. By Charles 


Rau. 


(In Smithsonian institution. Annual report. 
1872. Washington, 1873. 23 1/2 om. p.395-408. 


illus.) ° 
1. Indians of North America - Implements. 
815-343 
Library of Congress Q11.866 1872 
Rau, Charies, 1826-1887. 
By Charlies Rav 


North American stone implements. 
... Washington, Gov't print. off., 1873. 
ip tp te 2m 

“Reprinted from the report of the Smithsonian institution for 1872” 


1. Indians of North America—Stone impiemepts. 2 U. S.—Aatiq. 
ome 


Library of Congress E98 14823 


Rau, Charles, 1826-1867. 
Oucervations on, 0 geil consment from 0 mennd te 
Florida. By Charles 


aff FEE es SS ee 


1. Indians of North Americe—Art 2 Indians of North America 
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Rau, Charles, 1826-1887. 
Observations on a ~ ornament from a mound in 
a By Charles Washington, Govt. print. 


6p. illus. 23". 
Reprinted from the Smithsonian report for 1877. 


1. Florida—Antiq. 2. Indians of North America—Art 


212986 
Library of Congress E74. F6R2 
1a26e1), 
Raa, Charles, 1826-1887. 
Observations on cup-shaped and other ent 
tures in the Old world a in ss rles Rau . 


Washington, Govt. print. off., 1! 
eat B, SP MET dled t-p.t Crateteattane to Werth sane 
ron lt of the interior, U. 8. Geographical 
fee S Siver of ne nesay monstain region 3. W. Powel ts 


and 
charge. 

5. Gotesure, Pvineore. 3 2. Indians of North America—Antiq. 8. In- 
@ians of North America — = 1. Title: Cup shaped and 
other In, Silearian ervipearen 08 

2—277T74 
Library of Congress ETLCT6 vol. 
rfinl, 


Rau, Charles, 1826-1887. 

... The Palenque tablet in the United States National mu- 
seum, Washington, D.C. By Charles Rau. Washington city, 
Smithsonian institution, 1879. 


ix, 81 p. illus (incl, plans) 2 pl. 329. 
tions to knowledge. ,vol. xxu, art. 5;) 


Smithsonian institution publication 831. 


(Smithsonian contribu- 


1. Palenque, Mexico— Antiquities. 1 U. 8 National museum. 
Title. 


8 13-08 

Library, Smithsonian Institution Q11.868 

Library of Congress Q11.868 vol. 22 

(a33b1, 
Rau, Charles, 1826-1887. 
. Prehistoric fishing in and North America. By 

Charles Rau. Washington city, Smithsonian institution, 1884. 

xvill, $42 p. front. illus. 324°. (Smjthsonian contributions to 
knowledge. vol. xxv, art. 1)) 


Smithsonian tastitution publication 509. 
ee LEY writings of the sixteenth, seventeenth, - 
centuries, in which reference is made to 1 
Sains te orth America”: p. 261-318. 


1, Fishing, Primitive. 2. North America—Aantiquities. 3. Europe— 


¥en 8 18-100 
Smithsonian inst. Library 
for Library of Congress (Q11.868 vol. 25, art. 1) 
a3sfl, 
Rau, Charles, 1826-1887. 
TL mt te dy meg ~ Etats-Unis, 


& Washington. Par IY Charles Rau. Traduit de |’an- 
= avec 81 de l’auteur. Lyon, Impr. Pitrat 


ove front., illus, plates, map. 24™ 


1. Palenque, Mexico—Antiq. 2 Central America—Antiq. 


om $2686 
Library of Congress F1435.1.P2R3 
Rea, Chartes, 1826-1887. oe 
‘The stock-in-trede of an aboriginal lapidary. (Mississippi) 
By Charles Rau. 


Smithsonian institation, Annes! report, 1877. Weshingten, 
wih By. sta. {Mes.) 


1. Indians of North Americe—aArt. 2. Missiastppl— Antiquities. 


8 15-457 
Library, Smithsonian Institution 
Library of Congress (Q11.868 1877) 
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Rau, Charles, 1826-1887. 
The stock-in-trade of an aborigi lapidary. <Missis- 
sippi> By Charles Rau... W: Gov’t print. off., 


9p. illus 23° 
“Reprinted from the Smithsonian report for 1877.” 


1. Indians of North America—Stone implements. 2. Mississippi—Antiq. 
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Rau, Charles Henri 
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Rau, Karl Heinrich, 1792-1870. 


Rau, Christian 
see 


Rave, Christian, 1613-1677. 


Rau, Emil. 


bah ‘te ft 
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von Emil Rau. Zii- 


39 p. col. pl. on 481. 16°. 
1. Wood. 1. Title. 
29-17010 
Library of Congress SD434.R3 
Copyright A—Foreign 3088 
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Rau, Eric, 1906- 
- La vie juridique des indigenes oe fles Wallis ... par Eric 

Rau ... Paris, Domat-Montchrestien, 


2p.1,10tp 246". 
‘Thése—Univ. de Paris. 
“Bibliographie” : p. (100, 


1. Customary law—Uea (Island) Oceanica. 2 Law, Primitive. 


i Tithe 
(Pull name: Eric Bugtne Rav, 
42-12820 
Library of Congress 2 
Raa, Erie, 1906— 


Ke vio julien de tafigian én Sn Ws Paris, 
Domat-Montchrestien, 1985. 


2p1, 1p mr. 
“Btblographie” : p. (100, 


1. Customary law—Uea (Island) Oceanica. 2 Law, Primitive. 
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Library of Congress 2 


228 





Rau, Eugene A. 

Catalogue of North American Muaci. Arranged by Eugene 
A. Rau, and A. B. Hervey, a. ™. Taunton ;Mass., Printed at 
Gazette job office, 1880. 


Zp. 2. 
Monses—North America. 1. Hervey, Alpheus Baker, 1839- 
joint author. 
524430 
Library of Congress QKS1 R24 
(a2841, 


Rau, Frits. 

Das vibrato auf der violine, und die gru Pies dow 
natiirlichen entwicklung der technik fiir die linke hand, 
von Fritz Rau... Leipzig, C. F. Kahnt (1922, 

67 p. illus. (music) diagrs, 27°. 

jisher’s le FS no.: 8434. 


Publisher 
Exercises: p. 


1. Violin—Instruction and study. 1. Title 
Library of Congress MTZLR2B 
Copyright A—Foreign 22063 


2 


Rau, Gottlieb Martin Wilhelm Ludwig, 1779-1840. 


Organon of the specific healing art. By Gottlieb Lud- 
wig Rau, m. v. r. from the German, with an essay on 
- ponent von di . q the h ool, 
ry em, m. p. New-York, W. Radde; Boston, 
O. Clapp ; ;ete., ete.) 1847. 
Mp 2. 
Hempel's essay not published with this work cf. p. (195) 





1. Homeopathy. 1. Hempel, Charles Julius, 1811-1879, tr. 
(2041, 


7-16090 
RX71.R2 


Library of Congress 


Rau, Gustav. 


Das anglo-normiinnische pferd. Mit besonderer be- 
riicksichtigung seiner verwend in Deutschland, von 
Gustav Rau. Berlin, P. Parey, 1910. 


ix, 124, 16 p. illus. 26°. (Added t.-p.: Arbeiten der Deutschen land- 
wirtschafts-gesellschaft hft. 170) 


The 16 pages of illus. at end are 234™ 


1. Anglo-Norman horse. 2. Germany. Horse 


Agr 11-1359 


‘jibrary, U. S. Deot. of Agriculture 18D48 no. 170 
Rau, Gustav. 
Die deutschen aay yp Studien an die abstam- 

mung ihrer vertreter und de ren typen auf grund der 
D. L.-G. 1910. Von Gustav Rau 

«. Mit 52 fe: rtriits ry 219 stammtafeln. Stutt- 

gart, Schickhardt & Ebner (K. Wittwer) 1911. 

ix, (li, 140,89 p, 11 plates. 267. 

Plates printed on both sides. 





1. Germany. Horse. 2 Horse. Breeding. 
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Library, U. S. Dept. of Agriculture 42R19 
Rau, Gustav, 1880- 

Die reitkunst der welt an den Olympischen spielen 1996. 
Sat equates Co exenton Ce ee ea Inter- 
nati equitation at the Olympic-games of 1936. Von 
Gustav Rau. Berlin, Verlag Sankt Georg 1937, 

8p. 1, 400 p. incl. ttus., ports., tables, diagrs. 254 x 20". 


1. Title. 
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Rau, Gustav. 
Die wichtigsten blutstréme in der hannoverschen 


pferdezucht. Ihre charakteristik, bedeutung und ver- 
wendung, sowie ihre triger ... Von Gustav Rau... Ber- 
lin, Verlag der Deutschen gesellschaft fir ziichtungs- 
kunde, 1914. 

1 1, 243-314, oh 2, illus. 184°*. (Wilsdorf's taschen- 


39 
pnF a bibhotheke der zuchtgebiete. Hrsg. von der Deutschen gesell- 
schaft fur ziichtungskunde. hft. 3) 


1. (Germany;—Horse. 2. ‘Hannover horse; 

Agr 15-1395 
Library, U. S. Dept. of Agriculture 42R19W 
Rau, tieinrich « oluemar 


see 


Rau, soldemur, 1227-1339, 


Rau, Heribert, 1813-1876. 

Alejandro de Humboldt. Novela histérico-biografica, por 
Heribert Rau, tr. del aleman por I. Epstein. Rev. por Manuel 
Maria Romero. Con ilustraciones ... Mexico, Tip. de I. Ep- 
stein, 1873. 

2. port. 19°. 

Issued in parts 


1. *Humboldt. Alexander, freiherr von, 1760-1850—Fiction. 1 Ep 
stein, Isidore, tr. m. Romero, Manuel Maria, ed. 


PT2452. RABAT 1878 
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Library of Congress 


Rau, Heribert, 1515—1876. 
Keethoven: a biographical romance. Tr. from the German 
of H. Rau Boston, New York ,ete., O. Ditson & company, 


Isat 


332. 17° 
1. Meethoven. Ludwig van, 1770-1827--Fietion. 2. Musical novels 
Title 
§ "41g 
Library of Congress P73. Rist 
Copyright 1880; 17221 ‘el 


Rau, Heribert, 1513-1876. 

Beethoven: a biographical romance; tr. by 8. E. Randolph, 
from the German of H. Rau Boston, O. Ditson company ; 
New York, C. H. Ditson & co.; ,etc., ete., *1908. 


2p we 
1. Heethoven, — van, 1770-1827—Fiction. 2 Musical fiction. 
t nm Joiph, &. K., 1 Title 


& 28035 
Library of Congress P73 K194B 3 
Copy right A 218490 (Mel 


Rau, Heribert, 1813-1876. 

Carl Maria von Weber. eo) | eg 
scher roman in drei theilen. Von Heribert Rau... Leip- 
zig, T. Thomas, 1865. 

Sy. 18g". 


1. Weber, Karl Maria Friedrich Ernst, freiherr von, 1786-1826—Fiction. 
10-18335 


Lib-ary of Congress ML3925.R19 
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Rau, Heribert, 1813-1876. 


Deutsche erzihlungen. Von Heribert Rau ... 
J.J. Weber, 1851. 


2v. 1737 


Leipzig, 


Cor Ts.—1. Di yy Kanstlergenie und farstenlaune. 
Die letzten ae nd Der fluch der bésen that —2 bd Die Jesuiten 
in Paraguay. Die fi singer, Ber 


1. Title. 
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Rau, Heribert, 1813-1876. 


Geschichte des deutschen volkes fiir das deutsche volk. 
Von Heribert Rau. Philadelphia, J. Weik & comp. ;18511, 
viii, 488 p. 163°". 


1. Germany —Hist. 

22-11823 
Library of Congress DDW.R3 
‘Rau, Heribert, 1813-1876. 


Morgen- und dopf Ein poetischer 
gebete. Fiir denkende Christen. Als fortsetzung der 
Morgen- und abendopfer von Witschel. Stuttgart, Ver- 
lag der K. hofbuchdr. zu Guttenberg, 1850. 


x, 4p i" 
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Rau, Heribert, 1813-1876. 


Mozart; a romance, from the German of Heri 
bert Rau by E. ill. New York, Leypoldt & Holt, 1868. 
3p. ww. 


Published in 1900 under tithe: The tone king. 
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Rau, Heribert, 1913-1876. 


Der raub Strassburgs im jahre 1681. Vaterlandischer 
roman ... von Heribert Rau... Frankfurt a. M., Litera- 
rische anstalt (Riitten und Léning) 1862. 


3v. 18”. 


1 Sreetieny— iin —Fisten 2. Louis x1v, king of France, 1638-1715-- 
Fiction 1. Title. 
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Library of Congress PT2452 RASRS 1862 


Rau, Heribert, 1813-1876. 
Der raub Strassburgs. Vaterliindischer roman von He- 
ribert Rau... New York, S. Zickel 188 


246 p. 24" (On cover’ Heimat & fremde. Neve friichte deutschen 
geistes) 


Apparently an unauthorized reprint, the orginal edition appeared Frank- 
furt a. M., 1862 


1 Srnetoea— Sint —Fiction. 2. Lowis xiv, king of France, 1638-1715— 
Fiction 1. Title 
24-32174 


Library of Congress ‘2452 R4BRS 1880 


Rau 
Ray, Heribert, 1813-1876. 
A royal robber, pv aqmient Bes tr. from the Ger- 
— Agnes A. E. Blake. Chicago, Morrill, Morrill, Higgins & 
co. 


2p. L, 7-556 p. 21". (Om cower: Idylwild series. ¥. 1, m0. 4) 


1 France—Hist —Louis xiv, 1643-1715—Fiction. 


AE. « Cite fom 
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Library of PZ3RIMR 
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Rau, Heribert, 1813-1876. 


Theodor Kérner. hve mgee mphege Von He- 
ribert Rau. Dem deutschen vol cine gabe sur erinne- 
rung an die befrei: im jahre re 1813 an 
deren fiinfzigstem ju! ° Leiprig, T T. Thomas, 1863. 

2v. 18> 


1. Kérner, Theodor i ¢. Karl Theodor, 1791-1813—Fiction. 


Library of Congress PT2465S2.R4ST6 1863 


Rau, Heribert, 1813-1876. 
The tone king; « romance of the ot Baws. From the 


German of Heribert Rau ... By J. E. St. Quintin Ree. New 
York, Dodd, Mead & company, 1900. 


+, 387 p. front. (port.) 197”. 
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1 Ry Julia E. St. Quintin, tr. 
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Die friherscheinungen des krebses. a 
dargestelit von dr. med. Rau ... Kéln, Miiller ,“1928, 
Sip. 19. 


1. Cancer. 1 Tithe. 
Library of Congress 
Copyright A—Foreign 


Rau, Israel. 
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Kéln am Rhein, M (1926, 
10 p, 1k ay. 
= — — Unaterbitchheit — 
Fm eye Wander. Poy Oteo 
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1. Religion and science. 1. Title. 
Library of Congress BLOORS 1928 
Copyright 4—Foreign etn 
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Rau, Jose Schmidt 


Sehmidt Rau, Jose. 





Ran, Karl. 

.. Die brachi lias Schwabens mit 
ausschluse der a dy Von Karl Rew ag 
feln und 5 a! im text. Jena, G. Fischer, 1! 





10, illus, um. (G 
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“Verzeichnis der benutrten literatur” : p. 93-94. 


gut Seaton, Poem. 2 3 


a 1-721 
Library of Congress QEIC#2 af, bd mi, hit 5 
Raa, Kari, 1913- 
Wahrungsabwertung und der ausfubr ... von Karl 
Rau... Tubingen, Bélale, 1988. 
Sp 2i-. 
Inaug. diss —TUbingen. 


Lebensiauf. 
“Verseichais der hauptsiichlich benfitsten Literatur” p. 60-€2. 


1 Currency question. 2 Commerce 1 Tithe 


Litrary of Congress 


Reu, Karl August 
see 


Rau, Carl August, 1890- 


Raa, Kari Heiarich, 1792-1870 

Geschichte des pfluges, von dr. K. H. Reu ... Heidelberg, 
C. F. Winter, 1845. 

2pL, dily-tvp, 11,108 fiw 179". 


Bibliographical footnotes, 
1, Plow. 
Agr 3807 
Raa, Karl Heinrich, 1792-1870. 
Grundsatze der von dr. Karl 
Rau ... 4 verm. und verb. susg.... Heidel- 


Heinrich 
berg, C. F. Winter, 1841. 


sz, «t . 2". (Added 1-9: Lehrbuch der poli- 
ted acoai de of Kart Heinrich Baw i. ba) 


1 Economics 
Al2-12%8 


Title from Univ of Chicago HBI65.R23 Printed by L. C. 


LIBRARY OF CONGRESS 


Rau, Karl Heinrich, 1792-1870. 
Grundsitze der volkswirthschaftspolitik, mit anhalten- 


r ricksicht auf bestehende staatseinrichtungen, von 
dr. Kari Heinrich Rau... 3. ausg. ... Heidelberg, OC. F. 
Winter, 1844. 


. BI p. 21%. (Added t.-p.: Lehrbuch der politischen ockonomie, 
von dF. Karl Heinrich Rau. 2 bd.) 


1. Economics. 2. Agriculture—Economic aspects 
A 12-12% 


Title from Univ. of Chicago HBI65.R22 Printed by L. C. 


Rau, Karl Heinrich, 1792-1870. 
Ststed én pees eel a von dr. Kar! Heinrich 
Rau ... Leipzig und Heidelberg, C. F. Winter, 1850-9. 
6v.in 3 2, 
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Cowrarte.—1. 1-2 
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berg, 1850-51. 


1. Economics. 
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Library of Congress 


Bau, Keri Helnrioh, 1792-1870. 

Ueber das zunftwesen und die folgen seiner aufhebung. 
Eine von der K . grossbrittannischen societit der 
wissenschaften zu gen gekrénte preisschrift, von 
D. Karl Heinrich Rau... 2., mit vielen zusAtzen verm. 
abdruck. Leipzig, G. j. Géschen, 1816. 





vill, 180 p. 204". alts 
Library of Congress, no. 
Rau, = 1910- 
zur psychologie nach typologisct 
oie an Kurt Reu ... Mit einer einfhrung von prof. 
dr. E. R. Soned « Mit 8 tabellen. Leipzig, J. A. Barth, 
1936. 


avi, 68 p vim tab. 234". und an. 
thropologie, brag. von &. R. Jeenech - or. 1) 


at heed of Ge: po one 2 eee 
and charakterkunde ; vou Klemm und Philipp Lersch. 


“Literaturverseichnis” tp. 60,42. 
1. Ethnopeychology. 





(Pull name: Kurt Theodor Rav, 
A 38 504 


wirthschaft, hrag. von dr. L. Rau Mit ... 5 farbdrucktafeln. 
Stuttgart, Ebner & Seubert, 1862. 
Spl, 4p. Mus, vcol pl 814”. 
1. Agricultural machinery. 
12-1361 
Library of Congress ‘S6TS.R24 
fb, 


Rau, Louse. 


11a7-Detpher 6, 1817. By bie Ra 


h Teg Gite state exchustagiend on8 Metertent quastarty. Colam- 
6 vel. ZLIV, p 606-442) 


1. Woodbridge, Mrs. Lacy (Backus) 1757-1817. 


F486.051 vol. 44 
(382, 
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Rau, re. Margaret. 

The Band of the Red Hand, WA Margaret Rau; illustrated 
by Joseph Low. New York, A. A. Knopf, 1938. 

Spl, 8-250 p files, 21°. 

“First edition.” 


& Title. 

Library of Congress PZ7.R1Ban 
— —— Copy 2. 

Copyright A 123119 3; 


Rau, Otto Martin, 1869- 

Report of the power needs of the District of Columbia. 
Prepared by Otto M. Rau, consulting engineer. Washington, 
U. 8. Govt. print. off., 1933. 

vil, 49 p. incl. tables, diagrs. pl. maps, plan. 29°. 


(8 om: it of the District of Columbia. 
The plate, maps and plan are folded. 


Columbia, 2. 
‘we District of Columb 1. Title: oer 
of the District of Columbia, Report of. 


Library of Congress TK2 Dens re 7 
——— Cagy 8. 3, 621 300788 
Rau, P. Hari 


Hari Rao, P. 


Rau, Philip, 1885- 
The jungle bees and wasps of Barro Colorado island (with 
notes on other insects) by Phil Rau. Kirkwood, Mo., P. Rau, 
933. 
6 p. 1, (3)-824 p. front, illus, diagrs. 21% 


om oo» is the result of five weeks’ stay on the island in 1924." — 
Pp 


teed Colorado isiand. 2. Wasps—Barro Colorado island. 
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83-12743 
Library of Congress QLS67 2. R3 
— —— Copy 2. 
Copyright A 62063 (MS, 596. 790086, 
Rau, Philip, 1885- 


Wasp studies afield, by Phil = and Nellie Rau, with an 
introducticn by William M. Wheeler ... Princeton, Princeton 
university press; etc., ete., 1918. 

xv, 372 p. ius, 21°. 


1. Wasps. 1. Rau, Mrs. Nellie Lois (Harris) 1885- joint author, 
19-8245 
Library of Congress QLA6s. VSR3 
Copyright A S2iee4 38b1) 


Rau, Reinhold. 
Sates ee Se Rentes an Listes xp Gn Sen: E> 
1932. Von Reinhold Rau 


fu Jehgechoricht Chor tio terteshettte der 


blassioches altertums- 
en ee Lelpaig, 1934. 23°. 242. bd (60. Jahre. 
1. abt) ». 
A continuation of Kurt Witte’s Bericht Gber die literatur su Livius ... 
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a home furnishings; a training p m pope 
. and Walter F. Shaw .. a 
weer Paul V. McNutt, administrator. Us 5. Oce of edu- 
John W. gton, U.S. 
Govt. Gort. print. off, 1941. 
vill, 275 p. tus, diagrs. . (0. 8. Office of education. Voca- 
tional division bulletio no. 216. education series no. 14) 


ae eo “Genera! reading eug- 
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nate 2. Salesmen and salesmanship. 8 Retail! trade. 
1 Shaw, Walter Fr, Jolt author. a. Title. sear 


U. 8. Off. ofeduc. Library 


tor Library of Congress LCWG.A2 00. 216 
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Rau, Safijiva, 7. V. 
see 
Row, T Vv Sanjiva. 
20-1764 
Library of Congress 2 Provisional 
Rau, Sidney, 1841- 


Apercu sur l'état militaire des principales puissances étran- 
géres au printemps de 1877. ee 
triche-Hongrie—Italie—Russie—Turquie, par S. Rau... Pa- 

ris ,ete., Berger-Levrault & co", 1877. 


2p. 1, i, 2668p. 18°. 


1. Armies. 2. Military statistics. 
;Pull nome: Frédéric aul Sidney Ran, 


Library of Congress UA5.R3 65 


Rau, Sivaran Sethu Rama. 

.. The geology of the Mergui district, by the late Rao 
Bahadur 8S. Sethu Rama Rau ... Calcutta, Government of 
India, Central publication branch, 1930. 


4p. 1, @2, xxii p. Spl 20". (India. Geological survey. Memoirs, 
v. SS: pt. 1) 


Bibliography : p. 1-4 


1. Geology —India—Mergut district. 
ph Gsss-sTe 


Survey (640) M_ vol. 55, pt.1 
(QE295.44 vol. 55} 


2 (855.4) 555.91 


Library, U. 8. Geological 
Library of Congress 
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see 
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Rau, Venkata, 1889- 
Inheritance of some ee ical characters in Cre 
capillaris, by Venkata Rau rkeley, Calif., ted 
cover-title, p. (217;-242. illus. pl. a mr. 
Oren of Gana of Ciltorele, 1922. 
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bigkeit der vernunft. Von W. L. Rau. 
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19 p. 2H~. 
816401 
Library of Congress (Copyright 1908 Res no. 1751) 
Raa, Walter, 1891- 
ichte der Ch dtpfeifer. Von Walter Rau ... 


Chemnitz, J. cube sen, 
ST, p24. 
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Chemnitzer geschichte.” 
“Literatur” : p. 37. 





1. Music—Germany—Chemnitz. 2. Muricians—Chemaits. 
(Pull nome: Kurt Walter Ran, 


39-19419 


Library of Congress ML280.8.CSR3 
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Rau, Walter, 1891- 
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Psychology: or, A view of the human soul; including an- 
thropology, adapted for the use of colleges. By Rev. Freder- 
ick A. Rauch 4th ed.. rev. and improved. New York, 
M. W. Dodd; Boston, Crocker & Brewster; ,etc., etc. 1846. 

Xv, (13,401 p. 20" 


1. Paychology. 2. Man 


10— 18791 
BFIIL.R2 1846 


s27el, 


Library of Congress 


Penn., by Frederick 
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Rauch, Herbert. 
Die klassi A it a 
desing, Yon tar Herbert Basch Leipzig, T. Weicher, 





“w'°S@ p we. (Letpsiger rechtewissenschaftliche studien ... 
ft. 108) 


“Sebrifttam™: p. iv-vi. 


1. Law—Philosophy. 2. Criminal law. 1 Title. 


37-12808 
Library of Congress 3, 
Rauch, Herman C 1869- 
Sees und Ghekepee Setter 


120, 1, p21". 

Inaug.-dies. —Freiburg |. B. 

1. Leos, Jakob Michael Reinhold, 1751-1792. 2 wie 
Mam—Influence 3. Comparative—tEnglish and . & 
Literature, Comparative German and English 

194810 

Library of Congress PT2304. L8Z78 

rflel, 


Rauch, Jacob. 
—e zu einigen quellen der geschichte 
Rudolfs von Habsburg ... Kénigstein i. T., Druck von P. 
Kleinbdhl, 1893. 
2p 2. 
Inaug.-diss.—Jena. 


1. Redolf 1, of Hapeburg, emperor of Germany, 1218-1201. 2 Ger- 
many—Hist. —Sources. 
1-21085 


Library of Congress DD150 ASR3 
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Rauch, John George, 1890— 

A bibliography of the laws of Indiana, 1788-1927, beginning 
with the Northwest territory, by John G. Rauch and Nellie C. 
| bureau of the Indiana 





aren and historical department, 1928. 


xxxix, 77 p. 23". (Helf-title: Indiana historical collections. vol. 
xvt) 


Arranged chronologically. 

“List of authorized and private revisions of the laws”: p. 75-77. 
1. Law—Indiana— 2. la 
tiene Bibl L 


author. u. : The laws of Indiana, 1788- 


Library of Congress 


— — 2 


26457.1 30R2 
FSZL1 88 vol. 16 
Copyright A 120 (30m, 


Librery of Congress RAG? RS 
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Rauch 
Ravelt, John Henry, 1895-1904. 
interments t citues, and their influence 
upon health and epidemics. John H. Rauch, =. Chi- 
cago, company, 


Agr 2522 
U. & Dept. ofagr. Library mouse 
for Library of ‘$8481. R24 
a40d1, 


Rauch, John Henry, 1828-1894. 


The sanitary problems of Chicago, past and present. By 
J. H. Rauch ... (Reprinted from the Transactions of the 
American public health association, vol. rv. Cambridge 
:Mass., Printed at the Riverside press, 1879. 


cover-tithe, 15 p. 25°. 
“An introductory discourse, Chicago, September 25, 1877.” 


1. Chicago—Sanit. aff. 





6 -20708 
Library of Congress RAT.I3CS 
a381-, 
Rauch, 
Feldgraue ernte; der weltkrieg im gedicht. A 
und hera von Karl Rauch. Berlin, Holle & co. 
(71985, 
S88 p. front. 18)”. 
“Quellen”: p. 6. 
1. Earopean war, 191¢-1918—Poetry . Tite. 
AC 361988 
‘Title from Mitnots Univ. Printed by L. C. 
12) 
Rauch, 1897- 
Flamme empor! Schaljugend im kriege, von Karl Rauch. 
ig ete, G. W t 
168 p. 19210)". 





bearbeitet von A. und R. Schifer. 4 verb. und 
neubearb. sufi. Stuttgart, Im selbstveriag des verfassers 
11980, 
19 pp. 1 Mes, Op en isl 16. 
Practicat—Imposttion, ae 
0 en otc & Sutter, 
Library of Congress E28R Re 1980 
Copyright A—Foreign RD 
a ms. 





Rauch, Peter. 
Kritische erérterung iiber den einfiuss des hohlraumes im 
bohrioch auf die wirtechaftlich fester und 





bei b 4 1 deni nthbie ig der fiir 








ite Roane 2. auf. “Seomeds, Soba 
verlag des verfassers, 1927. 

cover-titie, 1 p. L, -S7 p. incl. tables, diagrs. 32°. 
al 





samte schiese- und sprengstoffwesen .. 1927 und 1! 
“Verseichnis der benutzten literntur™ : Dp 36-37. 
and trade. Title. 
1. Blasting. 2. Potash industry L eatin 
Library of Congress TN27T9.R3 
Copyright A-—Foreign 37516 
ra 
Rauch, Peter. 
Die sicherung + it im kohl ghau gegen 
schlagwetter- 





3p.1, MTT p Mes. 207". 


1. Coal mines and mining—Safety measures. 
Schiagwetter- und boblenstaubentsOndungea_ 


Library of Congress 
Copyright A—Foreign 


1 Tithe, um. Title: 


‘28-20714 
‘TN206.R3 


39453 
a 


eee all 

Step tet, me a ron ey PAE eae 
eugust 1927, or. vom —_— = wen september 
ur. 26 vom 30. september 1927. 


1, Coal mines and mining. 2. Blasting. & Tithe. ua. Title: Beate 
verfahren. 


29-1082 
Library of Congress 


Copyright A-—Foreign 


‘TN808.R3 

37517 

Rauch, Sara Eller 
see 


Tiler Rauch, Sara. 





und ~- Ht 9) 
Imsued also as inaugural dissertation, Hamburg 
“Literaturverzeichats” : p. 156-158. 


1 Consideration (law) 2 Contracte—Gt Brit. & Contracte—U. 8. 
1 Tithe. 


413 
Library of Congress my 
(Rauch, William H ) Comp. 
+ lly age ee a ee June 


94, 25, 1908, Harraberg, Po. Together with a roster of com- 
rades :Philadelphia, Printed by Electric printing 
co., 19081, 


2p. lL. @-8O p. front. (6 port. om pl) 2 pl. 2y™. 


1. Pennsy!vanie—Militia. 2 U, 8. —Hist.—Civil wa —Hegimenta! bis 
tories—t'n, 3. Pennayivania--Hist.—< civil wer ' 
6—77eT2 
Litenry of Congress AT 4 R24 
akzh), 


LIBRARY OF CONGRESS 


Rauchbaar, Gustav, 1582- 


Uber das verhalten sie chertacnetertiiante 
in vitro und in vivo... Lei pipzig, 1 


2p. 2". 
Inaug -diss.— Leipzig. 
Lebens'| 


“Literatur”: p. 11 


1. Abortion ,in animals, 


Agr 23-1iow 


Library, U.S. Dept. of Agriculture 41R192 


Rauchberg, Heinrich, 1860- 

Die bedeutung der Deutschen in Osterreich; vortrag, 
gehalten in der Gehe-stiftung au Dresden am 14. miirz 
1908, von dr. Heinrich Rauchberg ... Dresden, Zahn & 
Jaensch, 1908. 
m4 24". i Er und streitfragen hrsg. von der Gehe-stif- 

Jahrbuch der Gehe-stiftung zu Dresden. bd. xiv, p. 129-170 





1. Germans in Austria. 2. Austria—Nationality. 


Library of Congress HS.N4 vol 5 


Rauchberg, Heinrich, 1860- 
Die berufs- und gewerbezihlung im Deutschen reich vom 


14. juni 1895. Von dr. Heinrich Rauchberg Berlin, C. 
Heymann, 1901. 
xvi, 422 p. 249° 
1. Germany—Occupations. 2. Wages—Germany 1. Title. 
219676 
Library of Congress HDS450 R28 
a27e1, 


Rauchberg, Heinrich, 1860-1938. 

Die bevilkerung Osterreichs auf grund der ergebnisse der 
volkszihlung vom 31. december 1890, dargestellt von dr. Hein- 
rich Rauchberg ... mit zehn kartogrammen und zwei diagram- 
men. Wien, A. Hilder, 1895, 

x, 5830p. x double maps, 2 fold diagr. 2547. 


1. Austria—Census, 1890. 2 


Austria-—Population 1. Title. 
23413 
Library of Congress HAIITS.RS 
adil, 


Rauchberg, Heinrich, 1860- 


Biirgerkunde der Tschechoslowakischen Republik, von 
dr. Heinrich Rauchberg ... 2. aufl. Reichenberg, Ge- 
briider Stiepel ges. m. b. h, 1925. 


xii, 384 p. 24". 


1. Czechoslovak Republico—Constitutional history. 2 Czechoslovak Re- 
public—Pol. & govt. 1. Tithe 


26-18721 
Library of Congress JN2213.1925.R3 
2) 
Rauchberg, Heinrich, 1860- 
e' der T hosk hen republik, von dr. 





Heinrich Rauchberg ... 3. aufi. Meichenberg, Gebriider Stie- 
pel ges. m. b. h., 1985. 
xv, 487 p. incl. tables. 237”. 


Csechosiovak republic—Constitutional history. 2. Czechoslovak re 
petite Petttics and government. tt. Title. 
ACS6-M7 
‘Title from Yale Univ. Printed by L. C. 
(N@8.105.R |) 
2 
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Rauchberg, Heinrich, 1860— 
Der clearing- und 


giro-verkelir. Ein statistischer beitrag 
zur kenntniss 


les volkswirth-chaftlichen zahlungsprocesses, 


Von «’ Heinrich Rauechberg. Wien, A. Hilder, 1886. 
3p. 1. 90 p. thel forms, 2549" 
Keprinted from the Statistische monai~ hrift, xm. jabra, bft. u, on 
ond tv. cf. Foreword 
Hibtographicat foot-notes 
1. Clearing-bouse— Austria, 2. Clearifig-house t. Title 
94-0673 


Library of Congress MG2341 APRS 332.78 


Rauchberg, Heinrich, 1860 


Der clearing- und giro-verkehr in Osterreich-Ungarn 


und im auslande. Von dr. Heinrich Rauchherg Mit 
zwei diagrammen. Wien, A. Hilder, 1897. 
vi, 212 p. 2 fold. diagr. 26)* 
1. Clearing-house. 2. Banks and banking—Austria t. Title 
13-5514 


Library of Congress HG2341.A9R3 
Rauchberg, Heinrich, 1860-1938. 
Karl Theodor von Inama-Sternegg, von Heinrich Rauch- 
. Wien und Leipzig, W. Braumiiller, 1909. 
Dp. 2. 


“Sonder-abdruck aus der Zeitachrift flr volkswirtschaft, sozialpolitik 
und verwaltung ... bd. 18—1900—bft. 1.” 


1. Inama-Sternegg, Kar! Theodor Ferdinand Michael von, 1843-1908, 


10-134 
Library of Congress HB101.1 6R3 
ya4ibl, 
Rauchberg, — voy 
Die kodifikati len staatsbiirgerschafts- 





rechtes. Von prof. ar Heinrich a. 


x, ar. 10,3, woaiheft, eck, 829-953) — a ae 


1, Citizenship. 2. International law, Private. 1 Title. 


Library of Congress 2) 


Rauchberg, Heinrich, 1860-1938. 

Der nationale besitzstand in Bihmen, von dr. Heinrich 
Rauchberg ... im auftrage der Gesellehaft zur forderung 
deutscher wissenschafi, kunst und literatur in Bélunen . 
Leipzig, Duncker & Humblot, 1905. 


3. maps (part fold.) tables, dingrs si fold.) 29" 


ja. 2. Kohemia—Keon. condit Rohetia — Population 
' Leutarte geaetiachaft der wixnenschaften und kilnate far die Txcheche 
slow nktache republic. Prague 


a> tae 


Library of Congress DRO. RS 


4b, 


Rauchberg, Heinrich, 1860- 
Les obligations juridiques des membres de la Société des 
nations pour le maintien de la paix, par H. Rauchberg .. 


(In Hague. of international law. Recueil des cours, 1931, 
™. Peer ness Ser rid ¥. 37, p. 83,-204. port) 


“Notice biographique. Principaies publications”: p. 85, 
“Bibiiographie” : p. (200,-201. 


1. League of nations, 2. League of nations. “Covenant. 3. (League 
of nations—Arbitration, 4. Peace. 1. Title. 


A 82-2285 
Title from Carnegie Endow. Int. Peace JX1205.A3A24 
Library of Congress pavers vol. 87) 











Rauchberg, Heinrich, 1860- 
Die reform des minderheitenschutzes, von dr. Heinrich 


Rauchberg ... Breslau, Kern, 1930. 


2p. 1, 7% p. 24. (On cover: Zeitechrif® fir viikerrecht ... 
ginzungsheft su bd. xv) 


“Protection des minorités, projet d'un code de procédure™ : 


Er- 


p. 60-76. 


1. Minorities, 2. League of nations. 1 Title. 

3023465, 
Library of Congress (38e1, 
Rauchberg, Heinrich, 1860— 


Steuererklarung und steuerauflage auf dem gebiete 





der directen steuern in Oesterreich. Von Dr. 
Heinrich Rauchberg ... Wien, Manz, 1901. 

Sp.L, 7p. my. oaea 

Library of Congress, no. 
Rauchberg, Heinrich, 1860- 

Die tschechoslowakische verwaltungsreform, von professor 
dr. Heinrich Rauchberg. Prag, J. G. Calve, 1927. 

Bp. 164". 

1 le republic. 1 Tithe 

‘89-20680 


Library of Congress 2 


Rauchberg, Heinrich, 1860- 

Das zahlenverhiltnis der Deutschen und der Tschechen 
in Béhmen. Von Prof. Dr. Heinrich Rauchberg ... Miin- 
chen, G. D. W. Callwey (19021, 


Sp. 2. 
der 





Ss. aus ft “Deutsche arbeit” 2. jahrgang, 
1 heft. 


1. Bohemia—Nationality. 2. Bohemia—Population. 


Library of Congress HB3S91.R24 


Rauchenstein, Emil. 


roducing field crops in three areas of - 
nois, Sos teks Seal Deatesien C. Ross .. 
Urbana, Tm. Uaiveraity: of Illinois, 1926. 


L, p, 399-67, 1 1 Gon. 3t 23=. (Usiearsty of Sitesi 
Aguicctnn pa A Tog Bulletin no. 277) 
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Rauchenstein, Emil, 1889- 

Economic aspects of the cantaloupe industry Ez 
Rauchenstein ... Berkeley, Calif., University of California 
print. off., 1927. 
tt pn Dy Cag SR 23". (California. Agricultural 
experiment station, Ber! California. Bulletin 419, February, 1927) 

At head of title; Unter gt Gator College of agriculture. 


Agricultura! a tion, Berkeley, California. 
“Literature cited” 


1. Melons. 1. Title. 
482-1818 
Title ys Univ. of Calif. 
Library of Congress (839.22 no. 419) 
Cal 


Rauchenstein, Emil, 1889— 


. Economic — of the fresh plum industry ,by, Emil 


Berkeley, Calif., University of California 
print. off., 1928, 
26 p. incl. cn. (anes on oe 23. (California, Agricul- 
== experiment station, Berkeley, California. Bulletin 450, October, 
At bead of title: University of California. College of agriculture. 
Agricultural experiment station, Berkeley, Callfornia. 
1. Plum. 1. Title. 
A 32-1652 
mvs: of Calif. 
Library of (839.E2 no. 459) 
2, 
—— Emil, 1289- 
. Economic i ~ of the watermelon ae | os 
Berkeley, Calit., Universite 
print. off., 1928, 
2p. L, 26 p. incl. yt ae in, oo =». ne. 
Agricultural experiment Berkeley, 
March, 1928) — 
At bead of title: University of California. College of agriculture. 
Agricultural experiment station, Berkeley, California. 
1. Melons. 1. Title. 
A 32-1261 
‘Title from Univ. of Calif. 
Library of Congress 


Rauchenstein, Emil. 


Successful threshing 
Rachenstein i, and C. TO Boose, ring a Cet Uaioe 
sity of Illinois; 1925. 
2, 975-403 pth itt. tables. 


237. (University of Ilinois. Agri- 
cultural experiment stati no. 267) 


1, Threshing. Threshing - machines. 1, Bonnen, Clarence Alfred, 
joint author. u. Fine 
A2S644 
Title from Illinois Univ. Printed by L. C. 
is 


Rauchfuss, Friedrich. 

Praktische englische grammatik, oder Anweisung zu 
einer naturgemassen und schnellen erlernung der engli- 
schen sprache, mit besonderer riicksicht auf das sprechen. 
In zwanzig lectionen. Von Friedrich Rauchfuss ... _ Ste- 
wrote. cot New York, Bei dem verfasser und Helmich 

co., 184! 


vi, diliy-iv, 150 p. 199. 








Agriculture—Illinois—Statisties. 1. Ross, Robert Cooke, joint au- 1. English language—Grammar— 1800-1870. 2. English language—Com- 
ons u. Title. position and exercises. 1. Tithe 
AMI ca 17-9028 Unrev'd 

Title from Illinois Univ. Printed by L. C. 

13; Library of Congress PEI129.G3R3 
Rauchenstein, 1889 5 pee ym} —— Sy 
~~. Keunernie expecta of the epple indus] , Emil Reu- ll oslo derechon de Barone 
chenstein ... Berkeley, Calif., University print. » de a Gane derechos, 
off., 1927. on, a por Fr. W. Rauchhaupt ... Buenos Aires, Imprenta de la Uni- 

tables, California. ‘ 
2p. L, 76 p. incl. Mus. (maps) + “8. —— 
December, 1987) —— At bead of title: Untversided de Buenos Aires, Facultad de derecho 7 
sa need ot setiment seatien, Beresley, Cailforsia * “ia freeete crags comtane contiene el curso de we te derecho péblinn comparese 
"Results of investigations conducted under cooperative agreement be- 5 
tweets siitoraia Agriculterel experiment station and the Bureas of 2 PS (SS eee 


& tan, Compacaiin, (1. Comparative Pf am ge SH 


History of law, Buence Aires. Facultad 
Gerecho y clenclas sociales. i. Title. 

8082780 
Library of Congress a 


Rauchhaupt 


Raudhhaupt, F[riedrich] W[{ihelm) v[on] 188.:- 

Das depot- und depositen- uter be- 
sonderer weg des zivilen schutzes der 
rr gy, [etdelberg? 1907] 


AS -Aies. --Heidelberg. 

Lebenslauf. 

"Hauptelichlich zitierte echriften": p. 86. 
1. Banking law 


10. 32463 
Library of Congrése HG1731.R3 
Rauchhaupt, Friedrich Wilhelm von, 1881- 
Estudio comparativo entre el del derecho 


espafiol y el alemdn; con! 
5 Sed del dia 18d diciembre de 198 Madrid, Editorial 


Reus, 1923. 
spate 19" (Publicaciones de la Real academia de jurie- 
prodencta y legisiacion, txv) 


Yi & crit. 2 Law—Germany—Hist. & crit. 
2. Lew, Comperative & Title. 


26—11428 
Library of Congress (380), 


Rauchhaupt, Friedrich Wilhelm von, 1881- 

... El Fuero juzgo en el derecho actual de Espafia ... Bue- 
nos Aires, 1926. 
“Mp we. 

At head of title: 


“De la Revista dei Colegio de abogados de Buenos Aires, afo ¥, 
tomo rv, of Sy 4.” 


1, Law—Spatn—Hist. & crit. (1. History of law—Spain, 1. Title. 
23-4700 


Library of Congress 


Rauchhaupt, Friedrich Wilhelm von, 1881- 


Der Fuero juzgo im heutigen rechte Spaniens, von Fr. W. 
= Madrid, Impr. Viuda e hijos de J. Ratés, 
1927. 


cover-title, 16 p. 24™. 


“Extracto Homenaje « Bonilla y San 
nett Be TSR eee 


1. Forum jodicum. 2 Law—Spain—Hist. & crit. L Tithe. 
(2810082 


Library of Congress 2 


Friedrich Wilhelm von, 1881- 


berg, C. Wi 


und literatur-Gberblick” : p. 0. 
“Rttrenverssichals”: p 0n-807, 


1. Law—Spain—Hist. & crit. (1. History of law—paim, 1. Title. 
23-1199 


Library of Congress 


RS et roa 


ordnungen. y a on os 

oa rw “end acer bundentaaten, 
. von 

Leipzig, ré& Humblot, 1916. 


vp.2L372p um. 








Rauchhaupt 


Friedrich Wilhelm von, 1881- 
Se ate Benen be Baw oot ote ote wt 


. von Rauch. 
haupt ... Meschon ond Laipaig, F283 Voghieder, 1961. 


2¥. port. fold. tab. 264". (Added t.-p.: Leitfaden Ger rechtslehre 
~~ 2-8. bd) 





1. Law—Burope. 2. Europe—Pol. & govt. 1 Title. 
Library of Congress 


Rauchhaupt, Priedrich Wilhelm von, 1881- 


at ee nach deutschem landes-staats- 
reussen, von Fr. W. von Rauch- 
oS Breslau, M. & H. Marcus, 1908. 


viii, 113, i p. 239. (Added t-p. nt aus 
verwaitungsrecht mit sy" des kolonialrechts ; hrsg. > $3 Brie 
-» tands M. Fleischmann ... 16. hft.) 


“Vornehmlich benutzte schriften”: p. 113. 


1. Germany—Constitutional law. 2. Prussia—Constitutional law 





9.9089 
Library of Congress JN4A479.R24 
Friedrich Wilhelm von, 1881- 

Valk héliche ei Lichieei oy a eee 
J — 

no-Amerikas, von Fr. W. von Rauchhaupt. Berlin, H. 

19%. 
Sp 2. 


Bibliographical foot-notes. 


1. International law and relations. 2. U. 8—For. rel. 3. Spanish 
America—For. rel. 


31-17840 


Library of Congress 3X1404.R3 


2) 327.73 


Rauck, Alois, ritter von, ed. 

Das bayerische Berggesetz vom S eget OO, ohn aan 
die und d 
vorschriften enthaltenden anhang. Handaurgala mit erliu- 


von Alois von Rauck .. Cohen 
und Berlin, J. Schweitzer, 1911. 


xt, 825 p 19)". (On cover: Schwelteers handausgaben mit erifv- 
terungen) 








Miinchen 


1. Mining law—Bavaria. 1 Bavaria. Laws, statutes, ete a. Tithe 
40- 10684 


Library of Congress 2 


Raucou, Anais de, celled Bazin 
see 


Bazin, Anais de Raucou 


» called, 1797- 


*Raucourt, Antoine, 1799-1841. 
A a of pa yg oe A ya Memoir on the lithographical 


made in Paris, at the school of the roads 
toa brie ; clearly ex the whole art, as well as all 
that may happen in printing, and the different 
cuits of avctina Gant T from the French, by 
C. Hullmandel. London, Printed for Rodwell and Martin, 
1820. 
,- RFRA A «W@h Senefelder, Alois. L/art de 
la Lithographic. Munich, 1619, 
1. Metmantet, Castes Seow, $509- 
1880, tr. u. Sesto cnttonate Gap ponte ot chvussten mm. Tithe. 
30 ABR 
Library of Congress NE2420 852 
2 


LIBRARY OF CONGRESS 


+Raucourt, Antoine, 1799-1841. 
A manual of lithography; or, Memoir on the lith hi 


— Saint-Mare, 1900- 





cosh unde UGK toe tend led te cade 
and bridges; clearly explaining the whole art, as well as all 
the accidents that may happen in printing, and the different 
a = 9 of avoiding them. Tr. from the French, by C. Hull- 
mandel. 2ded. London, Rodwell and Martin, 1821. 
xix, 1898p. 2fold pl 20). 


s “ 





' Charles Joseph, 1780- 
1850, tr. 1. Paris. ‘oa sattonsle Guo ponte f chaussées. ur. Title. 
12—15122 
Library of Congress NE2420.R25 
1391, 
Raucourt, Antoine, 1799-1841. 
Traité sur l'art de faire de bons mortiers et notions pra- 


tiques pour en bien diriger l'emploi; précédé —— 
récentes faites sur les chaux de France et de Russie; par Rau 
court de Charleville ... St. Pétersbourg, Imprimerie des veles 
de communication, 1822. 
Sp. lL, tv p, 11, 982, xxvili p. 4 fold. pl, 4 fold. tab. 29x 245". 
Pages 125-228 mutilated. 


1. Lime. 2 Mortar. 8, Cement. 


Library of Congress 


=xv, 8236p, 11. front, fold. maps 25)”. 


1. Jesus Christ—Divinity. 2 Jesus Christ—Historicity. 1 Title. 
86-8017 
Library of Congress BT25. B35 
a ms 


Raucourt, Jules. 
... Hollywood extra; roman. Hollywood, Hollycrofters, 
1938. 


14 p. 1, 31-180, 1) p18. 


‘Text in French. _ 
“First printed and published im nineteen hundred and thirty-eight. 
“Inédits de Jules Raucourt™: p. :158;-) 





1. Title. 90-1978 
Library of Congress PQ2635.AT2H55 1088 
_ Copy 2. 
Copyright A 117413 3) 43.91 
Ravcourt, Jules. 


= Hollywood star; roman. Hollywood, Hollycrofters, 
1985. 


6p. 1, 15-178, a) p18". 
Text in French. 


1. Title. 
85-8790 
Library of Congress PQ235.AT2HG 1905 
— -——— Copy 2. 
Copyright A 82772 2 843.91 
Raucourt, Jules. 
.. Srap shots. Hollywood, Hollycrofters, 1940. 
6p. Wia2p. 1. 
Text in French. 
1 Title. 
40- 10682 
Library of Congress PQS8B9.R2786 1040 
-——- ——- Copy 2. 
Copyright 12) B48 01 
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ibution a I’ chimique et i jcide des poudrag 
PR nam diagrs. 
Ann. agron.n.s. année 4, p. 528-553. Paris, 1934. 


1. Potato-beetle. 1. Colorado potato beetle, 2 Insecticides. 


Agr 35-339 


Agriculture 14An75A année 4 
(85.467 ns, n0. 4) 


u a 


Library, U. 8. Dept. of 
Library of Congress 


Raucourt, Saint-Mare, 190— 
Revue de phytopharmacie, pt. ;1)-1v. diagrs. 
Ann. année ‘366385; année 232-249; année 
p. 385-408; année 7, p87 80s, , we Paris 195137, 
Pt. ie title: Travaux oes sur les insecticides et anticrypto- 


“Ratérences t pe ay yt nase 1, se: “Bibliographie” : 
année 3, p. 248-249; année 5, p. canbe p. 842-49. 


1. Fungicides. 2. Insecticides. 1 Delage, B. um. Title: Phytophar- 


Agr 83-780 Revised 2 


U.S. Dept. of agr. Library M4ADT5A année 1,8, 5,7 
Congress 


for Library of Ci 


10,11 (F402, 


Raucourt de Charleville, Antoine, 
1799-1841 


Raucourt, Antoine, 1799-1841. 


Die mittelalterliche baukunst Bautzens. Von dr.-ing. Fritz 
Rauda ... Hrag. von der Oberlausitzischen gesellschaft der 
wissenschaften zu Gérlitz. ,Gérlitz, In kommission der buch- 
handlung von H. Tzschaschel, 1905. 

xi, 98, (1; p. flues. (incl plans) plates. 27°. 

IDustrated t 

On vous f Up: “Von der Kiniglich siichsischen technischen boch- 
echule su Dresden sur erlangung der wtirde eines doktor-ingenieurs 
genehmigte dissertation.” 

1. Architecture--Bautzen, Germany. 2. Architecture, Medieval 
L der Goriits. 








6—22516 
Library of Congress NA1086. B3R3 


m3Tbl, 


Raudabaugh, Israe) Franklin, 1844 
Latitude and departure calculations of land made yd 


and self-proving, by I. F. Raudabaugh ... St. Henry, 0., 


G. W. Phillipps, printer, 1908. 
119 p. incl. tables, diagrs. 229° 


1. Surveying. 1. Title. 


Library of Congress 
Copyright A 201861 


TAGIS.R3 


Henry William, 1902- 

Differential fields and ym of differential forms, J Henry 
William Raudenbush .. neeton, N. J. :Printed by & 
Wulff, Hamburg, Ger., ‘a 

1p L, 608-517, (1, p. Wy. 

} aa (ra. 0 )—Columbla university, 1063. 

a. 
“Reprinted from the Annals of mathematics, vol. 34 (1083).” 


1. Differentin! forms 1, Title: Differential felds. 


Library of Cong: QA381.ERS 1903 
Cotumbta Univ. Libr. 2] 


si72 








Raudensis, Antonius 


Antonius Raudensis, d. 14507 


Raudh al-Karttas 
see 


Raud al-Kartas. 


Raudnitz, L,eopold 

Die musik als heilmittel, oder: Der einfluss der musik 
auf geist und kérper des menschen, und deren anwendung 
in verschiedenen krankheiten. Nebst anhang: Diitetik 
fiir singer und solche musiker, welche blas-instrumente 
behandeln; wodurch erstere ihre schéne singstimme con- 
serviren, beide aber zugleich den krankheiten, denen sie 
anheim zu fallen pflegen, entgehen. Von Dr. L. Raudnitz 

Prag, G. Haase séhne, 1840. 
2p. L, iv, 136 
1. Music 


1s” 
Physical effects of. 2. Diet 


$-7961 
Library of Congress ML3920 R2 
Raudnits, Robert W. 
Die bestandteile der Sp detain und ver- 
so Von Dr. R. itz ... Wiesbaden, 
F. Bergmann, 1903. 
1% p. 259™. 


is “Ergebnisse der physiologic. Hrsg. von L. Asher und 


Sonderdruck au: 
K igo. a, Lg 2 


1. Milk. Composition. i 


Library, U. S. Dept. of 


Raudnitzky, Hans, 1887- 

Die Bell-Sweetsche schule. Ein beitrag zur geschichte der 
englischen phonetik. Von dr. phil. Hans Reaudnitzky. Mar- 
burg, N. G. Elwert, 1911. 
asl ty xi, 182 p. 23%. (Marburger studien sur englischen philologie, 


Comparative study of the systems of Bilis, Bell, and Sweet. 
turverseichnis” : 
Published In part as the suthor's inaugural @issertation, Marburg, 


1910. 
. English language—Phonetics. 2. Ellis, Alexander John. 1814-1890. 
3 bal ‘Alexander Melville, 1819-1905. 4. Sweet, Henry, 1845-1912. 
11-28238, 
Library of Congress PE2S.MB 
aBicl, 


(Raudot, Antoine ——- 1670-1787. 

Relation par lettres de |’ (années 
1709 et — éditée et annotée _> le Ay -- 4 Fs 
teix . Letouzey et Ané, 1904. 


“These letters, by the editor to Father ;Antoine, Stivy, 
are in reality by A. D. Raudot.”—Delangles, Jean. Frontenac and the 
Jesuits. Chicago, 1969. p. 5, note 44. 

1. New France—Descr. & trav. 2. Indians of North America—Canada. 
1% Stivy, a ™. Rochemontetz, Ca- 
mille de, 1834-1923, ed. xt. 

11-257TS Revised 
Library of Congress F1080.8.R3 
(n2e2, 
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Raudot, Claude Marie, 


Deux intendants du Canada; par M. Raudot Au- 
xerre, Typ. de Perriquet et Rouillé, 1854. 
cover-title, 4p. 22°. 
Caption title: Deux intendants du Canada sous Louis x1v. Notice lue le 
30 juin 1853, i la Socieé dee sciences historiques et naturelles de |’ Yonne. 
Subject ent Canada — an. - oy France) 2. Randot, 
Jacques, eset its 1728. ot Ravdot, Ai 
2108 


Library of Congress, no. P1090. R24, 


Raudot, Claude Marie, 1801-1879. 

La France avant te révolution ; son état politique et social en 
1T8T a ‘ouverture de l’Assemblée des notables, et et son histoire 
depuis cette 6poque jusqu’aux Etats généraux. Par m. Reudot 
«» 2. 6d., rev. et consi augm. Paris, Amyot ,1841, 

12, 470 p. 2a" 


1. Frunce—Hist.—Revolutwu— Causes and character. 1. Title. 
6—18431 
Library of Congress DC168.R2 
:a37b1, 
Rau@ulfr 
see 


Rau@ilfs thattr ok sona hans. 


Raue, Charles Godlove, 1820-1896. 
Psychology as a natural science applied to the solution of 





occult psychic phenomena, by C.G. Raue,™.o. Philadelphia, 
Porter & Coates, 1889. 
S41 p. 224°. 
1. Psychical research. 2 Paychology. 
10—29085 
Library of Congress BF1031.R24 
Copyright 1889: 8474 (33b1, 
Rave, Charlies owen 1890-1806. 
pecial pathol with th ic hints, 
y CG. Rave, x0 4 "New York, 


I. D. 
Padledtiphin Boericke & Tafel; etc., etc., 1882. 
xxiii, 83,-1072 p. illus. 24". 


1. Homeopathy—Practice. 


T1781 
Labrary of Congress RXTLRM 1888 
Copyright 1881: 16230 otf, 
Raue, Charles Godlove, 1820-1896. 
mg My pathology and diagnostics, with the 
hints, by C. PG. Raue, x. p. 3d ed., rev. and augm. 
delphia, F. E. Boericke, 1885. 
2p. L, xi-xxxii, (34-100 p. illus. 25°. 
1. Homeopathy— Practice. 
y 717628 
Library of Congress RX71.R24 1885 
Copyright 1885: 18643 221) 


Baue, Charlies Godlove, 1820-1896. 

8 tho! and diagnostics, ——  ~ 
hints, by 5 ~ 4 Fgh A 
delphia, Boericke & Tafel, 1 1896. 


3p L, cxvxxnil, 35-1099 p. Mus. 265°. 


1. Homeopathy—Practice. 


7-17629 
Library of Congress RX71.R24 1806 
Copyright 1896: 31325 a22cl; 
Raue, Charles Sigmund, 1873- 


Diseases of children. By C. Sigmund Rave... Philadelphia, 
Boericke & Tafel, 1899. 


ipl, vv, ®@43 p. 2. 


Library of Congress 
Copyright 1890: 60176 


Raue, Charles Sigmund, 1873- 
of children ; Sy yg ty fy a 
of medicine, 


Reve ... 2d ed. 
rev., enl. and illustrated. phia, Boericke a Ten, 
1906. 


xiv, @-T76 p. illus, 249". 








© 8147 
Library of Congress RXSO1. R25 
Copyright A 196231 e86b1; 
Raue, Charles Sigmund, 1873- 

Diseases of children; a text-book for the use of stu- 
dents and practiti o dicine, by C. und Raue 
ons ed., rewritten. Philadelphia, Boe: & Tafel, 
1922. 

xii, $67 p. 24. 

1 Children—Diseases—Homeopathic treatment. 

. 14717 

Library of Congress RXSOLR2S 1922 
Copyright A 677609 oh 


Rave, Christian, 1613-1677. 
Charistions Ravii Bertinatie Gevgst-domusle cpistelaram oop: 
Se ae a 














Raue 


Raue, Georg. 
. Der frichter und seine il beurbeitet \ on Georg 
Rese .. Berlin, Deutscher ae 16, 


87 p. 229". (Deutsches gerichtswesen. Das Amisgericht) 





1. Germany. Amitsgerichte, 2. (rimfoal procedure fier ony 
1. Title. 
SS 2 Ke vised 
Litrory of Congress v4ida, 


Raue, Hans Otto, 19)0- 

Untersuchungen zur geschichte des Korinthis hen bndes . 
von Hans Otto Kaue ... Marburg, 1157. 

1,74 p21 224" 

Inaug.-diss. Marburg 


“Literaturaachwein”: p. v-vi. 


1. Cortothian league 
4t-2esit 
Library of Congres« De 238.2 he 


Raue, Severus, 156+ 

Christus als lehrer und erzieher. Kine padagogisch-didak- 
tische studie iiber das heilige Evangelium von p. Severus Rave 
«. Freiburg im Breisgau, St. Louis, Mo. ete. Herder; ,ete., 
ete., 1895. 

xi, 2230p 207 

Bibliograpb' <a) foot notes 


1 Jeaue Coriet- Teaching methods 1 Title 


1142280 


Library of Congres» HTS¥O THR 


Rauecker, Bruno, 1887 

.» Die geopolitische bedingtheit der sozialpolitik. Heidel- 
berg-Berlin, K. Vowinckel verlag gmbh, 1 

2, A, p. 249". (AMaif-titie: Schriften cur geopolitik, hft. 12) 


“Die schrift erschien suerst gekliret to Zettecbrift fr geopolitik, xm. 
Jabrgang 1996, beft 5-7.” 


1. Sociology. 2 State, The. 1. Title. 
87-6706 
aaprary of Congress IC24. RSS 
3) 320.153 


Rauecker, Bruno. 


Das kunstgewerbe in Miinchen, von Bruno Rauecker ... 
Stuttgart und Berlin, J. G. Cotta, 1911. 


x, 162 p. incl. tables. 234. (Added t.-p.: Minchener volkswirtschaft- 
liche studien .. 109. stiick) 


“Beniitzte literatur”: p. (161)-162 


ne _Art industries and trade—Munich. 2. Labor and laboring classes— 


11-14196 
Library of Congress HD9999.A7R3 
2 pany hy | Prot. Dr. B 
Social policy in the new Germany , runo 
Rauecker. ‘Luipsig, Printed by August ries gmbh, 1987, 
Bp wr. 
“Translated by Evans.” 
Bocial to the now Gemeny. 
pal Seateres of the sew Gorman, eS . settlement 





LIBRARY OF CONGRESS 


Rauecker, Bruno, 1887~ 

Vie sozialy rickstandigkeit Grossbritanniens, von prof. dr. 
Bruno Raue ker. Berlin, Junker und Diinnhaupt, 1:49. 

“2p 22°. (Hul/-title: Das Britieche reich in der weltpolicik, htt 18) 

Bn atc riften des Deutschen Inatitnte fir —_ 
itomborwer Institutes fir euse drtige po: io 
mii em Deutschen anslandsw ‘se: iechattlichen nse Heat 


itise he 















i 


f! 
“Literaturver cietrss p ee 


4 Wort some policy, 2 Labor laws ard imgisiation Gt 
Brit 1 Tike 
41 18ANS 
' at tose DAGS.N65 hft, 18 
2% (842.0082) 390.042 


Rauecker, Bruno, 1887- 

Stauclehre; cine eiatiibrung in die staatlichen probleme 
der gegenwari, von Brano Rauecker. Berlin, R. Hobbing 
(1931, 

. 3; p. 2, 

‘Behrif{tenverz b-hnis’: p. Oly 


1. State, The 2 Kurope- -Polities—1914 1. Title 


Livrary of Congress JC263.RS 320.1 


Rauecker, Bruno, 1857- 

Die wirtsehaftlichen grundlagen des modernen kunst- 
gewerhes im London, Vortrag gehalten im Sozialwissen- 
sehaltl, vevein der Universitat Miinchen und im Bayeri- 
schon banstgewerbeverein Miinchen, von dr. occ. publ. 
Brano Kaueeker. Miinehen, M. Rieger (G. Himmer) 
LZ. 

24 (On cover Schriften des Sozialwissenschaftlichen vereins 
der Uni iversitat Munchen, 1912. hit. 8) 


1 Art industries and trade—London 
15-27797 


Library of Congress NK932.L8R3 


Rauenbers, :eter, pseud. 


Rauenbuseh, Trnst 7ilhelm Ludwig, 


1876- 
gee 


Rauenbusch, pneete da e. ornst “ilhelm 


Lucuwig, 187 


Rauenbusch, Ludwig i. ¢. Ernst Wilhelm Ludwig, 1876- 
. Beitriige zur lokalisation und verbreit der 
eiterigen peritonitis ... Jena, G. Fischer, 
2aLWAp mM. 
Lebenslaut, 
“Literatur”: p. 29-32. 


L Peritonitia. 
7-038 


Library of Congress RCS]. RA 


240 


Raver, Inge. 

nette; oder, Die téchter der landleute; roman von Inge 
Rauer. Leipzig, L. Staackmann ,1940, 
332, -1)p. 0h 199. 


1. Title 
4186180 
Library of Congress PT2635.A8A77 1000 
3 833 91 
Raver, Max, [n99- 
hoa, tot Gberlieferang der Lakasheoimitien des Ovigenes, 
ndr. Max Raver . Leipaig, J.C. Mineichs, 152. 
1. SI Tense umd ' B zur wes hivhte der 
i literarur 4 rele, 2. bd bth aT bd B. bete 








Supp mentary te the suther's edition of lonnitien zu Luka» ip 
a hereto des Mbecony ye. ey wh rms 4 
of o werk ud Bae aia 0 tie ieet m chebdlichrn arte " 
ste er ersten drcl jobrhunderte 


i Origenes, In Fvangelium serd Aveda omeliae xaxvint 
33-1Ssu0 
Library of ( ougress BRAS.T4  rethe 4, bd. 2, bft.3 
(bd. 47, bft. 3) 


1) (281.1082) 94 


Rauer, Walther W. 


Der deutsche kaiser, seine rechtliche stellung im alten 
und im neuen reiche und nach der Reichsverfassung vom 
28. nuirz 1849 (Paulskirchenverfassung) vergleichend 

It von dr. Walther W. Raver. Berlin, Puttkam- 
me “ “& MithIbrecht, 1913. 
uep 2 


“Literatur” 








p. 17-8 


|. Prerogative, Royal ~Germany. 2. Germany -- Constitutional law, 
3. Germany—-P'ol. & govt 1. Title 


14-4247 


Library of Congress 


INMALRY 


Ravers, Friedrich, 1<79 
ficschichte des Bremer bing 


vandels im 19. jahrhundert, 
Damentlich unter den alten verks 


r-formen und im tibergang, 













von rie lrich Raners. Mit zwei karten and fiinfzehn bildern, 
n. F. Lewwer, ; 
host pt Pp. 31 plates. maps (1 fold.) 24% 





eiterte tne! haungote oo ener a titel: Der bremische bin- 
n frac rwerks ersebienenen darstel- 
srapbleche ” Dliitiern bd. Sem, Samra. xxx,” 





*: p AT =48) at end, 
Ribliographical foot 


1. Bremen -Comm.--Hist. 2. Germauy—Comm. -Hist. 3. Postal serv- 
ice —Gerwany —Bremen 
33-14502 


Library of Congress 381.0013525 


HFS570.B8R3 1913 


Rauers, Friedrich, 1877- 


, fea, ton 
buch; recht und gewohnheit aller ehrlichen kauf-, fuhr- und 
seeleute, eines ehrbaren jhandwerks, der universititen, der 
bauern, jiiger und ri , aller und léblichen 
pm eter auch von der heiligen feme, haberer-, horner- 
und narrengerichten sowie von hansen und verhansen, 
abwerfen, binden usw. = og dr. Friedrich ig 
Essener verlagsanstalt, 1936 
206 p. lum, plates, facsims. 214°. 








1. Germany—Soe. life 4: cust. 2 ‘aw, th 
4. Hazing. 5 ew, Primitive. 8 Pehmic courts. 
40-052, 
Library of Congress GOT3405.G4R3 
12) 304.0043 


Rauert, Johann Karl Theodor, 1885- 
Ausbau und leistungen der Tarifgemeinschaft der deut 
schen buchdrucker ... Halle a. 8.. 1910. 


viii, 188 p. 11. dowble map, fold. tab. 234" 


Inaug -diss — Halle. 
Lebensiauf 


1. Printing as a trade—Germany. 
12—18929 


Library of Congress Z243.G4R2 








er 





Rauf Coil3ear. 

The taill of Rauf Coilyear: a Scottish metrical romance of 
the fifteenth century, edited, with an introduction, notes, and 
glossarial index, by William Hand Browne ... Baltimore, The 
Johns Hopkins press, 1903. 

2p.1,18p. 2. 


References”: p. 63-44. 
_itogregay er the early, Scottiah poets mentioned in tatroduc- 
tion” 


1. Browne, William Hand, 1828-1912, ed. u. Title 


4-802 Revised 
PR2120.R3 1903 


173042, 


Library of Congress 


me ™“. 

bh ot t : Sainatt 
P. anhange iiber die erzeugung hilzerner tctteakipte 
Enthaltend : die fundorte des merschaums und bernsteins, derer 











tion der pfeifen und cigarrenspitzen ons 


verstindlich dargesteilt von G. M. Raufer ... Mit 5 tafeln 
abbildungen. Wien ,etc., A. Hartleben, 1876. 
vil, (1), 142 p. front.,1v pl 184". 
1, Meerschaum, 2 Amber. 
4 1874 


Library of Congres 
41d], 


Rauff, Hermann, 1453- 

Spongienreste aus dem (oberturonen) griinsand vom Kas- 
senberg in Milheim-Broich an der Ruhr, von Hermann 4 

Mit 5 tafeln und 20 bbild 

der Preussischen geologischen landesanstalt. Berlin, Im - 
trieb bei der Sonteiadiee geologischen landesanstalt, 1933. 

74 p. 61 inci. illus, tables. 5 pl 25°. (Prussia, Geologieche 
landesanstalt. Abhandiungen, n. f., 158) 





Errata slip inserted 
“Verzeichnis der angefibrten schriften”: p. :73;-74 
1. Gpsagee, Dont. Re Porifera (fossil), 2. Paleontology—Germany— 
Rubr basin. 1 
Library, U. 8. Geological 
Library of Congress 4 
2) 


G 835-274 
Survey (580.1) D n.f., htt. 158 
E200.A19P on. t., bft. 158) 


Raaff, Hermann i. ¢. Karl Friedrich Hermann, 1853- 


Ueber die chemische a nephelins, 
eancrinits und mikrosommits 


2p1, 38 2p diagrs 2™. 


Inaug.-diss. —Bonn. 
Lebenslauf 


Silicates 
ca 10-1100 Unrev'd 


Library of Congress QE3962R3 


Rauff, Karl Friedrich liermann 


Rauff, Hermann, 1655- 


Raugel, F@ix, 1881- 
, Les anciens buffets d’orgues du Département de Seine-et- 
Marne. 8 planches hors-texte. Paris, Fischbacher, 1928. 


76 p. 1 1 incl plates 25". 


1 Organ—Hist. 2. Churehes—-France—Seine-et-Marne (Dept) 
L Tithe 


Library of Congress 


CATALOG OF PRINTED CARDS 


Raugel, F@ix, 1881- 

-. Les 1 de Notre-Dame de Ja cité parcissiale 
de gute Reone 2pm. Paris, Editions de la Schola can- 
torum, 1934. 


7 a)p 1 fice 27. 


“Tableau des grandes orgucs de 32 pleds établies dans les égilises 
do Paris dy pt end. 


Notre-Dame de la arg de Saint-Honoré d'Eylau 
Organ. 


(Chapel) Organ 2 


Library of Congress MLSO4 PZENG 


Raugel, F@ix, 1881- 

Les grandes orgues des églises de Paris et du départe- 
gt tin. Ouvrage orné de 46 héliogravures. Paris, 
Fischbacher, 1927. 

3 p. 1, @-278 p. 11. mounted Ulus, plates. 23) x 18)". 


5. Oxgnatete—Getne gl 


Pg * makes France Seine (Dept) 


28-7040 
Library of Congress MLST4.R18G4 
Copyright A—Foreign sever 
a 
Raugel, Félix, 1881- 
rr tS ee par Félix Raugel .. Paris, H. 


126, 12; p. illus. (incl. ports, music) 21%. (Les musiciens célébres) 
“Bibliographic”: p. 124-126. 


1. Organists. 
24-441 
Library of Congress MLSSO.R19 
Copyright A—Foreign 23218 
21 
Raugel, Félix, 1831- 


. Les orgues de l’abbaye de Saint-Mihiel. Anciennes 
orgues de la région meusienne. Préface de Ch.-M. Widor. 
10 planches hors-texte. Paris, L’Echo musical, 1919. 


3p. L, tixpxv, 4p, 11 x pl. (incl. front.) 259". fr. 0 


1. Organ—Hist. 2. St. Mihiel, France (Benedictine abbey) 


P 20-12039 
Library of Congress MLS74.R18 
Copyright A—Foreign 17118 
2, 


Raugel, Félix, 1881- 
... Palestrina, par Félix Raugel ... Paris, H. Laurens, 1930. 
126. iy p. Dive (incl. ports, facsims, music) 21°. (Les musiciens 


“Bibliographie” : p. (123;-128. 


1. Palestrina, Giovanni Battista Pieriuig! da, 4. 1506. 


31-2587 
Library of Congress MIA10.P15R18 
2 e278 
=~. F@ix, 1881- 
> Rate « sur quelques ) oe Vancienne facture 


PTY Tplon4l 27°. 


1. Organ-bullders. 


MLAO4. RZ 
241 


Library of Congress 


Anti-Contrat social, oder Rationelle begriindung des his- 
torischen rechts von dr. Rauh zu Munchen ... Augsburg, In 
commission bei Pilon & comp., 1854. 

vill, 2p we. 


1. Rousseau, Jean Jacques. Contrat social 2 Political science 


8. Social contract. 
10-4158 
Library of Congress JC1T0.RORS 
«adibl, 
Rauh, Frédéric, 1861-1909. 
. Ahlik tecriibesi. Deviet basimevi, 1987. 


Sp. 1,21 p. 19". (Lise felsefe dersieri yardime! kitaplari, a* 13) 
At bead of title: Sorbon profesirierindes F. Rawh Ceriren: ar. B- 
“Bibityogratya” : p. 


1. Ethics = t. Fabri, Ziyeeddia, tr. m Tithe 
Pel name Balomen Prédéric Rash, 
O-84620 
Library of Congres ‘ASO RBS 
a 


Rauh, Frédéric, 1861-1909. 
De la méthode dans la psychologie des sentiments, par 
F. Rauh ... Paris, F. Alcan, 1899. 


2p1,305p.11 22. (On cover: Biblicthéque de philosophie com 
temporaine ) 


Bibliographical foot-notes. 


(Pull name: Salomon Frédéric Raub, 
E 15-3008 Revised 
Library, U. 8. Office of Education BFS11.R2 
Library of Congress B?S32.R3 
(F342, 


Rauh, Frederic i. ¢. Selemen Feeterie, 1861- 
Essai sur le fond t physique de la morale .. 
Paris, F. Alean, 1890. 
4p.b,d-255 p11 aip.il 2m. 
Bittogehy. 2 steed a 
te bowed the suthor’s thesis in Latin Quatenus doctrina quam 
egies 2s Clr ogeee 





1. Ethics. 
> RBA? 
Library of Congress 2)41.R3 
Rawh, Frédéric, 1861-1909. 
Etudes de morale, par F. i et publiées 
H. Daudin, M. David, G. Davy, H. Franck, R. Hertz, 
J. Laporte, R. Paris, 


Librery of Congress 


sate e. Salomon-Frédéric, 1861- 
BP la morale et & |’éducation, 
FTO rT tonah tahoe 3. 6d. rev. 
‘aris, Hachette et c* (1908, 
vill, 320 p. 18%. (Cours de morale & lusage des jeunes filles, publié 


sous la direction de M. R. Thamin ch) 
On cover Ensergnement secondaire des jeunes filles 


1 Psychology 1. Revault-d Alloanes, G_ joint author. 
Ew 


Library, U. S. Bur. of 





Raub, Frederic i. ¢. Salomon Frederic, 1961- 
ean one ee © Se oe 
- tot ej philonophia cohmerea oni josae, ex typis 


atk oe ota (With his Essai sur le fondement métaphysique de la 


pA ny 


9 18846 
Library of Congress 


— ee 
‘ische getriebelehre, von dr.-ing. K. Rauh ... Berlin, 
J. po 1981- 
¥. flue, col. plates. 24". 
“Literaturverseichnis” : ¥. 1, p. «vil; 


1, Mechanical movements. 2 Belts and belting. 3. Couplings. 
1 Title. 


Library of Congress TJ181.R3 se 

Copyright A—Foreign 13580 
2) 621.81 
Raah, Morits Friedrich, 1889- 

Die vermigensstrafen des reichsstrafrechts und ihre reform. 
Von dr. jur. et rer. pol. Moritz Friedrich Rauh. Breslau, 
Schietter, 1919. 

Added Btrafrechtliche ab- 

Spy a ae. ¢ tp. 

Also ingued as @issertation, WOrsburg, 1912. 


1. Fines (Penalties)—Germany. (1. Penalties Germany, 1 Tithe. 
30-467 

Library of Congress a 

Raub, Richard 8. 


1. European war, 1914- 


Library of Congress D6I9.R3 — 


Copyright A 406325 


Raah, Salomon Frédéric 
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revolution, 1740-1795 - alc 





1, Europe—Hist. 2. France—Hist—Revolution. 1. Title. 
Library of Congress D208.R2$ 
— Copy 2. D208 R24 
aZibi, 


Raumer, nage ea gee Yom 1781-1678. 





History of the si 
by original Ses By a 
Raumer. Tr. from the German. London, J. avep, 
1835. 
2¥. me. 


1. Europe—Hist. 2. History, Modera. 


Library of Congress D209.R%4 


Rgumer, Friedrich (Ludwig Georg, von, 1781-1873. 
Italien. Beitrge zur kenntniss dieses landes, von 

Friedrich von Raumer... Leipzig, F. A. Brockhaus, 1840. 
2. 1. 


1. Italy—Deser. & trav. 


(32b1, 
Library of Congress DG4m RM 
Raumer, Friedrich Ludwig Georg von, 1781-1873. 
Lebenserinnerungen und briefwechsel von Fredrich von 
Raumer. Leipzig, F. A. Brockhaus, 1861. 
2¥.to1 21”. 


1. Prussia—Pol. & govt., 1740-1815. 
3-128 
Library of Congress DD442.R2 


(aB001, 


Raumer, Friedrich Ludwig Georg von, 1781-1873. 
Litterarischer nachlass von Friedrich von Raumer ... Ber- 
lin, E. 8. Mittler und sohn, 1869. 

2+. front. (port.) 23=. 


Library of Congress AC86. RSS maT 


Raumer, Priedrich Ludwig Georg von, 1781-1873. 
enti entateny Prefer vo haat v1 
we Ve 1-2 


Fy A rete., ete.; 1837. 
wry ty 
No more published 
A translation, by H. E that portion of Vou Reqmer's “Oe 
schichte Europas seit dem Pf mn horny Bak which re- 
lates to Engiand 


accession of Henry wi, to the troubles in 
out of the Scotch troubles, to 


1. Gt. Brit —Hist —Tudors, 1485-1603. 2 Gt Brit—Hist—17th cent. 


Library of Congress DAMO.R26 








De Oe ee ae, 

Ober die geschichtlich der begriffe von recht, 
staat und politik. Von Friedrich von Raumer. 2., verb. und 
verm. aufl. Leipzig, F. A. Brockhaus, 1832. 


xi, 2p. my. 





1. Political science—Hist. 2 Law—Hist. & crit. 


19081 
JA81. R23 


831, 


Library of Congress 


Raumer, Friedrich Ludwig Georg, von. 

De Vereenigde Staten van Noord-Amerika, door F. 
von Raumer, naar de nieuwste bronnen en berigten bij- 
en omgewerkt . Deventer A. ter Gunne, 1849. 

2v. oe, 

Translated from the German 


Library of Congrem, no. E165. R257. 
Raumer, Friedrich Ludwig Georg von, 1781-1873. 


Die Vereinigten Staaten von Nordamerika. Von 
Friedrich von umer ... Leipzig, F. A. Brockhaus, 
1845. 


2. fold. tab. 1797. 
Vol. 1 wanting. 


!. U. S—Deser. & trav. 2 U. S—Pol & govt. 


1-272 

Library of Congress E16S.R24 
a ey peg Nae eg 
th ton Se Nordamerika, von Fri 
Philadelphia, J. i. Schwacke und comp., 1846. 
"oes. told tab. 23”. 
Paged continuously 
1. U. &—Deser. & trav, 2 U. S—Pol. & govt. 
121881 
Library of Congress E166.R25 
(41D, 


Raumer, Friedrich Ludwig Georg von, 1781-1873. 


Vermischte schriften, von Friedrich von Raumer ... Leip- 
zig, F. A. Brockhaus, 1852-54. 
Sv. 217. 
1. History— Addresses, easays, lectures. 
14—1878 
Library of Congress DUR 
4ib1, 


Raumer, Friedrich Ludwig Georg, von, 1781-1873. 
bh ee Ober die x gneve von Friedrich 
von Raumer... Leipzig, F. A. Brockhaus, 1821. 
2. oe. 
* Anbang Ober einige tranereplele des Euripides": v. 2, p. (871,402. 


Bubject entries History, Anclent— Addresses, emays, lectures. 
Lal eael 


Library of Congress, no DS”. R246. 





LIBRARY OF CONGRESS 


Raumer, Friedrich (Ludwig Georg, von, 1781-1873. 
Vorlesun, Uber die alte "oe von Friedrich 
von Reems .. - 2. umgearb. aufl. Leipzig, F. A. 
Brockhaus, 1847. 
2v. 2. 


Subject entries: History, Ancient—Addresses, essays, lectures. 


Library of Congress, no. D590. R247. 


Raumer, Cons Wilhelm von, 1000-1866, « comp. | 
historiae b 


Regesta rs isch geord- 
nete ausziige aus allen chroniken und urkund ich 
der mark Brandenburg von Georg Wilhelm = oo 1 


bd. bis zum jahre 1200. Berlin, Nicolai, 1836. 
x, 273, 1) p. 27 x21". 
No more published. 








DD491.B82R3 
—— Historische charten und stammtafeln zu den Regesta his- 
toriae brandenburgensis von Georg Wilhelm von Raumer. 1. 
hft. bis zum jahre 1200. Mit 4 charten, dazu gehdrigen erliu- 
und tabellen. Berlin, Micslal, 1887. 
4, 2) Pp. geneal. tables. 274™. 
more ished. 
1. Brandenburg—Hist. 


Library of Congress 


1. Title. 

14— 10662-8 
DD491.B82R8 tab. 
18501, 


Raumer, Kari Georg von, 1783-1865. 

Education of girls, by Karl von Raumer. Republished from 
Barnard’s American journal of education, for March and June, 
1861. Hartford, 1861, 

Ipl,p 227,20. 2. 

Translated from the German. 


1 Education of women 1. Giris—Education, 


BO-18T7 
Education LC1423.R2 


Library, U. 8. Office of 


Raumer, Karl Georg von, 1783-1865. 


Das gebirge Nieder-Schlesiens, der grafschaft Glatz 
und eines theils von Béhmen und der Ober-Lausitz, geog- 


nostisch dargestellt durch Karl von Raumer ... Berlin, 
Gedruckt und verlegt bei G. Reimer, 1819. 
xvi, 182, 2) p. fold. map. 227 
1. Geology—Prussia 2 Geology—Austria. 
GS10-S16 


Library, U. S. Geol. survey 203(530) RID 


Raumer, Karl Georg von, 1783-1865. 

German universities. Contributions to the history and 
improvement of the German universities. By Karl von 
Raumer. Reprinted from the American journal of educa- 
tion. Ed. by Henry Barnard ... New York, F. C. 
Brownell, 1859. 


2p. 2 
Authorities: p. 253-254 
Translation of v. 4 of the “Geschichte der pidogogik,” by F. B. Perkins. 


1. Universities and colleges—Germany. 1. Perkins, Frederic Beecher, 





1828-1899, tr. 1. Title. 
1-13813 
Library of Congress LA727.R23 
anno Gagy 2 
Raumer, Xari Georg von, 1788-1865. | 
Geschichte der p ik vom fblihen klassischer 
studien bis auf unsere zeit. Von Ker von Raumer 2. aufl. 


Stuttgart, S. G. Liesching. 1846-54. 
4p. in Sy. 2. 
Fourth part has edded t -p.: Die deutechen ontversitaten 


1. Béucation—Hist. 2 Education—Germany—Hist. 3 Universities 
colleges—Germany. 


G—218 
Las R25 


10381, 


Library of Congress 


246 


Raumer, Kari Georg von, 1783-1865. 


. 5. mit der 4. gleichlautende aufi., ml dew bldn de 
verfassers. Giitersloh, C. Bertelsmann, 1877 
Sv. in 3. front. (port) 23° 
Mg Aad BE oy iret deutschen universitaten 
* Sper ame lagna, der. acussi in lebenshilders, voe prof. é. @, gr otiate 


pay PE Hist. \ 
- mo — ses ae Gustav, b. 1822. 1. Raumer, Rudolf 





(301, 
Library of Congress LASLR3 
Reumer, oy ge von, ee Os 
‘eq ¢ fhiihen klecsiach 
studien bis auf unsere zeit. Von Ken von Raumer ... Giiter- 


sloh, C. Bertelsmann, 1889-1902 ,v. 1, 1902, 

4. in 2 front. (port.) 23 

Vol. 4 has also special t.-p : Die deut ~ universititen 

Vol. 1, 7., mit der 6. gleichlautende aufl.; v. 2, 6, unveriinderte aufi.; 
v. 3-4, 6 auf. 

“Aus vorlesungen he ingen, welche ich im yy} 188 in Halle, 
= vom jahre 1838 bis 184 1642 4 in Erlangen ... Vorrede 
-— unterricht im deutschen, von Rudolf von Raumer”: v. 3, p. (97)- 

1. Edueation—Hist 


2. Education—Germany—Hist. 8. Universities 
ome colleges--Ger 
1 


1 Raumer, Rudolf Heinrich Georg von, 1815- 


38-17198 
Library of Congress LASLR3 1889 370.9 
Raumer, Karl Georg von, 1783-1865. 

The life and system of toy oy By Karl von Rau- 
mer. Tr. from the German by Tilleard. London, 
Longman, Brown, Green, and AS. 1855. 

iv, Op. 2. 


1. Pestalozzi, Johann Heinrich, 1746-1827. 1. Tilleard, J,, tr. 


E 13-1960 


Library, U.S. Bur. of Education LB627.R19 


Raumer, Karl Georg von, 1783-1865. 
Palistina. Von Karl von Raumer ... 

aufl.... Leipzig, F. A. Brockhaus, 1838. 
xvi, 488 p. fold. mup, 2 fold, plone, fold. tab. 21, 


2. verm. und verb. 


1. Palestine—Desecr. & trav. L Tithe 
4184400 
Library of Congress D8107.R24 
a8icl, 


Raumer, Konrad. 
... Riuber und raubsituationen, von dr. Konrad Raumer. 
Leipzig, E. Wiegandt, 1937. 
108 p. diagrs. 244°. (Kriminalistische abhandlungen . 
“Schrifttum™ : p. 102-108. 


bft. xxvmt) 


1. Brigands and robbers. 2. Crime and criminals—Germany. 1. Title. 


(38 20846 
Library of Congress 2 


Raumer, Kurt von, 1900- 
Der Rhein im deutschen schicksal ; 
zur westfrage. Berlin, G. Stilke, 1936. 
108 p. 229%. (On cover: Preussiache jabrbticher, schriftenrethe. 24) 


“Gedruckt mit unterstfitzong der Pfiigiachen geselischaft sur fbr- 
derung der wissenschaften 


reden und aufsiitze 


1. Rhine river and valley. 2. Saar river. 3. Saar valley . Pf 
wissenschaften 


aische geselixchaft zur frderung der 
(Pull name: Kort Christian Max Edmund Hermans von Ramer, 
AC 36-2313 
Tithe from Yale Univ. Printed by L. C. 


2 











Raumer, Kurt von, 1900- 

, Die zerstorung der Pfalz von 1689 im zusammenhang der 
ik, von Kurt von Raumer; mit 6 tafeln 
und 4 karten. Miinchen und Berlin, R. Oldenbourg, 1930. 


vii p., 21. 3)-335, 4d) p. front. Ulus., plates, fold. map. 24°. 
“Mit unteret(itzung der Pfilzischen geselischaft sur firderung der 
wissenschaften.” 





1, Palatinate—Hist. 1. Title. 
(Pull nome: Kurt Christian Max Edmond Hermane vou Raumer, 
31-10222 
Library of Congres DDSOL.PaTRS 
% HI 


Raumer, Rudolf Heinrich Georg von, 1815-1876. 

Die einwirkung des chri | auf die althochd i] 
sprache. Ein beitrag zur genchichte der deutschen kirche, 
von Rudolf von Raumer ... Stuttgart, S. G. Liesching, 1845. 

svt, 430 pp. 214 





1. German language—Oid High German—Hist. 2. German language— 
Old High German—Glossaries, vocabularies, ete. 3. Germany—Church 
history. 

7—16244 

Library of Congress PFS825.n4 


Tvl, 


Baumer, Rudolf Heinrich Georg von, 1815-1876. 
Geschichte der g hilo} 

in Deutschland, von | Rudolf von Raumer ... Hrsg. durch 

die Historische commission bei der Konig]. academie der 

wissenschaften. Miinchen, R. Oldenbourg, 1870. 


xi, th), 443 (i. ¢. 743) p Jt" (Geschichte der wissenschaften in 
tsch! Neuere zeit. 





p. 739-743 incorrectly eens 439-443 
1. Germanic philology—Hist 


Library of Congress PD6O.G3R2 


Raumer, Rudolf Heinrich Georg von, 1815-1876. 


Uber deutsche rechtschreibung. Von Rudolf von 
Raumer ... Wien, C. Gerold’s sohn, 1855. 


iv p, 11, 108 p. 229. 


“Besonders abgedruckt aus der Zeitgchrift {. d dsterr. gymnasien 1855, 
hft. t: s. 1-37, hft. vir: s. 533-580. are < 


1. German language— Orthography and spelling. 


Library of Congress PF343.R3 


Raumer, Rudolf von, 1815-1876. 


Vom deutschen geiste. Drei biicher geschichtlicher 
ergebnisse, von Rudolf von Raumer. 2. verm. und verb. 
aufl. Erlangen, Heyder und Zimmer, 1850. 

xx, 18. 21 


Coorvanve 4 buch. Die alten Germanen—2 buch. Die vilkerwande- 
rung und der webertritt der Germanen zum t=. buch. Das 
= Bed des altgermanischen geistes auch nach der. einfuhrung des 
christenthums 


1. Germanic tribes. 2 Germany—Civilization. 


428003 
Library of Congress DD61. R24 
Raumeol. 
... Axiomas y principios de logosofia ... (Rosario de Sante 
Fe, Talleres grificos de E. Fenner, 1934, 
4p.l, T4116, 2p. 1k pe mye. 
1 Tithe m Title: Logosofia, Axiomas y princtplos de. 
‘38-1 7083 
Provisions! 
Library of Congrer: ‘BY 1900 RBA 
a 1403 


CATALOG OF PRINTED CARDS 


“See en 


‘leah ‘Ines 





in Wart 
tania im It! and 1 jahetundert Von prom Ba 


Ungeheuer & Ulmer, 1906- igi alge) 
v. 21g. 





1. t. Wissenschaftliehe 
es imo betiege cum sehemberteht Go EG. qyume 
“Quellen und hilfemittel”: ¥. 1, p. 2 


1. Ea - - 
eo jucation — Wirttemberg — Hist. 2 Universities ané collegee— 


‘> sane 
Library of Congress LAT615.R3 
8icl, 
Maunecker, Werner. 
dienste der mutterunternehmung, von dr. Werner Raunecker 
Wien, Industrieverlag Spaeth & Linde, 1927 
168 p. diagrs. we (Betriebe u. finanswirtechaftliche forechun- 


1. Corporations. 1 Tithe. a Title: Tochtergesciischaften. 
m1. 
Library of Congress HD2741.R3 — 
a 


Margarete. 
Der paprika, verpGaguagsechnisch und didtetiach gushes, 
von dr. Margarete Raunert, mit einem geleitwort von prof. dr. 
A. ven Saves Oytegyl .. . Leipzig, J. A. Barth, 1939. 


vill, 72 p. ius, 2 pl 21". 


1. Pepper. (1. Paprika, 
Agr 41-108 


U. &. Dept. of agr. Library @2.6R19 
for Library of Congress 2 


Raunick, Mrs. Selma Marie (Metzenthin) 1877- 

The Kothmanns of Texas, 1845-1931, by Selma Metzenthin 
Raunick and Margaret Schade; original compiler Mrs. E. 
Marschall. Austin, Tex., Press of Von Boeckmann-Jones 
company ,1931, 


5 p. L, 168 p. incl. plates, ports, col. coat of arma 284". 


1, Kothmann family. 
Mra. EL 


1 Schade, Margaret, joint author. m Mar- 
echall, 


88-14852 


Library of Congress CSTLKST 1981 


a 


(Raunick, Selma Marie (Metsenthin), 1877- 
Verses from an invalid’s pen. :Austin, Tex., “1923, 
3 p 2. 


Raunie, Emile, 1854-1911, od. 
ier historique du xvi siécle, avec intro- 


Raunig 


Raunie, Emile, 1854-1911, ed. 


.. Chansonnier historique 
. 1870-84. (Card 2) 





“Publication couronnée par | Académie francaise ~— Lorenz, Catalogue 
bet Soy yO 0. 
vol. 1, p aetz;-cx. 
Cowrarrs.—+-4v. La régence. oe 





1 French 18th cent. 2 —Louie xv, 1715-1774. 
a —Louis xvi, 1774-1788. Tithe. 
Pull meme: Marie André Alfred Emile Rauni¢, 
5-aR0TS 
Library of Congress PQ1198 HERS 
——— Onpy 2 10g, 
—— 1854-1911, ed. 
ae 2 vieux Paris: recueil général 
Ptions funéraires des égtises, couvents, sollige, bos 
Ge ten cannery 
4 
4¥. Lys pte ‘ane Rey pa heeiae, Giatenie do Porte; 
Ser ile sno areal of op » 


Cowrants.—t. “et Sem And reds Arce —+~n 
Spun. Chores, es A Sat Beate 
1. Epitaphs—Paris, 1. Prinet, Max, 1867- ed. uw. Title. 
\Full nome Marie Emile Raumidy 
“ = 22208 
¢s2Sb1, 
am, SD, nee 
a io dégtt Mani historians do 
ln question, ‘projets, de. réforme; Emile 
Tours, Rouille-Lad - 
2». 2a-. 


Raunié, Kerie André Alfred imile 





see 
Raunié, Smile, 1854-1911. 
Reunig, A a. 
statisticche skizze von A. G. Raunig... Wien, G. Sse- 
linski, 1897. 
IMp 2. 
At bead of title dab,” Wien, L, Bik 4 
eur 
Library of Congrem, no. 
Raanig, A @. 
eee ee SS Amerika. Von A. G. unig. 
Wien, ‘ elub,’” 1901. 
“> =. 


At head of title: Industrieiler club Wien, I, Nibelungengasse 12. 


1. Tarif—U. S. & U. S—Commercial treaties. 


Library of Congress 








Raunig 


Raunig, G. 

Ein Wiener —> in bezieh zu den indirekt 
steuerlasten. Von Raunig ... " Wien, was der 
**Deutschen worte’’ & Pernerstorfer) 1892 1892. 

cover-title, 32 p. 23" 

Sonder-abdruck aus dem 3. (mirz-)hefte 1892 der “Deutschen worte.” 





1. Taxation—Austria. 2 Cost of living—Vienna 


1-G-1673 
Library of Congress HD7027 R35 
Raunkizr, Christen, 1560- 
.. Dansk ekskursions-flora ... Femue wigabe. Under med- 


virkning af K. Wiinstedt og Knud Jessen. 
dendalske boghandel ,etc., 1934 

xzxvil, 33 p. 19. 

At bead of title: C. Raunkleer 


Kybenhavn, Gyl- 


1. Botany—Denmark. (1. Denmark - Botany & Wilestedt, Kand, 
1878 ed. ut. Jessen, Knad, 1864 joint ed 
Agr 3 us 
Library, U. 8. Dept of 40 1RI9 





Raunkier, Christen, 1960- 

Dominansareal, hed af 
Cc. “Raunkieer. Kobenhavn, prot veal Hest : adn, ed 
Lanos bogtrykkeri, 1928. 





47 p. dingrs 29° (Ket damske videuskabernes sclskab, Molyyiske 
meddelelser. vii, 1) 
1. Botany—Ecology. 1 Title 
(Pull name: Christen Christiansen Raunkter, 
AC 35-448 
Fpeten| Srantord Univ, 
Library of Congress {AS281.D212 vn, 1) 


Raunkier, Christen, 1860- 
Egern, mus og grankogler; en naturhistorisk studie, af 
Cc. “Raunkier. Kgbenhavn, Andr. Fred. Hgst & sén, Bianco 
Lunos bogtrykkeri, 1920. 
filus, fold. map. 24° 
Blologiske meddeleiser. 1, 4) 


88. (2) p. (Kgl. danske videnskabernes 
welskab 


1. Squirrels. 
(Full name: Christen Christiansen Ravunkier, 
AC 35-1655 
Title from Stanford Univ. 
Library of Congress {A8281.D212 1a, 4) 


2 


——_ Christen, 1860- 





tjerne. jier 1. Af C. 
adie Kebenhavn, Andr. een Host & sgn, Bianco Lunos 
bogtrykkeri, 1925. 


76 p. incl. illus, tables. 24°. (Kgl. danske videnskabernes selskab. 
Biologiske meddeleiser. ¥, 1) 


1, Boteny—Classification. 2. Crataegus. 
(Pull name: Christen Christiansen Raunkier, 











AC 35-444 
Title from Stanford Univ. 

Library of Congress {A8281.D212 ¥, 1) 

2, 

Raunkizr, Christen, 1860— 

... Forskellige vegetationstypers forskellige indflydelse paa 

dbund hedagrad (brintionk jon) of C. Raun- 
kiser. Kebenhavn, Andr. Fred. H¢st & sgn, Bianco Lunos 
bogtrykkeri, 1922. 

14 p dingr. 247 (Kgl danske videnskabernes selakab. Biologiake 
weddelelser. m, 10) 


{A8281.D212 us, 10) 
yad0e1, 





LIBRARY OF CONGRESS 


Raankier, Christen, 1560-193. 

The life forms of plants and statistical plant geography; 
being the collected papers of C. Raunkiaer, With 189 photo- 
graphs and figures. Oxford, The Clarendon press, 1934. 


xvi, 682 p. incl. itus., tables, diagrs. froat.. plates. 25)° 
~The page: ¥ -. Which bere appeer in English buve al! bul ome (the 
last) been published before in Danish periodicals or as books Most of 


them were written fo Danish; two were in French, and one in Gert 
in Danish have been translated by Mr. MH. Gibert-Carter 
. with age — of =. last (unpublished) paper. which was 
translated by Mins The translation of the three papers 
writ in French A ‘ 4 . heen done by 
. ‘refatory note. 





Vrofessor A. G. Tans 
(Continued on nest card) 


ce ae 
itki, 


Raunkiar, Christen, |s0-19%s 
and statistical plant geography ig 
Inctudes bibliographies. 


The life forms of plants 
Carty: 


Duliected w 2. Botany. -Keok 
Fre ‘distribution 1 walinert4: arter, Hurupi 

Fausball, Aunie, 1876- tr. i, Tausley, Arthe 
iw Title 





S Motany Geo 
we “ 


ge INTs tr 







Fell nate CWristen Clirist tno: honunkuer 


Iebrary of Congres« ees | 


Raunkier, Christen, 1860- 

++. Nitratindholdet hos wt nemorosa 
paa forskellige standpl Raunki 

nhavn, Andr. Fred. Hest ri * Bianco’ 
Lunos bogtrykkeri, 1926, 

47 p. 24cm. (Kgl. danske videnskabernes 
selskab. Biologiske meddelelser, v, 5) 

"Literatur": p. 46-47. 

1. Botany—Ecology. 2. Plants—Chemical 
analysis. 3. Anemone nemorosa,; 





, Christen, 1860- 
ther die haltni ainnlicher und weib- 
licher individuen bei Rumez Ss Fingerh. Von C. 
aunkier. Kgbenhavn, Andr. Fred. Hget & sgn, Bianco Lunos 
bogtrykkeri, 1918. 
wp. 2 
delelser. 1, 7) 





(Kgl. danske videnskabernes selskab. Blologiske med- 


1, Rumex thyrsiforus: 


Title from Stanford Univ, 
negroes 


library of ¢ (AS2AL P12 1.7 


9 
oy 


Raunkier, Christen, 1560- 

. Uber homodromie und antidromie insbesondere bei gra- 
mineen, von C. Raunkier. Kgbenhavn, Andr. Fred. Hgst & 
sgn. Bianco Lunos bogtrykkeri, 1919. 


we « 2" (Kgl. daovke videnskabernes selskab. 
2 


lp 
givke meibieleleer 1 12) 


Biolo 
“fAteratur” : p. &2 


1 .Vernation, 2. Grasses 
(Pull name: Christen Christiansen Raunkter, 
AC 85-164 


t + Stepford Univ 
be of «engine 


{AS28L.D2I2 1.12) 


2 
a 


Raup. Brace 


Raup, Robert Brace, 168 


,Full name: Christen Christiansen 


Raunkiz: 
AC 351658 
Stanford univ. Library 


for Library of Congress ,AS281. D212 v, 5, 











a40cl, 
Raunkier, Christen, '+« 
lam life forms, by CL Rawukieer, translated by HL Gilbert 
Carter, On ford. The OC) rendan press, 1997 
ip dt. tty tux, dlaurw, sta’ 
1 Hetuny Keolegy. 2. Retany- Geegraphieal distriterion am 
her t Carter, Hemphrey, 1984 tr nn. Title 
Pall name: Christen Chrietiane ' 
a 
own. State coll Libeury 
for Library of Cons oe Nie 


Raunkier, Christen, 1560- 

Recherches statist.ques sur les formations végétales, par 

C. Raunkiwr. Kebenhavn, Andr. Fred. Hyst & son, 

Lunos bogtrykkeri, 1918. 

80 p. -. 7? (Kel 
meddelelse: 3) 


Bianco 


danske videnskabernes selxkab. Biolo- 


Udgivet pan € a bekostning © 
Bibllogranhy p. 22-24, 
1. Botany--Ecology. 2. Botany —Geographica! distribution. 
(Pull name: Christen Christiansen Raunkier, 
AC 35-435 
Title from Stanford Untv. 


Library of Congress {A8281.D212 1,3) 


Raunkier, Christen, 1860- 

... Uber das biologische normalspektrum, von C. Raunkisr. 
Kgbenhavn, Andr. Fred. Hst & sn, Bianco Lunos bogtryk- 
keri, 1918. 

1T, ly p. 26". (Kgl. danske videnskabernes selskeb. Biologiske 
meddelelser. 1, 4) 


“Udgivet pae Carisbergfondets bekostning.” 
“Literatur”: p. 18) 





1. Botany—Ecology. 2. Bot 
L Tithe: Das biologische normalspektrum. 


(Pell name; Christen Christiansen Raunkier) 
AC 35436 





Title from Stanford Univ. 


Library of Congress —_— 4 4) 
h 


36-7897 


Library of Congress iJ) 


Raup, Hallock Floy, 1901- 

The German colonization of Anaheim, California, by Hal- 
Raup Berkeley, Calif.. University of California 
press, 1932 





cover-tithe, 1 p. i. » (223)-146. Mus. (mans) « %. 23". (University 
of California publications im geography. ¥. 4, no. 
1. Anaheim, Calif. 2. Germans ip California 1. Title. 
A 32-2482 


Tithe from = i alif. 
< 


Library of « [G58.C3 vol. 6, no. 3) 


& 


Raup, Hallock Floy, 1901- 

San Bernardiny, California, settlement and growth of a pass- 
site city, by 11. F. Raup... Berkeley and Los Angeles, Calif, 
University of California press, 1940. 


cover-title, 2p. 1, G2, 1). plates, ey OA 27°. (University 
of California publications in geography, v. 

“Notes” (bibliographical) : p. 47-52. 

1. San Bernardino, Calif. 

AvM-8 

California. Univ. Libr. 

for Library of Congress {G58.C3 vol. & no. 1) 

5, (910.82) 


Raup, Hugh Miller, 1901- 
Botanical a in Wood Buffalo Park, by ~—_ 

M. “Raup. Ottawa, J. O. Patenaude, I. S. O., printer to 
King, 1935. 

2p. L. 174 p inet. Mus, 
25°. (Canada. Nutional museum. 
no. 20) 

At head of title: ¢ vaneda Department of mines. 

“References cited”: p. 173-174. 

1. Physical geogra Alberta—Wood Buffalo Park. 2. Botany— 
Alberta Wood Detate Park. 3. Wood Buffalo Park, Alberta. 1. Tithe. 

G33 


(100) ¥ no. 74 


tables, dingrs. 7 fold. maps, 8 fold. diagr. 
Kalletin no. 74, Biological eer. 


Survey 


(QHLCIS no. 74) 
(3642, 


Library, U. 8. Geological 
—- 2 
Library of Congress 








Raup, Hugh Miller, 1901- . 

. The history of land use in the Harvard — ater 
Raup and Reynold E. Carlson. Petersham, Mass, 
forest, 1941. 


64 p folé mapa, fold. diagr. 23)”. 
no. 20) 


Bibliography : p. 63-44. 


(Harvard forest. Bulletin 


1 Harvard university. Harvard meng ty Mass. 2 Peter. 
shaw, Mass.—Econ. condit. 1. Carlson, Erland, joint author. 
41-1442 
Library of Congress SDLHS 10.20 
—~- ——— Copy 2. HC106. P47RS 
3 (684.9072) 833. 7007443 


Raup, Hugh Miller, 1901- 
Phytogeographic studies in the Peace and upper Liard 
river regions, Canada, with catalogue of the vascular planta, 
by Hugh M. Raup Jamaica Plain, Mass., Arnold arbore- 
tum of Harvard university, 1934. 
Bp. 1, 5230p. m pl, fold map. 2)". 
Arnold arboretum of Harvard university v1) 
Bibliography : p. 106-111. 


(Contributions from the 


1. Botany—Liard river district. 


(1. Liard river Gistrict —Botany, 
2. Botany—Peace river district. (2. Peace river district—Botany, 


Agr 34-276 
U.S. Dept. of agr. Library @51Ar60 20.6 
for Library of Congress {QK201R ] 
adel, 
—_ Robert Bruce, 1986- 





; the of human behavior, by 
naar Bruce Baap introduction by William Heard 
Kilpatrick ... ew York, The Macmillan company, 1925. 
eee ae m=. 
ad (ru. »)—Columbia university, 1926. 


Published also thesis note. 
Bibliography: p . 
1, Behaviorism (Psychology) 1 Title 
25-4003 
of Congress BFI99.R3 1926 
Fania Pah a (2he2, 





v5 of human behavior, by Robert 
Bruce Raup ... introduction by William Heard Kilpatrick. 
New York, The Macmillan company, 1925. 

siip,2.. Mp 104". 


Issued also as thesis (ru. 0.) Columbia university. 
Bibliography : p. 196-197. 


1. Behavioriem (Psychology) + Tithe. 
26-043 
Library of Congress BF190.R3 
— — Copy? 
Copyright A 872967 (a4k2, 


Raup, Robert Bruce, 1888— 

Education and organized interests in America, by Bruce 
Raup New York, G. P. Putnam's sons ,°1936, 

vip, 21,238 p. fold. tab., dingrs. (part fold.) 22". 





1. Education—U.S. 2 rt U.S. & Prope- 
ganda, American. Cpase ew & 1 Tithe. 
S—Ta08 
Library of Congress LA210.R3 
— —— Copy 2. 
Copyright A 92308 (40m2, 370.973 


Raup, Robert Bruce, 1888- 
Problems in philosophy of education, by Robert Bruce Raup 
& syllabus used in the author's classes in Teachers 
(Education 203 V-204 Y) New York city, Teachers college, 
Columbia university, 1927. 


¥, 9T p. 23". (Columbia university, Teachers college syllabi, 
mo. 14) 

Part of pages blank. 

“Reference books”: p. 98-97. 


Education—Outlines, syllabi, etc. 
then, Preston te. 


1. Title: Philosophy of educa- 


21-2176T 
Library of Congress LBS75.R37 
——- __— Copy 2. 
Copyright A 1006280 a 


CATALOG OF PRINTED CARDS 


Raup, Robert Bruce, 1888— 

Problems in philosophy of education, by Robert Bruce 
Raup ... a syllabus used in the author's classes in Teachers col- 
lege, chiefly Education 203Va. New York city, Teachers col- 
lege, Columbia university, 1932. 


lv. 23°. (Columbia university, 
<Revised>) 


Teachers college syllabi, no. 14. 
Looseleaf. 
Part of the (pages di. 

References” at end “ot an tople except topic 1 


1. Education—Outlines, syllabi, ete. 
Problems tp 


1. Title: Philosophy of edu- 
cation, 


32-8143 
Library of Congress LBS75.R37 1982 
Dopy 2. 


Copyright A 50146 ay 370.1 


(Raupach, Christoph, b. 1686. 
Veritophili Deutliche beweis-grinde / 
rechte gebra der music, beydes in a. kirehen / 
als ausser denselben / beruhet; aus der Heil. Sebrifft / 
denen zeugnissen der heil. viter / / und aus der theorie 
der music selbst / mit alt- und neuen / sowol geist- 
als weltlichen exempeln / nebst der miglichen pflicht 
eines jeden christen im gebrauch dieser gottl. gabe erér- 
tert / und mit bissher 
doch néthigen erinnerungen / samt einer vorrede / her- 
aus gegeben von Mattheson. Hamburg, Bey sel. B. 

Schillers erben / 1717. 

Sp. 17x21". (in Niedt, Friedrich E. ... Musicalischer hand- 

Hombers 1717) 





12 
eo dritter und _ theil 
theson, Johann, 1681-1764, ed 


9-1456 
Library of Congress 


MT40.A2N48 


Raupach, E:rnst Benjamin Salomon, 

The daughter of the air: a mythic Tes in Soom 
after the i of P. Calderon by dr Tr. 
from the German. ~ London, W. Marsh, = 

xii, (2), 102, (2) pp. mar. 12°. 

1-2 Ma 


Raupach, Ernst Benjamin Salomon, 1754-1852. 
Kritik und antikritik. Lustspiel in vier akten, von dr. 


Ernst Raupach. Hamburg, Hoffmann und Campe, 1827. 
138, 1) p. 164™. 
1. Tithe. 
‘4 aRIT 
Liprary of Congress PT2452. RSKT 20 


Raupach, Ernst Benjamin Salomon, 1764-1452. 

The Ni treasure : eee By Ernest 
Raupach. Tr. the with introducto:y remarks. 
London, Williams and Norgate, 1847. 


xxii p11, 1283p. 17. 


1 Nibelungen, Legend of the. Tithe. > 

Library of Congress PT3e52. R525 
cflbi, 

Raupach, Ernst Benjamin Salomon, 1784-1852. om 
The serf: a tragedy, in Ore octe, cited Om 

=e of Raup and adapted to Pd _ by 
R. Talbot, esq. — from by Dost ° = = 
rks, biogra; critical, 

i a Theatres Royal .. London, J. Cum 
wend p. a 15*. (Cumberland’s British theatre. London, ca. 1825- 

5S. 1) tension of Isidor und Olgn 


21-21989 
Library of Congress PRI243.C8 vol. 19 
ane Se wo miele Ging whee of Com 
‘Landon, ¥. mo 
Coteats gave PRI2G.CR2 vol 2 


Raupach 


Raupach, Ernst Benjamin Salomon, 1784-1852. 
Tho eutie tenant, tn Sve oxte, attend Sum Be 

am —. "~-* the English 
R. Talbot ... Printed from Po aes Sy i 

marks, aphical and critical .. London, J. Cumber- 

land (1828, 

34 p. incl. from. 155™. 

No. | of a series of plays bound together and lettered “Plays.” 


1. Talbot, R, tr. 1. Title 


Library of Congress PN6119.PS 


Raupach, Ernst Benjamin Salomon, 1784-1852. 
Timoleon der Befreier, ein 


dramatisches gedicht von 
Ernst Raupach. St. Potevcbune, Gedruckt bey F. Drechs- 
ler, 1814. 
123 p11. 209". 
t Title. 
20-7703 
Library of Congress PT24652.RSTS 1814 
Raupech, Friedrich 
see 
Raupach, Johann Friedrich, 1775-1819. 
16-26872 


Library of Congress 


Raupach, Hans. 
... Bismarck und die Tschechen im jahre 1866. Berlin, Volk 

und reich verlag, 1936. 
36 p. ius. (faceims.) 23" 





Lt) 


1. Prussia—For. rel —Austria- eo ~ ar rel—Prussia. 8. °Bis- 
1816-1808. 4 


marek, Otto, first von, & Title. a 
Library of Congress Dp221.Rs8 
Copyright A—Foreign ‘35007 
* 18.07 
Raupach, Johann Friedrich, 1775-1819. 


Die theorie der phischen netze oder der ent 
werfangen der Kageiftche Ein kompendium far land- 
eupach (Mit vir empera 
frsmiesvondF Lg * (Mit vier pfertafeln.) 
J. F. Kuhimey, 181) 
vip. 11, 124. aaneeay an 


1. Cartography. 2. Map-projection. 


16-24871 

Library of Congress GALIORS 
eS 

2 hers von Manpesh = Lag Lat 00) 
von von Raupech 

xvi, 303 p fromt.porte. 214°. 

———— 
a — od 

~“Literaturverseichais” - 
tien. 1917 7 *Rtgeigun, Carte ~t—_e S tr. m Tithe 

O-1041T 

Library of Congres DK. RES 

Copyright A—Foreign rst 
ca oT Os 





Raupert 


—- John Godfrey Ferdinand, 1858-1929. 

Lame 4 of of epeiins being records of personal ex- 
periences, w: and five ill 
a member a the 3 Teak for psychical research. London, 
Sands & co., 1901. 


158, 1, DS pl. (pert fold.) 1). 





1. Spirttualiom. 1. Tithe. 
2-1, 
Library of Congress BF1042 RS 
— —— Cape 2. 1036g1, 


Raupert, John Godfrey Ferdinand, 1858- 


The dangers of records of personal ex- 
with notes and comments and five illustrations; by 
. God: Raupert ... 9d and enlarged edition. London, 


, Tribmer & co., Itd., 1906. 
1. 


W 6-344 Revised 
Weshiagton, D C. Pablic Library 


180c2; 


Raupert, John Godfrey Ferdinand, 1858-1929 

Human destiny and the new psychology, by J. Godfrey Rau 
pert... Philadelphia, Peter Reilly, 1921. 

Spl, 8p 10. 


1 Tithe. 
21—1888" 
‘Library of Congress BTe21.R3 
— — — Copy2 
Copyright A 627508 a33e1, 


Raupert, John Godfrey Ferdinand, 1858- 
Jesus of Nazareth, who was Hy? The answer of his- 


tory and adapted from the writings of a little- 
known thinker, J. Godfrey Raupert. Boston, Mar- 
shall Jones company, 1920 

iv, Ap wm. 

1. Tithe. 

Library of Congress BRi21.R28 = 
Copyright A 997914 s 


Raupert, John Godfrey Ferdinand, 1858-1929. 
Modern spiritism, a critical ion of its 
character, and teaching in the light of the oe lame by J. 
Godfrey Raupert. London ,etc., Sands & co., 
vip, 11, 28 p. 19°. 





1. Spiritualiom. 


Library of Congress 





1. Spiritention. 1 Tithe ocem 
Library of Congres BrI21.R2 1000 

——— Copy 2. 

Copyright A 220088 oni, 


LIBRARY OF CONGRESS 


Raupert, John Godfrey Ferdinand, 1858-1929. 


Tie cam Viet: maa antl Be ent Gant Go ete tat, 
by J. Godfrey Rauper+... New York, The Devin-Adair cum- 
pany ,*1919, 


2p.l, vip. 21.,8-28p. 1. 


1. Spiritualism. 1. Tithe, 
10—14225 
Lit cary of Congress BFIO2 LSS 


#1fl, 


Raupert, John Godfrey Ferdinand, 1>°5—1929, +d 


Reeds tu Rome: being personal records of some of the more 





recent converts to the Catholic faith, with an fnutreduction by 
iis Eminence Cardinal Vaughan Comprled and edited hy 
the author of “Ten years in Anglican orders.” New inepres 
sion, London, New York and Bombay, Longmans, Green, aid 
eo, 1901. 

x13 2. 

Wetton tnependentiy by as contributens 

tw ‘ hart Pee trial and contre. 


weil works oth “ 


WYN 
at Bel 


Raupert, John Godfrey Ferdinand, 1858-1929. 
Spiritistic phenomena and their interpretation, by J. God- 
frey Raupert London, St. Anselm's soviety 19117, 


67,,1,p 214". 


1. Spiritualism. 1 St. Anselor's society, London i. Tithe 
42 NT 
JAbrars of Congress BFULT. KS 


Raupert, John Godfrey Ferdinand, 1855-1929. 

The supreme problem: an examination of historical Chris- 
tianity from the standpoint of human life and experience and 
in the light of pevchical phenomena, by J. Golfrey Ranpert 
Buffalo, N. Y., P. Paul & son, 1910. 


xx. 0p wor 


1. Cathotie charch—-Dectrinal and controversial works—Catholle 
authors 


10-19% 
Library of Congress 


Copyright A 25e028 


BX. RB 
aso), 


Raupp, Wilhelm. 
Eugen d’Albert; ein kiinstler- und menschenschicksal, von 
Wilhelm Raupp. Leipzig, Koehler & Amelang ,°1930, 
si, 373 p. front. illus. (incl. facsim.. music) plates, ports. 22°. 
“Verzeichnis der werke @'Alberts” : 





Rauracus, Jacobus Aurimontius, pseud. 
see 
Gretser, Jacob, 1560-1625. 


{ Congress 


Rauret, Salvador Viada y 
see 


Viada y Rauret, Salvador. 


Rausas, G. Pélissié du 


see 


Pélissié du Rausas, G. 


‘Rausch, Albert Heinrich, 
.. Ball auf schloss Kobolnow. 
verlags-anstalt ,°1932, 
208, 2; p. 20. 
Autbor's pseud 


Stuttgart, Berlin, Deutsche 


Henry Benrath, at bead of title. 


1. Title. 
22-15016 Revised 
Library of Congress PT2A35.A82B3 1962 
Copyright A -Foreign 16808 
r3ie2; 633.91 
Rausch, Albert Heinrich, 1882— 


. Dank an Apollon ; endgiiltige, gesichtete _- einem 
band) der gedichte aus den jahren 1902-1920. Stuttgart, Ber- 
lin, Deutsche verlags-anstalt ,1937, 











a 8.1, 9-190, yp. 224". 
At head of tthe: Henry Benrath (Albert H. Rausch) 
rd prelim. leaf blank. 
Zin diesen band lod. vereinigt dle, bicher: | gt 
1. Albert, Bugen 4’, 1864- 1. Title. 
Library of Congress MLA17.A6R2 oe a o-taees 
Copyright A—Foreign one Library of Congress PT2635.A82D8 1987 
2 e788 ae 
12) 231.91 
— — eS! 1882— 
2 der kampf eines chen ktinst ng an frauen. Zirich, Scientia a. g. ,“1940, 
os stalt — Spt. seeerp.at we. 
‘me Grunt, porte, Gaston, Gane) ny. Author's peeod., Henry Benrath, at bead of title. 
2 Tithe 
1. Schillings, Max vou, 1968-1083. 
36-18728 Library of Congress PToeSS.AszET 1900 
Library of Congress M1410.826R3 Ceprright A—Foreign aoe 
a oeTs ct ARB OT 
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Rausch, Albert H 
Jonathan, novelle von Albert H. Rausch. Leipzig, P. Re- 
clam jun. ,°1928, 

68, (1; p. 1549". (On cover: Reclams universal biblicthek. or. 6870) 


1. Title. 
‘20-7874 

Library of Congress 
Copyright A—Foreign 


PT2635.48256 1928 
cost 
ro 


‘Rausch, Albert Heinrich 


’ 
... Die kaiserin Galla Placidia. Stuttgart ,etc., Deutsche 
verlags-anstalt ,1937, 


3p. L, 9-518, 20, p. fold. geneal. tab. 225°. 
Author's pseud.. Henry Benrath, at bead of title. 


1. Galla Placidia, 389 (ca.)-450—Fiction. 1. Title. 
Library of Congress PT2635.A82K3 1987 
Copyright A—Foreign 38256 
3) 633.91 


;Rausch, Albert Heinrich, 

..- Die kaiserin Konstanze. Stuttgart, Berlin, Deutsche ver- 
lags-anstalt ,°1935, 

372, 1; p, 21. fold. geneal. tab. 22™. 

Author's pseud., Henry Benrath, at bead of title. 


als aS oy Sal Th HES” 


Frederick 1, 1152-1190. 
96-4112 Revised 
Library of Congress DD150.R3 
Copyright A—Foreign 30000 
(r8TC2, 028.143 


‘Rausch, Albert Heinrich, 1882— 


Die kaiserin Theophano. Stuttgart, Berlin, Deutsche 
verlags- -anstalt 1940, 


2p.1,57,)p in. 
Author's peeud., Heary Beorath, at head of title 


1. Theophano, empress consort of Otto m, emperor of Germany, 965 
(ca.) -801—Fiction. 1. Tithe. 


41-18288 


Library of Congress PT2685.482K35 1040 


, 3) p. 1 L 159. (On cover: Reclame universal bibiiothek. 
mr. 6832) 

Cowrents. —Das m&rchen von Jussuf und Abdullah —Dte geschichte 
des prinzen Alextus. 


1. Title. 
Library of Congress PT2635.482M3 1928 
Copyright A—Foreign 2705 
a 


‘Rausch, Albert Heinrich, 
Die mutter der weisheit, roman eines jahres. Stuttgart, 
Berlin, Deutsche verlags-anstalt , "1983, 
34, 2% p 20". 
Author's pseud., Henry Benrath, at bead of title. 


1 Tithe. 
Library of Congress PT2685.A88MB 1983 
Copyright A-—Foreign 21 
BT 


CATALOG OF PRINTED CARDS 


(Rausch, Albert Heinrich, 1882- 
.-- Paris. Zirich, Scientia ,°1989, 
Spl, 18-168p,11 1. 


1. Title. 
O-80084 
Library of Congress PT2685.482P26 1960 
Copyright A—Foreign 08 
12) 688.91 


Rausch, Albert H. 
Patroklos, novelle von Albert H. Rausch; mit einem nach- 
wort von Fritz Usinger. Leipzig, P. Reclam jun. ,“1927, 


#4, 1; p. 10°. (On cover: Reclame universal bibliothek. or. 6814) 
1 Title. 
Library of Congress PT2635.A82P3 1027 
Copyright A—Foreign (38448 
12 
(Rausch, Albert Heinrich, 
Stefan George; évocation d'un ye ay 
traduits en francais. Paris, Stock ( et Boutelleau 
1936. 
8p.L, @-ITip,2L 2. 
Author's pseud., Henry Benrath, at head of title. 
Bibliography :-p. 15- 


1. George, Stefan Anton, 1868-1983. L Title. 
Library of Congress PT2618.EATZ78 
Copyright A—Foreign 32886 
2 88191 


Rausch, Albert H. 
.. Siidliche reise. Berlin, E. Fleischel & co., 1914. 
3p.1, 3-215, 9,21 21° M3390 
Cowtents —Wi — Fave. dberfahrt 


\droung —Ravenna — Florenz —| 
nach Sizilien —Palermo.—Tunis, Waste. —Hellas mend Segesta, tage 
in Syrakus, Capri) 


1. Europe, Southern—Deser. & trav. 2. Tunis—Descr. & trav. 1. Title. 
14-17170 
Library of Congress D974.R3 
Copyright A—Foreign 10989 
Rausch, Albert Heinrich, 1882— 


... Welt in bliiue. Stuttgart ete., Deutsche verlags-anstalt 
1°1938, 

6p.1, 11-165 p11. 224". 

At head of title: Henry Benrath ( Albert H. Rausch) 


1. Mediterranean sea—Descr.&trav. 1 Tithe 
89-18725 
Library of Congress DOTS. RS 
Copyright A—Foreign 47387 
ri 910.4 
Rausch, Alfred Christian Theodor. 


Memento dor phileseyhia, cle. Mhebach ant grand Gs 
schulwi , von dr. Alfred Rausch ... Halle 
a. d. 8., Buchhandlung des Waisenh 1909. 

xii, 7Sp. mm. 





“6 


1. Philosophy. 


Library of Congress BD33.R2 


(Copyright 1909 Res no. 2542) 
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Rause’ 


Die Saarpolitik Frankreichs; vorliufer und vorbild 
seiner politik am Rhein und an der Rabr, von Bernhard 
Rausch. (Berlin, Zentralverlag g. m. b. hb.) 1923. 

XX, p 2. 

1. Germany—Hist —Allied occupation, 1918- 1. Title. 

4-99 

Library of Congress DD801.S13R3 

see 
Bruder Rausch. 
196% 
Ubrary of Congress 
1 Lae c ) 


(By Chester C. Rausch, Re- 
at it Bulletin eof th the Safety institute of America. 
gn? Govt. print. off., 1919. 

Ip. Sp. 2. 

At head of title: Navy department. Bureau of yards and docks. 


docks. n. Title. 
19-25982 
Library of Congress NA8SB.R3S 
— —— Copy 2. a 
Raesch, Ernst, 1889— 





Rausch, Ernst. 

Franzésische handelspolitik vom Frankfurter ~~ 
bis zur tarifreform von 1882, dargestellt auf grund der 
parlamentarischen ananlen, von Ernst Rausch ... 
zig, Duncker & Humblot, 1900. 


1-G-1170 
Library of Congress HB4«1.S7 
—— —— Copy 2. 
Rausch, Ernst, 1889- - 
Maschinen fundamente andere dynamische bausufgaben 
... von dr.-ing., dr.-techn. E. Rausch ... Berlin, VDI-verlag 
g-m. b. h., 1936- 





Rausch 


Rausch, Erwin. 


Geschichte der padagogik und des gelebrten unterrichts 
im abrisse dargestellt von Erwin Rausch. 3. verb. und 
verm. aufl. Leipzig, A. Deichert (G. Béhme) 1909. 


viii, M2 p. Vn 
“Einlettung: 1 Primare quellen; 2. Sekundare quellen”: p. (1)-3. 


1. Education—Hist 
E 10-21 


Library, US Bur of Education LAI R2 
Rausch, Erwin. 
Kirehe und kirchen im lichte griechischer forschung 
Naumburg a. 8., Druck von Lippert & co., 1901. 


Ip t,@p 24> 
Inaug -dis —Jena 


Library of Congress 


Rausch, Erwin. 

Religion und aesthetik bei Jakob Friedrich Fries, eine 
darstellung seiner en -isthetischen , weltanschauung 
und ihrer weiterentwicklung in und th 

Ronneburg, Druck von A. Fee 1898, 
2p. L@p mo 

Inaug -diss —Leipzig. 





1. Fries, Jakob Friedrich, 1773-1843. 2 Esthetics—Hist 
1-13752 


Library of Congress B278.R3 


Rausch, Friedlieb. 
Geschichte der literatur des rhito-romanischen volkes, mit 


vil, ly, 173, 1, p 2a. 


1. Romansh literature—Bist & crit. 2 Romansh language. 


S270 
Library of Congress PORS1L.RS 
—— (a38b1-) 
Rausch, Friedrich. 
Das hakenkreuz, sein sinn und seine bedeutung. Von 
Friedrich Rausch ... Miinchen, F. Eher nachf., g. m. b. b., 


1933. 
@p. Mes 227° 


1. Swastika. 2. Nationalsosnialistische deuteche arbeiter-partet. 
1. Tithe. 
acC#3114 
BL604.88R2 Printed by L. C. 


Title from Rochester Univ 


0 


Rausch, Georg. 
_ Goethe und die deutsche sprache; gekronte preissch 


ift des 








LIBRARY OF CONGRESS 
Rausch, Georg. 
Zur geschichte des d h etive seit der mittel- 
hochdeutschen zeit. D dt, G. Otto, 1897. 
vi, 103, chp 2 
Inaug diss —Gressen 
Vita 


1 German language—Syntax 2 German language—Hist 


Library of Congress PF3221 R3 


Rausch, Mary Fredericka. 
The betterment of homes in urban communities thru 
extension work in home economics. 


(in National educa’ 
Proceedings, 1917 


ton, cosetatton of the United States. Addresses and 
P ee 


1. Domestic economy. 2 Home Title 


E 18-768 


Library, U S Bur. of Education 


Rausch, Peter, 1910- 
Bischof von Ketteler als politiker .. 
Heidelberg, Brausdruck g. m. b. h., 1936. 
129p.11 229". 
Inaug diss — Heidelberg 
Lebensiauf. 
“Literaturverseichnis” : p. 125-129. 


von Peter Rausch . 


Ketteler, Wilhelm Emmanuel, fretherr von, bp. 1811-1877 
2 Chore and state in Germany 


41-S7678 


Library of Congress BX4706._ K45R3 


2, 922 243 


Rausch, Ulrich. 
Der internationale riickfall. Von dr. jur. Ulrich Rausch. 


Breslan-Neukirch, A, Kurtze, 1937. 
xvi, 110 p. 246. (Added t.-p.; Strafrecbtliche abhandlungen 
von dr. Aug. Schoetensack bft. 376) 


“Sehrifttum” 


bres. 


D =a 


1. eat 2 Sangnaae, Foreign. 3. Criminal law. 4. Compara- 
tive la 


Library of Congress 3 


Rausch von Traubenberg, Heinrich August Adolf Julius, 

freiherr, 1880- 

Uber den Halleffekt des wismuts Lei hohen temperaturen . 
von Heinrich freiherr Rausch von Traubenberg Wiirz 
burg, K. Universitits-dr. von H. Sturtz. 1905. 

4p. 11 thus, dingrs. (2 fold.) 22" 

Inaug diss —WOrzborg. 

Lebensiaof 


1. Hall effect. 2. Bismoth. 
8 20808 
Library of Congress QCeiL Rs 


a38b1) 


Rausch ven Traubenberg, Paul, freiherr. 





ins, von dr. ‘Georg Rausch. 
fonds wet Berlin, B. G. G. Teubner, "1909. 

2pt, ap 2. 

“Literaturnachweise”: p. 265-266. 





1. Goethe, Johann Wolfgang voo—Knowledge—Language. 
man language 3. Goethe, Johann Wolfgang von—Language 
11—-28430 
PT2216.LSRS 
0371, 


Library of Congress 


‘= 


Persiens. Versuch einer verkehrsgeo- 
graphie © dieses landes, von dr. Paul freiherr Rausch v. Trau- 
benberg. Mit einer karte und drei profilen der hauptverkehrs- 
wege. Halle a. S., Tausch & Grosse, 1890. 

iv, 128 p. fold. pl, fold. map. 234". 
“Verzeichnis der beoutsten hilfemittel™: p. :1;-5. 


1. Transportation—Persia. 1 Title. 
+1188 
Library of Congress DS258 R24 
:833b1, 
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Rauschen, Gerhard, 1854- 
Bibelkunde fiir hébere lehranstalten, von Gerhard 


Rauschen ... mit einer karte Palastinas. 3., verb. und 
sebr verm. aufi. Bonn, P. Hanstein, 1913. 
2 p. L, wviiy-vili, 4p =map. 27 M. 1.30 
1. Title 
14-3183 


Library of Congress 
Copyright A—Foreign 9440 


(Reuschen, a 1854-1917. 





ad lliani Apologeti- 
cum. Bonnae, pm te Nan Petri Hanstein, 1919. 


1p.\. 58 p. 239°. (Plortiegium patristicom fase. xm) 
Bibliography : p. 1, 1. 


1. Tertullianus. Quintus Septimius Florens. Apologeticus. 1 Tithe, 
83-3046) 
Library of Congress BROS.F4 faac. 12 
2) (281.1082) 230.1 


Rauschen, Gerhard, 1354-1917. 

Eucharist and penance in the first six centuries of the church, 
by Gerhard Rauschen Authorized translation from the 
2d German ed. St. Louis, Mo., Freiburg (Baden) Germany 
yete., B. Herder, 1913. 

4p 1. 27 p 199 

Contains bibliographies. 


1. Lord's supper—Catholie church. 2. Penance. 1 Tithe 
13-22500 
Library of Congress BX2215.K3 
Copyright A 357288 03601, 


Rauschen, Gerhard, 1854-1917. 

... Grundriss der patrologie; die schriften der kirchenviiter 
und ihr lehrgehalt. 8. und 9. neubearb. aufl., 15-17. tausend. 
Freiburg im Breisgau, Herder & co. g. m. b. h., 1926. 

=x, 444 p. 179. (Added t.-p.: Herders theologische grundrisse) 


“Die nevere literatur sur viltergesc! ay : as viterlebre”: p. 11-19; 
“Auagaben, sammiungen und Diltemittel" 


1. Christian  aaeaaere, Early—Hist.&crit. 2. Catena et he tae 
8 . 


Bio-bibi Chureb history — Primitive and early church — Bibi 
1. Title 
31-917 
Library of Congress BR67.R3 
12 281.1 
Rauschen, Gerhard, 1854- 
Hilfsbuch fiir den katholisch richt in 





der ersten klasse der héheren wadchenechale, von Ger- 
hard Rauschen ... Bonn, P. Hanstein, 1911. 


vi, 2p. 224™. M19 


11-13782 


Library of © 
Copyright A—Foreign 1029 


Rauschen, Gerhard, 1854- 
Hilfsbuch fiir den katholischen religionsunterricht in 
Gee cotan Masse Gey Beeoes héheren midchenschule, von Ger- 


hard Rauschen ... 2. aufl. 3. bis 5. tausend. Bonn, P. 
Hanstein, 1911. 
wW2p 2" MIS 
1239 
Library of Congress 


Copyright A Foreign 3986 
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Ranschen, Gerhard, 1854- 


Rauschenberg, A/rs. Lina ( Andrews) 1890- 
Kirchengeschichte fiir héhere midchenschulen, von A-visiting we will go; « world friendship unit for primary 
Gerhard Rauschen ... Tae on = bis 24. tausend. children, by Lina A. Rauschenberg ... Nashville, Cokesbury 
Mit einer karte und 24 abbildungen im text. Bonn, P. press ,‘1938, 
Hanstein, 1914. Wp 2m. 
1 p. 1, eve-vili, 115 p. illus. (incl. port) map. 2”. M180 “Tee 


wed by General board of Christian toy and Gerern! board of 
missions, Methodist Episcopal church. through the Joint commit- 
counsel.” 


“List of materials” p. 17-18. 
1. Tithe. m. Tithe: A world friendship uoit for primary children. 





1. Title 
30-2878 
14-522 Library of Congress BV1545.R3 
Library of Congress — —— Copy 2. 
Copyright A—Foreign 9728 Copyright A 125239 2, 28a 6 
Rauschen, Gerhard, 1854- Rauschenberg, Mrs. Lina (Andrews) 1890- 
Kleine kirch hichte ; ki hich tlich rak- Christmas here and everywhere; 2 world friendship unit 
torbilder far hohere wethen meen Gerhard Rau- for primary children, by Lina A. Reuschenberg ... Nash- 
-» &, verb. aufl. 6. bis 9. tausend. Mit 10 abbil- _ville, Cokesbury press ,“1987, 
) PA. P. Hanstein, 1911. Hp. w=. 

27.1, 769. illus. 2a™ “Issued by Genera] board of Christian efocation and General board 
of missions, Met! Episcopal church, South, through the Joint com- 
mittee on Sean counsel.” 

Bibliography : 

“Songs and carele” P (eesti ent mente): p> 7-78 

1. Christmas. 2. Religious education. 1 Title. 
1-198 Library of Congress BYV1572.05R8 

Library of Congress —- —— Copy 2. 

Copyright A—Foreign 3280 Copyright AA 246742 3 (904.208) 208.61 


Rauschen, Gerhard, 1854- 

Lehrbuch der katholischen religion fiir die oberen klas- 
sen héherer lehranstalten, von Gerhard Rauschen ... 
Bonn, P. Hanstein, 1911-13. 
map. 22™. 


Rauschenberg, Mrs. Lina (Andrews) 1890-- 
To market, to market; a vacation school unit 
, primary children, by Lina A. Rauschenberg; 


4 C. A. Bowen, editor. Nashville, Cokesbury prese 


Cowrents —1. t. Kirchengeschichte. 6. verb. aufl—2. t. Grundriss der ¢ 
we leo =e oa ee 
aufl—4. t Sittenlehre. 5. und 6 aufl 

93 p. 214%, 


Includes music. 


"Sources of materiale”: p. 11. 
12-6053 Revised (Continued on next card) 
Library of Congress . 40-10026 
Copyright 
Rauschen, Gerhard, 1854- 


Neues licht aus dem alten Ori keilschrift- und pa- 
—-> dus dem j aus- henb 
— mg der Menasstadt, von dr. Gerhard Rauschen . 

nn, P. Hanstein, 1913. 


» Mrs. Lina (Andrews) 1890-- 
To market, to market ... (Cara 2) 








2pL9%2p 2 M.080 1. Vacation schools, Religious--Teachers' 
manuals. I. Bowen, Cawthon Asbury, 1885-- 
oa. II. Title. 40-1006 
Library of Congress BV1585.R3 
ce ss SS ee C—™”:COE ee Cony &. 
Copyright 268.432 
13-15962 
Library of Congress 
Copyright A—Foreign 7466 
—— nage , ed. ——o Walther, 1880- 
P roblem, von dr. Walther Rauschen- 
ny — sumptibus Petri Banain, 1914. wee as Pom Meiner, 1920. 
2p. 1, @ p. 21g. (Plortlegiom patristicum .. fase 9) 


me a. 
Most of the selections have also Greek text. 
Edited by Gerhard Rauschen. seat ~Die tenting — Sas 


angie weleeing wet iam he Ge Voie 
Eidgenossenschaft.”. - 


Popacy. 2. Christian literature (Selections: Extracts, etc.) 
8. Fathers of the church (Selections: Extracts, ete.) 1 Title. 





1. Federal government. 1. Title. 
Library of Congress BRESF4 fase.9 — tne @ JCasars 21-9188 
a (2a1.1082) 2813 o 
Rauschen, Gerhard, tr. Cen See 1880- 
Die wichtigeren neuen funde aus gebiete der ilte- Die seene-befentang dor alBer: 
Gerhard -» Bonn, nase. Von dr. Wi eS Frankfurt 
P. Hanstein, 1905. aM, ‘ 
Go me. 2p. 2=. 
Earty Christian literature translated into German. 
Cowrawts—1. Die lehre der zwilf En bruchstéck 
RG ee a ee 
papa = FL 1. Nose (Ph 2 1. Title. 
24-1978 
610093 
Library of Congress Library of Congress BF861.N7R3 
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Rauschenberger 


Rauschenberger, Walther, 1350- 
Das genie der itslienischen renaissance, von dr Walther 
Rauschenberger. Frankfurt a. M., Selbstverlag, 1926 


1p. 2. 


“sonder’ruck aus folge 20. ‘Ie Som monatsachrift fOr sordische 
Wweltanschavuug und lebeosgestaltung a” wissenschaftileber gruod 


1. Renaissance— Italy 1. Title 


2) 2089 
Library of Congress 1G533 B 


Raascheaberger, Walther, 1880— 
Das genie und talent der tonkunst, von dr. Walther Rea- 
henb se im, G. Jacob, 1923. 





Bp 144". 


1 Music—Paychology 2 Genius. 1 Tithe 
24—15680 
Library of Congress ‘MLS880.R18 
41d, 


Rauschenberger, Walther, 1880— 
Deo gale und talent du hewatens, ven de. Welther 
Rauschenb « i Jacob, 1928. 





cover-titie, 16 p. -. 


1. and rulers. 2 Genius. $ 
ot Sr & Title: Talent des berrechens, 
23-1387 
Library of Congress JC325.R3 
Se Se 1880- 
‘kmale, mit 18 abbildun- 





und 
asd daar Gomead, von & Walther Reuschenberger. 
Dripsie , Universititsverlag von Robert Noske ,1934, 


vill, 94 p. incl. 18 port. on 4 1 fold. genes). chart. 20)". 


1. Goethe, Johann Wolfgang von—Biography— Ancestry. 


AC 35-1100 
Title from Yale Univ. Printed by L. C.” 
2 
ee a m- 
Tiechisch he talent und genie, von dr. 





wane: oe ons 
Sp 2. 


Mannheim, G. Jacob, 1923 


1 Idealiom. 2 Space and time 8, Kant, Immanest, #79+-1806 
Tithe. 
be aes 


t 


Baz RS 
adil, 


Library of Congress 








Rauschenberger 


Rauschenberger, Walther, 1880- 


Das genie und seine rasseabstammung. Von 
‘y. Wi Rauschenberger ... Frankfurt «. M., Selbstverlag, 
1922. 

up me. 

1. Philosophers. 2. Race. 1. Title. 

2 3464 

Library of Congress BF412.R27S 
Rauschenberger, Walther, 1880- 

htliche b ich und revolu- 





Die 
- von dr. Walther Mca = Sy 


oe =. 


Leipzig, F. Meiner, 


1. State, The. 2. Revolutions. 1. Tithe. om. Tithe: Staatestreich 
revolution. 


3C491.R3 
2 


Library of Congress 


Rauschenberger, Walther, 1880- 
oe talent und das genie. Von dr. Walther Rauschen- 
1922, 


rger... Frankfurt a. M., Selbstverlag, 
bp um. 
1, Genius. —, Title. 
24-1979 
Library of Congress BF412. R28 


Rauschenberger, Walther, 1880- 


der germanischen 
ro Walther Haonbeaers ° ee hei G Ja 





seer lip. 2a. 


1. Teutonic race. 2. Ethnopsychology. 


Library of Congress 





Rauschenbesch, August, 1816-1889. 
Einige esungen = ty ty 
staaten von Nordamerika, reisebilder, von 
schenbusch. 8. eufl. Eiberfeld u. Iserlohn, J. , 1848. 
fy, @r199 pn IT. 
Ow cover: Zweite vermehrte auflage 18468. 


1. U. © —Deser. & trev. 2 Germans in the U.S. 8 U. 6—Emig. & 
Ammig_ 


1-19718 
Library of Osngress ‘E108 RO 


ante, 


Rauschenbusch, August Ernst, 1777-1840. 
oder; Anweisung sur wey 5 4 
pd] eltern und erzicher, von dr. A. E. 
. Schwelm, M. Schers 1833, 
"aa menene Fd 


1. Childreo—Education. 2 Children—Care 
EB 1l-ma3 


Library, U. S. Bur. of Education LBOSRI9 
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Rauschenbusch, Hilmar 
see 


Raushenbush, Hilmar Stephen, 1896- 


Rauschenbusch, Walter, 1861-1918. 

Christianity and the social crisis, by Walter Rauschenbusch 
... New York, The Macmillan company; London, Macmillan 
&co., Itd., 1907. 

xv, 4293p. 2”. 


1. Sociology, Christian. 1. Title. 
713925 

Library of Congress BR115.S6R35 1907 
—— —— Copy 2. 
Copyright A 172022 rflol, 21 
Rauschenbusch, Walter, 1861-1918. 

Christianity and the social crisis, by Walter Rauschenbusch 
. New York, The Macmillan company ; London, Macmillan 
&co., Itd., 1910. 


sv,42p we. 


1. Boctology, Christian. 1 Tithe 


BR115.56R355 1910 
Ald, m1 


Library of Congress 


Rauschenbusch, Walter, 1861-1918. 
Christianity and the social crisis, by Walter Rauschenbusch 


. New York, The Macmillan company; London, Macmillan 
& co., Itd., 1920. 

av,42p 2. 

1. Soctology, Christian. 1. Tithe. so~20006 


Library of Congress BR115.86R35 1920 


40r88%1, m1 


Rauschenbasch, Walter, 1861-1918. 
SSS ea order, by Walter Rauschenbusch ... 
New York, The company, 1912. 


sip,11,@p 2. 


1. Sociology, Christian. 1 Tithe 

Library of Congress BR115. S6R38 
— —— Copy 2. 
Copyright A S77TUm #01, 


aa dae 1861- 


iter — 
anni Tork, rete.) The a= § A 


3 p. front.(port) 1". 9035 
Quotations on lining-papers. 


1. Tithe. 

Library of Congress 
— —— Copy2. 
Copyright A 387510 


234 


Rauschenbusch, Walter, 1861-1918. 

For God and the people; — of the social awakening, 
by Walter Rauschenbusch ... Boston, New York ,etc., The 
Pilgrim press ,1910, 

126 p, 21%. 


Ornamental 
Published toy - ander title: Prayers of the social awakening. 


1. Prayers. L Tithe. . Title: Prayers of the social awakening. 
1028335, 
Library of Congress BR115.86R37 
— —— copy 2 
Copyright A 275764 a, 


Rauschenbusch, Walter, 1861- 1918. 
Das leben Jesu. Ein s) di ir jugend- 





vereine und Bibelklassen. Von Walther herd ar 
Cleveland, O., P. Ritter ,1895, 
Sp. lL, 8-180 p. 179. 
1. Jewus Christ—Biog—Study. 1. Title. 
35-23410 
Library of Congress BT307.R2 232.907 


Rauschenbusch, Walter, 1861-1918. 

by of the sociai awakening, by Walter Rauschenbusch 
.. Boston, Chicago, The Pilgrim press ,1910, 
126 p. 17. 


Published also under title: For God and the ; of the 
. ‘or people; prayers 


1. Prayers. 1. Title. 
21—20448 
Library of Congress BR115. S6R38 
—— —— Copy 2. Alr33f1, 


Rauschenbusch, Walter, 1861-1918. 


av™* 17. (College voluntary otudy course, fourth year— 
1. Sociology, Christian. 2. Christian ethics. Me 
16—18568 
Library of Congress BS2417.8TRS 


rAlp2, 


————> Walter, 1861-1918. 
a the social gospel, by Walter Rauschenbusch .. 
New York, Macmillan company, wn 
Sp lmp aw. 
“Four Taylor foundation before the 


lectures on the Nathaniel W. 
eusupl caprocntten of the Veto ochect of selighen .. _ presented in etabo- 
rated form.” 


1. Sociology, Christian. 2 Theology, Doctrinal 1. Title. 
17—81000 

Library of Congress BR115.86R4 

Copyright A 4TUaD4 r4lel, 


Rauschenbusch, Walter, 1561-1918. 
Aeet teteatiaes ty Bee hates. 
New York, Macmillan company, 1922. 
Spl. 2p. 14”. 
“Four lectures on the Nathaniel W. Taylor Santee 


before the 
annual convocation of the Yale school of religion . _ presented in elah 
orated form.”—Foreword. 


1 Sociology, Christian. 2 Theology, Doctrinal. 


41-91828 


Library of Congress BRIIS.S6R4 1922 








Rauschenbusch, Walter, 1861-1918. 
“Unto me,” by Walter Rauschen 

York ,ete., The Pilgrim press ,“1912, 
Sip. front. (port) 187°. 90.35 
Quotations on lining-papers. 


Boston, New 


1. Church work. 2. Sociology, Christian. 1 Title. 


Library of Congress BV4400.R3 


Copyright A 8274667 (a29e1, 
Rauschenbusch, Valter, 1861-1916 
see also 


Rauschenbusch lectures, Colgate-Rochester 


divinity school, Rochester, N.Y. 


Rauschenbusch-Clough, Emma 
see 


Clough, Emma Rauschenbusch-. 


Rauschenfels, A de. 
L’ape e la sua coltivazione nell’ arnia verticale e nell’ orizzon- 
2 a> 2 Sa on — teoricopratico, di A. 








de’ Ri . Qed. V. Asprea ... Milano, 
U. Hoepli, 1914. 
xi, (1), 443 p. illus. (imel. ports.) 24°. 
1. Bees. 1. Apiculture, 1. Asprea, Vincenzo, ed. 
Agr 14-1397 
U.S. Dept. ofagr. Library 424R19 
for Library of Congress a37b1, 
Rauschenfels, A de. 
Atlante di apicoltura; anatomis — istologis — patologia 
dell’ ape. xxx tavole colorate disegnate dal- 
V'ingegnere F. Clerici P piche del conte 
Gaetano Barbé per cura della 
giamento per l’apicoltura in Italia. Testo esplicativo di 
de’ Rauschenfels. Milano, U. Hoepli, 1901. 


4p xExcol pl Wim. 


1. Bees—,Anatomy and 1 Aspoctasione centrale f'inco- 
ness ™ Barto, Gestanc. m. Cleric, 

r. WV. 

vs a Library 928K 198 © 

gi 4 (9401, 

mage ote centr 
.. Ueber die nah: n thieren aus der Kieler bucht 
Kiel, Druck von midt & Klaunig, 1 1901. 

7ip.2. 32. 


Inaug -diss —Kie! 
“Aus dem Zoologischen institut der Universitit Kiel.” 


1. Food-habits of animals. 
12-31721 


Library of Congress QL7S6R3 
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Hellmut von, 1896— 

How to conquer Hitler; » plan of economic and moral war- 
faie on the Nazi home front, by Hellmut von Rauschenplat and 
Hilda Monte. London, Jarrolds limited (1940, 

20p. 2. 

“Note op authorities cited” : p. 21-22, 


%, Genoese 1989- —Economic aspecte—Germany. 
i 6 en 
ePropaganda, British, Hilda, joint author, m. Tithe 
puts cones taint Ads Acthan Opin ven Ramniengiat 
41-12306 


Library of Congress 1800. R30 


3, 940.58 


Rauscher, Ferdinand Em. 


Der handfertigkeits-unterricht, seine theorie und 
xis. Von Ferd. . Rauscher. Mg omy a 
bande. Mit 192  abbildungen i im text. Wien, A. ang. fa 


witwe & sohn, 189) 
Sv. int illus 24. 
“Bibliographic”: th. 1, p. 186-194. 


1. Sloyd. 2 Manual training 


E 11-023 


Library, U.S. Bur. of Education TT187.Ra 


Rauscher, Frank. 


Music on the march, 1862-'65, with the Army of the 
Potomac. — pe art P. Le 2 Zouaves. By Frank 
of W. F. Fell & co., 1892. 

vii, 9-270 p. illus. quane pl, ports. (incl front.) 1% 





1. Pennsylvania infantry. oth cage, 000-2008 2. U. S—Hist. —Civil 
war—Regimental histories—| 14th. 1. Title 


Pa. inf 
2-15707 
Library of Congress ES27.5.114th 
Copyright al&2, 
Rauscher, John J. 
The ies of the rosary and other poems, by Rev. John 
J. Rewcher Mew York, Cracianati incinnati etc. Benziger brothers, 
111 p. 197". 
L Title. 
3416801 
Library of Congress PSS8S8S.AS25MS 1984 
—— —— Copy2. 
Copyright A T3008 ra s115 


1. Tithe. m. Tithe: The Sacred heart, Poems on the Litany of. 


88 19440 
Library of Congress PSSSESARISPS 1988 

—— — —- Copy? 

Copyright A 119175 a aus 

Rauscher, Jehan J. 


— wr -100m 
Library of Congress PROURS ASSUTS 1987 

— —— Oepy 2 

Coprright 4 108110 a as 


Rauscher, Karl 
Vergleichende unte tiber die sd 

induration des rindes und die fettleber 
des ... Stuttgart, Druck der Union deutsche a 
gesellschaft, 1903. 

2p .Bp itu, pl 2. 

“Inaug.-diss —Bern. 

ot OD CE 
“Literatur” : p. 28-29. 


1. Cattle. Diseases. 2 Dog. Diseases. 3. Liver. Diseases. 


Agr 7-179 
Library, U. S. Dept. of Agriculture 41R19 
Rauscher, Otto. 
Ferdinand Raimund, 1790-1836; sein leben in bildern, von 
Otto Rauscher. Leipzig, Bibliographisches institut “1986, 


1 p. 1, 7-40 p 47 pl. (imel ports, facsims, music) on 241 18”. 
(Meyers bilé-t&ndcheo, 


31-8870 
Library of Congress PT452.R2627 
Copyright A—Foreign ‘83517 
a oma 
Rauscher, Ulrich. 
anne eee Leip- 
S. Hirzel, 1915. 
Sak ee a. 
1. Belgium. 
Library of Congress DH6@2. R3 
Copyright A—Foreign 12671 


ye re 


Der krieg und die literatur, von Ulrich Rauscher. 
Miinchen und Berlin, G. Miiller, 1914. 


55, chip. 23™. 
na aviitale siege exsechi ven wutten ono Gong ilies wales 


a ee, 


Wess) n. —_ 


Cos, Ge Georg ‘Miler & Hane 
a 21-186 Unrev'd 


Library of Congress 


Rauscher, Ulrich, 1884- 
«» Die t der daheimgebliebenen. Miinchen, 
A. Langen, 


Mp we. 


1. European war, 1914-1918—Germany. 1 Tithe 
319608 
Library of Congress DSIS.R3S 
Rauscher, Ulrich. 
a/Main, Ritten & Loening, 


2eL7Wdhep we Ms 


‘Library of Congress 
Copyright A—Foreign 3332 








Rauschmaier 


Rauschmaier, Anton. 
einai vokabularium fir anfinger, mi mit ed 
von Anton firn- 
a In kommission der v. Ebner'echen buch- und Senthend. 
lung, 1889. 
sap 2. 





1. Hebrew language—Gi_ssaries, vocabuleries, ete. 


Library of Congress PJ4845.R3 492 433 


/Rauschnick, Gottfried Peter, 1778-1835. 
Bemorkungen eines Russen dber Preussen und dessen bewoh- 
ee Se 1814 durch dieses land unter- 
Nebst ausziger aus dem t eines rei- 
sande thar Nerddestecbland und Holland, von P. Rosenwall 
«peeud,, Mainz, F. Kupferberg, 1817. 
x, 3808p. 18). 
Date, erased from tp, supplied from Kayser, Brit. mus. Catalogue 
and Measel 











1. Prossia—Descr. & trav. 1 Title. 
3381941 
Library of Congress DDS16.R3 
(38b1., 01431 
Rauschning, Anna. 
No retreat, by Anna Rauschni Indianapolis, New York, 
The Bobbs- Merrill company ,1942, 
0p. Ir. 
An account of the author's life from 1929 until ber escape from nazi 
Germany tn 1989. 
“First edition.” 
— 42-1240 
Library of Congress DD24T.RBAS 
112, 943.085, 
——- Hicins. 
en zur beweislehre im steververfahren, von 
dr. A R hni Hamburg, Gedruckt bei Liitcke 
& Wulff, 1929. 
Sp 2 | Hambui 
2 ome ins universitét . a upd mit- 


1. Taxation—-Germany—Law. 2. Evidence (Law)—Germany 
1. Title. 
34 12863 
Library of Congress ea 


1941, 
8p.1,170p 2. 
“First published 1941.” 
‘ J, Hetenst cxtetem. 3, Bevepunn war, 0e- & World polities 
(Pell aeme: Hermann Adol! Reinhold Rauschning, 
‘A 41-8088 
Barvard univ. Library 
for Library of Congress DDB. RB 
a 040.58 
Rauschning, Hermann, 1887- 
‘The conservative revolution ,by, Hermann Rauschning ... 
New York, G. P. Putnam's sons ;*1941, 
vid, 2p =e. 
1 Germany—Pol & govt —1918- 2 National socialiem 1 Tithe 
(Pull nome: Hermann Adolf Reinhold Ravschning, 
41-14881 
Library of Congress DD20.R3 
30, 043.080, 





LIBRARY OF CONGRESS 


Rauschning, Hermann, 1847- 

Germany's revolution of destruction, by Hermann Rausch- 
ning. Translated by FE. W. Dickes. London ,ete., W. Heine- 
mann, itd. ,1939, 

xvil, S17 p. 22". 


American edition (New York. Alliance book corporation, Longmans, 
Green & co.) has tle: The revolution of oibilism. 


eee in German, under the title ‘Die revolution des 
‘irst published in English, June 1989. Reprinted July, 
September 1000: 
1. Nationalsozialistiache deutsche arbeiter-partei. 2. yg 
govt.— 1983 t. Dickes, Ernest Walter, 1876- tr. m. Tithe. 
|Full name: Hermann Adolf Reinbold Rauschning, 
08056 
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xilip.11,122p. diagra 20)". 
“First edition.” 


1. Income. 2 U. S.—Econ. condit —1918- 
How the people's income ts distributed. 


a Tithe m. Tithe: 


3-271 
Library of Congress HBT71RS25 «(1088 
—- ——— Copy 2. 
Copyright A 131600 (4004, 01 


Rautenstrauch-Joest-museum, Cologne 
see 


Cologne. Rautenstrauch-Joest-museum, 


Raater, Gustav. 
. Allgemeine chemische technologie, von dr. Gustav Rau- 
ter. Laitnig, G. J. Otechen, 1908. 
149 p. 15). (Sammlung Glechen. (bd. 113,) 











3—21815 
Library of Congress TP146. R24 
(201, 
Sastn Cute, 1009- 
ost he chemische i . von Dr. Gustav 
Reuter Witoeie, OJ, Gteckon, 1908, 
3. diagrs, 159°. (Sammlung Géschen 205-27)) 
. 1. Die Leb 7 ihre nebenrwey 
Pe ag FE ote ont ne ns . 
nusche chemische praparate. 
1. Chemistry, Technical, 2 Chemistry, Inorganic. 
seri 


Library of Congress 


Raster, Gestav, 1868— 
Das deutsche patentgesstz und die vurschlige des Deutschen 
} ~—7 +t canmeeniaemmees Von dr. 


ea Vie 


1 Patent laws and legisiation—Germany. 


Library of Congress Qqpis 





Rauter 


Rauter, Gustav, 1568- 

... Das deutsche urheberrecht an literarischen, kiinstleri- 
schen und gewerblichen schépfungen. Mit 
riicksichtigung der internationalen vertrige. von dr. Gustav 
Reuter... Leipzig. Géschen, 1905 

1384p. 157°. (Sammlung Gieben, (263,) 





1. Copyright —Germany 1. Title. 


6 4655 
Z5K6 R25 


a3icl, 


Library of Congress 


Rauter, Gustav, 1565- 

Der gegenwiirtige -tand der schwefelsiureindustrie. Von 
dr. Gustav Rauter 

In Samm! chemischer und chemisch-technischer vortrige. 

Stuttgart, 1903. =, vient. bd, 8. hft. p. 257-302) 

1. Sulphurte acid 

4 2168 
Library of Congress Qpi.s2 
(3511, 


Rauter, Gustav, 1s.> 


. Die industrie der silikate, der kiinstlichen bausteine 
und des mértels ... von Dr. Gustav Rauter. Mit 12 
feln. Leipzig, G. J. Géschen, 1904. 


2v. illus. 154. (Sammlung Géschen. (233-234:) 


“Literatur”: ws 1-2, pS 


tenTs.—I. Glas- und keramische industrie—II. Die industrie der 
kinstlichen bauste.ne und des mortels. 
3. Building stones. 4 Stone, Arti- 


1. Glass manufacture. 2. Pottery. 
© 


ficial. 5. Cemeni 


S-20913 


Library of Coneress TP790.R25 


Rauter, Gustav, 1868- 

Die verwertung von erfindungen, von dr. Gustav Rauter .. 
5., wielerum véllig umgearb. aufl. Halle a. S., C. Marhold, 
1935. 

119, 1,» 2 

First-third ev toms by Rodolf Worms. 

taliche bestimmungen” p. (98)-116. 
— Nuchtrng zu “Die verwertung von erfindungen”, 5. aufl., 
von ry Gustav Rauter Halle a. S., C. Marhold ,19364, 





Caption title. 
1. Inventions 
Rulolf. u. Ger 


1. Worma, 


2. Putent laws and legisiation—Germany 
any. Laws, stotutes, ete. mr. Title. 





Library of Congress 8, 


Rauter, Gustav, 1868- 


Die von ewe von dr. Gustav Rauter .. 
yy , unter eingehender ksichtigung des neuesten standes 
gesetzgebung vollig a Halle a. S., C. Marhold, 

A 

159 p. 224". 
First-third editions nes Radolf Worms, 
Page 159, aT Le matter. 
Pai "7 . 
1 ~-% laws aod ot ngatnn_Oumner_ 3 Irena 1. Worms, 
41-18700 
Library of Congress 2, 
Rauter, Gustav, 1868- 

"Yas warenzeichen, von dr. Gustav Rauter .. .— 
fortlaufender erliuterung des Gesetzes vom 5. 5. mai 1936 véllig 
umgearb. Halle a. S.,C. Marhold, 1938. 

167, 1)p 224". 

1. Trade-marks—Germany. 1, Tithe. 

42 008 

Library of Congres a 


LIBRARY OF CONGRESS 


Rauter, Hildegard. 
. Frauenarbeit in der industrie der steine und erden rvon, 


Hildegard Rauter ... Berlin, Verlag der Deutachen arbeits- 
front ,1939, 

@p.11 4plon2 21". (Schriften des Fachamtes Steine und 
erden im der Deutschen bd. 2) 





“1. Dis, 3. tausend.” 


1. Woman— Employment —Germaay. 1, Title, 
41-2488 
Library of Congress HD6149.R3 
Copyright A-—Foreign 463850 
12) ‘381 40043 


Rauter, Jacques Frédéric, 1784-1854. 

Cours de procédure civile francaise, fait & la Faculté de 
droit de Strasbourg par M. Rauter ... Paris ,ete., ¥. G. 
Levrault, 1834. 


VJ Dp. 11, 465, 2) p. 219". 


1. Civil procedure—France. 1. Title. 
5-17518 


Library of Congress (a29e1, 


Rauter, a Frédéric, 1784-1854. 


ae et pratique du droit criminel | Gna, ou 
Cours de légisiation criminelle, par m. Rauter ... Paris, C. 
Hingray, 1836. 
2y. 2". 
1. Criminal law—France. t Title. 
ber aad 
Library of Congress 12) 


Rauter, O. 
Die wahrungsfrage aus dem gesichtspunkte der indus- 


trie. Referat von O. Rauter in der sitzung des Vereines 

der industriellen des r ierungsbezirkes Kéln am 16. 

marz 1885. Kdln, J. B. Heimann & Zimmermann (1885, 
Bpp. 2 


2 6>—M 2 


Library of Congress, ne 


Hauter von atdigcr, vvils 
see 
Rudiger, Georg von, 1873- 


, Martin. 
Die betriebewirtschaftlichen grundlagen der stallmist wirt- 
schaft. Die g und g von stallmist unter 
Py lichen und wirtechaftlich 
Landw. jahrb. bd. 71, p. 921-1011. 
“Literaturvertetchois”: p. 1011. 








Berlin, 1930. 


1. .Fertilivers oud, manares. 
Agr 30-1162 
(87.127 ha 71) 


Library, U.S. Dept. of Agricutture 181.23 bd. 71 
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Rauth, Franz. 

Beitrige zur vergleichenden anatomie einiger genisteen gat- 
tungen. (Laburnum, Petteria, Spartium, Erinacea, Uler. 
Cytisus, Hypocalyptus, Loddigesia) ... Erlangen, Drack de 


Universitits-Luchdr. von E. T. Jacob, 1901. 
58p. 224" 
Inaug.-diss.—Friangen. 
1. Genisteae. 
Agr 12—1255 
U. 8. Dept. of agr. Library 463 R19 
for Library of Congress atid. 


Rauth, John William, 1886- 

Diastatic activity of the blood serum in mental dis- 
orders, by John William Rauth ... Baltimore, The Wil- 
liams & Wilkins company ,1926, 

ipl, 32p,11L diagr. 23°. 

Thesis (en. v.)—Catholic university of America, 1926. 

“Reprinted from Studies in psychology and psychiatry, vol. 1, no. 2, June, 


Bibliography : p. 28-29. 
1. Diastase. 2. Blood—Analysis and chemistry. 3. Insanity. 
26-14814 


RC602.R3 
Neo, 


Library of Congress 1926 


Rauth, John William, 1886- 

... Diastatic activity of the blood serum in mental dis 
orders, by John William Rauth. Baltimore, The Williams 
& Wilkins company ,1926, 

eo \! y diagr. 23°. 
try. 


Published ors as oa (rm. p. ) Catholic univerulty of America. 
Bibliography : 


(Studies tn paycholugy and psychia- 


1. Diastase. 2 Blood—Analysis and chemistry. 3. Insanity 


28-23270 
ROR 19268 


—~ Copy 2 BF1T3.A287 vol. 1, 00.2 
Copyright B 708561 3) 


Library of Congress 


Rauther, Max, 1879- 

Beitrige zur kenntnis von Mermis albicans v. Sieb. mit 
besonderer beriicksichtigung des haut-nerven-wuskelsvs- 
tems ... Jena, G. Fischer, 1906. 

1p. 1,76 p. 3 double pl. (2 col.) 23° 


Habilitationsschrift—Giessen. 
“Abdruck aus den Zoologischen jahrbiichern. bd. 23. abt. {. anatomic. 
“Literaturverzeichnis” : p. 69-72. 


1. Mermis albicans. 2. Worms—Anatomy. 


Library of Congress QL31.N4R3 


Rauther, Max, 1879- 
Die syngnathiden des golfes von Neapel, von M. a 4 
ther, mit 62 figuren im text und 24 tafeln. Roma, Dr 
Bardi; _ ete.) 1925. 
ix, 365, 23 1 illus, 24 pi (port col.) col.) Barz. (Added t-p-: 
ione zoologica di 


Fauna ¢ Xl Paeh golfo di Napo! 
Napoli. 36 monografia) 


At head of title: 36. M i 
*Tineraturverecichnus” » a6-O68, 


1. Pipe-fish. 2. Sea-horse. 3. Fishes—Naples, Bay of. 1. Title. 
28-28372 
Library of Congress QL638 SORS 
a2 


Rauther, Max, |X7')- 


alapparat einiger nager und inscktivo 





ie akzessorischen genitaldriisen dersel- 
hen Jena, G. Fischer, 1908. 
Ppp ites 220 
Inaug diss — Jena 
Lebensabriss 
Literaturverseichnis” ; p, 90-92 
1 Generative organs, 2 Rodents 3. Insectivera 
6 uh 
Vibears of Come QUART R24 
sitet 











Rauthmel, Richard. 


Antiquitates bremetonacenses; or, The Roman antiq- 


uities of Overborough. By the Rev. Richard Rauthmel 
Kirkby Lonsdale, A. Foster, 1824 
vi, 138 pp. front., pl., map, plane. 219% 
‘Reprinted from the original edition of 1746; with additions.” 
Subject entries: 1. (it. Brit. —Hist. 3 » c.-440 4.0. 2. Overbury, Eng. 
2-13068 
Library of Congress, no. DAM45. R25. 


gy wpa Richard, 





: or, The Roman antiquities 
of ‘Salsas, Wherein Overborovgh is proved the Kreme 
tonacae of Antoninus. The year when, and the Roman who 
erected this station, collected out of Tacitus. An account of 
the garrison there. Also of the idol who was tutelar deity of 
Overborough. To which is added a description of as many 
monuments of antiquity as have been dug up or discovered 
there lately, tending to illustrate the history of this once 
famous station .. London, Printed by H. Woodfall, 1746. 


=¥, 111 p pl. fold. map, plans. 22°. 
ition Richard Rauthmell 
Plates. fold. maps and plans wanting 
Presentation copy to J. Barron, 1764. 
1. Burrow-with Rorrow, Eog—Hist 2 Gt. Brit.—Actiqul- 
jes, Roman. 1. Title. 1, 
Library of C DAI. R24 2—13087 


Rautlin de la Roy, Robert de. 


Les Allemands au port d’Anvers en 1912, par R. de 
Rautlin de la Roy ... Paris, L. Larose & L. Tenin, 1913. 


3p. 1, 9% p, 21 incl tables 19°. 


§, Semmes in Antwerp. 2. Antwerp—Comm. 3. Antwerp—Harbor. 
1 a 


13-16608 
Library of Congress “SIO.A6RI 


Rautmann, Fernand. 
a sense tciu fe 


Aal, 





bei mora 





piendi des kiufers nach 
i » Dietrich'sche 


eaenen 5 1889. 


Bp my. 
Insug dim —OOttingen. 
“Benutste lteratar” : p. (74-75. 


1. Civil aw. 2 Commercial law. 1 Tithe m Title: Mora acct- 
Blend! 


2T-21974 
Library of Congress 


Rautmaan, Hago, 1670- 





rms ns 
berdenkrankheiten, ° 
ey pela ipale, 


fv, 196 p> ics, 21°. 


£. Contacion ond contagious Giennens. 11. Infectious diseases, 2. Vet- 


Agr 28-718 Revined 
Agriculture 41R198 
(r22, 


Library, U. 8. Dept. of 


Raetmana, Hago, 1879 
Ursachen und bekimpfz der 
Von dr. phil. H. Rautmann ... “Soun, P. Pony, 1008 


Se: eS (Ow cover: Landwirterhaftliche befte, bereus 
gerber dr. L. Kieasting .. bft. 55) 


Senchithaclret 





1, Cattle—Diseases. 2 Sterility in animals 


Library, U. 8. Dept. of 


CATALOG OF PRINTED CARDS 


Rautner, Christian, pseud, 
see 


Knorr von Rosenroth, Christian, 1636- 
1689. 


Rauville, Herve de 
see 


Du Hecquet de Rauville, 
Gustave, 1858-1935, 


herve Charles 


Rauw, Johann, 2. 1600. 
Cosmographia, das ist : Eine schéne, richtige vnd volkomlich 


Rauwolf 


Rauwenhoff, Nicolaas Willem Pieter, 1826-1909. 


Bijdrage tot de kennis van Dracaena draco L. Door N. W.P. 
Rauwenhoff. 


(in K. Akademie van 


de wis- en natuurkundige Verhandelingen. Amster- 
dam, 1864. 28°. 10. deel no. 1; D Spl (cel)? 


Also published separately, 1864 





t. Dragon tree, 
¢ = O-2704 Revined 

Tiinols =Univ. Library 

for Library of Congres (Q57.458 vol. 10, ne. 1) 

rtle2, (308) 

Raawenhel, Micslons Willem Pieter, a. 1909. 

De utie der gh n, door XN. W. P. 
Red -w 

in K. Akademie wetenschappen, Amsterdam. Afdeeling 
de ‘wie- on nateurk nig . ‘Amoter. 





dam, 1890. 26". 28. deel nod, S45. vu pl. (part col.)) 
Also published separately, 1400 


1. Gletchentaceae = 2. Plants— Reproduction. 
AC #@ 278 
Titinots, Univ. Library 
for Library of Congress {Q57 A338 vol. 28, n0. 2) 


fe (508) 


a , Nicolaas Willem Pieter, d. 1909. 





beschreibung dess gittlichen geschopffs, himmels wnd der erden, 
beydes der himmlischen vnd irrdischen kugel, wie die himm- 
lische in jre circulos vnd spheras, vnd die irrdische in jhre 
theil, Europam, Asiam vnd Aphricam, beneben vwnd 
ein jedes theil widerumb in seine vornemliche kénigreiche vnd 
Jandscha: a wirdt. Item, was fir 

vorneme berge, wasser, sttte vnd dergleichen, in jeder land- 
schafften befunden : was von anfang fir vélcker dieselbigen be- 

(Continued on pext card) 


,38b1, 


516406 


Rauw, Johann, d.1600. Cosmographia... (Card 2) 
wohnet, auch was fir sitten, gebriuche vnd religion sie gehabt : 
Jeichen was fir regenten von anfang biss auff diese gegen 
wertige zeit, vber solche lander regieret haben. Sampt inges- 
prengten schénen, herrlichen wnd nitzlichen historien, an 
welchem orth, vnd zu welcher zeit dieselbigen geschehen wynd, 
auch mit sehr schdnen figuren, vnd | 
gezieret vnd geschmicket. Alles “fein richtig vnd ordentlich, 
vnd damit es dem leser eens seyn méchte, in richtige 
issigsten beseri 





fragen vnd antwort gestellet, zum » wnd 
(Continued oo next card) 
S—16008 
3901, 
Rauw, Johann, /_ 114) Cosmographia ... (Card 3) 


in truck gegeben, durch den ehrwirdigen vnd wolgelih 


over Sphaero, annulina Door 
s. ‘ P. notene hoff. - 7 


a= Akademie van wetenschappen, Amsterdam. Afdeeling voor 

wis- en ve Ameter- 
Sates. te edd eel Be nel 

Also published separately, 1887 

1 Sphaeropleaceac 

4C O23 

finois, Library 

for Library of Congress (Q57.453 vol. %, ne. 1) 

2 (a8) 








Raowolf, _ Leonhard, d. 1596. Leonharti Rauwolfen .. 





~ Johann Rauwen Meimbressensem, pfarrher.n mu Wetter 
mn Hessen ... Getruckt zu Franckfort am Mayn, Durch N. 
Seon, 1597. 
17 p. 1, 2081, (22, p. 1 L inet. Mus, maps fold. geneal. tab. diagr 
so. 


Title in red and biack, with vignette ; side-notes. 


1. Geography. 2. History, Caiversal—Early works to 1800. 
516488 

GAB. RB 

(a?db1, 


Library of Congress 


Ce Sa Se 
denis van het p Haarlem, 

AC. Tae 

Sv.in2 from.4pl 2. Pome: yy cars 
ederite. V; 


Contents. —t aan den 
vrede—a. gedecite. Van den Sommers, sree tt he udder de" wh 
_ —} gedeette. Van het mudden der achtniende ceuw tot op onzen 








$-17676 


rs he beschreibung der raiss ... inn die rgen- 
«» (Card 2) “ 





mit sond fleiss ab jeden weitter ix 
seine sondere capitel, wie dero innhalt in zu end gesetztem 
register zu finden. . t durch L. Rein- 
michel, in costen und G. Willers, 1583. 


Reuwolf, Leonhard, ¢. 1606. 
Seer aanmerkelyke reysen, na en door Syrien, 't Jood- 
B ssyrien, 





uyt het H: Leyden, P. van der 
Aa (1707?) 
ee TL tote ae, wees Se 
1 aet ior) To. no. 2) pie 
Library of Congrem, na 
— ——_ Copy 2 





Rauwolf 


Rauwolf, Leonhard, d. 1596. 
Seer aanmerkelyke reysen, na en | door Syrien, * t Jood- 
Armenten, Se. n't jaar’ 1573, en’ vervoigens. 
"t jaar en vervol en 
beschreven door Leendert amg 2 - Na [7 a} 
- = Hoogduytsch vertaald . . Leyden, P. vander Aa 
t H 








(Un Aa, Pieter van der. De sanmerh: digate en ee 
em landreisen. Leyéen vivarh a7. ov. 7, me. 16) 2p. L, 206 col, (7) p. 
saga Seow Ange 


le vignette. 
1 Wyte. —d & trav 
cA 8-17% Unrev'd 
GIG.AM4 vol.7 
1a20e1, 


Library of Congress 


Rawwolf, Leonhard, d. 1596. 

byt ry meng oer Ringe ten omy or 
the Holy Land, Armenia, Mesopotamia, Assyria, Chaldea, &c. 
Tr. from the original High Dutch, by Nicholas Staphorst. 


ys Oy: | lee . Lendea, 


tad 
Library of Congress DO16.B258 
eSTb1-; 
Rauws, Johannes, 1874- 

The Netherlands Indies, by Joh. Rauws, H. Kraemer, F. J. F. 
van Hasselt ,and, N. A. C. ruine. London, 
New York city, World dominion press, 1 

Sp. Ll, @-186 p fold. maps, tables 

Relates chiefy to missionary work. 

Foreword signed: Alexander McLeish 


Raax, Emile. 

Hindu secrets of virility and rejuvenation, by Emile Raux. 
Denver, Colo., The Basic science fellowship ,°1939, 

“> tw 2. 


and of. 
30-11384 
Library of Congrese RATS1.R3 
—— —— Copy 2. 
Copyright A 127068 2) 613 
Raux, Marcel. 


. Le régime administratif et pee de la péche fluviale. 
Paris, Librairie «les sciences agricolex, (. Amat, éditeur, 1909. 
=, 5p. 184". 


“Principaux ouvrages consultés et abréviations”: p. :¥)-v1. 


1 law and legisiation—France. 2. Fishing—France. 
1 France. \Wa, statutes, etc. 


A 17-1808 
‘Title from Harvard Univ. 
Library of Congress S327. FaR3 

a83b1, 

Lacie Reuszier-Fontayne. Translated 
from the French by S. Anne Jowett. Illustrated by R. M. Tur- 
vey. press 1940, 

1, 4,p te we. 
“Piret published 1940 ~ 


LIBRARY OF CONGRESS 


mam 4 Albert. 
De Vinterdiction de 
Tocdoun, Lapotaio otghemae Wi 
228 p. 2". 
‘Thiee—Univ. de Toulouse. 
Ribliographie” : p. 


. par Albert Reuzy .. 


:228,-224 


1. Expulsion—France. 1 Title: Interdiction ée séjour. 
42-6408 


Library of Congress ie 


Rauzy, Marie Jeanne. 

. Les obligations du médecin. Rid Ob aqaetiae, 
obligations obligations résultant de 
lois spéciales. Préface de A. |-Charmantier ... “| 


Librairie de droit & de jurisprudence, R. 
yn cade bw thd g-- 5 


vil, 331, 1; p. 25". 
“Bibiiographie” : p. ;311;-320. 
1. Medical ethics. 2. Medical laws and legisiation—France. 3% Phy- 
sicians—France 1 Title. 
AC 89-2381 
New York. Public library 
for Library of Congress 12) 
Rav za'ir, pseud, 
see 


Tchernowitz, Chaim, 1870- 


Rava, Adolfo. 
. La classificazione delle scienze e le discipline sociali 
Roma, E. Loescher & co., 1904. 


20. L, witeixz p, 11, 1729. 21™. 


1. Classification of sciences. 2 Social science. 


Library of Congress H61.R25 


Rava, Adolfo. 


.. Istituzioni di diritto privato ... appunti per uso degli 





studenti ... Padova, A. Milani, 1934. 
2 oe. 
copy. 
Vol 1: Gof, Messen i redatti da Tito Rava. 
Cover of v. 2 dated 1! 
ici Caterer 
Conrents.—v. 1. Introduzione. Parte generale. Diritto delle persone. 
Diritto ai “a famigile—r. 2. Diritto patrimoniale. 
1. Civil law—Itely, 1. Ravh, Tito, ed. m. Title. 
96-1047 
Library of Congress a (347.0085) 340.45 
Rava, Adolfo. 
«+ Istituzioni di diritto private. 2. ed. riv. Padova, A. 
Milani, 1938. 
ipl, wreeni, (1), 2p, 1b 269". 
“Btbitografia” : p. (xxv)-xxx1. 
1. Civil lew—Italy, Tithe 
so -22815 
Library of Congress a 





Rava, Adolfo. 
Lezioni di filosofia del diritto .. Padova, A. Milani, 

1931-87 

ay 254. 

Litbographed 

“Bibiiografia” at beginning of each volume. 

Cc ‘Ta.4. Noztont fee e storiche. 6 ed 
tondament del — Nuova ed. riv. 
oluzione del dirt! 


1984.—n. Ti 

1931.—111. Il concetto de! dtritto. 
itto, 3. ed. riv. ed amplieta « cura 
Sele dott. Ettore 


1. Law—Philosophy. 1 Laceint, Ettore, ed. u. Title. 
37-3989 


Library of Congress 
—— Copy 2. 


Rava, Adolfo. 

Tl problema della guerra e della pace; lezioni di storia 
delle dottrine politiche e scienza politica generale. Raccolte 
da Tito Ravi. Padova, Cedam, Casa editrice dott. Antonio 
Milani, 1932. 

1p. L, 100 p. 
Al asad of tithes R. Universita di Padova. Scuola di scienze politiche 
@ social. 


“Ogni copia deve essere munita della sigia del -~upilatore,” signed: 
riassupte in questo fascicolo costituiscono la 


rte speciale 
del corso tenuto nell’ anno accademico 1961-32. La verte = +. 
... Intitolate: ‘Introduzione al corso di storia delle 

scienza politica generale.’ 


i war 2. 1. Rava, Tito, 1. Padus. Universita. 
from N. ¥. Pub. Libr. Printed by L.C. A 85-1004 
Rava, Adolfo, 
ae o> Oat ll ny + Le dot- 
trine del secolo xvi* in Olanda: appunti 
de tuteat 64 geek “Adolfo Ravi. Padova, A. 
Milani, 1930. 
Ip. 1, 1838p. 259". 
At head of title: R. y-~o pay Padova. 
On cover Soaps dottort G. R. Mosconi e U. Vittadelio. 
(Continued on next card) 
a2, 
Rava, Adolfo. .. Storia delle dottrine politiche ... 1930. 
(Card 2) 


5S pepeentt cepuatl, che expe stats redatt! senza alcuna pa 
Gel pro! re. riguardano sola la seconda fay? del corso. Per ia prima 
parte Mary stato pubblicato up on intitolato ‘Sguardo generale 
alla storia detle dottrine 


1, Politica) science—Hist—Gt. Brit. 2. Political science—H 
3. century. 1 Mosconi, Gian Rodolfo, 
m1. Vittadello, U. m1. Padua. Universita W. Title. v. Tithe: Le dottrine 
del secolo xvir° in Inghilterra e in Olanda. 


83-24006 


Library of Congress JA84.G8R3 


. Teatro medievale. L’ nella delle 
scepter ato om 
S2p front. pl 2". 


Impriat covered comm. 
partly by label of Libreria ecciesiastica, Er 

Bibliographica! foot-notes. 

} ee as nt eee. - r —e 
gy . ecenico nella visita yf ~ -y Pa, 
‘Title: Visita Marie al sepoicro. = 

AC #1251 
Minnesota. Univ. Libr. 
for Library of Congress 12) 


612 p. incl. front. 22°. 
“Textes”: p. 491) 
“Todex vibBogrephiiges des textes”: p. 971-602. 


‘reach literature—Old French—Hist. & crit. 2 French literature— 
ch cot Hoe 8 ose 4. French in Venice. 4 Venice. 1. Tithe 


Library of Congress attend 


DG679.R4 
2) 














Rava, Bice. 
... L’insegnamento delle lingue viventi nelle scuole me- 


die, con prefazione del prof. Luigi Credaro ... Roma— 
Milano, Societa editrice Dante Alighieri, di Albrighi, Se- 
gati&e.,1 


1p. 1, weeny, Dip, 1h 21°. 
“Bibliografia” : p. cxii-xv. 


ConTEenTs.—pt. 1. b Metedstagia, —pt. m1. Esercizi d'applicazione —pt. mn 
Istituzioni moderne 


1. Languages, Modern—,Study and, teaching 
Library, U. S. Bur. of Education LB1633.R19 
a2icl 


Rava, Carlo Enrico. 
Nove anni di architettura vissuta, 1926 1v-1935 xm. 
Roma, Cremonese editore, 1935. 


Spl, 13-150 p. 21 plates. 269". 


1 2 ‘Italy. 





4086-1818 
Libr. Printed by L. C. 
a 


Title from N. Y. Pub 


Rava, Gino. 

. Eleonore Duse; note di un suo medico. Venezia, Stam- 
peria Zanetti, soc. in acc. (1983, 

1 p. L, 6-3 p. incl. facaime. fromt. (port) 24*. 


Pubblicasios! i petcologia a Gel!’ autore”: p. 68. 
4. . petcoterapla ip 


1. Duse, Eleonora, 1858-1924. 








AC 85-1877 
Title from N. ¥. Pub. Libr. Printed by L. ©. 
2 
Rava, Luigi. 
_La Cassa 1, di p LA, oats dies 6 
la vecchiaia degli operai in relazi islazioni 
estere. 2. ed., coll’ esame della legge del 7 7 luglio 1901, 


il testo unico delle leggi del 1898 € 1901, lo statuto e il 
Boles Dats N tecnico della Cassa, del 1902, e le tariffe. 
Zanichelli, 1902. 


2p. L, vil, 3863p. 2. 


Library of Congress 


Rava, ‘igi, 1860- 

. La filosofia civile et giuridica in Italia prima delle rivo- 
luzione , prol al corso di filosofia del diritto 
nell’ Universita di Pavia. Milano, L. Vallardi, 1889. 

Ip. |, Gr@4, 2p. 2". 
“Betratto da! giornale I! Filangieri, anno xrv, tugtic 1889, . 7." 


1. Law—Philosophy. 2 Law—Italy—Hist. & crit. & Italy—Iistelles 
tual if. 1 Title. 


Rava, Luigi, 1860- a 
By yb pt my y Ey 
i G. Rava al corso libero lees pent 


1. Low —Philosophy. 1. Tithe. 


Library of Congress rt 


CATALOG OF PRINTED CARDS 


Rava, Luigi, 1860- 
La filosofia del diritto nel pensiero italiano; jione di 
Luigi Rava al corso di filosofia del diritto nella Universita 


di Siena. (10 gennaio 1887) Siena, E. Torrini, 1887. 
Tp 2 


1. Law—Philosophy. 2 Law—Italy—Hist. & crit. 1 Tithe. 
oe-21518 
Library of Congress a 
Rava, Luigi, 1860- 
La fortuna di Italia; prefa- 


560. front. (port) I19™. 


1. Franklin, Benjamin, 1706-1790. 1. Mayo, Lawrence Shaw. Benia- 
mino Franklin. 1. Title 


Library of Congress 


Rava, Luigi, 1860- 
Tl maestro di un ditfatore, Domenico Antonio Farini 
(1777-1884) Roma, Societa editrice Dante Alighieri, 1899. 


Soh, oem oe. oe) 19. (Biblioteca storica dei risur- 
gimento ttailano serte ur, 


J. Farini, Domenico Astonio, 1777-18. 
aC 36-2137 


Tithe et es 


Libr ‘ 
Library of (DG552.A2B6 ser. 2,20. 2) 


Rava, Luigi, 1860- 

Pensioni di guerra in Italia e all’ estero; conferenza 
detta nella sala del circolo Giuridico al Palazzo di giusti- 
zia in Roma il giorno 26 marzo 1916. Raccolta steno- 
graficamente e stampata a cura del Consorzio laviale di di 
assistenza ai lavoratori. Roma, Tip. soc. Polizzi e Val- 
entini, 1916. 


Dp Mm. 


1. Pensions, Military. 


Library of Congress 


Rava, Maurizio. 
. Al lago Tsana (il mar profondo d’Etiopia) Relazione 
del dal viaggio compinto dalle ae See ap ae 
del cav. Giu Ontiai Presso la 
opemnies A weds Roma, 
vill, 270 p. col. front.ilius., 2 col. pl, fold. map. 25)". 
The frontispiece and plates are mounted. 





1, Teena, Lake, Abyssinia. 1. Tameredi, Alfonso M. m. Socteth 
geografica italiana, Rome. 1. Ostini, Gtuseppe. 


15—22301 
DT300.TSR3 


(2he1, 


Library of Congress 


Rava, Pacle. 
.-. La convalida degli atti amministrativi. Padova, A. Mi- 
Jani, 1937. 

. (Steal a pubblico, diretti de 
32 by crot, 08D a. ( diritto 
BibUographica! foot-cotes. 


1 Administrative law—Italy. 1 Tithe 


Library of Congress 2 


Rava, Renzo. 


ip Lwrvip.i1L@p. a. 


1. Church and state in Italy. 2 Catholic church in Italy. 1 Tithe 
-17085 
Library of Congress BX1S46.R3 
ms 281. 70065 


.. Gli statuti degli enti pubblici. Milano, A. Giuffré, 1986. 
2p L, vist, Dip. wir. 





1. Corporation la Italy. 2 and Italy. 
a Perens (Law)—ttaly. L Tite 
98-21872 
Library of Congress 3 
R&va, T- Subba 
see 


Subha Row, T. 


Rava, Tito. 
... Tl titolo di credito nella teoria dell’scquisto dei diritti. 
Milano, A. Giuffré, 1936. 


254~. (Saggy! 4! Giritto commerciale, raccolti 
dal prot tule Into Ascngelt) 


1. Negotiable instruments—Italy. L Tithe. 
ma 
Library of Congress 2 
Rava, Vittore. 
. Gli istituti educativi dell’ infanzia. Parte 1: Origine 
ecaratteri—parten italiana. Roma-Mi 
—_— editrice Dante ri di Albrighi, Segati & ¢., 


p. L, 113 p, 1 L. 199%. (Biblioteca pedagogica antica ¢ moderna 
¢ straniera. vol. xv) 


1. Education of 


1. Infant schools—Italy, 2 Educational law 
aod ledislotise—‘Iiay. ik School tow—itaby mats 


E 11-1980 


Library, U. S. Bur. of Education LBI1MOR2 


Ravage, Marcus Eli, | %64- 
An American in the making, ethendat 
by M. E. Ravage. New York and London, Harper & 
ers ,“1917, 
6p.1.8-2%, 1p 21". 


1. Rumanians in the U. 8. 1. Tithe. 
Bis RSS 


17-2384 





Ravage 


Ravage, Marcus Eli, 1544- 
... An American in the making, by M. E. Ravage; edited by 

Marry Greenwood Grover... New York and London, Harper 

& brothers ,*1936, 

3-38, 1, p19. 


lipk sg (Herper’s modern classics) 


1. Kumanians in the U. 8 1 Grover, Harry Greenwoml, ed. 
m. Title, 
20-7105 
Library of Congress £184. RSR22 
-— —— Copy 2. 
Copyright A 92227 5, oma 
Ravage, Mareus Eli, 1584- 


Cinco hombres de Francfort (la historia de los Roth- 
schild) traduceién del original inglés por G. Sans Huelin. 
1. ed. Madrid ,ete., Espasa-Calpe, s. a., 1931. 

24 p. 205". 
At head of title: M. E. Ravage. 


oe PE ae. 2. Earope—Politics- 1789-100. 1 Sans Ho 
Library of Congress HG 1652.R8R23 ciated 
Copyright A—Foreign 19204 
2) 923.34 


Ravage, Marcus Eli, 1864— 

Empress Innocence, the life of Marie-Louise, by M. E. 
Ravage. New York, A. A. Knopf, 1931. 

x Pp. 11, 343, xii pp, 1 L front, plates, porte, 224%. 

“First edition.” 

Bibliography : p. 337-340. 


1. Marie Louise, empress consort of Napoleon 1, 1701-1847. 
1 Title. 


31-28831 
Library of Congress 1C216.2.R3 
— —— Copy 2 
Copyright A 44606 an 13.144 


Ravage, Marcus Eli, 1884— 

Five men of Frankfort; the story of the Rothschilds, by 
Marcus Eli Ravage ... with five portraits by Karl S. Woerner. 
New York, L. MacVeagh, The Dial press; Toronto. Longmans, 
Green & company, 1926. 


3p. 1, 3-341 p. frome. ports. 234*. 
1. Rothschild family. 2. Burope—Politics— 17% 1900, 1 Title 
ae 
Library of Congress HG1S62.R8Kke 
— — — Copy 2 
Copyright A 7319 139)1, 


Ravage, Marcus Eli, 1884- 

The Jew f cig a narrative of the consequences of the 
war to the Jews of eastern Eu , and of the manner in 
which Americans have attem to mect them, by M. E. 
Ravage. New York, A. A. Knopf, 1919. 

Sp. 1, Br-182 p. front. (map) plates, facsim. 20°°. 


5, Sapcome ums, 1914- na 2. European war, a Ars 

Library of Congress D69.J4R4 
—— —— Copy 2. 
Copyright A 35455 (37a, 
Ravage, Marcus Eli, 1884— 

The malady of Europe, by M. E. Ravage... New York, 
The Macmillan company, 1923. 

Spl.Wep mr. 

1. Ruropean war, 1914-1918—U. 8. 2. Europe — Civilization. 38. 
U. 8. — Relations (general) with Europe. 4. Europe — Relations (gen- 
eral) with U. 8. 1 Tithe. 

21.019 
Library of Congress D658. NB 


on, 


LIBRARY OF CONGRESS 


Ravage, Mareus Eli, 1884— 

The story of Teapot dome, by M. E. Ravage .. 
Republic publishing company, 1924. 

¥. 1098p. 184°. 


New York, 


1. U. &—Publie lands. 2. Petroleum—U, 8. 3. Fall, Albert Bacon, 
jory of. 


1aAl- 1. Title: Teapot dome, The at 
24-—-270065 
Library of Congress HD242.5.83 
-—— Copy 2. 
Copyright A 807541 4001, 


Ravagnén, Anfbal, 1890- 
. Mis cuentos. Custante 0c sinter chen aids Matin 


Buenos Aires, Libreria A. Garcia Santos, 1988. 
1271p. 21 189". 
‘4 22880 
Librury of Congress PQTTOT.K8T2M5 
2) 863.6 


Ravagnan, Anibal, 1490- 
La ofrenda roja; cuentos, Portada de K. E. Nitschke. 
Buenos Aires, Editorial Mundo literario, 1939. 
141, 2p. 19" 
Contests. —Le ofteuda Pm 
cia. — El “ease” o' oe cr 
ft amer que tw tes 
vo.—La hija act Pn 


La | - quimera —Prueba de inocen- 
rendia.— 60 

i trl —— —Redencién de nfo 
-La Tecompenca.— —E) iadrén 





1. Title 
41-11598 
Library of Congress PQTT9T R3T203 


(2) 883.0 


Ravegnan, Girolamo. 


Klogiv di Giuseppe Zarlino di Chioggia, celebre ristau- 
ratore detla mnsiea nel seeolo xvi. Prolusione pel riapri- 
mento degli studj del Seminario vescovile di Chioggia nel 
di 30 marzo 1818 Dell’ abate Girolamo Ravagnan ... 
Venezia, Tip. Zerletti, 1819. 


Mp We 
First priv wed js ie * “Mercurio filosofico « letterario.” cf. Fétis, Biog. 
univ. des mu 
1. Zarline. Ginseffo, 18177-1500 
9.317% 


Library of Congress MI.123.22R2 


Ravago, Francisco de, |(is5-J7~ 

. Correspondencia reservarla ¢ inécite del p. Franciseo de 
Réavago, confesor de Fernawle ve: pablicada con wna intro- 
duceién por Ciriaco Pérez Bustamante Estudio preliminar 
de Carlos Pereyra. Mavtrid, M. Aguilar ,1936, 

pL, ®428 p illus. (incl. ports) maps il double) 21% (Los 
archivos secretos de la bistoria) 

“La correspondencia consta de S13 cartas y 16 xq 
WY todos autégrafes; contents ol dia 2 de mayo “te iat, 4 p ne 
el 4 de ne + ts Faita totalmente Ia que se refiere a los afos 





Révago Velarde, Enrique, ed. 
Legislacién del empleado, dictada en el gobierno de don 





Augusto A Lam leyes, resoluciones, que la com- 
P .. Enrique Révago Velarde, 
editor ... Lims, 1928. 

@ p. ports. ay.’ 

1. Labor laws and a? a}? 2. Leguia, A Bernardino, 
pres. Peru, 1863-1) Peru. Laws, statutes, etc. m. Title. 

(36-24339 
Library of Congress HD7871.R3 
2) 331.0085 


Ravail, Pierre Julien. 
Le droit d’usufruit envisagé sous son économi 
Par P.-J. Ravail ... Paris, A. Rousseau, 1900. sali 
vill, 230 p. 23". 


“Bibliograpbie” . p, (225;-227 


1. Usufruct. 1. Title. 


1-18077 


Library of Congress 1n201, 


Ravaioli, Antonio. 

L’esportazione italiana agli Stati Uniti del Nord 
America. Monografia del cav. prof. Antonio Ravaioli ... 
Roma, Tip. nazionale di G. Bertero e c., 1907. 

108 p. 26™. 
At head of title: Ministero di agricoltura, industria e commercio. Ispet- 


torato generale dell’ industria e del commer Uffic 
pase A cio. 10 d'informazioni com- 


taly--Comm.—U. 


1 S&S 2U.S—C —Ital; - 
rato generale dell’ industria e del commmereio. sia oo: ome 
9-617 
Library of Congress HF3101.R25 
Ravaisson, Félix. 
ace 
Ravaisson-Mollien, Félix, 1813-1900. 
18—5T25 


Library of Congress #1b1, 


Ravaisson, Frangois Nicolas Napoléon, 1811-1884, ed. 

Archives de la Bastille; documents inédits, recueillis et 
publi¢s par Francois Ravaisson ... Paris, A. Du- 
rand et prdioue Lauriel, 1866- 


Continue +] after the ¢ oy o's death by I Aion Molhen. 
1868. 


Contents.) 1639-1661. 1806.— 1 1 —I1. 1661-1664. 1868— 
IW. @5-1678, 1K70. 7% 1079 W92, — Vi oe 1873.— vm. 
168), 1665-1674. 1x74 om, 1675-1686. 1876. 1687-1092. 1877 —1 
i 1879-— x4, 1702-1710. 1R80.—20, poe 1772. 








1782 y 1754."-- 
(Contioued on nett card) 
36-3510 
e 

Raévago, Francisco de, 165/—1783. ow @ d 

11986, (Card 2) 

TENTe. — Bat; preiiminar, por Carlos ta 
reservada ¢ inédita dei p. Francisco de Ravage, por B Péres Busta 


ma! entre ef » *& 

carrero — Correspondencla entre 4. Ricardo Wail all Yt cardeoal Porto- 
carrero.—Documentos referentes « las 
curso sobre la enfermedad del 


ond a. Andrés .—Noticia 
aria Barbara de Portugal. reina de Espafie, 
nando el Sexto. 


~ Ferndndes, cardinal, 18th cent. 0. Wall, Richard. ar 7 
Bustamante, Ctriaco, vv. 871 
M3350 
Library of Congress DP198.R 
2) we 


1882. —- XIV. vee 1843.— xv. 1737-1748. 1883.— 
U9. — 1762. 1891.—xvimt. 1757-1767. 1903. 

-His is X1Y, —- 2. France—Hist —Louis 
wit-ine a France —Hist. — 1. Ravaisson-Mollien, Louis yeas 
Félix, 1851- 11, Bastille, Paris Archives. 

5—17407 
Library of Congress DC124.5.46 
Ravai Jean Gaspard Félix Lacher- 
see 
Ravaisson-Mollien, Félix, 1813-1900. 
185728 


Library of Congress fib, 











Ravaisson-Mollien, Charles (Lacher, .840- 

Les écrits de Léonard de Vinci, a pi ne ubli- 
cation intégrale des douze manuscrits in de la s dibte. 
ay de I'Institut, par Charles Ravaisson-Mollien ... 

Paris, A. Quantin, 1831. 


2p. L, 6p. incl. illus, facsim. 259". 
Title vi 


gna ) 
“Extn it de Lake cas tenements, mar, avril et juin 1881." 
Pies. 


Library of Congress, a0. 


Ravaisson-Mollien, Félix, 1813-1900. 


De lhabitude, par Félix Ravaisson Paris, Impr. de H. 


Fournier et c*, 1 

8p. 2a 

“Cette thése sera soutenue par 1.G.- Fix rary licencié és-lettres, 
aspirant aa grade de docteur décembre 1838 ... & Parts, em Sorbonne 


1. Habit 
(Full name: Jean Gaspard Félix Lacher-Ravaisson-Mollien, 


10--19688 
BFSS5.R3 
rf#lel, 


library of Congress 


Ravaisson-Mollien, Félix, 1813-1900. 

De Vhabitude, par Félix Ravaisson ... Nouveite édition. 
Précédée d'une introduction par Jean Baruzi. Paris, Librairie 
Félix Alcan, 1933. 


2p. lL, xxrv, ‘wag iL 
contemporaine 


Bibliographical foot-notes. 


189. (On cover: Bibliotbéque de philosophie 


1. Habit. 1 Baruzt, Jean, 1881- ed. 
(Pull nage: Jean Gaspard Félix Lacher-Ravaisson-Mollien, 
A 38-133 
New York. Public library 
ingress 


Tor Library of Cor (BF335R | 


a2 


Ravaisson-Mollien, Félix, 1813-1900. 
Essai sur la Métaphysique d’Aristote, par Félix Ravaisson 
Paris, J. Vrin ,1913, 1846. 
2. =. 
Vol. 2 has tmprint : Paris, Joubert. 


1 Aristoteles. Metaphysica. 
(Pull name: Jean Gaspard F@iix Lacher-Ravateson-Moiliem 
O-15088 
B4s4 BS 
a 10 


Library of Congress 


Ravaisson-Mollien, Félix, 1813-1900. 
L’Hercule érrpart{ios de heap par m. Félix Ravaisson. 


Um Nevtdmle, den Paris, Mémoires. 
va “tint piles» ibe. a pl 


December | = ant February and March 1885. 
Bivtlugraphical foot 


1. Hercules, 2 Sculpture, Greek. 
|Full name: Jean Gaspard Félix Lacher-Ravaisson-Mollies 
AcCST-1423 


Newberry library 
“tor Library of Congress {AS162.P311 vol. 32, pt. 2) 


o (084) 


Ravaisson-Mollien, Félix, 1813-1900. 
Mémoire sur le stoicisme, par m. Félix Ravaisson. 
(In Académie et belles-lettres, Paris. Mémoires. 
Paris, 1857. 27°". a 9 1. = py ds) 


Rea: Rivmany B. 190 and February 1851 
nd areyhical 


1. Stoles, 
(Pull name: Jean Gaspard Félix Lacher-Ravaisson-Mollien, 
AC 37-1224 


i berry libri 


lor Labrury i A ongress {A8162.P311 vol. 21, pt. 1) 


co (064) 


CATALOG OF PRINTED CARDS 


Ravaisson-Mollien, Félix, 1%13-1900. 
Monuments grecs relatifs & Achille, par m. Félix Ravais- 


ions et belles-lettres, Paris. Mémoires. 


Ue iaee atm C34, 2 pues pe Seee3S2 plv-x) 


Paris, 1895. 27°. 


1. Achilles. 2. Vase-painting, Greek. 3 Sculpture, Greet. 
{Pull nome: Jean Gaspard Félix Lacher-Raveisson-Mollien; 
aC87-141 
{48162 P311 vol. 4, pt. 2) 
th (084) 


Mbrery 
for Library of Congress 


Ravaisson-Mollien, Félix, 1813-1900. 
Une wuvre de Pisanello, par m. Félix Ravaisson. 


(In Académie des inscriptions et belles-lettres, Paris. Mémoires. 
Paris, 1895. 27. t. 34, E ptles pe 239,308. pl. ttv) 


Read tm May and August 1898. 


1. Pisano, Vittore, called Pisanello, 15th cent. 
Pull nome: Jean Gaspard Felix Lacher-Ravaissce-Moillten; 


AC 81-1450 
Newberry library 
for Library of Congress {[AS162. P3811 vol. 34, pt. 2) 
om (04) 
Ravaisson-Mollien, Félix, 1813-1906. 

. La phi en France au xrx* siécle, par Félix 
Bavaisson .. blication faite sous Ie auapioes du Mi 
nistére de l'instruction publique. P ‘aris, Imprimerie im- 
periale, 1868. 

So |. ie = fil wm Recueil] de rapports sur les progrés 
des lettres et 


1. Philosophy, French. 
(Pull nome: Jean Gaspard Félix Lacher-Revaisson-Molliem 
26-19420 
(32b1, 


Library of Congress B218S.R3 . 


Ravaisson-Mollien, Félix, 1513-1900. 

Rapports au ministre de ‘instruction publique sur les biblio- 
théques des départements de l'Ouest, suivis de pidces inédites, 
par M. Félix Ravaisson ... Paris, Joubert, 1841. 

2pl.siip, tl, 418p 219" 


1. Libraries—France. 2 Archives—France. 3. Manuscripts. 
1 France Ministére de | instruction publique et des beaux-arte. 
(Pull name: Jenn Gaspard Félix Lacher-Kavaisson- Mollien, 


218214 


Library of Congres» Zre7T R25 


271, 


Ravaisson-Mollien, Félix, 1813-1900. 

Testament philosophique et fragments; préoédés de Ia 
notice lue en 1904 & I'Académie des sciences morales et 
tiques, par Henri Bergson. Texte revu et présenté par Charles 
Devivaise Paris, Boivin et c* ,1933, 
an dy 197 p, 1 L front. (port.) 209". (Bibliothéque de philoso 

t head of title: ... Félix Ravaisson 
“re F. Ravaisson” oe (195,-197. 


Philosophy — Addresses, ys, lnctures. 1 Deviveise, Charles, 
a u. Bergson, Henri Touts, 1880.” mi. Title. 


(Pull name: Jean Gaspard Félix Lacher-Ravaisson-Mollien, 
AC 85-2767 

Libr. Printed by L. C. 

s 


Title from N. ¥. Pub. 


Ravaisson-Mollien, Félix, 1813-1900. 
La Vénus de Milo, par Félix Ravaisson ... 
Hachette et c*, 1871. 


@p. Spl 2m. 


Paris, 


1. Venus of Melos. 2 Sculpture,Greek 1. Title 
(Full nome Jean Gaspard Félix Lacher-Ravaisson-Mollien, 


727 
NBI163 V6R2 


26fl, 
265 


Library of Congress 


Ravalico 


Ravaisson-Mollien, Félix, 1813-1900. 
.. La Vénus de Milo. Paris, E. Leroux, 1890. 
cover-title, 13 p. pl 254°. 
From the Revue archéologique, 18° 


1. Venus ad Seis. iz Sculpture, Greek 
: Jean Gaspard Félix’ eae Rava sson-Molliem 


47% Revised 


Library of Congress NBI63. V6R3 


Ravaisson-Mollien, F@ix, 1813-1900. 
La Vénus de Milo, par m. FGlix Revaisson. 


In Académie des inscriptions et belles-lettres, Paris. 
Parle. 1882, 1". t. 34,1. piles p (145-286. EE pL) 


Read in 1800 and 1801. 


1. Venus of Melos. 
(Pull name: Jeon Gaspard Félix Lacher-Ravaisson-Mollies, 
AC 37-1400 
Newberry library 
for Library of Congress {AB162.PS11 vol. 3%, pt. 1) 
a (084) 


Ravaisson-Mollien, Félix, 1813-1900. 


. La Vénus de Milo, 4 r M. Félix Ravaisson .. 
Imprimerie national 


2p. lL U2p. mpl - 


ne Mémoires de |'Académie des inscriptions et belles-lettres, 
tome ax! * partie” 


. Paris, 


1. Venus of Melos. 
Pull name: Jean Gaspard Félix Lacher-Ravaisson-Mollien; 


17-824 Revised 


Library of Congress NBIG3.V6RS ‘992 


Ravaisson-Mollien, Jean Gaspard Félix Lacher- 
eee 


Ravaisson-Mollien, Félix, 1813-1900. 





Library of Congress 
Reference card 
Ravajo, Simén 
see 
Diaz de Ravajo, Simén. 
837511 
Library of Congress 
Ravalico, D E. 
.. La moderna sup d come fu come si 
costruiscono ¢ come si riparano i pid recenti apparecchi radio- 
fonici; i nuovi le attuali tendenze, le moderne 


dici. Milano, U. 
2p, rial, 815 p Mies, diegrs 19. 


yee hag i 
- Hoepli, 1934. 


1 Redio—Apparetus and supplies. . Tite 


Library of Congress 








Ravalliere 


Ravglliere, Pierre Alexandre, 
Levesque de La 


Levesque de La Ravalliére, Pierre 
Alexandre, 1697-1762, 


de ses 1856, od M. Hilaire Ravan (Niort, 
Impr. de M™ Morisset, 1856, 

Mp,1k 21™. 

Caption title. 


1. Archives—France—Séevres, Deux- 2 Sévres, Deux- (Dept.)—Hist— 
Sources. 


7-+Alot 
Library of Congress 


CDI215.94R2 
Ravanas, Félix. 


Des eaux de source en droit caneie, pe Félix Ravanas . 
Marseille, Imprimerie marseillaise, 1903. 


lp l, rip, 2. z=. 


1. Water—Laws and legisiation—France. 2 Eminent domain— 
France. 1. Title. 


37-13302 
Library of Congress 2, 


Ravanat, Albert, b. 1845. 


Catalogue de livres modernes romantiques. Auteurs 
contemperains en. éditions Sy livres illustrés du 


x > -. tee de ty; a vot ~— 4 
jue feu M’ ana! reno! 
i Dorel 1895, i 





Paris, 

rel, 
29.1. d-42p. a. 
248 entries. 
Vente du 7 février 1895. 

14-1996 
Library of Congress 7997 R2S2 
> 


mnaire du patois des environs de Grenoble. 
Grsnote 3 J. Rey, 1911. 


4p. 19, hp ww. 
“Cet été tiré A deux emplaires numérotés. 91.” 
“Rilirences’:1'p preceding pt “i 


1. Provencal language, Modern—Dialects—Grenobdle 


Library of Congress PC3097 G7R3 


Ravanello, Oreste. 
ae Le both oe canto grego- 
riano; stadi ed P*forino poets tipografico- 
oditsiee nestonsie, +H ae 
1p. lL, evil, 1p, 1b 18y™. 
At head of title: Edizione Marcello Capra, n. 1507. 


1. Chant (Plain, Gregorian, etc.) 2. Chant (Plain, Gregorian, ete.)— 
Accompaniment. 
15-15397 


Library of Congress ML3082. R29 





LIBRARY OF CONGRESS 


Ravanne, Chevalier de, pseud. 
see 


Varenne, Jacques de. 


Ravarin, Fleury- 


Fleury-Revarin. 


Ravasini, Ruggero. 

Die feigenbiume Italiens und ihre > beziehungen zu einander, 
von dr. Ruggero Ravasini. Bern, A ng 
von M. Drechsel, 1911. 

174,6 p. flue, maps. 25". 


Bibliographical foot-notes. 
“Anhang ...”: 6 p. at end. 





Agr 27-185 
Library, U. 8. Dept. of Agriculture 93R19 
Ravaton, Hugues. 

Pratique moderne de la chirurgie, par m. Ravaton .. —_— 
et augmentée par m. Sue le jeune Paris, Vincent, 
M DCC LXXVI. 

4. xxxm pl. (part fold.) 17°. 

Vols, 2 and 4 have imprint : Parts, P. F. Didot jeune. 

Imperfect: plates wanting. 


1. Surgery—Early works to 1800. 1 Sue, Pierre, 1789-1816, ed. 
3440824 


Library of Congress 


Ravaud. 


L’herborisation & la Moucherolle & dans ses alentours, 
par l’abbé Ravaud ... Grenoble, X. Drevet, 1875. 


Dp. Di™. (On cover: Bidliothéque du touriste en Dauphiné) 
“Extrait du journal Le Dauphiné.” 


1. Alps, The. Botany. 
Agr 92188 
Library, U. S. Dept. of Agriculture 499R19 
Ravaud, Abraham, 1600-1646. 
Abrahami Remmii 


et poets regi 


8p. 1, 140, Bp 14. 


No. 1, In « volume of 5 pleces lettered : 
{n two books. Boon 2 


Library of Congress 


266 


Ravaut, Paul, 1872- 


Les maladies dites vénériennes, par le D' P. Ravaut 
sgaprétace de D’ Roux ... 22 foun. Paris, A. Colin, 


*, 212, 2) p. ilud. 179° 
no. 22) 


ch (Collection Armand Colin (section de biolo- 


1. Venereal diseases. 1. Title. 
Library of Congress RC201.R25 nom 
Copyright A—Foreign 21844 
2: 
Ravaut, Paul, 1872- 
.. Une nouvelle syphilis nerveuse; ses formes cliniquement 


inapparentes. Paris, Masson et c’*, 1934. 
196, 6p. 21 col. pl, diagra. 24)". 
“Bibliographie” : p. (194,-196, 


1, Nervous system—Syphilis. 


34-20420 
Library of Congress RC201.R256 
Copyright A—Foreign (24963 
ea) 616.951 
Ravaut, Paal. 
bl par P. Ravaut ... et Raoul 





Boulin ... Paris, G. ae 1930. 
34 p, 11. 27. (HMalf-titie: La pratique médicale illustrée) 


1, Rheumatiem. 2. Gonorrhea. 


1 Boulin, Raoul, joint author. 
m. Title. 


30-23775 
Library of Congress RC292.R25 
Copyright A—Foreign 7925 
2 616.991 


Ravaut, Paul, 1872- 

. Syphilis, paludisme, amibiase, notes de thérapeutique 
pratique. Préface du professeur Fernand Widal. 3. éd. re 
fondue. Paris, Masson et c*, 1927. 


Mp. mim. 
“Do méme auteur”: p. (274;-279. 


1, Syphilis, 2. Malarial fever. 3. Dysentery. 
Library of Cougress RC2O1L.R26 1927 
Copyright A—Foreign 35150 
2 


Ravaut-Bignon, Robert. 
Du droit de police des consuls dans les pays hors- 
chrétienté .. Paris, A. Rousseau, 1905. 
2p. 1, 182p,21L 25™. 
Thése—Univ. de Paris. 


1. Consular jurisdiction. 


831827 


Library of Congress JX1698.P7R3 


tal9el; 


Ravaut-Bignon, Robert. 
Du droit de police des consuls dans les pays hors-chrétienté, 
par Robert Bignon ... Paris, A. Rorsseau, 1905. 
ip.l.W2p,2. a. 
Also issued as author's “thése,” Paris, 1906. 


. ‘ 24—1T174 
Library of Congress JX1GBPTRS 19050 


4ib1, 

















Les conditions de dével it du mildiou de la vigne 
(recherches expérimentales) par L. Ravaz... et; G. Verge 

. Montpellier, Coulet et fils, 1912. 

61 p. illus. 224° 


1. Pe iticola, 2. Grape—Diseases and pests. :2. Vine—Dis- 
eases) L Verge G. joint author. 


Agr 12-1693 
Library, U. S. Dept. of Agriculture 464.05R19 
Ravas, Louis. 
Les effets de la greffe. Ra Mestre 
tional d’ ture de Rome. 1908, ooo 
Montpellier, Goulet et fils, 1903. 
2 p. incl. diagrs. 253°. 


1. Grafting. 2. Viticulture. «1, 2. Vine—Graftings 





Agr 16-183 
Library, U. S. Dept. of Agriculture 9SRI9E 
Ravas, Louis. 

Inf des égétation et 
la production de te vigne, par rc eens . © “ntpellier, 
Coulet et fils, 1909. 

63 p. illus. diagrs. 244° 

1. Viticulture. 

1413986 

Library of Congress $B393.R2 

Ravas, L. 
N aH] u phylloxera. 





b r la 
Par L. Ravaz ... Montpallier, Coulee et fils, 1903. 


Dp. 34 pL 2. 


From Annales de I’fcole nationale d'agriculture de Montpellier. Nouv. 


sér,, tome L 


1. Phylloxera. Agr 6-24 


Library, U. S. Dept. of Agriculture 431.5R19 


Ravaz, Louis, 1863- 
- avec la collaboration 


CATALOG OF PRINTED CARDS 


Ravaz, Louis, 1963-1937. 
sur le de la vigne, par L. Ravaz ... 
Montpellier, Coulet et fils, 1 2. 


@p. ius 274". 





1. Pruning. 2. Viticulture. 


of Library R1IPRe 

us . Of agr. 

for Uloears of Congress SR308. KS? 
ya4ibl, 


Ravaz, Louis, 1863- 
Recherches sur le de la Louis Ravas ... 
fis Depot th ieee 


Ama. agron. n.s. année 3, p. 225-231. Parts, 1988. 


1. Grapee—Diseases and pests, 


1 Callauda author. 
B. Dupont, Mie, joint author. mn Se Oe 





Agr 38-972 
Library, U. 8. Dept. of 
Library of Congress (eat se. 
10 a 
Ravas, Louis. 
Reconstituti du vignoble, par L. Ravaz... Paris, 


G. Masson cete., 1896, 


148 p. illus. 19)". scientifique aide-mémoire 
sous la le direction y i ed oes on) -” on 


1. Viticulture. 2. (Resistant vines: 
" Agr 16-184 
Library, U. S. Dept. of Agriculture 95RI9 


Ravaz, Louis, 1863- 


Taille hative ou taille tardive, par L. Ravaz ... Mont- 
pellier, Coulet & fils, 1912. 
Sp. 2™. 
1. Viticulture. 2. Pruning. 
14 14488 


Library of Congress 


Ravaz, Louis, 1863- 


Les vignes américaines. pg no 
a ptitudes, par L. Revas ... , Coulet 





ns 


5S p. 1, 307 p., 21. tnel. Ulus., pl, facsims. 329°. 
git (em ae ot ee 2 ee ee a 


1, Viticultare — France. wine — France. 3. 
4 rente, ay (Devt) mI Charente-I France 
{bent 1. Vivier, Alphonse. mu. Title. «m1 Tithe: Cognac, Le pays 
29 16068 
Library of Congress 8B398.R25 
2 
Ravas, L. 
Recherches sur la —_ de la vigne. 1—Culture su- 
rficielle. 1.—Influence de poe 7 hp 5 _ 


Cee. Katee & b te Par L. Ravaz 
Montpellier, Coulet et fils, 1909. 


44 p. incl. illus, tables, diagrs. 25°. 


Agr 9-1466 


ot fils; ,ete., ete., 1902. 
vil, S376 p. lus. 29". 


1. Viticulture. 1. Resistant vines; 

Agr 8-TT2 Revised 
Agriculture 96R19V 
(1282) 


Library, U. 8. Dept. of 


Ravazzini, A. 
.. Raffaello. Bologna, Licinio Cappelli, editore ,1989, 
1p, 818. plates,ports 19°. 
Portrait of Raphael on cover. 


Rave 
Ravazzini, Giacomo. 
. Dizionario di architettura. Seconds edizione rifstta con 
700 ineisioni nel testo. Milano, Ulrico Hoepli, 1936. 
2p L. cvily-vill, 250 p. ius, diagrs. 19°. 
1. Arehbitecture—Dictionartes. 
ACst-1870 
Miinots. Univ. Library 
for Library of Congres 2 
Ravazzoni, Domenico. 


nazionale, 1930. 
1p 1, (Sy-248 p. incl, tables, 229". 


“Bibliografia” : p. :237;-238. 
1. Banks and banking 1 Title. 
anim 

Title from N.Y. Pub Libr. Printed by L. ©. 
Ravdin, Isidor Schwaner, 1804- od. 

Surgery ... Part 1 N and neuro-surgery. Part u. 
Cue ae Comprising contribu- 
tions by his students and associates in honor of Charles 
H. Frazier; edited by Isidor 8. Revdin ... Alfred W. Adson 





‘35 13688 
Library of Congress RDS1.R3 
3; 17.0% 
Ravdonikas, Viadialav losifovich. 
--- Die Normannen der Wiki und das 
+ Pit Normannen der Wikingeresit und das 
1930. 
101 p incl. Milos, diagrs. fold. map. 2". (K. Vitterhets historic och 
dei 0:8) 





“Literaturverseichnis”: p. 150-161. 


1. Ladoga, Lake—Antiquities. 1. Tithe 
ACH-3154 
Uatv. 
(DLA0L.V78 40:38) 
ca 


‘Title from Princeton 
Library of Congress 


Rave, Eugenio Pla y 
see 


Vla y Rave, Eugenio. 





Raveau 


Raveau, Paul. 

L’agriculture et les classes paysannes dans le Haut- 
Poitou au xv" siéele. Paris, Li Librairie des sciences éc0- 
nomiques et sociales (1924) 

cover-title, 52» 259™. 
Bibhographical foot-notes. 


1 Agriculture—Poitow—History. 11. Poitou, France—Aariculture—His- 
tory; 


Agr 25-231 


Library, U. S. Dept. of Agriculture 309R19 


a 


Raveau, Paul. 

. L’agriculture et les classes anges pageusnes, la transfor- 
mation de la ropriété dans le Haut Pein au xvi sié- 
cle, pi récedé une étude sur le pouvoir d’achat de la 
livre’ anno du régne de Louis 1 1 celui de Louis xm. 
Préface de M. Auguste Dubois ... Paris, Librairie des 
sciences politiques et sociales, M. Riviére, 1926. 
aif, xxxvili p.. 11, 302 p,1L 26". (Bibliothéque d'histoire écono- 

jue 


Bibliographical foot-notes. 
1. Agriculture — Poitou — History. 11. Poitou, France—Agriculture— 


History: 
Agr 2-841 


Library, U.S. Dept. of Agriculture 30.9RI9A 
2) 


Raveau, Paul. 
Esai sor ba situation économique et Pétat social en Poitou 
au xvi" siéele, Paris, M. Riviere, 1951. 


07 pp. 21. incl. tables, 254%. (On cover: Bibliothéque d’bis- 
pa y bebe dot ’ 


Ribliographical foot -notes. 


1. Poiton Feonomic conditions. 2. Poltew—Soctal conditions. 
1 Title 


31-1392 
Title from NY Pub Libr. Printed by L. 0. 
Raveau S 
Satinge de Chile, “Libvorle 7 ediaavial Nassianeate” 19 
Lp.L, vi, 8168p. 279". 


1. Romas law. “ 
Library of Congress 12) 

Raveau S , Rafael. 

Raveau ... Tomo , parte orginica. (De la orgeni- 


primero, 
zacién del estado). "Velpasole, Imprenta Victoria, 1932. 
37. 7p 1 


A ectenqsent, veteme wee tenet to 3058, enter tite: Tratado ele- 
mental de derecho constituctona! dogmAatico. 








1. Chile law. 2 law. 1 Title 
38-7363 
Library of Congress JL2616.1982.R3 
a 342.8308 

Raveau S , Rafael. 

Tratado eb tal de derecho i 1 di 
Rafael Raveau S. Valparaiso, Soc. imprenta y weed. 
Universo, 1935. 

177, th pm RY. 


“Conforme al programa aprobado bang yt py 
Aieae 7 socinien de ta Uciveridnd de Chie, cow fecha 28 nto de a 
A companion voinme to a Tratado — de derecho cnaie- 





clonal ... Tomo primero, parte orginica 
1. Chile law, 2. Cr law 1 Title 
88-7329 
Library of Congress JL2615.1985 RB 
2, 342 03 


LIBRARY OF CONGRESS 


Raveau S » Rafael. 
Tratado elemental de derecho constitucional chileno y 
comparado. 2. ed. oon. eontuune Gh guegpeten do extalien de to 
Universidad de Chile. Santiago, Chile, Nascimento, 1939 ;é. ¢. 
1940, 
Hp 2”. 


At head of title: Rafael Raveau. 

Date of imprint on spine: 1940. 

pt gh le Ty v1 bap gh yp tt 
tado elemental 





constitucional, 1962; v. 2, Tra! derecho constitucional 
dogmaAtico, 1985. 
1. Chile law. 2 law. 1 Tithe, 
41-18418 
Library of Congress JL.2815.1940.R3 
12) 342.5308 


Ravegnani, Ettore. 

--- Metodo pilato di canto gregori 3. ed. ... 
Roma, Desclée, Lefebvre e o' (1904, 

xiv, 191, ip. 179™. 





1. Chant (Plain, Gregorian, etc.) 


931787 
Library of Congress MT80.RI9 
Ravegnani, Giuseppe, 1895— ed. 
Antologia di novelle catalane ... 2. ed. Milano, Casa 


editrice “Firme nuove”, 1927. 
25 p, 31. 19. 


we Uteratore "Tanai ions into Italian. a? 
te 4 Hi itt 
Tralian jan ~~ 4 


82-15364 
Library of Congress PC3OTSITRS 1927 ‘549.9308 
Ravegnani, Giuseppe, 1895— 
+ | contemporanei dal tramonto dell’ ottocento all’ alba del 
di Arturo Farinelli ... Torino, 
Fratelli Bocca, 1930. 
xii, 488 p. 21". (On onver: Letteratere moderne, stvdl dirett! da A 
Farinelli, ,vol. xxi) 
“Indici e appunt! bibliografict” : p. 401,425. 





1, Italian Hterature— 19"! —Hist. & crit. 2. Italian literature— 
‘2th cent. —Hist. & crit. 8. ‘eaten Mterature—Bio-bibl. 1. Title. 
Library of Congress PQ0087 RS 
31—1474 
(3041, ou9 


Ravegnani, Giuseppe, 1895— 

.. I contemporanei (m serie) Modena, Guanda ,1986, 
Spl, 13-898 p. 104". (Helf-title: Collesione Uomini © idee, no. 8) 
“Indiet ¢ appunti bidliografict”: p. ,300,-825. 


1. Italian Uterature—20th cent.—Hist. & crit. 2 Italien Mterature— 
Bio-bibi. L Title 


‘37-86151 
Library of Congress P0087. R32 


Pa 950.904 


Ravegnani, Giuseppe, 1895— 

... Dieei saggi dal Petrarca al Manzoni. Genova, Emiliano 
degli Orfini ,1936, 

Gp. 1, 1-189 p11 21, {mett-sime: “Collana delle nuova caltore”, 
diretta da 8. FE Arturo Parineltt. 

Cover dated 1987. 


1. Italian Hterature—History and eriticiem. 1. Title. 


AC 87-3120 


Tinos, Univ. Library 
for Library of Congress a 


—— Giyseppe, 1895— 

1] novecento letterario italiano. I contemporanei. Serie 
prima. Con prefazione di Arturo Farinelli ... Seconda edi- 
zione. Bologna, Testa, editore, 1939. 

svi, 42p.1l 2. 

First edition has title: I contemporane! dal tramonto dell’ ottocento 

bovecento. 

“Indici e appunti bibliografict”: p. 407,429. 

1. Italian Nteracure— 20th century—History and criticism 2 Italian 
Hterature—Bio-bibliography. . Tithe. 

aco 

(PqusTR =} m9 
2 


Tilisota, Univ. Library 
for Library of Congress 


Ravel, Charles Jean Auguste Maxi- 
millen de Colnet du 


see 


Colnet du Ravel, Charles Jean Auguste 
Maximilien de, 1768-1832, 


(Ravel, Mme. Isabelle ( Fortes) 

Georges Washi de la bli des 
Etats-Unis. Par Jecqoes Fernay (pseud.; Paria! Chara- 
vay fréres et cie., 


368 pp. incl. front., illus., port, facsim. 27°. 
Rubject entries: Washington, George, pree. U. 8., 1732-1798 





Me 


Library of Congrem, no. 


Ravel, Jerome, 18141-1890. 

Imre Kiralfy’s grand spectacular revival of the famous 
Ravel pantomime Mazulm: or The night owl. Invented and 
arranged originally by Jerome Ravel, and re-written by him 
pon! Mr. Imre ay expressly for this production. Revised 

and produced under the direction of Imre 
Sindy (Philadelphia, Morrell show print, 1887, 
ipl, 6@p. 24°. 
On cover: Libretto of Masulm. 


1, Pantomimes. Kiralfy, Imre, 1845- Title. : 
L '. 199. o mm. Title: 


Library of Congress PNG120.P8R3 —— 
Copyright 1887: 28004 ces 
Ravel, Judith. 

By that sin fell the by Judith Revel and Lowell 
Brentano ... New York, company ,“1935, 
8p. 19)". 

1. Brentano, Lowell, joint author. u. Tithe. sane 

Library of Congress PEB.RIOMBy 
—— -—— Copy 2 
Copyright A 88141 a 
Ravel, Judith. 


The storm blows over. by Judith Ravel and Lowell Bren- 
tano. New York, Covici, Friede ,°1934, 


308 p. 109". 


e 34-1578 
Library of Congress PZB. Rissest 
————- Capy 3 
Copyright A Gezi2 as 














Ravel, Maurice, 1875- 
Contemporary music. 


(In The Rice institute pamphlet. Houston, 1928. 23°". vol. xv, 
no. 2, p. (129,145) 


Running title: Lecture on music. 
San “I; Maurice Ravel. 

«isting urtixt«: Esther Dale, soprano; Barbara Lull, violinist.” 
fecital and lecture-recital by Maurice Ravet under the auspices of 


the Rice institute, Lectureship in music, Houston, April 6 and 7, 1928. 


Contents. Programme of the recital —n. Programme of the lecture- 
recital —in. Lecture on contemporary music. 


1 Musie—Histery and criticisem—Modern. 1 Tithe. 


|Full name: Joseph Maurice Ruvel, 


cDmar 
€ rd div. LDATII.R3S vol. 15, n0.2 
a3Tel, 


Library of Congress 


Ravel, Oscar. 
The “colts” of Ambracia, by Oscar Ravel. New York, The 
American numismatic society, 1928. 


2p. lL, 180 p tus, xx double pl 17°. (Heif-title: Numismatic 
notes and monographs. ,po. 87;) 


“Notes”: p. 165-180. 


1, Numismatics—Ambracta, Greece. Cotns, Greek. 1 American 
numismatic society, New York. a. Title. 
29-7857 
Library of Congress CJ470.A6R3 
—- —— Copy 2. 
Copyright A 440 (3002, 
Ravel, Oscar. 


Corinthian hoards (Corinth and Arta) by Oscar Ravel. New 
York, The American numismatic society, 1932. 


2p.,2p By ‘ene 17. (Half-title: Nomismatic notes and 
monographs. 


1. ag ae ny Greece. 2. Numismatics—Ambracia, Greece. 
8. Coins, Greek. 


32-19011 
Library of Congress CI470.R3 
—— —— Copy 2. 
Copyright A Séll4 5) 737 0838 
Ravel, Robert. 


Doctor Bob ;by, Robert Ravel. New York, The Macaulay 
company ,°1934, 


316 p. 18:™. 
1. Title. 
34-19651 
Library of Congress PZ3.R19644Do 
—— — — Copy 2. 
Copyright A 72024 3; 


Ravelet, Armand, 18:35 (ca.)-1875. 

Le bienheureux J. B. de La Salle, fondateur de l'Institut des 
fréres des écoles chrétiennes par Armand Ravelet; introduction 
parm" d’Hulst. Tours, A. Mame et fils, 1488. 

xxxti, 686, :2; p. incl. iNus, facsims. _front., plates (part double) ports., 
map. 34". 


Each plate accompanied by guard sheet with descriptive letterpress, 


1. La Satie, Jean Baptiste de, Saint, 1651-1719, 2. Brothers of the 
Christian schools 
EO 06 
U8. Off of educ. Library LBATS. Laat 
for Library of Congress \a39d1, 


Ravelet, Armand, 1835 (ca.)-1875. 
Code manuel de la presse; comprenant toutes les lois sur 
Vimprimerie—la librairie—la presse périodique—l’ 
le colportage—les délits de presse et la propriété littéraire, 
mises en ordre et annotées d'aprés la jurisprudence, par Ar- 
+ «| eeu 2. 6d. Paris, Firmin Didot fréres, fils et 
1 


2p. 1, vill, 2p 16". 


1. Presse law—France. S ee at Ge 2 LAberty of the 
Press—France, 3%. Copyright—! + Laws, statutes, 
ete. m1 Title. 

2A O14 

Library of Congress e 


CATALOG OF PRINTED CARDS 


Ravelet, Armand, 1535 (ca.)-1875. 
Le nouveau Jésus de m. Renan, par Armand Ravelet. Paris, 
V. Palmé, 1864. 


Wp. 13y*. (Binder'’s title: Réfutations de la Vie de Jésus. «v. 17, 
no. 1)) 


1. *Renap, Ernest, 1823-1892. Vie de Jésus 
34-2678 
Library of Congress BT901 RAZR4 vol. 17, no. 1 


(329) 229 


Ravelet, J eal 
Le code fiscal toutes les lois fiscales e 


Ravely, Melville F 1912- 
Action of bromine on vanillin, isovanillin, and some of their 
es, and of 7. of hy- 
y nme in these compounds, by Melville F. Rarely :Balti- 
more, 1940, 
Ip.L,p. 204-211, 25°. 
Condensation of thesis (ru. Writie ¥ marek of Towa, 1988. 
By L. Chas. Ralford and Melville F. Ravel, 
iat from the — of organic chemistry, 5... (1900)" 
References” : p, 21: 
1, Vanillin. 2, Isovaniilin. 3. 
1. Raiford, Lemuel Charles, 1872- 





Bromine. 4, Hydroxy! group. 
Joint author. 


41-1830 
Library cf Congress QDS41.46R37 1940 
Unity. of Lowa Libr. 
ee 12, S75 


Raven, Alexander. 
Civi 





belge, a 
expliquées, par J. Ravelet ... Bruxelles, Les Editions juri- 
diques et fiscales ,1984, 


Sp low p mye. 


1. Taxetion—Beiginm—Law. 2 Finance—Beigiuw—Law 1 Bel 
jum. Laws, statutes, ete. m Title. 


35-39633 
Library of Congress HJ1994 B4R3 
(2; 336.498, 
Ravelin, Humphrey, pecud. 
see 
Proctor, G. 
28-5192 
Library of Congress 
Ravell, Alberto. 
.. Estampas. Caracas, Tip. Garrido, 1938. 
155 p. 24". 
Prose and verse 
1 Title. 
-2151T 
Library of Congress PQ8549. RSET 
12) sen 6 


Ravelo, José de Jesas. 

Historia de los himnos dominicanos; conferencia leida en el 
Ateneo dominicano el 25 de febrero de 1934, dia de la escuela y 
aniversario del natalicio del procer Ramén Mat! Mella, por e! 
maestro José de Js. Ravelo... Santo Domingo, R. D., Talleres 
tipogrificos “La Nacién”, 1934. 

“4p. front. (port) 27. 

Includes music. 


1. National songs, Dominican. 2 Metla, Ramén Matfas. 


BABS) 
Library of Congress ML3565.R25H5 
—— | 12; ‘784.7197208 
Ravelsberg, Ferdinand Strobl von 
wee 
Strobl von Raveisberg, Ferdinand. 


Laprary or Cowoness Rerexence 
Ce eee tne tn tepecinory ental 


X 42-1681 


as divine of 
history. by footer Raven. Lowden Witte way bog 
Itd., 1982. 


200 p. fold. tab, diagrs. 22)”. 


1. Civilisation—Hist. 2. History—Philosophy 1 Tile, 


82-24715 
Library of Congress CRET.RS 
a om 
Raven, Alfred, pseud. 
see 
Erdmann, Alfred, 1909- 
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Ravenel ... With illustrations by Vernon Howe Bailey. New 
York, The Macmillan company; London, Macmillan & co., 
Itd., 1931. 

xil!, 528 p. front. tllus., @ pl. 

First published November, 


nye 





1. Charleston, 8. C.—Hist. 2. South Cerolina—Hist. 


34-25762 


F279.C4R2 1981 
2 95.7 


Library of Congress 


Ravenel, Harriott Horry (Rutledge) “./re. St. Julien Ra- 
venel,” 1832-1912. 
... Eliza Pinckney, by Harriott Horry Ravenel 
York, C. Scribner's sons, 1896. 
331 p. fold ,tecntm 18° 
ourciatanty times 


Series title also at head of 
Eliza Pinckney, wife of ‘Chiet Justice Charles Pinckney and mother 
of C. C. and Thomas Pinckney. 


New 


(Half-title; Women of colonial and 


1. Pinckney. Mra. Eliza (Lucas) 1723-1788. 2 Pinckney, Charlies, 4 
175 3. South Carctinn—Hist—Colonial period. 4. South Carolina— 
Pol. & govt.—Revolution. 

13—27R2 
F2T2 pas 
mkt 


Library of Congress 


Ravenel, Harriott Horry (Rutledge) “J/rs. St. Julien Ra- 
venel,” 1832-1912 
Fliza Pinckney, 


reproduction 


by Harriott Horry Ravenel. With fac 
New York, C. Scribner's sons, 1909. 


(Half title 


simile 
xi, 331 p. facsim. 18* Women of colonial and revolu 
tionary thes) 


Serie’ tithe alse at head of t-p. 


Mra. Filizn (Lucas) 1728-1793. 2. Pinckney, Charles, 4. 
History—Colonial period. 4, South Carolina 
Revolution 






inckney 
Sonth Corotina 


Politics » xoverpnent 





All-2747 
Chicago, Vriv. Library 


£207. PEIAN2 
for Library of Congress J 


(P2728 
W39e1, 


Ravenel, Harriott Horry (Rutledge) ~d/rs. St. Julien Rave- 
” 1832- 
Life and times of William Lowndes of South Carolina, 
1782-1822, by Mrs. St. Julien Ravenel. Boston and New 
York, Houghton, Mifflin and company, 4901 


vii p. tL. S71, p. front. (pert.) pl. 199. 
1. Lowndes, William Jones, 1782-1822 
i. S108p 
Library of Congress F273. ky 
Copyright A OTS4 a36h1, 


Ravenel, Henry Edmund, 1856- 

Ravenel records. A history and genealogy of the Huguenot 
family of Ravenel, of South Carolin: 
account of the parish of St. Johns Berkeley, which was their 
principal location. The book is intended for private distribu 
tion. By Henry Edmund Ravenel, of Spartansburg, 8. C. 
Atlanta, Ga., The Franklin printing and publishing co., 1898. 


¥, 279 p. front. 2. 





plates, ports 


1. Ravenel fomily. 2. Ravenel family (René Ravenel, b. 1656) 


1. Title, 


1-27687 
CS8TLR2S 1808 


a34bl, 


Library of Congress 
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Ravenel 


Ravenel, Henry, William, 1814-1887. 
Description of a new Baptisia, found near Aiken, 
So. Ca., by H. W. Ravenel. Read before the Elliott soc*- 


ety of natural history, January 18th, 1856. | 
+ Be ’ 3 (Charleston? 


2p. pl ae 


Botanical pamoblets v. 14, 20 
Caption tit 


1. Baptisia microphylla 


$-36757¢ 


Library of Congress QK3.B77 
Ravenel, Henry William, 1814-1887. 
Paper on grapes. 
wis vs. Se office. Report. Agriculture. 1659, p. 537-340. 25%. 


1. Grape. 
Agr iS-714 
Library, U. S. Dept. of Agriculture 1Ag@4 1859 


Ravenel, Mazjck Porcher. 


... A course in motherhood ... by Mazyck P. Ravenel 
ont “Columbia, Mo., The School ‘extension o., *1925- 
v. 22a™. 


1. Medicine, Popular. 2. Hygiene. 
25-16803 
Library of Congress RCB1 R2S 
Copyright A 857744 12) 


Ravenel, Masyck Porcher. 
... The house fly, by M. P. Ravenel ... 
University of Missouri, 1914. 


6p. 23°". (The University of Missouri bulletin. 
sion ser. 11) 


Columbia, Mo., 


v. 15, no. 35. Exten- 


1. Flies as carriers of contagion. 


Library of Congress RCI17.F6R3 


Ravenel, Mazyck Porcher. 
otes on the bacteriological examination of the soil of 





P hiladely» hia. By meee P. Ravenel ... (Washington, 
Govt print. off., 189€ 

Ip. 4ip ius, 4 pl Wx23". (Added t-p Memoirs of the Na- 
ional academy of scien voit (ist memoir 





ah Cong, Ist sess. House doc. no, 253 


1. Soils— Bacteriology 13-24092 


vol. &, Ist mem. 


QUL.N2 


Library of Congress 





ons Another issve document series note 


Ravenel, Mazjck Porcher. 
Troveation medicine, its accomplishments and its 


aims, b Mazjck P. Ravenel Columbia, Mo., Univer- 
sity of Missouri, 1915. 

24 p. 23. (The University of Missouri bulletin. vy. 16, no. 9. Med- 
ical ser. 8) 


“References for further reading”: p. 24. 


1. Medicine. 2. Hygiene 1, Tithe 
15-27281 
Library of Congress RA4ILRI 
—— —— Copy 2 ant 





Ravenel 
Ravenel, — Porcher. 
Rabies, by Mazyck P. Ravenel . (Harrisburg) 


w.8. Ray, state printer of Pennsylvania, 1901. 
Bp. illus. B™. (Pennsylvania. Dept. of agriculture. Bulletin no. 79) 


Agr 12-1859 
Library, U.S. Dept. of Agriculture 2P38B no.79 
Ravenel, Mrs, St. Julien 
see 


Ravenel, Harriott Horry (Rutledge) "Mrs, 
St. Julien Ravenel.* 


Ravenel, Samuel W 

Hand book of ready reference Louisiane purchase pos 
tion, World's fair, St. Louis, 1904 - .. Comp. ... by Samuel 
W. Ravenel ... ,Boonville? Mo., 1904, 

p. Mus 15428)". 

Advertising matter on verso of each leaf. 


1. St. Louis. Louisana purchase exposition, 1904—Guide books. 


ca 6—108 Unrev'd 
Library of Congress 'T800.A2R2 
Copyright (3301) 
Ravenel, Samuel W. 


Ravenel’s road og for school children, by Samuel W. 
Ravenel ... Chicago, A. . ©. McClurg & co., 1912. 
18 p. 41, 21-180 p. front, illus, plates. 19)”. 


1. Roads. 


Library of Congress TE147.R2 


Ravenel, William de Chastignier, 1859- 


Information yyy ed upon the artificial propagation of 
mullet. By W. de C 
Balletin States mmission for 1887. Wash- 
nine ae an 
1, Fish-culture. 2. (Mullet fisheries; onan 


. of Gish. Library 
” for Library of Congress SHILAIS vol. 7 
ya37b1, 


mci oar ioedl 
. The P ition. Report of the 
resentative ot the U. 8 thet 8. a commine, » ho” de ©. 
Ravenel . 
Tre. ms er"; ‘zo. peg eae eae 
be IE ae 
commissioner 
From Report of commissioner, 1901. 
1. Buffalo. Pan-American exposition, 191—U. 8. 
F-11-2 
Library, U.S. Bur. of 


LIBRARY OF CONGRESS 


Ravenel, William de Chastignier, 1859- 
lerome oyster-breeding 


Report of operations at Seint Ji 
stsiion tor the yoor 1906-1008. By W. ‘de C. Ravenel. 
(In U. 8. Commission of Ssh and Gsherics. sw yy 
sioner for 1884-1886. W. 1886-1889, EY 
ee eee 183; 1886, app. D, p 766~ 


Title varies slightly. 


1. Oyster-cultare—U. 8. 

Fst 
Fisheries SH11.A15 
(8H11.415 1884, 1885, 1886) 
(S401, 


Library, & 8. Bur. of 
Library of Congress 


Ravenel, William de Chastignier, 1859- 

. Report of the representative of the U. 8. fish com- 
mission at the Cotton states = eet — 
at Atlanta, Georgia, in 1. W. de C. Ra’ 
Washington, Govt. print. off. 

¥ - C of fi 
tated” BT pl. 11-21. 23 (U. S. Commission ish and 
At head of title: U. S Commission of fish and fisheries. John J. 
commissioner. 


Brice, 
From Report of commissioner, 1896. 


1. Atlanta. Cowon states and international exposition, 1895—U. S. 
F 11-175 


Library, U.S. Bur. of Fisheries 


(Ravenel, William de Chastignier, 1859- 
ees Alaska-Yukon-Pacific exposition. 


rin 
the King’s most excellent Majesty, 1914. 
4 » incl ae. og 26. (British Columbia. Dept. of agricul- 





Ravenhill, Alice. 
-. The care of young children, yee Alice Ravenhil 
Vietoria, B. C., Printed H. Callin, printer to 


1. Children—Care and hygiene 
Agr 14-1042 


Library, U. S. Dept. of Agriculture 7B77 no. 53 


Ravenhill, Alice. 


Bugeale cfnaation for women and girls, by Miss Alice 
Ravenhill ... Westminster, P. 8. King & cn 3 1908, 

4p. 2. 

Fy fp Sapeniee edanation soci 


he National conference on infantile mortality, held 
ot ol Conese ‘ton halls, Westminster, on the 24th and 25th March, 1908. 


1. Eugenics. 
E 10-179 


Library, U. S. Bur. of Education LBI1I7.R2 


Ravenhill, Alice. 
Extension of the field of home economics in the school 





i» Smithsonian institution. Annual report. 1909. Washii 
wie. at p. 81-85) 


Signed : W. de C. Ravenel. 


1 Seattle. Alaska-Yukon-Pacific exposition, 1900. 


Q11.s668 1900 
Alb, 


Library of Congress 


Ravenel, William de , 1859- 

. Report upon the exhibit of the United States commission 
of fish and fisheries at the Tennessee centennial exposition in 
1897, by W. de (. Ravenel Washington, Govt. print. off., 
1899. 

p. 320-339 
407) 


ol. 37. 2". (U.S. Commission of fish and fsh- 


ipl 
ertes. Boe 

At bead of title: U. 8. Commission of fish and fisheries. George M. 

From Report of commiaaioner, 1898. 

1. Nashville. Tennessee centennial and international exposition, 
1997—U. 8. 


F1i-118 
Mishertes 


B4b1, 


Library, U. 8. Bur of 


Ravenel, William de Chastignier, 1859- 

The United States commission of fish and fisheries and 
its exhibit at the Louisiana Purchase exposition, St. 
Louis, Mo., 1904. By W. de C. Ravenel. Washington, 
Press of Gibson Bros. ;1904, 
front. (phot.) illus, 23° 
“Catalogue of the exhibit”: p, 13-54. 


Mp. 


1, St. Louis. Louisiana purchase exposition, 1904. 


Library, U. S. Bur. of Fisheries 


(2; 


Ravenhill, Alice. 
. The art of t living, by Miss Alice Ravenhill . 
Victoria, B. C., Poheted by W. H H. Cullin, printer to the 
King's most excellent Majesty, 1913. 
ae ius, 26™ Dept. of agriculture 
10. ) 


(British Columbia Bulletia 


1. Hygiene 1. Title. 


Agr 13-1797 


Aariculture 7B77 no. 30 
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Library, U. S. Dept. of 


(In National education association of the United States. Addresses and 
Proceedings, 1917. p. 438-443) 


1. Domestic economy—,Study and, teaching. 1. Tithe. 
E 18-769 
Library, U. S. Bur. of Education 
Ravenhill, Alice. 
. Food and diet ..._ By Miss Alice Ravenhil! ... Vie- 


toria, B.C., Printed by W. H. Cullin, printer to the King's 
most excelient Majesty, 1912-13. 
2. Mus, eae 2". 


(British Columbia. Dept. of agriculture. 
Bulletin no. 


i 


Agr 13-1798 


Library, U.S. Dept. of Agriculture 7B77 no. 46-47 


Ef 


eet 


J, Jotmt ed. aueu 
Title from Cincinnati Pub. Libr, Printed by L. C. 
aB4jl, 
Ravenhill, Alice. 
Household foes, a book for boys and girls, by Alice 
1... With ab illustrations by Agnes M. 
Kelley. London, Sidgwick & Jackson, 1910. 
xxiii, 359 p. illus, fold. pl. 19). 
References at ends of chapters. 
1 Hygiene—Juvenile and popular literature. 
All-14i4 


Title from Leland Stan- ford Jr. Univ. Printed by L. C. 




















Ravenhill, Alice. 

. Labour-saving devices in the household. By Miss 
Alice Ravenhill ... Victoria, B. C., Printed by W. H. Cul- 
™ printer to the King’s most excellent Majesty, 1912. 
2p illus, 26°. (British Columbia. Dept. of agriculture. Bulletin 


no. 41 


1. Farmhouse conveniences. 
Agr 13-4 


Library, U. S. Dept. of Agriculture 7B77 20.41 


Ravenhill, Alice. 

Lessons in practical hygiene for use in schools. By 
Alice Ravenhill .... With preface by Professor M. E. Sad- 
ler ... Leeds & Glasgow, E. J. Arnold & son, Itd. 1907; 

viii, 744 p. illus. (incl. diagrs.) 19° 

Bibliography ; p. 724-726. 


1. Hygiene 


Agr 8-1098 


Library, U.S. Dept. of Agriculture 449R19 


is23el) 


Ravenhill, Alice, 

The native tribes of British Columbia, by Alice Ravenhill ... 
Victoria, B. C., Printed by C. R. Banfield, printer ‘ > the King, 
1988. 

142 p. Mus. fold. map. 25)". 

Bibliography . p. 141-142. 


1, Indians of North America—British Columbia. 1 Title. 
0.478 
Library of Congress E78 BORSS 
rs 970.4 
— — 
rpose of family life. By Miss 
Alice bola ant Pubee, B. C., Printed b W. i. 


a printer to the King’s most excellent 


ajesty, 


. illus. 26%. (British Columbia Dept. of agriculture. Bulletin 
no 


1, Family. 
Agr 12-978 


Library, U.S. Dept. of Agriculture 7B77 n0.35 


— Alice. 
quo govnacetion of of ei by Miss Alice Ravenhill 
“Vietoria, B. C., > | printer to 


the King’s most pL, ciety, 19 
>) itlus. 26%. (British Columbia. ogee thal Bulletin 
no 


1. Cookery. 2 Food. 
Agr 13-55 
Library, U. 8. Dept. of Agriculture 7B77 so. 36° 
Ravenhill, Alice. 


.- The preservation of food. By Miss Alice Ravenhill 
on Victoria, C., Printed by W. H. Cullin, printer to 
the King’s most excellent Majesty, 1912. 


es ius. 25). (British Columbia Dept. of agriculture. Bulletin 
no. 


1. Food. Preservation. 
Agr 12-851 


Library, U. S. Dept. of Agriculture 7877 no. 37 


CATALOG OF PRINTED CARDS 


Ravenhill, Alice. 

Report to the Technical instruction committee, by 
Miss Alice Ravenhill. Being the result of a visit of in- 
tere to the United States as to the tional work 

re carried on in hygiene, Sm economy and house- 


management, and kind sub, Wakefield, 
Ww . Milnes, The Radcliffe press, i 
cover-title, ii, 30 p. plates, plans, x11 tab. (partly fold.) 23>. 
Plates and tables printed on both sides. 
At head of title: County council of the West Riding of Yorkshire. 
1 Sodeewstel efyestion—U Ss. 1 rottties, Eng. West Riding. 





County ittee on technical 
E919 
Library, U. S. Bur. of Education 
Ravenhill, Alice. 
Some ch es and requi its of childhood. 
By Alice Raven -- Leeds & Glasgow, E. J. Arnold & 
son, ltd. ~pref. 1908, 


ix, 71 p. incl. front., i 18)*. 
“The substance of this little book is 
titled Childhood and 


> upon a ors of orieien, om en. 
r 
bay Hod the oy 4 at 1908.8 


based u: 
egments, which appear the ‘Gua: 


¥. Children—Care 2. Children—Hygiene 
E 9-804 


Library, U. S. Bur. of Education LBI119.RI9 


Ravenhill, Alice. 
Some factors in human efficiency. 


(im National education association of the United States. Addresses and 
Proceedings, 1917, p. 502-506) 
1. Eugenics. 1. Title: Human efficiency. 


E 18-770 


Library, U. S. Bur. of 


Ravenna, Bartolomeo, 4. 1761. 

Memorie istoriche della citta di Gallipoli, raccolte da 
Bartolomeo Ravenna e dedicate al suoi concittadini .. 
Napoli, Presso R. Miranda, 1836. 


xvi, iv, 672, (2), vii, %p.,1L front. (pork.) 6 fold. pl, fold. plan. 27=. 


1. Gallipoli, Italy—Hist. 


Library of Congress 


Ravenna, Ciro. 
.. Chimica vegetale. Bologna, N. Zanichelli ;“1926, 
Ip. L, prr-attz, 4p. 11 Mas, diagrs, 24°. 


1. Botanical chemistry. 2. Agricultural chemistry. 1 Tithe. 
28-13107 
Library of Congress QKs61 R3 
Copyright A—Foreign 37651 
a 


Ravenaa, Cire. ’ 
Manuale di chimica. Agraria e bromatologica. Bologna, 
N. Zanichelli (1915, 
2p. L, (lly-xvill p., 11,900, 21 fies aay". 


Ravenna, Giovanni da, 1343-1408 


Giovanni da Ravenna, 13435-1408, 


Ravenna, Leona. 
. Maria Mazzini. 
2p. 1, 2002p. 11. front. (port.) facsim. 214". 
rolletione da Giuseppe Lipparinl) 


Firenze, F. Le Monnier, 1932. 
(On cover: “La vite”, 


onia ( ) 1779-1852. 
1. Mazsini, Maria Ant: Drago 4.0 88-40s8 


College. Printed by L.©. 
2 


Title from Wellesley 


Ravenns. Consiglio municipale. 

Della scoperta delle ossa di Dante ; relazione con docu- 
menti, per cura del municipio di Ravenna. Ravenna, 
Stab. tip. di G. Angeletti, oof 

7.00 p} blest pe il F — den 
work, Ta &. Giaeaty Yang, in tries /! Bk Tae bh 

Cowrawts. — Pref RK —"s : 
te 

Dene Ravenna i! 24, 25, 26 ites. age ne ., 
di Dante 
Ppt ay py del divino eV Seale della reposizione 
oma di Dante. 

Added entries: Conti, Romolo. 

Library of Congress, no. 

— —— Copy 2. 


A 


tao fioicglen -_ oe ay 
scritte rulla Cametta 


Ravenna (Archdiocese) 
Regesto della chiesa di Ravenna. Le carte dell’ archivio 
Estense pubblicate dall’ Istituto storico italiano a cura di V. 


Federici e G. Buzzi .. . E. Loescher & co. (W. Regen- 
berg) 1911-31. 
2. 269. (Added t.-p.: Regesta chartarum Itallae. (v. 7, 15) 


Vol. 2 hes imprint: Roma, P. Magtione. 


1. Ravenna—History—Sources. 2 Ra history—Sources. 
1. Federici, Vincenzo, 1871- ed. m Bussi, Giulio, joint ed. ox Tithe. 
AC 81-1900 
DG408.RBB vol. 7,15 
(CD1402.R5 vol. 7, 15) 


2, (945) 


Library 


bag Congress 


Ravenna. Accademia provinciale di 
belle arti 


Ravenna. Provinciale accademia di belle 
arti. 


Bibli comunale cia 
Einzel-formschnitte des finfzehnten 

os ates coun Ravenna, mit 40 abbildungen 

von W. L. Schreiber. Strassburg, J. H. E. Heits, 1929. 


{ilus,, 40 mounted pl. (1 fold.) 87x20", (Minblattdrecke 
ath nana ay ** 





Ravenna. 
jehrbunderts in 
3 text 


1. Wood-engravings— Ravenna. 1. Senreiber, Wilhelm Ladwig, 


1 Chemistry, Analytic. (1. Ohemistry—Anatysia, 2 Food—Analysis. 18S 


Agr TST 
U.8 ofagr Library 
for 


SOR19 
of Congress a4ibl, 
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Library of Congress 





Ravenna 


Ravenna. Biblioteca comunale classense. 


. Inventario dei manoscritti della Biblioteca classense 
di Ravenna. Forli, L. Bordandini, 1894. 


187 p, 11, 28%. 


Compier's name, 8,ilvio, Bernicoli, at head of 
Est. dagi’ Inventari dei manoecnuti delle Sloltoteche @ Italia 2 core di 
G6. = = vol wor 


ne and corrections in manvecript 


Bubject entries: Manuscripte. Italy—Catalogs. 


Library of Congress, no. 76621. R18. 


Ravenna, Historia di Maria per 
see 


Historia di Maria per Ravenna. 


Ravenna. Provinciale accademia di belle arti. 

Atti della Provinciale accademia di belle arti in Ra- 
venna. 
Ravenna, 18 


v plates. 237 
Each vol. covers four years. 
Editors: 18 Romolo Conti. 


1. Conti, Romolo, ed 
ca 9-305 Unrev'd 
Library of Congress 


Ravenna. Sant’ Apollinare nuovo (/}enedictine abbey) 


Regesto di S. Apollinare nuove, pubblicato dall’ Istituto 
storico italiano a cura di Vincenzo Federici. Roma, FE. 
Loescher & c*. (W. Regenberg) 1907. 

2p. LL, pvily-xvl, 416 p. 21 incl. ot pl. 269". (Added t-p.: Regesta 


charturum Italie. wv. 8,) 
Running title: Regestaw 8. Apollinaris nevi 
“I fondo 4) S. Apollinare nuove di Ravenna 












si compone ... di cin 
ostngnani wtte carte, conservate nell archivio di San Paste Coert 
a 
. 2 Ravenna Church history —-Seurces 
1. Rome (Cry Saw wile mera (iasilica) oo. Pederict Vin 
conne, 1871 ed iv, Tithe: Hegestum S. Apellinari« nes 
AC 37 1a 
Chl Taiv. library 1K; MS vel 7 
for | 1 brary of Congress (CD11 vol. 3) 





atte, rae) 


Ravennas, Anonymus. 
Ravennatis Anonymi Coxmographia et Gvidonis Geogra- 


phica. Ex libris manv seriptis edidervnt M. Pinder et G. 
Parthey. Accedit tabvla. Berolini, in aedibvs Friderici 
Nicolai, 1860. 


xvili, 3). 71.674, 2, p. fold map. 199™. 


1. Geography. Ancient. 2. Geography, Medieval 1 Guido @ Ra 
venea. m1. Parthey, Guatay — Constantin, 1798-1872, ed. mt 
Pinder, Moritz Eduard, 1807-1871, 


5— 42713 


Library of Congress 080 R26 


ndOr22h1, 


Ravennas Anonymuz. 
Anonymi Ravennatis qui circa seculum vu. vixit De 
geographia libri quinque. Ex ms. codice Bibliothece re- 
eruit & notis illustravit D. Piacidus Porcheron ... 
arisiis, apud 8S. Langronne, 1688 
Mp, N33, 629. 19". 
First edition 


1 ving pe 2. Geography. Medieval. 1. Porcheron, David 


67M1 
Library of Congres« 


LIBRARY OF CONGRESS 
Ravennes, Jean, pseud. 
Des Valliéres, Jean. 
24-9290 


Library of Congress id 


Ravensberg, Historischer verein fir 
die grafschaft 


see 


ilisturischer verein fir die grafschaft 
Ravensbers zu Bielefeld. 


Ravensburs, 
Goeler von 


Friedrich, freitherr 


see 


Goeler von Ravenscurg, Friedrich i.e. 
Carl Friedrich Ludwig August, frei- 
herr. 


Ravensburg, Ger. 


Programm. 
Ravensburg, 


v. 265™ 
Nachrichten. —Abhandlung. 


K. Ober-realschule. 


ca 11-929 Unrev'd 
Library of Congress LF3195.R304 


Ravensburg, Ger. 
Nachrichten. 


K. Wiirttembergisches gymnasium. 


Ravensburg, 18 


v. diagrs. 253-26" 
Reports for 18 have title, “Programm,” and contain only * “Schul- 
nachrichten,” except 1883/84 which includes “Abhandlung,” reports for 
18 have title “Nachrichten,” 


and contain only ° 
are accompa by “Al 


“Schulnachrich- 
lungen” issued 
“Programm.” 


ten,” but most of these ‘eports 
a 


rr 
s supplements under title “ 


ca 7-5931 Unrev'd 


Library of Congress LF3I9S.RIWS 


Ravenscroft, B oC. 


Begonia culture for amateurs: containing full direc- 
tions for the successful cultivation of the begonia, under 


lass, and in the open air ... By B. C. Ravenscroft ... 
ndon, L. U. Gill, 1894. 
2p.1,7% hp illus 18™., 
1. Begonia. 
15-11099 


Library of Congress SB413.B4R3 
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Ravenscroft, B Cc. 
Begonia culture for amateurs: containing full direc. 
tions for the successful cultivation of the begonia, under 
ass and in the open air .. y B. C. Ravenseroft ... 
London, 1. Ur Gill; New York, G. Seribner’s sons (1904, 
3p. 1, 89 ip 183™ 


front., illus., plates 


1. Begonia 
Agr 4-992 


Library, U.S. Dept. of Agriculture 97B19 


,Ravenscroft, B c i 

Chrysanthemum culture for amateurs, containing full di- 
rections for the successful cultivation of the chrysanthemum 
for exhibition and direction. 4th ed., re-written and brought 
up-to-date by H. J. Jones .. London, The Bazaar, exchange 
and mart, limited ,1928, 


vill, ®@144p. front. plates. 18). 


1. Chrysanthemums. t. Jones, Henry James, ed. 


Agr 20-120 


9TR19C 


pt:ofagr. Library 
‘ongress: m@4icl, 


U. 8. Dept: 
for Library of Ci 


Ravenscroft, B Cc. 


Greenhouse construction and heating: containing full 
descriptions of the various kinds of greenhouses, stove 
houses, forcing houses, pits and frames, with directions 
for their construction, and also descriptions of the differ- 
ent types of boilers, pipes, and heating apparatus gener- 
ally, with instructions for fixing the same. Cc. 


Ravenscroft ..._ London, L. U. Gill; New York, . Serib- 
ner’s sons, 1901. 
2 p. 1, di-iv p, 11, 224 p. illus. 19°. 
1. Greenhouses. 1. Title. 
15-16146 
Library of Congress SB416.R3S 
Ravenscroft, B C. 


Town gardening, a handbook of trees, shrubs, and 
plants, suitable for town culture in the outdoor garden, 
window garden, and greenhouse; by B. C. Ravenscroft 

2d ed., rev. and enl. London, J. Murray, 1910. 

xii, 337 p. 19™. 

First edition, 1882. 


W 10-242 


Washington, D. C. Public Library 


Ravenscroft, Byfleet Gwillyn, )890- 

International trade mark law and practice, by Byfleet G. 
Ravenscroft ... New York, N. Y., Trade mark law publishing 
co., 1925. 

T25 p. 24%. 

‘The lows of all countries have been analyzed and arranged under a 
series of headings; full texts of the various international conventions 
on the subject of tradesnarks and complete collection of the trade- 
mark classifications in force in the various countries are also included. 
ef. Vref. 

He-ma rks. 


rae 2. Trade-marks (Snsvcnationed, te law) 
ae 4 Vaaaiticntion. 


3. Commercial 
1, Title. 


4. Manofactnres— Classification 
51ST 
Library of Congress 
—— Copy 2. 
Copyright AS29084 ital 


Ravenscroft, Byfleet Gwillym, 1890- 

Trade marks t the world, by Wm. Wallace White, 
Wallace White and, Byfleet G. Ravenscroft. New York, 
N. Y., Trade activities, inc., 1930. 

2p.1,3-1006p. 24. 

Pa TE 
furnish eupplementary ages eoveral times a year.”—Notice. 


3. Commercial 
5 4. Manufactu: tion, =. White, 
‘iiliam Wallace, = joint author, m White, Wallace, 1892- 
joint . mm. Title. si-18 
_Lanrary ot Congress 
Copyright right A Svs? 5) 











SS _- 


7 





(Ravenscroft, D Ww } 


ee reform; a simple and effective plan based 
m the science of mathematics. ,Petaluma, Cal., Print 
by D. W. Ravenscroft, "1913 


6p. 15™ 9025 


Signed: D. W. Ravenscroft 


1. Currency question—U St. Title 


13-1S808 
Library of Congress 


Copyright A M9504 


HGS38 R17 


Ravenscroft, D w. 


Money, and currency. Some oan, and some de- 
ductions ... w. Pp , Cal., 
D.W. Ravenscroft, 1911. 


cover-title, (3)-47 p. 22™ 





1. Currene: stion—U. S 
urrency question 11-008 
Library of Congress HGS38.R2 


Copyright A 280960 


Ravenscroft, Edward, fl. 1671-1697. 

The anatomist: or, The sham doctor. Written by Mr. Ra- 
venscroft. With The loves of Mars and Venus. A play set to 
music. Written by Mr. Motteux. As they are acted together 
at the New Theatre, in Little Lincolns-Inn-Fields. London, 
Printed, and are to be sold by R. Baldwin, near the Oxford 
arms in Warwick-lane. 1697. 

te And 4p.L, yi a 

2p, Be-L; 1 L unsigned, a’, B*, BY. 

Collation ‘ate Pa ben IF epistie Cee “To Thomas Raveos- 
croft, Esq ;" 1 leaf; “Prologue to Her Royal Highness”, a*:) recto ; 
logue spoken by Mr Betterton”, a®n) verso; “Epilogue spoken by Mr. 
Bowen”, as; recto ; “Dramatis ", (a*n, verso ; play, Buj*-L*s) (last 

(Continued on next card) 
20-2790 Revised 
(F88e2; 


Ravenscroft, Edward, ff. 1671-1697. The 


CATALOG OF PRINTED CARDS 


Ravenscroft, Edward, 77. 1671-1697. 


The anatomist; or, The sham doctor. farce. In two 
acts. By Mr. Ravenscroft. Philadelphia, t i. Palmer, 1882. 
Sp mim 


Originally in three acts (1007) 


1. Title, 
2013911 
Library of Congress PRSGBMITAT 1822 


41b1) 


Ravenscroft, Edward, fl. 1671-1697. 

The Canterbury guests; or, A bargain broken. A comedy. 
Acted at the Theatre-Royal. Written by Mr. Edward Ravens- 
croft, London ,Pr,inted for Daniel Brown at the Bible with- 
out Temple-Barr; and John Walthoe, at his Shop in Vine- 
Court, Middle-Temple, 1695. 

2p.L@p 21-. 

;Longe, F. Collection of plays. 1. 195, no. 8, 

: Upper margins closely trimmed, part of paging cut away; 
tp. mutilated. 

1 Title. 


28—1518 


Library of Congress PRI2Z41146 vol. 195 


14201, 


Ravenscroft, Edward, fl. 1671-1697. 

The careless lovers: a comedy acted at the Duke’s Theatre. 
Written by Edward Ravenscrofts, gent. ,Ornament, Lon- 
don, Printed for William Cademan, at the Popes Head in the 
Lower Walk in the New Exchange, 1675. 

4p.L,77,2p 22. 





Longe, F. Collection of plays. 100, 00 6) 
‘Takeo in part from Molléres “Monsieur de Pourceaugnac.” 


1. Moliére, Jean Baptiste Poquelin, 1622-1673. 1. Title. 


. a 
Library of Congress PRI2M114 vol. 100 
f1b1, 
R ft, Edward, fl. 1671-1697. 





1697, (Card 2) 


verso blank) ; t-p. (verso blank) of The loves of Mars and Venus; —— 
dedicatory “To the Honourable Collonel Codrington”, a1) wr — ggg 
“Preface”, Ba) recto; “Dramatis persone”, By, By “Pr 
to musick by Mr. Finger”, (By recto and verso, Ba, recto and ++ 
. (Be, recto, ee" ‘An explanation of ‘the fable of ‘Mars’ and 
Venus”, (H2, recto an 
Title of the opera: The loves of Mars & Venus. A play set to music, 
as it is acted at the New Ly it - = Lincolas inn-fields. Als 
onw’e servants. Written by Mi lotteux London, Printed, in 
the year, 1697. 
Without the music (to the Prologue and 34 act of the opera by “Mr. 
Finger”; to the Ist and 2¢ acts by “Mr. John Eccles") 


ML52.2.L8 


(Continued on next card) 
20-2799 Revised 
(F3Be2, 
Ravenscroft, Edward, fl. 1671-1697. The 


Dame Dobson: or, The cunning woman, a comedy as it is 
acted at the Duke's Theatre. By Edward Ravenscroft, gent. 
Lendon, Printed for Joseph Hindmarsh, bookseller to His 
Royal Highness, at the Black Bull in Cornhil, 1684. 

2p.1, 71. ayp. 214". 

(Longe, F. byw ye Neg ¥. 5, no. 

by prologue and = ss 

An adaptation of “ 
T. Cornelile and J. Seas de Vizé. 

1 Corneiiie, Thomas, 1425-1708. 1. Donneau de Visé, Jean, 1688-1710. 
mz. Title. 


245 


separately, 1688. 
; or, Les faux enchantemens”, by 


PRI20.16 vol.5 


———- Copy 2. 20)". (Longe, Collection of plays. ¥. 
208. no. 3, PRI2LLA vol. 208 

ti 2 
R ft, Edward, 7. 1671-1697. 





1697. (Card 3) 


Anthony, 1663-1718. The loves of Mars and Venus. 
= bana Gotttried. fi. 1685-1717. m1. Eccles, John, 4. 1735. tv. ae 
* Title: ‘The sham doctor. vt. Title: The loves of Mars and Ven 


20-2790 Senne 
PRSOSB.RITAT 1607 





loves of t,t and Venus. 

signed ; B*-L** 

= Ta to 2d i = prelim. leaves: 
of the 2 issues, among them the signature mark of 4 leaf (io 
fect copy, a) In the - “Dramatis per- 
the actors appears as Hodgson in the 
the other. 


ay 
= 


(Ravenscroft, Edward, fl. 1671--1697. 

The anatomist ; or, The sham-doctor : as it is now acted, 
at the Theatre Royal, in Drury-Lane. London, Hawes, 
Clarke and Collin ;ete.,; 1763. 


47, cy p. incl, front. 17%. 
iLonge, F. Collection of plays. v. 6, no. 1) 


1. Title 


Library of Congress PRI241.16 vol. 


The Italian husband. A tragedy. acted at the theatre in 
Lincolns-Inn-Fields. By Mr. Edw. Ravenscroft. London, 
. Printed for Isaac Cleave, 1698. 

5p. 1, 4, 2) p. 22". 

Prologue preceded by The prelude, a dialogue on the play 


1 Title 
19—2812 


Library of Congress PR2658.RITIS 1698 


381, 


Ravenscroft, Edward, fl. 1671-1697. 
King Edgar and Alfreda. A tragi-comedy, acted = 
the Theatre-Royal, written by Edward Ravenscroft, 
... London, Printed for M. Turner near Turn-Style 
Holbourn. 1677. 
4p. 1, S64 p— 227 
tLonge, F. Coll 
Imperfect : according 2p 


oF een 





of ove v 
ise, Po Fay > v. 5, p 92, i 
containing end of life of Edgar, Errata, Prologue, Per 
of text, and Epilogue wanting 


1. Edgar, king of England, 944-975—Drama. 1. Title. 


Library of Congress PRI2MLL6 vol. 100 


277 


Ravenscroft, Edward, /!. 1671-1697. 

. be London cuckolds. A comedy; as it is acted at the 
Juke’s theatre. By Edward Ravenscroft, t. London, 

Printed for Jos. Hindmarsh, 1682. = 
2p 1.6, 2p. (Le stp) 2, 
Senstare A’, BF, f-¢t, hb, G-I* 


ne in jug, 3-40 . 
untumbere io pag ing, are numbered as leaves, foliowed by tw: 


«4, Er mvseo Hytbit 


1 Title. 
20-2517 
Library of Congress PRIG58.RITL6 1682 


(38b1, 


Ravenscroft, Edward, 7. 1671-1697. 

The London cuckolds. A comedy; as it is acted at the The- 
atre Royal. By Edward Ravenscroft, gent. London, Printed 
for Jos. Hindmarsh at the sign of the Golden-Ball over against 
the Royal-Exchange in Cornhill, 1688. 

2pL.47ice.%), Ap Write”. 

test peep numbered 47 instead of 74, 


if p. 53-58 (Fis) wanting. 
First oaition 1682. 


1. Title. 


PRIOSBRITTS 1688 
Albl, 


Library of Congress 


Ravenscroft, Edward, fl. 1671-1697. 
The London cuckolds. A comedy; as it is acted at the The- 


atre-Royal. By Edward Ravenscroft, t. London, Mary 
Edwards, 1708. - 


«8p. 19. 
Signatures: A-F*. 


1 Tithe, 


Library of Congress PR3658.R17L6 1708 


Ravenscroft, Edward, fl. 1671-1697. 

The London-cuckolds. A comedy. As it is now acted 
at both theatres. By Edward Ravenscroft, gent. Lon- 
don, W. Fealeg, 1737? 

9%, i) p 1680 


tLonge, F. Collection of plays. v.73, no. 3 
Imperfect: part of imprint trimmed away 


1. Title. 


Library of Congress PRI241.16 vol. 73 


Ravenscroft, Edward, fl. 1671-1697. 

Mamamouchi, or The citizen turn’d gentleman: a comedy 
acted at the Dvke’s Theatre. w. Ravenscroft. Gent. 
(Ornament, London, Printed for ~ de Dring, at the corner 
of Chancery- over against the Inner Temple gate in Fleet- 
street, 1675. 

8p.1,73,a)p. 22. 

(Longe, F. Collection of 5 no. 7; 
ee Taken from Motiére’s ° ly es + and “Monsieur de 

Originally published, 1672, under title: The citizen turn’@ gentleman 

1. Moltiére, Jean Baptiste Poquelin, 1622-1673. 11. Title. 

mR 48 

Library of Congress PRI2M114 vol. 100 

(3901, 


Revenserefi, gee fl. 1671-1697. 

Ih —_ a school-boy, 
bravo, a and . A comedy after the Ital- 
ian manner. Acted at the MThcatee pe tg Written by 





Mr. Edward Ravenscroft .. rinted for Robert 
= at the Flying Horee in St. yg tn Chureh-yard, 
‘ 


Zp 1, 82 aj p 22". 
(Lina, F'Callction of ¥. 100, no. 2, 
sed in part on Moliéres “ bourgeois gentilhomme” and “Le mariage 


Irregular ities in is 
1. Moliére, Jean Baceite Poquelin, 1622-1673. mn. Title 


Library of Congress PRI2M1.16 vol. 100 





Ravenscroft 


Ravenscroft, Edward, f. 167! -1697. 

The wrangling lovers: or, The invisible mistress. A comedy. 
As it is now acted at the Dukes-Theatre. London, Printed 
for William Crook at the sign of the Green Dragon without 
Temple-Har. 1677. 

2p1,% dap 2 


(Longe, F. Collection of plays. ¥. 100, no. 8; 


1. Title. 
mH 


Library of Congress PRIM1LIA vol. 100 


1401, 


(Ravenscroft, Edward James, 1316-1890. 

The pinetum britannicum. A descriptive account of hardy 
coniferous trees cultivated in Great Britain. Edinburgh and 
London, W. Blackwood & sons ,etc., 1884. 

Sv. col. fronts, 45 col. pl. 4 phot. map, 56”. 


Published tn 52 parte, 1863-84. 

Botanical for pt. 1-8 by J. Lindley ; pt. 4-37, by Andrew 
bg Jot ye M. T. Masters. 

Parts 1-38 issued from the private press of P. & C. Lawson; pt. 34-52 
ee 2 ean Blackwood & sons in 

jaburgh. 

1. Pinaceae. 1. Lawson, Peter, & son. 11. Tithe. 

Agr 12—24 

U. 8. Dept. of agr. Librar, 458L44P 

for Library of Congress yw 4Ob1, 


Ravenscroft, John Stark, bp.,.1772-1830. 

A discourse on the parable of the talents, delivered be- 
fore the Epi convention, held at Leesburg, Va., 
May, 1823. By the Rev. J. S. Ravenscroft, Gee as 
of 4 Sf , diocese of N. Carolina.» Leesburg, Va., Printed 
by B. W. Sower, May, 1823. 

Sp. 27. 


1. Title. 
25-24163 


Library of Congress BT37&.T3IRI 


ey 1772-1830. 

Revelation the foundation of faith, a sermon, preached by 
the Rt. Rev. John 8, Ravenscroft, p. p., in St. Luke's church, 
Salisbury, N. C., at the ordination of the Rev. Philip B. W iley, 
a ay 24, 1829, and published by request of the 

Fayetteville ,N. C., Printed by E. J. Hale, 1829. 
ba 2. 


1. Revelation. 2. Ordination sermons. 
40 24455, 
Library of Congress BT127.R3 


2 m7 


Ravenscroft, Thomas, 15921-16351 

A Briefe Discovrse Of the true (but neglected) vse of 
Charact’ring the Degrees by their Perfection, Imperfection, 
and Dimunition in Measu: Musicke, against the Common 
Practise and Custome of these Times. Examples whereof are 
exprest in the Harmony of 4. Voyces, Concerning the Pleasure 
of 5. vsuall Recreations. 


1 Hunting, 3 Dauncing, 
2 Hawking, 4 Drinking, 
5 Enamouring. 
(Continued op next card) =~ 
Albi, 


Ravenscroft, Thomas, 15921-16351 A Briefe Discovree ... 
(Card 2) 

By Thomas Ravenscroft, Bachelor of Musicke. London, 

Printed by Edw: Allde for Tho. Adams 1614. 


(208, p. tus (music) 22". 


MLITLR2D 
idl, 


Liorary of Congress 


LIBRARY OF CONGRESS 


venscroft, Thomas, 1592!-1635! 

Selections from the works of Thomas Ravenscroft; a 
musical composer of the time of King James the First. 
(London, Printed by B. M*Millan, printer in ordinary to 
His Majesty, 1822 

6 1, 4p. 254" 
‘0 the president and members 


f the Roxburghe club, this ie of 
old English songs ai 


and ballads, set to music by Thomas Ravenscroft 


is decicated and presented by 

Edward Vernon Utterson's copy (name between two red lines in list of 
members) 

Conrents. 


Selections from Pammelia, or. Musicke’s miscellanie —Se- 
lections from Deuteromelia, 1-10; Melismata, 11-17; Briefe discourse, 
1 


28 
1. Nallads, English 


2. Songs, English 
‘ub, London 


t. Roxburghe 
12-16215 


Library of Congress PRIIOS.R7 18220 


Ravenscroft, William, 1848- 
The Comacines, their predecessors and their successors, by 
W. Ravenscroft ion, E. Stock, 1910. 


x1, 80 p. incl. front.. lus. 194%. 


ConTenta. to: of freemasonry and the temple oan —The 
Soom college a typ tte coronat!.—Isola comactna.—Iso! 
and the Reed ndgae Comacine Jodges.—Comacine ~~ h io 
the Hite iales. —Conclasion —Index. 


reemasons—Hixt. 2. Architecture—Hist. 3. Gilds—Italy 
" 


1 it 
4. Como, Italy—Antiq 1. Title. 


10 — 28242 
Library of Congress HSs2.Ra 
@8Th1-) 
Ravenscroft, William, 1348- 
The C i w.R ft Washington, D. C., 





by 
The Masonic association of the United ‘States (1924, 
1p. 1. 120 p. 16°. (Little masonic library. no. 5,) 


Freemasons—Hist. 2. Architecture—-Hist. 3. Gilds—Italy 
4 tome Italy—Aantiq 
25-4582 


Library of Congress 
— ——— Copy? 
Copyright A 815506 


HS371.15 20.5 


lel, 


Ravenscroft, William, 1848- 

The family of Ravenscroft. By W. Ravenser: ft, r. s.a., 
and the Rev. R. Bathurst Ravenscroft. <Reprinted from 

“‘Miscellanea genealogica et heraldica’’> London, Mitch- 
ell, Hughes and Clarke, 1915. 

4p, S4p,11 


front., illus. (coat of arms) pl. 
. 
Blank pages at end for ‘ Addenda.” 


ports. 29°" 


1. Ravenscroft family 1, Ravenscroft, Raymond Bathurst, 1884~ 
it! 


joint author. u. Title. 
19-1533 


Library of Congress 


Ravenshaw, Thomas FitzArthur, 1829-1882, comp. 
Antiente epitaphes (from a. p. 1250 to a. D. 1800) collected 
@ sett forth in chronologicall order, by Thomas F. Ravenshaw 
London, J. Masters & co., 1878. 
4.1, 196 p fold. front. ifacaim.) 224" 


1. Epitapbs. 1. Tithe 
(Pell nome: Thomas FirzArthur Torio Ravenshaw, 
NT. ZN 
Library of Congress PNe290.H° 
a e270. 542 


Ravenshaw, Thomas FitzArthur Torin 
see 
Ravenshaw, 


Thomac Fitz,rthur, 1429-1662. 


278 





Ravenshear, Albert Francis. 
The industrial and commercial influence of the English 


tent system, by A. F. Ravenshear ... London ete.; 
. F. Unwin, 1 
@ p. incl. tables, diagr. 20). 
1. Patents—Gt. Brit. 
99633 


Library of Congress ‘T2S7.Z1R3 


Ravenstein, E,rnest, George, 1834- 


Census of the British Isles, 1871. The birthplaces of 


the people and the laws of migration. By E. G. Raven- 
stein ... London, Triibner & co., 1876. 
2p.1, Me fold. map. 19)™. 
Reprinted from the “Geographical magazine.” 
1. Gt. Brit—Population. 2 Ireland—Population. 
S$-25530t 


Library of Congress HB939.R2 


ee See 1834 


tistics of England and Wales, by 
E. rs Ravenstein ... London, E. Stanford, 1870. 


2p. tab. 197. 





10-19817 


Library of Congress 


Ravenstein, Ernest George, 1834- 

A life’s work; a catalogue of maps, books, and papers 
drawn, comp., or written, 1853-1908, by E. G. Ravenstein 
° (London, Printed for — circulation only ;>by Ha- 
zell, Watson & Viney, Id., 

47>. im 

Not a complete list 


L. Ravenstein, Ernest George, 184 —Bibl. 


Library of Congress 78735. R67 


Ravenstein, Ernest George, 1834-1913. 
Martin Behaim, his life and his globe, by E. G. Ravenstein 
With « facsimile of the globe printed in colours, eleven 
maps and seventeen illustrations. London ,etc., G. Philip & 
son, Itd., 1908. 
vill, 122 p, 11 front. (port.) illus, plates, maps, facsime. 394 x 32™. 


Ip case. 
“Only five hundred and ten copies of this work have been printed, of 
which this copy is number one hundred & 


sixty.” 
ty? 4A" x» 


the original, In 4 
sheets (76x 61™), folded. in 
colours by W. W. Grigge.)” 


end cover. (Printed to 


1. Behalm, Martin, 14507-1506, 2. Globes. 3. Maps, Early. 


10058 


Library of Congress G60. B4R3 


el, 


Ravenstein, Ernest George, 1834-1913. 
, Pictorial and descriptive atlas of 


ranged and edited by Charles Higgins ... » Reilly 
& Britton co. ,*1911, 
1292 p. loci. ittus., 65 col. maps, diagra. 88”. 
Mapes 12-2 
Library of Congress. Div. of maps. 
yadib1, 











Ravenstein, Ernest osor, engi 

On physical educati with to our a 
tary schools. Prize cnnay. DEO Ravenstein ... Lon- 
don, Triibner & co., 1874. 


cover-title, 19, il) p. 





184°. 
Kye to phic aes ownted che Gest guise of tho Motions Cpe 
pian association.”—Label on 


1. Physical education and training. 


Library of Congress GVMSR3 


Ravenstein, Ernest George, 1834-1913. 

Reisehandbuch fiir London, England, und Schottland, 
von E. G. Ravenstein. Illustrirte ausg. 9 karten ae Bo 
ion = 6.8 tein, 36 in stahistich von 

lato Ahrens, 5 ansichten in holzschnitt. Hildburg- 
hausen, Bibliographisches institut, 1870. 

xiv, 678, (10) p. incl. illus. plates, maps (part fold.) diagrs 

Maps on lining-papers. 





1s". 


London—Descr. —Guide-books. 2. r. & trav —Guide- 
sete 3. Ge = Descr. & trav.—Guide-| s 4 OE Sictland Deser. & 
trav —Guide-book: 1, Title. 


18-1418 


Library of Congress DA679.R3 


Ravenstein, Ernest George, 1834-1913. 


The Russians on the Amur; its discovery, conqvest, and 
colonisation, with a description of. the pose (Da its aay 


itants, | ca y 
. London, Triibner and co., = 





E. G. Ravenstein .. 
xx, 467 p. illus. 4 pl. (incl. front.) 3 maps. 22. 


1. Amur River and Valley. 2. Manchuria—Hist. 
S—14112 
(30f1, 


Library of Congress DK771.A3R2 


Ravenstein, Ernst George, 1834-1913. 

A statistic view of the population, the re poy & lan- 
guages of Europe, Transcaucasia and Turkey in Asia in 
1855. By E. Ravenstein ... London, E. Stanford (1855, 
2p |, ii, 4-16 p. 3 col. maps. 27%. 


1, Europe—Statistics, Vital. 2. Asia Minor—Statistics, Vital 











24-14293 
Library of Congress HB3S81 R3 
Ravenstein, Gens, 1906- 
dureh D hland und nachbar- 
lander ; cielr Fuhrer ee bilclubs von D hland 
can fees 2 r 
Karl 


w. Mit 1 Shersichtakarte. Prekiart/, 
L. Ravenstein a.-g. ,1927, 
=X, 1216 p. fold. map (in pocket) 18)". 





Text runs parallel back of cover. 
Advertising matter: p. 1200-1216. 
LA guides. 2 yfom. o Lee ged 
books. L . Karl, joint author. nm. 
Deutschland, Berlin. mi. Title: 
nachbarliinder 
82-20470 
library of Congress GV1025.G3R27 
2) 9143 
Raverstone, Piercy. 
A few doubts as to the correctness of some opinions 
ruty awe a | on the —s of population and 
windrose, 1881 
iv, 4749. 219°. 
1. Economics. 2. Population. 
S-20ee8+ 


Library of Congress HBI61.R2S5 


CATALOG OF PRINTED CARDS 


Ravenstonedale, Exg. (Parish) 
The Ravenstonedale 

and ed. by the Rev. R. 

son, printer, 1893-94. 
Sv. ini, 20. 
Comrarm.—v. 1. 1571 to 1710.—v. 2. 1710 to 1780,—v. $. 1781 to 1812. 


rish registers. Transcribed 
. Metcalfe... Kendal, T. Wil- 


1. Registers of births, etc.— Ravenstonedale, Eng. 1. Metcalfe, Robert 
‘eaton, ed. 


we 


Library of Congress 


Reference card 
Ravenswood, pseud. 
Edmund Dawn; or, Ever forgive. 
see 


Beebe, Charles Washington. 


Library of Congress 


oe, Henry Thomas Liddell, ist earl of, 1797- 


Carmina latina. Partim nova, partim e britan- 
nica expressa. Auctore, Henrico bag rone de 
Ravensworth. Londini, T. et W. Boone, 1 

174 p. 22x 17". 

Errata serted. 

The translations have the original text on opposite pages. 

1. Title. 

19-10805 

Library of Congress 72) 


Raventés, Jaume. 

.. L/alimentacié de Vhome (Trevall de vulgarisacié) per 
Jaume Raventés ... Barcelona, Imprenta de F. X. Altés i 
Alabart, 1915. 


Sp. 217. 
At head of title: Institut agricola catalé de Sant Isidro. 


1, Food. _. Instituto agricola catalén de San Isidro, Barcelona. 
Dept. 880.119 — 
us ofagr. Library 1 
for Livrary of Congress —" 
raid], 


Raventés y Noguer, Manuel, ed. 
. Coleccién 


de textos internacionales; prélogo de Antonio 
de Luna Garcis .. . Barcelona, Bosch ,1986- 


¥. 20". 


At head of title: M. Raventés y Noguer ... I, de Oyarsibal Velarde, 





1. Treaties. 1 Oyarshbal Velarde, Ignacto de, joint od. 
Library of Congress JXIT6.BS 
my 12 
Raventés y Noguer, Manuel. 
Informe sobre la s ridad de ls A ién esvafiola de 
derecho i i Manuel 





por 
Raventés y Noguer .. ry Editorial Reus (s. a.) 1929, 
Ip, G2 p. 1. 


Cover-title: Informe sobre la activided de la Asociecién espafiola .. 
ep el primer afio de su funcionamiento 


1. Asociacién espafiola de derecho internacional y legisiaciém com- 
pareds 2. Internationa! law and relations —Societion, 


30. 28215 


Library of Congress TXS5ATS 1929 


2 841 082 
279 





Raver, Paul Jerome. 


.. Economics of paved track design and construction, by 

Paul Jerome Raver .. Chicago, IIL, The Institute for research 

in land economics and public utilities nl 
pL. ase Se , agra, 263°. (Studies in public utility eco 

nomics. Research no. 3) 

In Tae Gis eaotans Gulealaed @ Gauete on Grech enneiveition grad 


rallroads—Const: L Title. 
n tne: et Paved track design and Economics of. 
3i—10838 
Library of Congress ‘TF8T5.R3 
Copyright AA 54645 (3003, 625.6 


Chicago, Ill., The 


Institute poe 

vil, 61 p. + 267. (Studies in public utility economics. Research 
monograph no. 5) 

L aoe — Nebraska. 


2 t its — Ne 
Biectric light plants — Ne 





3. Mut ownersh!p—Nebraska_ 
Richter, Joint author. 1. Title. 
33-1024 
Library of Congress HD0685.U6N27 
—— —— Copy 2. (80e2, 362.5 
Raver, — Jerome. 
5 2 nit and the icipally 

ued porer plant, by Paul Jerome Haver Chicago, Ill., 
The Institute for economic research ,1932, 


6 os. dt Bg 2. 
‘ reh monograph no. 


(Studies in public 
etl Pattie! 


“Bibliography of Institute studies in municipal ownership” : p. 87) 


1. Electric power-plaote—U. 8. 2 Municipal ownership—". S. 
1. Title. 


33— 1025 
Library of Congress 


— -——— Copy 2. 


HD0685. U6N270 


(30e2, 362.5 


Ravera, Nene Diaz de Bertola 
see 


Diaz de Bertola Ravera, Nene. 


Ravera Giuria, Rafael. 


Decélogo, por el doctor Rafael Ravera Giuria. Montevideo, 
1937. 


1p.1. 5-140, 2p. 2. 
On cover 


temas 
1 Uruguay—Soec. condit. 2. Uruguay—conomic policy. 


Library of Congress HNSS6. RB 
— ——. Copy 2. 12, 


Raverat, Mrs. Gwendolen Mary (Darwin) 1885- 
Gwendolen Raverat. (London, H. Furst, 1920, 
2p1, M4 pl 2. (Om cover: Modern woodcutters, 1) 
Short sketch of the artist signed: H. F. di ¢ Herbert Furst: 








Raveret 


Raveret-Wattel, C 1838- 
American fish being acclimatized in France. By C. 
Raveret-Wattel. 


(In Bulletin of the United States fish commission for 1885, Washington, 
1885. 224°°. vol v, p. 244) 


1. Fish-culture—France 
F 18-418 


Library, U. S. Bur. of Fisheries 


Raveret-Wattel, C 1838- 
American fish in France. By C. Raveret-Wattel. 
In Bulletin of the ~—— States fish commission for 1885. Washington, 
sas. 224". vol. ¥, p. 423) 
“From annual r f the doings of the French Acclimatization so- 
ciety in 1884. Mont te eohicna of the society, Paris, July, 1885.” 


1. Fish-culture—F rance. 
F 18-488 


Library, U. S. Bur. of Fisheries 


Raveret-Wattel, Casimer, 1535-1916. 

Atlas de poche des poissons d’eau douce de la France, 
de la Suisse Romande et de la Belgique avec leur description, 
moeurs et ion, suivi d'un appendice sur les 
— ete., les plus répandus dans les mémes eaux. Par 

Raveret- Waitel ... 64 planches coloriées et 8 planches 





pA représentant 64 poissons et 27 autres animaux. Des- 
sinés par A. Besson. Paris, P. Klincksieck, 1900. 

vil, 164 (4. ¢. 165) p. 64, a-# pl. (part col.) 15%. (Bibliothéque de 
poche do naturaliste —x1 ) 

Plates printed on both sides. 

1. Fishes. 2. Fish as food. 8. Fisheries. 4. Fishes—Food. 

F 16-250 Revised 
Library, U. 8. Bur. of Fisheries 
1784b2) 

Raveret-Wattel, C 1838- 


. Atlas de poche des poissons de mer de la France et 
de la Belgique avee leur description, mours et organisa 
tion, suivi d’un appendice sur les cétacés, par C. Raveret- 

rattel ... 72 planches coloriées et 20 figures noir 








présentant 72 poissons et 9 autres vertéhrés wy ns, 
Aquarelles et dessins par A, Besson, Paris, P. Klinck- 
sieck, 1909, 

vii, 257 p. illus, 72 col. pl. 154". (Bibliotheque de poche du natura 
liste. wm) 

Fishes _ennee 2. Fishes — Belgium 3. Fisheries. 4. Cetacea 
1 heun A, 
A 13-1663 
Title from Haryard Univ Printed by L. C 


Raveret-Wattel, Casimir, 1838-1916. 

L’Eucalyptus. Son introduction, sa culture, ses propriétés, 
usages, etc. Par M. C. Raveret-Wattel ... 2. éd., entiérement 
refondue. Paris, A. Goin ,1876, 


144 p. 184%. (On cover: Bibliothéque de | agriculteur praticien) 


Raveret-Wattel, C 


fourth series, v. 1 





Premiére édition, 1872: “Extrait du Bulletin de la Société dacclimata- 
tion, 1871-1872."—Arnold arboretum. Library. Catalogue, ¥ 

1. Fuenlyptus: 

Agr 27-615 Revised 
Library, U. 8. Dept. of Agriculture 99.35R19 
wr32h2 

Raveret-Wattel, C. 

Notes on a disease affecting crawfish in Germany. By 
C. Raveret-Wattel. (Tr. by H. P. Jerrell, 

(In Dalletin of the United States toh ission for 1884 
1984. 23". vol. TV, p. 299-302) 


L. Crayfish—Diseases and pests 1. Jerrell, H. P., tr. 


F 13-109 


Library, U. S. Bur. of 


LIBRARY OF CONGRESS 


1838— 
Notes on the culture of American salmon in France. 


By C. Raveret-Wattel. 


for 1883. 





Un al | United States fish 
ees. 224" + B. 260) 


“From Bulletin mensuel de la société nationale d'acclimation de France, 
September, 1884. pp. 758-766. 


1. Fish-culture—France. 2. Salmonidae 


Library, U. S. Bur. of Fisheries 


Raveret-Wattel, Casimir, 1838-1916. 
The piscicultural establishment at Gremaz (Ain) France. 

By C. Raveret-Wattel. 
« Balletin of the United States fish commission tor 1887. 


a Wash- 
ington, 1889. 224°". vol. vil, p. 207-211) 





“From Bulletin mensuel de la Société nation rclimatation de 
France, fourth series, vol. iv, no. 5, May, 1 x87. “Translated from the 
French by Herman Ja a 

1. Fish-colture-France. 2. Fishes—Food 

F 18-670 Revined 
Library, U. 8. Bur. of Fisheries 
(rh2b2, 

Raveret-Wattel, 0 1838— 


La pisciculture ... Par C. Raveret-Wattel ... Paris, 
Paul Klineksieck, 1904-07. 
2 v. front. illus. plates. 207. 


t Traité pratique de lélevage industriel du poisson (salmonidés) 
le i des caux et I" itation des étangs. 





1. Fish-culture. 
F 16-251 
Library, U. S. Bur. of Fisheries 
1s26e1) 
Raveret-Wattel, C 1838- 


ar C. Raveret-Wattel ... 


La pisciculture industrielle, 
aris, O. Doin et fils, 1914. 


avec 74 figures dans le texte. 


2p. 1 408 p. illus, diagrs. 189°" Nelf- title: Encyclopédie scientifi- 
que .. Bibliotheque de zoologie appliqué 
“Index bibliographique”: p. :385)-386. 


1. Fish-culture. 2 Fishes—Diseases and pests. 


A 18-206 


Title from Univ. of Chicago SHI51.R3 Printed by L. C 


Raveret-Wattel, C. 

Report on the condition of pisciculture in foreign coun- 
tries from doeuments collected at the international fishery 
exposition at Berlin, 1880, By C. Raveret-Wattel. (Tr. 
by Herman Jacobson, 

Un the commissioner of fish and fisheries for 1880. Washing- 
ton, 1883. 22°. p. 477-489) 

“From Bulletin sonnet de la Société gaticaste d'acclimatation de 
France, 3. série, tome 1x, no, 2, February, 1882, p. 


1, Fish-culture. 1. Jacobson, Herman, tr. 
F 16-295 
Library, U. S. Bur. of Fisheries 
Raveret-Wattel, C. 
Reproduction of California salmon in the aquarium of 


Trocadero. y Messrs. Raveret-Wattel and Bartet. 
(Tr. by Marshall McDonald, 





Go tn ees en jon for 1883. ashing’ 


1883. vol. 111, p. 207-208) 


1. Fish-culture—France. 2. Salmon. 
11. McDonald, Marshall, ‘ja5-1995, tr 


F 12-382 
Library, U. S. Bur. of Fisheries 
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1. Bartet, ———, joint author. 


Raverty, Henry George, 1825- 

A grammar of the Pukhto, Pushto, or Language of the 
Afghans ... together with translations from the articles of 
war, &c., and remarks on the language, literature, and descent 


of the Afghan tribes. By Lieutenant H.G. Raverty ... Cal- 
cutta, Printed by J. Thomas, 1855-56. 

2v. 2. 

Title varies slightly 

Paged continuously 

1. Afghan language—Gremmar. 

6 SRR 
Library of Congress PK6721.R3 
(361, 


Raverty, Henry George, 1825- 


7 Gulshan-i-roh : being nate, vase ond ry 
ical, in the Pughto, or A n language. spin 
H. G. Raverty ... Lendie Leneeae Gace y A 


and Roberts; ‘ete., etc.) 1860. 
viii, 408; p. 28)" 


1. Afghan language—Chrestomathies and readers. 

11-27631 
(38b1, 
P 


Library of Congress K6725.R3 


Raverty, Henry George, 1825- 


The Mihran of Sind and its tributaries: a geographical 
and historical study. By Major H. G. Raverty. 


ge a day! of Bengal, Calcutta. Journal. Calcutta, 1893. 234. 
oe extra Bo. (1), p. (297)-400; extra no. 3 i ¢. 2 





M Sonteon” ‘iia 
Extra nos, 1-2 were published 1895-97. 


1. Mibran River, India. 2. Indus River. 3. Rivers—India. 


21-2541 
AS472.B3 vol. 61, pt.1 


12) 


Library of Congress 


Raverty, Henry George, 1825-1906. 

Thesaurus of English and Hindastani technical terms used 
in building and other useful arts; and scientific manual of 
words and phrases in the higher branches < knowledge . Vv 
Captain H. G. Raverty Hert ford, Austin ; London, 
Longman, Brown, Green, Longman, and Freeney 1859, 


vill, 106 p..11 194". 


1. Hindustani language —Gloasartes, vocabularies, ete. 
1124540 
PK1986. R35 
aftbl, 


Library of Congress 


Ravest y Campajia, José Rainén, 1850- 

Diccionario de jurisprudencia de las cortes de justicia 
de la Repibliea de Chile; estudio juridieo de la Gaceta 
de los tribunales 1878-1887, por José Ramon Ravest ... 
Santiago de Chile, Impr. Barcelona, 1892-93. 

Ro 
Cover dated 1894 





2 


1. Chile. Courts, 1 Gaceta de los tribunales. i. Title 


1324372 


Library of Congress 


Ravesteijn, Willem Adriaan van, 1905- 

Kort overzicht van het nieuwe chequerecht, door m'. W. A. 
van Ravesteijn. Amsterdam, N. v. H. van der Marck’s uit- 
gevers-mij. ,1933, 

116 p. fold. tab. 163°. 


— Netherlands. 1, Netherlands (Kingdom, 1815- ) 


1. Checks 
Lawes, statutes, ete. mm. Title. 
41-17857 


Library of Congress 








Ravestein, Smile Meester de 


see 


Meester de 


tavestein, “mile 
immanuc 1 


Ghislain de, b. 


Jean Louis 
1612. 


Ravestein museum, Brussels 
see 


Brussels. Musees royaux des arts 
décoratifs et industriels. 


Ravesteyn, Louis Jacob Cornelis Johan van, 1867- 
Rotterdam tot het einde van de achttiende eeuw; de ontwik- 


keling der stad, door L. J. C. J. van Ravesteyn. Rotterdam, 
W. Zwagers, 1933. 


207, pt) p. ilns.. re fold. maps (ip pocket) 32 x 234". 
Bibliographical foot-notes. 


1. Rotterdam. 


Library of Congress DJ411.RSR3S 102 


Ravesteyn, Theodoor Leopold Willem van. 


De een'wid der eschatologische voorstellingen in het 








hoek Jesaja ... Utrecht, Drukkerij J. van Boekhoven, 
1910, 
Spi. Mp 25. 
P roefschriit—LUtrecht 
“Latteratuur™ ; 3d prelim. leaf 
19 29977 
Library of Congress 
sap nr me Willem = 1876- 
ki ische en sociale ontwikkeli 
van Amsterdam pelarende de 10% met care War de 
eouw ... door Willem van yn jr. .. 8. 
van Looy, 1906. 


4p. 1, att-atll p, 11, 877 p. 4 fold. tad. 2. 
Proefschritt— ———. 


groote pureerif” (p. "tay See) contains Diographical Gata. 














1. Amsterdam—Econ. condit. 2. Amsterdam—Soc. condit. 3. Amster- 
Gam—Biog 4. Netheriands—Bcon. condit. 5. Netheriands—Soc. 

1 Tithe. 

83-20012 

Library of Congress (STI, DJ411.456R3 1906 02 
Ravesteyn, Willem van, 1876- 

Het sociali aan den d van den Id door 
dr. W. van Bi yn... A ay yt 
zoon n. ¥., 1933- 

v. 229". 
Added t.-p.: De socialisten door mr. H. P.G. Quack. 7- deel. 


1. Soctalism—History 1. Quack, Hendrik Peter Godfried, 1834- 
De socialisten. 1. Title. 
AC 33-1986 
Title from Yale Univ. Printed by L. C. 


dl 


CATALOG OF PRINTED CARDS 


Ravesteyn, W van. 
.. Wereldoorlog, met een voorwoord van Henriétte 
Roland Holst. Zutphen, W. J. Thieme & cie, 1916. 
xii, 286 p. 20°". 


1. European war, 1914-1918. 1. Title. 


22-1129 
Library of Congress D523. R3 
Ravetta, William. 

Up-to-date magical ideas, by Ravetta & Walton. Chi- 
eago, lil., B. L. Gilbert, ‘1920. 


16>. 174". 


1. Conjuring. 1. Walton, Otto, joint author. 1, Title. 


16859 
Library of Congress GV1S47.R3 = 


Copyright A 397442 (2) 


Ravez, Simon 
see 


Aavez, Auguste Simon jiubert Marie, comte 
1775-1849. . . 


Ravez, Walter, 1886— 


... Femmes de lettres belges. Bruxelles, Les Editions de Bel- 
gique, 1939. 


2p.1, 7B p,1L 1”. 


1. Belgian literature (Freoch)—Hist. & crit. 2. French literature— 
Beigian authors 8. Authors, Women. 1. Tithe. 


40-4901 
Library of Congress PQs823 WERS 
(2) ‘840 908 
Ravez, Walter, 1886- 

. Tournai et le Tournaisis pendant la révolution braban- 
gonne. Essai d'histoire politique, sociale et économique. 
,Tournai, etc., Imprimerie des Etablissements Casterman, 1937, 

ip. L, dx)-at, 371 p. 2. 
“Bibliographie” : p. 857,-865. 


1. Tournal, Belgium —History. 


AC 30-22 
New York. Public library 
for Library of Congress 12) 


Ravi-Booth, Vincent, 1876- 

Concerning the old First church of Bennington, a Vermont 
shrine, wdited by the ny & of the church, Dr. Vincent Ravi 
Booth, with drawings by Denison Bingham Hull .. New 
York, N. Y., Printed by Lenz & Riecker, inc., 1933. 

4, (2) p. incl. itus., plates, plans. 31°. 


1. Bennington, Vt. First church. 1, Tithe, um. Tithe: Old First 
chareh of Bennington. 

Library of Congress NA5235.B4n3 
—- ——— Copy 2. 726.5097 438 


Ravi-Booth, Vincent, 1876- ed. 

Dedication of the restored Old First church of Benning- 
ton, as Vermont's colonial shrine, Sunday, August 15, 1937; 
edited by the minister of the church, Dr. Vincent Ravi Booth; 
Denison Bingham Hull, architect ... (Boston, Printed by EL 

Hildreth & co., inc., 1937 . 

xi, 98 p. plates, ports, facsimse 81°. 

“Five bundred copies have been printed ... This is copy no. 114.” 
Bigned by the editor. 


1. Bennington, Vt. First church. 
Library of Congress BX726.B43FS 
———-Copy 2. “No. 115." 
8; (285.87488 
Ravi-Booth, Vincent, 1876- 

Why do the good suffer? A 1 7 a po 
the book of Job, by Vincent Ravi-Booth .. ne 
Badger (*1920, 

Sip. 214°. 

1. Title. 

Library of Congress BSI415.R3 sada 
Copyright A 605117 2 


Ravi Datta. 

fa ays maa oy and West, to which are added stray notes 

of mine own, Roby Datta ... Cambri 

| ese ry bridge, Galloway and 

xvii, $35, (17, p. 194. 

“Poetical renderings from masterpieces in 16 Indo-Buropean lan 
of “Works of 

tie Roby Datta” with “corrections in the ‘Bchoes’” 


poetry—Transiations 2 Buglish postry—Transiations 
a 3. Oriental literature—Transiations into 


Banglish. 4 Wnglish poetry—Indic authors. i. Title 
Library of Congress PN6101.B3 _ 
a3Tb1, 
Raviart, Emile. 
L’impét cédulaire .. par Emile Raviart ... 
Paris, Rousseau & ce”, 1918 
v 2. 


“Ouvrage Chntenant ic gl et le commentaire de la loi du 31 juillet 
1917 qui a supprimé la patent 


Pay remplacée par un impot sur les béné- 
fices commerciaux et industriels.” 


a des ouvrages le plus souvent cités dans ce livre” : 1 leaf following 
tp. of v 


1. Taxation—France—Law. 2. Income tax—France— 


Law. 3. Roregee 
war, 1914- Finance—France 1. France. Laws, statutes, ete., 1913- 
{Poincaré) 1. Title. 
18-21256 
Library of Congress HJM 1918+ 


Raviart, Emile. 

L’impét général sur le revenu; guide du contribuable, 
par Emile Raviart ... ouvrage contenant le texte et le 
commentaire de la loi du 15 juillet 19)4 (modifiée par les 
lois de 30 décembre 1916, 23 février Bt 31 mars 1917) et 
du déecret du 17 janvier 1917 qui ont institué la déclara- 
tion obligatoire. 2. éd. entiérement refondue contenant 

note ministérielle du 21 avril 1917 relative au revenu 
norma! évalué forfaitairement ... Paris, Rousseau & c*, 
1917. 

2p.1,%p. 2 

cones SLR, 
‘ 18-8131-2 


Raviart, Emile. L'imp6t général sur le révenu... 1917. 
(Card 2) 


—— Supplément a la 2° édition de l’impét ral (ow 
complémentaire) sur le revenu, par Emile Raviart ... 
Paris, Rousseau et c", 1918. 

15, yp. 20". 

ad —Law. —Fi 

i. name ws eames ye Linn | 1914 Fo mor} 

un. Title 
18-8131-2 


Library of Congress HJ4716.R3 Suppl. 





Raviart, Emile. eee 

agg Nd peg bong = suivi - 
mulaire, par mile - Paris, Marchal et Godde, 
1909. 


2 p. 1, crit-vill, 92 p. 2". (Petite bibliothéque pratique, xxx) 


pT ta vity—vilt. 
Bibliographical -potes. zy 


. Boundaries (Estates) 2. Ley = (Law)—France. 1. Title: Bor- 
eam Traité Shosigus ot pratique 4) 
21-2501 
Library of Congress (a28e1), 
Raviart, Emile. 


Commentaire des tarifs des huissiers et traité du recouvre- 
ment de leurs frais et honoraires, par Eug. Raviart ... 5. ed., 
entitrement rev. et cor. Paris, Marchal & Billard, 1997. 


2p.L.@rs4p 2. 


“Appendice. Lots, décrets, ordonnances et circulaires ministérielies 
coqagrnens tee cattle Gus helestest : Dp. (270,858. 
mettant & jour au 1” février 1968": 4 p. inserted 
after t-p. 


1. Costs (Law)—France. 2 Bailiffe—France. 1. France. Laws, 
statutes, etc. m. Title. 


89-2612 
Library of Congress 2 
Raviart, Eugéne. o 
Vavocat ta 
Semis 


Sp. 1. i. 


“Supplément au Guide-manuel de lavocat ... mettant & jour au 1” 
Janvier 1988” : Op. inserted at end. 


1. Civil procedure—France. 2. Forms (Law)—France. . Tithe. 
88-87681 
Library of Congress 2s 


guide manuel du ine Sent, par Kugtne Reviart ... 
Paris, Marchal et Billard, 1986. 


Spl, OST p. 181". 


1, Forms (Law)—France. 1 Title 


LIBRARY OF CONGRESS 


Raviart, Ei 

Traité- formulaire de procédure générale (civile, commer- 
ciale, criminelle et administrative) par Eugene Raviart . 
5. éd., entidrement refondue et considérablement augm. com- 


prenant le formulaire de Octave et Laurent Raviart ... Paris, 
Librairie des Juris-classeurs, 1933. 
3v. =. 
~~ ;Premiére-troisitme, supplément ... 1" janvier 


1988,- 4S Sevier 1937, Paris, Marchal et Billard, 1955-37. 


1. Cielt prossdare — France. 2. Commercial law — France. 8. Crim 
inal a 4. Forms (Law)—France. 5. Administrative 


law—-France. . Raviart, Octave, ed. m. Raviart, Laurent, joint ed. 
ut. Title. 
88-84867 
Library of Congress 3 
— —— 


traité-f lai 





tr de lorganisa- 
Pang me = mite usages des tribunaus de commeros et de 
la procédure commerciale & l’usage des magistrats consulaires, 
avocats, avoués, agréés, syndics, mandataires et justiciables des 


tribunaux de commerce, par Eug. Reviart ... Paris, Librairie 
des jerio-classeure—Bditions Godde, 1982. 
ay. 2. 
Paged continuously 
1, Commercial courts—France. 2. Civil procedure—France. 1. Title. 
‘34 20683 
Library of Congress 2) 
Raviart, Octave. 


Le tarif en matiére civile appliqué d’aprés la jurisprudence 
et la doctrine, par O. Raviart ... 10. éd., rev. et cor. par M. 
Bmile Raviert ... Paris, Marchal & Godde, 1918. 

125, (1; p. 28". 

“Indication des ouvrages cités”: p. 4) 


1. Costs (Law) (1. Fees—France; 2. Civil procedure—France. 
1. Raviart, Emile, ed. wu. Title. 
22-12811 
Library of Congress HJ6Z17.A6 1918 
102901) 


Ravier, Emile. 


Bibliographie =. cuvres de Leibniz, par Emile Ravier . 
Paris, F. Alcan, 


seaieiieaa i 2 


1. Lethaia, Gottfried Witheim, fretherr von, 1646-1716—Bibliography 


ACS#-261T 
Cornell univ. Lébrary 
for Library of Congress 2, 


Ravier, H. 


Dictionarium latino-annamiticum completum et novo 
ordine dispositum, cui accedit appendix praecipuas voces 
roprias cum brevi explicatione continens, auctore M. H. 
vier ... Ninh Pha, ex typis missionis Tunquini occi- 
dentalis, 1880. 


3p. L, wwii, 1270p, 11,729 2B. 





Based L. Taberd’s “Dictionari 
oun ny 90 be. s jum latino-anamiticum,” Seram- 
1. Latin languag: 2 Annamese language— 
Dictionaries—Latin 1 Dicgonarie 7 Louis, bp. - 
13-7118 
Library of Congress PLAS76.RI 
Ravier, Louis. 


Répertoire de librairie, contenant, 1° toutes les lois rendues 
sur le librairie et l'imprimerie, depu depuis le Réglement de 1723 





ement, jusqu’’ ce jour; 2° un extrait des plus beaux 





ow « de divers catalogues, formant ensemble 900 pages, 
avec d'adjudication en vente publique, suivi d'une 
table | ane Co on SS os 
francaise, et de réflexions critiques sur stéréoty page, les cabi- 
nets littéraires, les salles de ventes publiques et le révision ; 
avec divers sur les ete., ete.; recueillis 
(Coatioved on next card) 
4—18708 
(2841, 


Ravier, Louis. Répertoire de librairie ... (Card 2) 


et publiés par Ravier, libraire ... Paris, Crapart, Caille et 
Ravier, 1807. 


cxrxyj, 304 p, 24". 


A reissue, with introduction, of bis “Journal de la Librairie 
arte”, 22 numbers (1* fructidor, an v*-15 meesidor, an ater nter-tton) 


. Booksellers and ing—France. 2. French literature—Bibl — 
Early. 3. Booke—Prices. 4 } a, aaa L Title. m. Tithe: 
Journal de la librairie et des 


4—15702 
Library of Congress 722161 R2 


Ravier, Théodore. 

L’Ethiopie et l’expansion européenne en Afrique ori- 
entale, par Théodore Ravier.... Lyon, A. Rey, 1910. 

2p. 1, 130, 2) p. front. (map) 2549™. 

“Bibliographie” : p. 1131; 


1. Abyssinia— Econ. condit. 2. Africa, East—Colonization. 3. Rail- 
roads—Abyssinia 1. Tithe 


12-7179 
Library of Congress HCS91.A3R2 
Ravier du Magny, Pierre. 
Droit romain: Les ion & & cape oS ote 
Droit francais: Le contrat de fondati Lyon, I 
X. Jevain, 1894. 
102 p., 2 1, &), 2808 p. 2. 
Thiee—Faculté de droit de Grenoble. 
“Bibliographie” : Drill of Iat grou B dir of 34 group. 





1, Sales. 2. Batlments. 3. Roman law. 4. Contracts. ee) 
France, 5. ge laws and legislation — France. Trusts and 
trustees—France. (7. Charitable uses, trusts and donations — France, 


._—— eee oigines de tn vente ot Ou lounge um, Title; Le contrat de 


90-11571 
Library of Congress (Sy 


Ravieres, Pantaleon Bartelon de 
see 


Bartelon, Pantaléon » 16th cent. 


Raviez, Eduard, ed. 
Wérterbuch der biiromaschinen- und biirobedarfs- 

artikel-brauche ih sechs sprachen: deutsch—franzé- 

sisch—engli nisch— italienisch — portugiesisch. 
Unter mitwirkung Cchesnter fachleute ns > und aus- 
landes, bearbeitet von Eduard Raviez ... Hamburg, J. 
Burghagen, 1925. 

1p. L, S102 p. 179" 

At head of title: Ravies—Burghagen. 

1. Office supplies—Dictionaries. 2 Languages, Modern—Dictionaries. 


26-631 
Library of Congress HFSS48.R3 
Copyright A—Foreign 2912s 
12; 


a Gustave Frangois Xavier de Lacroix de, 1795- 
De l’existence et de l’institut des a Lincs le R. P. 





de Ravignan | de la Compagnie | de Jésus. ~—e M. 
de Vati 1 sur les auto- 
risées. 3. éd. Paris, Poussielgue-Rusand ; on. ete.) 
1844. 
179, ip. 17™. 
ligious—  Vatimesnil, Antoine 
Preset tendi Coleone de: POR. ne Title, 


18-1790 


Library of Congress 


BX3702.R3 1844 














Ravignan, [Gustave Frangois X[avier de Lacroix de) 


1795-1858. 

De los Jesuitas y de su instituto: opisculo 
del P. X. Ravignan, de la Compafia de Jesus. 
Traducido de la cuarta edicién de 1844, por #** 

..M6xico, L. Abadiano Y Valdes, 1845. 

viii, 103 [1] p. 22% 


Apéndice. Articulo de le Francis cristiana, 
titulado "Los Jesuitas": p. [91]-103. 
Library of Congress, no. 
2-23175 


an Cotes Hg Sete > Gee, S- 
1858. 


P. von Ravignan’s ... Geistliche unterredungen, gehalten 
vor dem Verein der kinder Mariens zu Paris ... Aus dem 
franzisischen von M. v. H. Autorisirte ove 
Schaffhausen, F. Hurter, 1868. 


2v.ini. 18”. 

Vol, 1, gehalteo im jabr 185l. Nebet einer aus- 
wabl seiner gedanken liber das geistliche leben; v. 2, 
aa) fo den jabren 1856 1887. auaztigen aus seinen 

peg per wm LH, Mv, mM +. BL, tr. 
mm "Title: Gelatiiche us 
42-20154 
Library of Congress BX2350.R35 
2 


Ravignan, Xavier 
see 


Ravignan, Gustave Frangois Xavier de La- 
Croix de. 


Ravignani, Emilio, 1886- 

Actas de la comisién creada por el soberano Congreso 
de boa ,1819-1820, por Emilio Ravignani ... con apén- 
dice documental. Buenos Aires, Talleres s. a. Casa Jacobo 
Peuser, Itda., 1924. 

Pe Le 28". (;Buenos Aires. Universidad nacional, 
del Instituto de investigaciones hist6ricas. no. xx1) 
At head of title: Facultad de filosofia y letras. 


1. Argentine & govt.—1817-1800. 2. Argentine 





lic. Congreso, 1816-1820. 3. Argentine Hist ts17-150-- 
. republic—| _ 5 
36-82R25 
Library of Congress 2846. R24 
— —— Copy 2. F2801.B98 no. 21 
12) 
Ravignanl, Emilie, 1686- od. 
seguidas de los 


tess cette nga) Pc 
pon me oe ae 


L Tithe. 
‘31-038 
Library of Congress J1L2008 R35 
3 on 52 


Ravignani, Emilio, 1886— 
Censtivusionse det Best cstegie de Sen Cortes, por of 
ar. ‘Emilio Ravignani ... Buenos Aires, Talleres grificos del 
hnisterlo de agrleuitara do ta naciéa, 1917. 
18 p. 1 Mus, 277™. (Buenos Alres. Universidad 


LN gg yy Fy 
ne m) 


“De ln Revista de ia Universidad de Buenos Aires, tomo xxx, 
plies 650 7 siguientes.” 


3. Buenos Aires, Ren! colegio de San Carlor 1 Tithe. 


Lidrury of Congress F7801.B06 20.2 


CATALOG OF PRINTED CARDS 


Ravignani, Emilio, 1886- 


... Historia constitucional de la , ~~ agate, 
notas tomadas por los alumnos Luis R. 


— Pasve Timari, 1908- 








ciano M. Sica: menos Aires, T hoses 
8. a. casa J. Peuser, Itda., 1926- 


v. diagr. 24™. 
a, n® 764.” 
“Bibliografia”: t. 1, p. ,359,-362. 


~ ie toe Rett " ay oy 4 ed. 


Pol, e r= 


P 26-24202 
Library of Congress JL2011.R35 


2 


Ravignani, Emilio, 1886- 
.. Memoria de la Seccién de historia, 1920-1921, por Emilio 
Ravignani ... Buenos Aires, Talleres s. a. Casa Jacobo Peuser, 
Itda., 1921. 
2 p. — ((Buenos Aires. at ~~ nacional, 

y ras. Publicaciones de la Beccién de 


Facultad de 
de historia. no. x1) 


1. Buenos Aires. Universidad nacional. Instituto de investignciones 
bistéricas. & Title. 


36-82824 
Library of Congress F2901.B96 no. 13 
2) 
Ravignani, Emilio. 

. La personalidad de Manuel Belgrano, ensayo his- 
torico po serene: m9 r Emilio teieee uenos 
Aires, Talleres ‘‘Casa Jacobo Peuser’’, 1920. 

2 2 2. pliBumnoe Aires Universidad nacional) Posted €2 Gio» 
sofia y letras. Publicaciones de la Seccién de historia, no. vi 
1. Belgrano, Manuel, 1770-1820. 1. Title 
Library of Congress F2845.B47 — 
[-) 


Ravignani, Emilio, 1886- 
Prenociones para el estudio de la historia constitucional 
de Is Repiblica argertina ... Buenos Aires, 1930. 
IT p, 1k 2. 
See 8 ‘Introduccién’ al tomo 1 de la Historia constitucional 
de la rgentina, Buenos Aires, Casa Jacobo Peuser, 1980." 
“Separate de 100 ejemplares.” 


1. Argentine republic—Constitutional history. 1 Title 
38-19613 
Library of Congress Jia. 
ea 342. 8200 


Ravila, Paavo Imari, 1902- 


Das quantitiitssystem des seelappischen dialektes von Maat- 
tivuono, von Paavo Ravila ... Helsinki, Suomalais-ugrilainen 


seura, 1932. 
Ravila, Paavo Iimari, 1902- 
vi, 141, a) p, 21 20. 


(Bvomalais-ugrilaisen seuran Tolmituksia 
Laut, Méwotres de lu Soriété finno-ougrienne, uxt) 


Bibliography : p. (vr-vi. 


1. Lappish langusee 


Dialects 





Library of Congress PHI 54 20 42 


3 (404.5082) 404.587 


Ravila, Paavo Timari, 1902- comp. at 
Helsinki, Suomalais-ugrilainen 





ben von Paavo Ravila ... 
seura, 1934. 


162 p. 254%. (Snomeleteugrilaises seuran Tolmitukela uxver. 
Mémotres de la Société finno-ougrienne, Lxvtm) 


Lappish text with German translation. 


1. Folk-lore, Lappish. 2 Lappish language—Texts. 1 Title. 
‘35-0026 
Library of Congress PHIS6 no. 68 
2) (404.5082) 398.00485 


ista. Koonnut j ja julkaissut Paavo Ravila .. Haten, 
Suomalais-ugrilainen seure, 1931. 


x, 214p,11. 296. ugrilaisen seuran 
Lappisb text with Finnish translation. 





1.x) 


1. Lappish language—Dialects—Petsamo. 2. Lappish language—Dta- 
lects—Varanger. 


‘32-2415 
Library of Congress PH1.86 no. 61 
a (404.508) «ae nat 
Ravilly, Emile. 
- Contribution & étude de le rupture dee fle métallique 
eoumis a des torsions alternées .. Paris? 1938, 


7p. L, 187 p., 1 L incl. tlus., tables, diagrs. 27°. 
‘Thése (1°)—Univ. de Parts. 


1, Wire. 2 Torsion. 1 Tithe m Tithe: Rupture des file métal- 
Uques soumis 4 des toraioas alternées. 
2082 
Library of Congress TA@2WTRS 
a 
Ravilly, Emile. 
Contribution a l'étude de la ire des fils 
soumis des torsions alternées, par Ravilly ... 


de m. R. Moutte ... Paris, E. Trondet La Rongeey ote. 1908. 
ms L, 187 p. incl. =”. ( Ministre de 
hes P. hy FB a) 


ppc on ne Sa 
eof ~, oth 


1 Wire. 2. Torsion. 1 Tithe om. Tithe: Ges file métalliques 
soumis & des torsions alternées, Coatribution & Gola. 
9-10087 
Library of Congress TLOOG.FTT no. 120 
ca 


2p. 2. 


Conrerts —Broken ties.—In the night —The fugitive gold —The edi- 
tor —Giribale —The lost jewels. —Emancipation. 


1. Tithe. 


Library of Congress 


| 


RavindranAtha Thakura, Sir, 1861-1941. 

.. El cartero del rey, La luna nueva. Buenos Aires, Edi- 
torial Losada, s. a. 1988, 

4p. 1, (11)-154, 2) 184". Bibilotece contemportaen, 

At bead of title: i +t3t CY 

“Traguceién del inglés por Camprubi Ge Jiménes y Juan 


Translations of The post-office and The crescent moon. 


ocrite rer Arnold A. Bake: une préface de Arnold 
A et Philippe Stare, avec traduction littérale de le 
i bengalie et traduction libre de Rabindranath Tagore. 

Few su coe of Rabndrsaih Taam, aed Gove 
A. Bake; with an introduction by Arnold A. Bake 
Stern, with o literal translation from the 

me 7 hy — buat 

dranath Paris, P. Geuthner, 1985. 

= Cooma. 








Ravindranatha 


Thakura, Sir, 1861- .. Chansons ... 
1935. (Card 2) 
Se. 
were litera! French translation ts due t late H. P. Morris ... 
bag Fy: English transtetion ls Dr. Babe's" Foreword. 
tes bibliograpbiqnes”: p. 130, 


1. Music, Hindu. 1. Bake, Arnold Adriaan. u. Morris, H. P., tr 
(36-14086 
Library of Congress MILS30.M6 eér. 1, 2 
a) (780.821) 184.76 


Ravindranatha Thakura, Sir, 1861- 
.. The child. London, G. Allen & Unwin itd. ,1931, 
an =. 
At head of title: Rabindranath Tagore. 
“Published tn 1981.” 


In verse. 
1. Title. 
32-29756 
Library of Congress PROOSS.ASC4 1031 
a (823 91) SO1.441 


Ravindrandtha Thakura, Sir, 156i- 
Chitra, by Rabindranath Tagore, a play in one act. Lon- 


don, The India society, 1913. 
ix, Mp. 1b 224". 
A pons drama based on a story from the Mahfbharata. cf. 
“Five hundred 


copies of this edition have been printed for toe. Toate 
society, of which two hundred and fifty copies only are for sale. 


1. India society. m1. Title. 
Library of Congress 
— —— Copy 2. 
Copyright D 30013 


PROOS5.ASCS 1913 


1391, 


Ravindranitha Thakura, Sir, 1861- 

Chitra, a me! in one act, by Rabindranath Tagore. 
New York, acmillan company, 1916. 

85 p. front. (port.) 209™. 


Half-title 


: Bolpur edition. 
by . in colors, within ornamental border. 
drama based on a story from the Mahabharata. cf. Pref. 


17-915 


Library of Congress PROO3S.A8 1916 


Ravindranitha Thaikura, Sir, 1961- 

Chitra, un drama en un acto por Rabindra Nath Ta- 
gore ; traduccion del original bengali al ingles por el au- 
tor. Traduccion al castellano por Heramba Lal Gupta. 
Mexico ,Linotipografia la Helvetia, 1919. 

100 p. 179. 

\ lyrical drama based on a story from the Mahabharata. cf. Pref 


1, Gupta, Heramba Lal, tr. 1. Title. 
P 20-57! 
Library of Congress PR6O3S.A8C57 1919 “4 
3 
Ravindranatha Thakura, Sir, 1861- 
... City and village, by Rabindranath Tagore ... (Calcutta, 
1928. 
cover-titie, 25 p 25°. (Visva-bharati. Bulletin no. 10) 
1. Cities ap. owns. 2 Villages & Title. 
AS11235 
Tith Wisconsin Usiv. Printed by LC. 





LIBRARY OF CONGRESS 


Ravindranatha Thakura, Sir, 1361- 

Collected poems and plays of Rabindranath Tagore. Lon- 
don, Macmillan and co., limited, 1936. 

v, ST. ap De. 

ConrerTs.—Gitanjall —The crescent moon.—The gardener.—Chitra.— 


Fruit-gathering. — post — Crossing. — Stray 
birds.—The cycle of spring —The fugitive, and other poems —Sacrifice. 
and other pla Sanyasl ; or, ascetic, Sacrifice, The king 


PROOS5.48 1996 
13743, 


Ld! vary of Congress 


Copyright Aad int 21968 (Pei) 14 


Ravindrandtha Thakura, Sir, 1861- 


Collected poems and plays of Rabindranath Tagore. New 
Yon, The Macmillan company, 1937. 
4p. 1, 3-577, lp 209". 
Cowrents.—Gitanjali—The gardener. i - 





Tossing. 
‘The fugitive, and other poems. mer 
and other plays: Sanyast ; com +, The ascetic. Malin, Sacrifice, The king avd 
the queen, Kerna and Kunti 


37-981 
Library of Congress PR6035.A8 1987 
Copy 2. 
Copyright A 102426 





137f5, {821.91} 801.441 


Ravindranitha Thakura, Sir, 1861- 

... La ecorbeille de fruits, traduction de Héléne Du 
Pasquier. 2. éd. Paris, La Nouvelle revue frangaise, 
1920. 

2p. 1, 7-138 p,1h 19”. fr. 7 

At head of title: Rabindranath Tagore. 


n. Title. Translation of Fruit-gather- 


__ 1. Du Pasquier, Héléne, tr. 
ing. 
21-1164 


PR6O35.A8F72 1920 
18077 
12) 


Library of Congress 
Copyright A—Foreign 


Ravindranatha Thakura, Sir, 1861- 
Creative unity, by Rabindranath Tagore. New York, The 
Macmillan company, 1922. 
Spi,vrvip, 21,8198 p 19". 
Con TexTs.—Introduction —The 


The — of the forest.—An I; folk religion —Bast and West.— 
ro age—The spirit of freedom.—The nation —W: and 
heme —An Eastern 
1. Title. 
224982 
Library of Congress PR6035.A8COT 1922 





Copy 2. 


Copyright A 659066 a7, 


Ravindranfth Thakura, Sir, 1861- 
The crescent moon; child-poems, by Rabindranath Tagore; 


tr. from the original Bengali by the author; with eight illus- 
trations in colour. New York, The Macmillan company, 1918. 


slip, 11,82p. col. front., col. pintes. 19)". 


1, Title. 


13--26171 


library of Congress PROOBS.ASCT 1913 


(tk, 


Ravindranftha Thikura, Sir, 1861- 

The crescent moon, child-poems, by Rabindranath Tagore. 
New York, The Macmillan company, 1916. 

xii p, 11, 82p. Scol. pl (incl, front.) 20)™. 


Half-title : Bolpur edition. 
‘Title-page to colors, within ornamental border 


rs 17—8916 


Ravindranitha Thakura, Sir, 1861- 

The curse at farewell, by Rabindranath Tagore; trans- 
lated by Edward Thompson ... London ,ete.; G. G. Har- 
rap & co., Itch (1924, 

63, ip. 18". 


P 4 eynate poem in rime”; the story was taken from the Mah&bhirata, 
¢ 


1. Mahabharata. m1, Thompson, Edward Joseph, tr. m1. Title. 
25-16164 
Library of Congress ih) 
Ravindranitha Thakura, Sir, 1861- 


The cycle of spring, by Sir Rabindranath Tagore. New 
York, The Macmillan company, 1917. 
1% p. 189° 


rtion of this drama was trans- 


ater part “ the be inerotunery 
od F. Andrews and Prof. Nishi- 


“The 
from the original ali by Mr. 
ta Sen and revised ty rhe Sauter.” 


1. Title. 

17-6670 Revised 
Library of Congress PR6O3S.A8C8 1917 
— ——- Copy2 


Copyright D 46224 13601 


Ravindranatha Thakura, Sir, 1861- 





Fireflies, Rabi h Tagore; by Boris 
Artzybasheff. New York, The Macmillan company, 1928. 

24 p. 199" 

1 Title 


Librury of Congress PROOSS.ASFS 1928 
—— —— Copy 2 


Copyright A 1068026 (3611, 


Ravindranatha Thakura, Sir, 1961- 
Fireflies, by Rabind Tagore by Boris 
Artzybasheff. New York, The Mecmitinn company, 1930. 
274 p. 189". 
“Published February, 1928 





reprinted June, 1980." 


t Title 


34-0455, 


Library of Congress PROOSS.ASF5 1980 


(821.01) 81.441 


Ravindranitha Thakura, Sir, 1861- 

Fruit gathering, by Rabindranath Tagore. New York, 
The Macmillan company, 1916. 

3p.1, 123 p. front. (port) 203. 


Half-title: Bolpur edition. 
Title-page in colors, within ornamental border. 


1. Title. 
17-9917 
Library of Congress PR6OOSS.AB 1916 
Ravindran&tha Thakura, Sir, 1861- 


Fruit-gathering, by Sir Rabindranath Tagore. New York, 
The Macmillan company, 1916. 
Sp.1,123p 1. 


1. Title. 
Library of Congress PROOSS.ASFT 1916 
Copy 2. 





139k1, 


Copyright A 446187 








Ravindranatha Thakura, Sir, 1861- 

The fugitive, by Rabindranath Tagore. 
Macmillan company, 1921. 

Sp.1, 3200p. 19° 


New York, The 


1. Title. 


Library of Congress 
Copy 2. 
Copyright A 627233 


PROOSS.ASFS 1921 





4072, 


Ravindranatha Thakura, Sir, 1861- 
4a fugitive, traduction de Renée de Brimont ... 
Paris, ‘Editions de la Nouvelle revue frangaise, 1922. 
4p. 1, 11-221, ih p. 19°. fr. 6.75 
At head of title: Rabindranath Tagore. 


1. Brimont, Renée de, tr. u. ‘Title. 
, 22-21120 
Library of Congress PROO3S.A8F8&2 1922 
Copyright A—Foreign 20198 


12) 


Ravindranatha Thakura, Sir, 1861- 

The gardener, by Rabindranath Tagore; tr. by the author 
from the original Bengali. New York, The Macmillan com- 
pany, 1913. 

4p.1, 190 p. front. (port.) 1097. 


“Lyrics of love and life.” 


Selected from several books. cf. Letter. 





1. Title 
13—23431 

Library of Congress PROOSS.A8GS 1913 
-— ——— Copy 2. 
Copyright A 357113 (36e1, 
Ravindrana&tha Thakera, Si, ee 

The gardener, by R lated by the 
author from the original Bengali. Nee y, York, The Macmillan 
company, 1915. 


4p.1,150p. front (port) 19°. 
“Lyrics of love and life” selected from several works. 


1. Title. 
2929880 
Library of Congress PR6035. A8G3 


:f1bl, 


Ravindranitha Thikura, Sir, 1861- 

The gardener, by my -* ee Tagore. New York, 
The Macmillan company, 1916. 

4p.1, 1890p. front (oort.) 2" 


Half-title: Bolpur 

Title-page in colors, within 
“Lyrics of love and life. translations 
Eight of the poems reprinted eS es. 


ray =~ 


srmagactee of verse” 


(361, 17-918 


Library of Congress PROOISAB 1916 
Ravindranatha Thakura, Sir, 1861- 

The gardener, by Rabindranath Tagore. Tr. by the author 
from the original Bengali. New York, The Macmillan com- 
pany, 1917. 

4p. 1, 150 p. front. (port.) 


— of love and life.” 
‘Published October, 1913; reprinted 1913, 1914. 1915, 1916, 1917.” 


189*. 


1 Title. 


Library of Congress PROOS5.A8G3 1917 


CATALOG OF PRINTED CARDS 


Ravindranatha Thakura, Sir, 1861- 
Gitanjali and Fruit-gathering, by Sir Rabindranath Tagore ; 
with illustrations by Nandalal Bose, Surendranath Kat, 
Abanindranath Kar, Abanindranath Tagore, and Nobendra- 
nath Tagore. ,New illustrated ed., New York, The Macmil 
lan company ,°1918, 

asviip, 11, 221 pp 
Introduction signed. W. B. Yeats 


col. front. plates (part col.) 204" 


1. Yeats, William Butler, 1965 u. Tithe, mi. Title: Pratt-gather 
ing 
7 18 —18491 
JAbrary of Congress PROOSS.ASGE 1918 
Cops 2 
Copyright A Sonne sit 


Ravindranatha Thakura, Sir, 1561- 

Gitanjali (song offerings) by Rabindranath Tagore: a col 
lection of prose translations made by the author from the 
original Bengali, with an introduction by W. B. Yeats. Lon- 
don, Macmillan and co., limited, 1913 
we 


xxii, 101 p. front. (port.) 


Listed in the Report of the pool eae for 1914 as a publication 
with which the society has been asso 


1. Yeats, William Butler, 185-1960. wu. India «orvety. ut Tithe 
13-1170 
Library of Congress PR6OBS.ASGE 1913 
(830e2, 


Ravindranath Thakura, Sir, 1861- 
Gitanjali, song offerings, by Rabindranath Tagore. New 
York, The Meconiilen company, 1916. 
Erlip,11,101p. front. (port.) 209". 
Half-title ae oo 
Title-page in colors, —— I border. 
“These tions are of poems contained in Sool ye 4 
ona and Gitdnjal . and of a few poems which have appeared on! 
introduction signed: W. B. Yeats. 


1. Yeata, William Butler, 1865-1989. 1. Title. 


17—8919 
Library of Congress PROOBS.AS 1916 


Ravindranithe Thakura, “y 1861- 
(song bindranath Tagore; s 
lection of prose roa toandaions yA - by the author from 
original Bengali, with an introduction by W. B. Yeats. New 
ed. New York, The Macmillan company, 1920. 
See ae front. (port.) 184". 
contained in three books, Natvédya, 


Transla of pdems cont 
sod Ghat, and ota tow pose which have peared uly 
cal ; 





4 


rf 


t Yeats, William Butler, 1865- 1m. Title. 


Library of Congress 871, PROOSS.A8G6 1920 801.441 


Ravindranatha Thakura, Sir, 1861- 

Glimpses of Bengal life, being short stories from the 
Bengali of Rabindranath Tagore <with his portrait and 
an introduction> , on Ranjan Sen ... Madras, 
G. A. Natesan & co., 

3p. 1, vii, 240 p. front. (port.) 18 

‘odu The f lier.—The school closes—A_ re- 
Careers The dumb girl-—The wandering guest—The look 
auspicious —A study in anatomy. — landing stairway —The sentence — 
The expiation.—The,golden mirage —The trespass —The hungry stones. 


1. Sen, Rajani Ranjan, tr. u. Title 


A17-420 


Title from Univ. of Chicago PKI718.R3G75 1913 Printed by L.C. 


Ravindran&tha Thakura, Sir, 1861- 

Glimpses of 1, selected from the letters of Sir 
bindranath Tagore, 1885 to 1895. London, Macmillan and 
limited, 1921. 

vil, 166 p. 20" 


Ra- 
0., 


1. Bengal—Desecr. & trav 1. Title. 
21— 28558 
Library of Congress DS485.B41R3 
:39f1), 


285 


Ravindranatha Thakura, Sir, 1861- 
The golden boat, by Rabind bh T lated 





‘agore; 
Bhabani Bhottacharys. London, G. Allen & Unwin Itd. 
(1932, 


2p.L, 7-121 p. 11 19°. 


1 Bhavénl Bhattacharya, tr. om Title. 


Library of Congress PK1718.R306 


& oni 441 


Ravindrandtha Thikura, Sir, 1861- 
a by Rabindranath Tagore. London, Macmillan 


and co., limited, 1924. 
vy, “8p. 207. 
1. Title. 
Library of Congress PZ3.R1966Go — 
i) 


Ravindrandtha Thakura, Sir, 1961- 

Greater India ;by, Rabindranath Tagore. Madras, S. Gane- 
san, 1921, 

py L, 101 p. front. (port.) 189%. 


translation of papers read 


othorised by the autbor in connexion 
wun. the Swadeshi movement in Bengal, circa 1905-1910." 


1. India—Politics and government. 1. Tithe. 
A 82-298 


Title from Wisconsin Printed by L. C. 


Univ. 
12) 


Ravindrandtha Thakura, Sir, 1861- 

The home and the world, by Sir Rabindranath Tagore, trans- 
lated. New York, The Macmillan company, 1910, 

vill p, 11, 201 p. 189". 


“This story was translated by Mr. Surendranath Tagore, and the 
translation was revised by the autbor.”—Publishers’ note. 


windranatha Sir, 1861- 

The hungry stones, and other stories, by Rabind: 
Tagore. New York, The Macmillan company, 1916. 

Sp. 1, 3-271 p. front. (port) 209 

Half title 


border 
a hick ! vy RR EF 
author's own work e seve! w ol were 
Mr c F Andrews, with even oie 's help.” —Pref. 

Contents —The hungry stones. —The Pd 
The peg oy —My lord, the baby—The kingdom of tee m4 





devotee sion. — The Babus of Le eal —“We 
crown the king” "The 
1. Andrews, C. F, tr. 1. Title. 
17-9 
Library of Congress PROOISAB 1916 
Ra Sir, 1861- 


Tagore ... tr. from the original Bengali by various writers. 
“Sp Lean ital — 
» . 
version victory is the author's own. work The seves 
author's belp. sions Tagan ty, CE, Ana pa 
tee Pea Lal"Bore Proat Kemet Wory, sad te Bsa Mive- 
ta.” 
Jere Se ae, 
_ of caréa— 
king. ‘The hoe lord, tho = oy 
crown thee “The 
1. Andrews, Charles Freer, 1871-1940, tr. um. Title, 
16—227TT8 


ae 6 Se PROOS.ASHS 1916 
Copyright A 445390 @e4ibl, 








Ravindranatha 


Ravindrandtha Thakura, Sir, 1861- 


Japan; a lecture, by Sir Rabindranath Tagore. New 
York Th The Macmillan company, 1916. 


Rp. wo. $0.50 


1. Japan—Civilization. 


Library of Congress — 


Copyright A 43714 


DS&21.R4 


Ravindrandtha Thakura, Sir, 1861- 

... Le jardinier d’ none traduction de Henriette Mi- 
rabaud-Thorens. 2. éd. Paris, Editions de la Nouvelle 
revue francaise, 

2.1, 7-144, hp 1 18a. fr. 6.30 

At head of title: Rabindranath Tagore. 


“ 1. Mirabaud-Thorens, Henriette, tr. u. Title. 
Library of Congress PROO3S.A8G33 1920 
Copyright A—Foreign 17440 
12) 


20-2684 


Ravindrandthe Thikura, Sir, 1961- 


The of the chamber, by Rabindranath T: 

tr. was Sts ty the cater. New York, The Macmillan 
company, 1914. 

8p 1". 

1. Title. 


Ravindrandtha Thikura, Sir, 1961- 

The king of the dark chamber, by Rabindranath Tagore. 
New York, The Macmillan company, 1916. 

4p, 7-206p a 2». 


Half. Bolpur edi 
Title page In do clims eoennn connmsentes besten. 


1. Title, 
17—3021 
Library of Congress PROOBS.AS 1916 
,39b1, 
Ravindrandtha Thikura, Sir, 1861- 
Letters, extracts from old letters of Rabindrana’ 


Tagore. New York, The Macmillan company, 1917. 
Zip wn. 9050 


1. Title. 


a 17-31289 
Copyright A 470145 


PROOISABLA 1917 


RavindrasAtha Thakera, Sir, 1961- 
. Letters to a friend, edited with two introductory essa: 
by C. F. Andrews. London, G. Ailes & Unwin itd. 1928, 
196, 1) p. front, ports, facsim. 20°. 


“The letters contained in this volume were written to me .. during 
the years 1913-1822 Many of them were din India, tn the 
ae qe, ak © Se oe — =. —— 
abroad. present volume represents an and enlarge 
ment of that book.”—Pref. aigned, ©. F. 

1. Andrews, Charies Freer, 1sT1- ed. 1. Title, 

@ 10614 

Library of Congress PROUBS.ASZS 1928 

12043, 





LIBRARY OF CONGRESS 


Ravindrandtha Thikura, Sir, 1361- 





Lover’s gift and crossing, Tagore. 
New York, he Mecrsilion ants 1918. 

8p wim. $125 

1 Title. 

Library of Congress PROOSSASL7 1918 
— —— Copy 2. 
Copyright A 494535 9081, 
Ravindranatha Thakura, Sir, 1961- 

... Lae luna nueva, Ni d, Sadhana ; 
traduccién hecha en a Departament eaieerial (México, 


2p.1, 0456p, 41. ies 19°. snutenb en come Sin Ge 


At head of title: Tagore. 
“Be acabo de imprimir en los talleres del editorial de 
le Becretaria de educacion publica, en Mexico, el 20 de sept. de ucmxxrv.” 


1. Mexico. Departamento de educacién pablica. 


28-21245 
PROOSS.ASAST 1004 


(a 


Library of Congress 


Ravindranatha Thakura, ‘ir, 1861- 

Mashi, and other stories, by Sir Rabindranath Tagore; 
from the original Bengali by various writers. New York, ithe 
Macmillan company, 1918. 

4p. 1, 3-222p. 18". 

Conrents.— Masbi — skeleton. 

—Raja and Rani —The trust 
The 


Fhe elder si 
elder siste: + - — 
castaway.—Saved —My fair 


1 Title. 

Library of Congress 
Copy 2. 
Copyright A 404834 





Ravindrandtha Thikura, Sir, 1861- 


The message of India to Ja a lectu: Sir Rabin- 
dranath Tagore ... New Yo Pk, The Macmillan wa hye 





Macmillan com 
1916. pany, 

Pew 0 

1, Japan—Civilization. 1. Title. 

16-19063 

Library of Congres DS&21.R42 
Copyright A 433862 
Ravindrandtha, Tl.a%\.ra, Sir, 1861- 

My reminiscences, by Sir Rabin dram: i ocore: with fron- 
tispiece from the portrait in colors by Sexi Kumar Hesh. Sew 
York, The Macmillan company. ''!7 

iz p11, 2738p col. front. plates, wos, 189% 

17—12485 

Library of Congress PROOSS.ASMS 1917 
—— —— Copy? 

Copyright A 400474 (381, 
Ravindranitha Thikure, Sir, 1861- 
Nationali ir Ralind: h Tagore ... New York, 


by 
The Macmillan company, 1917. 
1p 18)". 


Corrarre.— - wr yh Bh —Nationaliam tn Japan.—Na- 
tionaliam in India —The sunset of the century. 


1 Nationalism and sationality. 1. Tithe. 
17—22801 
Library of Congress JC311.B3 
— -~— Copy 2. 
Copyright A 47322 *3tg1, 


game he ee 1861- 
h Tagore ... 





New York, The 
Macmillan company, —t 
220 p. froat.. ports. 1”. 


ConTants. —what is a aes of personality — 
birth.— My school. — Meditation. — 


1. Tithe. 
17—13755 
Library of Congress 
Copy 2. 
Copyright A 400877 


PROOBS.ASP4 1917 





Ravindranitha Thikura, Sir, 1861- 
The post office, by Rabindranath Tagore. New York, The 
Macmillan company, 1914. 


Sp 1. 
Drama 


1. Title. 

Library of Congress 
—~ ——— Copy 2. 
Copyright D 36469 


14—T104 
PROOSS.ASP6 1914 


(a7h0 


Ravindrandtha Thikura, Sir, 1861- 
The post office, by Rabindranath Tagore. New Yo: 
The Macmillan company, 1916. - = 
Sp. 1,995 p. front (port) 2~. 
gees: Bolpur edition. 
-page in colors, within ornamental border. 


Library of Congress PROOISAS 1916 


Ravindrandths Thikurs, Sir, 1861- 


.. Rabindranath Tagore. London, E. Benn Itd. ;1925, 


ate 22™. (The Augustan books of modern poetry red. by Ed- 
ward Thompson ) 


Feta em Pete coe te Rows Thengeee. 


1. Thompson, Edward John, 1886- tr. 


PR1173.A8R3 
2 


Library of Congress 


Ravindranitha Thikura, Sir, 1861- 
Red oleanders; a drama in one Rabindranath 
Tagore. London, Macmillan and and oo, fineltod, 1908 
2e1, Bip mn. 


Library of Congress PROQISASR4 1925 


(3541, 


Ravingrandtha, Thikura, Sir, 1861- 
... The religion of man ... New York, The Macmillan com- 
pany, 1931. 
244 p. trout. (port) 209”. (The Hibbert lectures for 1980) 
At bead of title: Rabindranath 
t Tagore. 


in Oxford, at Manchester college, during the month of 
May 1980."—Pref. 


1. Religion. 1. Title. 
a1 @no0 
Library of Congress BL2O.HS 196 
—— —— Copy 2 BL48 RS 
Copyright A 24515 (38D) (7) ™ 








Ravindrandtha Thikura, Sir, 1861- 

Sacrifice, and other plays, by Sir Rabindranath Tagore. 
New York, The Macmillan company, 1917. 

Spl.328p 187°. $1.50 


Conterts.—Sanyasi; or, The ascetic ——Malin! —Sacrifice —The king 
and the queen. 





1 Title. 
Library of Congress PROOSS.A883 1917 7 
—— —— Copy 2. 
Copyright D 48148 (20x58, 
Ravindranatha Thakura, Sir, 1861- 
Sadhana ; the realisation of life, by Rabind th Tagore .. 
New York, The Macmillan company, 1913. 
xi, 164 p. 194". 


“These papers embody in a connected form ... ideas which have been 
culled from several of the Bengal! discourses which I am in the habit of 
giving to my students in my school at Bolpur in Bengal.”—Author's 
pref. 


CovrTenTs.—The relation of the individual to the universe.—Soul con- 

—The of evtl—The problem of self —Realisation in 

love.—Realisation in action.—The realisation of beauty. —The realisa- 
tion of the infinite. 


1. Title. 
1324800 
Library of Congress B183.R483 
— —— Copy 2. 
Copyright A a588TT (36m2, 
Ravindran&tha Thikura, Sir, 1861- 
the realieati Rehind h Tagore. 





culled from several 
giving to my students in my at Bolpur in Bengal "—Author's pref. 
Comeunea She ovtatien of the tadividas to the extrerse--Sel eee 
eclousnesa.—The problem of evil—The problem of self.—Realisation 
love —Heal‘sation in action. —The realisation of beauty.—The realisation 
of the Infinite. 
L Tide 

17— 8923 
Library of Congress PROOBS.AS 1916 

rfibl, 


Nath anglais (; 
Titre Bath Tagore pareas on francaise (p. 157-158) 
1. Herbert, Jean, tr. 1. Tithe. 
0-80298 
Library of Congress B188.R4883 
Copyright A—Foreign _ s 


1TH 

Library of Congress PROUSS ABAS 1941 

a (em1s1) epLea 
Ravindrandtha Thikera, Sir, 1861- 
Sheaves, poems and songs by Rabindranath Tagore; selected 
and by Nagendranath Gupta. New York, The 
Macmillan company, 1982. 
Exxvil, 112 p. 209. 
1. Gupta, Nagenéranath, tr. m. Title. ous 
Livrary of Congress PROS AS8S 1983 
—_—— Copy 2. 
Copyright A 47055 155) wie 
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Ravindranitha Thikura, Sir, 1861- 

... Souvenirs. Traduit de l'anglais par M™ E. Pie- 
etynska. Paris, Nouvelle revue frangaise 1924, 

Sol, %-2p,1L 9. 

At head of tithe: Rabindranath Tagore. 


1. Piecaynska, Mme. Emma (Reichenbach) tr. 1. Title. 
24-14050 
Library of Congress PR6O3S.A8M93 
Copyright A—Foreign 24561 
2, 


Ravindranatha Thikura, Sir, 1861- 


Stories from Tagore. Caleutta, London ,etc.; Macmil- 
lan & co., Id. (1918, 


ivp, 21,173 p. 19™. 
The majority of the stories “have been taken, with revision, from 
two English volumes entitled “The hungry stones’ and “ i’ ”—Pref. 
‘An Englich teader intended for use in Indian schools, with lists of 
words to be studied. cf. Pref 
1. Title 
18-19579 
Library of Congress PRO6O3S.A8S65 1918 
Sopyright Ad int. 3256 
Ravindrandtha Thakura, Sir, 1861- 
Stories from Tagore. New York, The Maciillan com- 
pany, 1918. 
Sp.1,3-237p. 17 190 
The majority of the stories “have been taken, with slight revision, from 
two English volumes entitled ‘The hungry stones’ and ‘Mashi’"--Pref 
An English reader intended for use in Indian schools, with lists of words 
to be studied cf. Pref 
1 Tithe 
18 20905 
Library of Congress PROS ABS6S 1918 a 
Copy 2. 
Copyright \ $0638 


Ravindrandth Thikura, Sir, 1861-- 

Stray birds, by Sir Rabindranath T: «. frontis- 
pisse ia cole’ ey Willy Pooamy. New York, The Mac- 
millan company, 1916. 


Np. col front. 1". $1.50 


1, Tithe 

Library of Congress 
— —— Copy 2. 
Copyright A 445658 


1623080 


PROOSS.ABS7 1916 


(32g1, 


Ravindranitha Thikura, Sir, 1861- 
Thought relics, by i 

The Macmillan compeny, 1921. 
SpL,s1zp 2. 


Tago .. New York, 


1 Tithe. 
Library of Congress 
—- —— Copy 2. 
Copyright A 614600 


2168 


Ravindranitha Thikura, Sir, 1861- 


21-1023 
Library of Congress PZ3R1966Wr 
—— —— Copy 2. 
Copyright A 617283 a 


287 


Ravioli 


Ravinet, Antoine Loui: Théodore 
see 


Ravinet, Théodore, db. 1791. 


(Ravinet, Mme. Laurette Aimée (Mozard) Nicodami, 1788- 
1864. 


Mémoires d'une Créole du Port-au-Prince (Ile Saint-Domin- 
gue) Paris, A le et ches I'auteur, 1814. 
Spl. @-28p. 2fold fecim 2”. 


complate des lois, arrétés, décrets, ordonnances, réglements 
et circulaires concernant le service des ponts et chaussées et 
1820-86. 

4°. a. 

Vol. 4: Supplément. 

Highway law—! (1. Streets and highways—Fraace, 2 Min 





ry phiq de la France, contenant ls 
des riviéres et canaux flottables et navigables dé- 

pendans du domaine public, avec une carte et un tablean 
indiquant le général de la navigation Fy 
ouvrage couronré par |’ des sciences; suivi de 
le io complete des tarifs des droits de navigation; par 

Théodore Ravinet Paris, ier, 1824. 
2¥. fold map 22. 


616008 
Library of Congress TOSTL RS 
sa4ibl, 
Ravins, Jean des 
ace 
Des Ravins, Jean. 
Lusaary or Conounes Rarazzwca 
cans SSSiSty ae wa So unt Spans to Readings 2 epeatior? etal. 
X00 
a 
Notizie sui lavori di architettura militare sugli scritti o 
disegni editi od inediti dei nove da Sangalo, cavate le pit 
= dei secoli “ey a ee 
militare italiana mve » 
Camillo Ravioli. fasc* 1 Roms, Sails Balle arti, 1908 
2pL.e& 6p 2 
“Bdixione 41 cento esemplari.” 
No pablished * 
1. Sen Gallo (42) family. 2 Military architecture—tItaly. 
as 20m 
Livrary of Congress NAlI28.S17TRS Tse 








Ravis, Chrictianus 


see 
Rave, 


Christian, 1613-1677. 


Ravisi, Anatole Arthur Textor de 
see 


Textor de Ravisi, Anatole Arthur, baron, 
1622-1902. 


Reference card 


Ravisius Textor, Joannes 
see 


Tixier, Jean, seiguens de Ravisy, d. V4. 


19-2224 
Library of Congress 
Reference card 
Ravisy, Jean Tixier, seigneur de 
see 
Tixier, Jean, seigneur de Ravisy, d. 1524. 
10-29225 
Library of Congress 
Ravit, Johann Christian, 1806-1868. 


Bei zur lehre vom gelde. Von professor dr. Joh. Chr. 
Ravit. F. Ascher.feldt, 1862. 


ipl, @, & p . (Om cover: Archiv staatewissenschaftlicher 
abbandiunged. TAY 


1. Money. 2. Value. 3. Banks and banking. 1. Title. 


Library of Congress ro 


Ravitch, Michael Leo, 1867- 
The romance of Russian medicine ,by, Michael L. Ravitch .. 
New York, Liveright publishing corporation ,“1937, 
xiv p, 1 L, 17-882 p. front., plates, ports. 22°. 
Bibliography | p ,338,-838. 





LIBRARY OF CONGRESS 


Ravitz, Sol Frederick, 1907- 

Equilibrium in lead smelting, by S. Frederick Ravitz and 
Kenneth E. Fisher. New York, American institute of :nining 
and metallurgical engineers, inc., ‘1936. 

7 p. incl. tables. 23° 


American institute of atone 2 and metallur- 
gical engineers Class D, 


Ravissa, Alessandrina, 1846-1915. 


. Meine kleinen diebsjungen; mit einem nachruf von 
Ada Negri. Ziirich, Leipzig, Orel Fiissli, 1925. 


113 p. front. (port.) plates. 203° 





‘Technical publication no. 681. 
metallurgy, po. 44) 


1. Lead--Metallurgy 1. Fisher, Kenneth Earl, 1911 joint au- 
thor, 1. Title. 


PO 36-19 
Library, U. 8. Patent Office TN1LAM® 
Library of Congress {TN ans 25 no, 681) 


3, 


Ravitz, Sol Frederick, 1907- 

. Oxygen-free flotation, 1—Flotation of galena in ab- 
sence of oxygen. by S. Frederick Ravitz and Robert R. Por- 
ter ... New York, American institute of mining and metal- 
lurgical engineers, inc., °19: 


17 p. incl. tables, diagr. 23°. (American institute of min and 
me. .lurgical a. a publication no. 513. Class B, Milling 
and concentration, no. 
Bibliographical foot-notes. 
1. Flotation. 1. Porter, Robert R., joint author. a. Title. 
Postel 
Library, U. 8. Patent Office TNLA4# 
Library of Congress (TN1.4525 no. 513) 
ia) 
Ravius, Christianus 


Rave, Christian, 1615-1677. 


Ravius, Johannes 
see 


Rauw, Johann, d,s 1600. 


Ravizé, Auguste, 1881- 

... Deux mille ans de vie frangaise ... Leipzig, B. G. Teub- 
ner ,1936, 

vi, 804, (2, p. illus. (maps) plates, ports. 21~. 

At bead of title: Ra 


visé—BScbdn. 
edition in 7 parts was issued under title: La France 
A travers les siécies. 


1. France—Hist. 1. Schin, Eduard, 1893- Joint author. 
™. Tithe 
38-1906 
Library o: Congress DC3O.RS 1986 
#0c1, on 


Ravizza, Adalgiso. 

La Libia nel suo ordinamento giuridico. Padova, Cedam, 
Casa editrice dott. A. Milani, 1931. 

x, 377 p. 249". (Colletione “Cedam” di studi coloniall, ¥. 2; 


1. Administrative law—Libya. 2. Administrative and political divi- 
slone—Libya. 8 Libya. 1. Title. 
34 30000 
Library of Congress 


JQ3580 RS 354.612 


“Die ins deutsche besorgte Josy Priems.” 


1. Juvenile delinquency 1. Priems, Josy, tr. tt. Title. 
26-4960 
Library of Congress HV9076.R3 
Copyright A—Foreign 29071 
2) 


;Ravizza, Amicino, 
Descrizione ed uso del planisfero della Torre Maggiore di 
Cremona, rinnovato !’anno 1787 Cremona, Stamperia Fer- 


rari, 1788. 

18 p. pl. (part fold.) tables, 239° 

Preface signed: Amicino Ravizza 

1. Plantepheres. 2. Cremona. Torrazzo. 

1110061 

Library of Congress QRAG.R3 

38b1-, 
Ravizza, Carlo. 

Il suicidio, il sacrifizio della vita e il duello; saggi psi- 
cologici e morali del dottor Carlo Ravizza... Milano, 
C. Branca, 1843. 

223. 2. 

Dime 


Library of Congress, no 


Ravizza, D F. 

Esperienze sulla diffusione nel terreno dei vapori di 
solfuro di carbonio di D. F. Ravizza ... Roma, Tipogra- 
fia eredi Botta, 1883. 
8 fold. pl. 239 


P (Italy; Ministero di agricoltura, industria ¢ 
commercio 
5) 


d. pl. 23 
Direzione dell’ agricoltura. Annali di agricoltura 1883. 


1. Bisulfid of carbon 
Agr 91739 


Library, U.S. Dept. of Agriculture 16An7 no. 56 


Ravizzotti, Gaetano, comp. 

Coleccion de Poesias coatallanse extrahidas de los mas cele- 
bres escritores esp y pa de de la 
Vega, con el resumen de su vide .. Por Gaetano Ravizzotti .. 
Bomeny, eh )de J. 5. Hollis, 1800. 

1, (6), 9-808 p. 


wh ibe of sulecribers” p..viiy-vilt, 
ee matter p. 303-308. 
Resumen 





de la vida de Garcilaso.—Poesias de Garcilaso 
acisco don 


loasary. 
ymy he de la Vega, 1503-1586. 


Ravizzotti, Gaetano. 

A new Italian grammar, in English and Italian... B 
Gaetano Ravizzotti ... 5th ed. we = Fete 
erably improved. London, Printed for —— Hurst, 
Rees, e, and Brown 1810, 


xxiv, 61 p 174. 


1. Italian language-—Grammar— 1800-1870. 


Library of Congress PC1IOO RS 








(Raviin, Grace, 
Family of Ralph Hutchinson of Boston and Alice Bennett, 
din 6 ta teen {Kaneville? IL, 


19401, 
geneal. tab. 46068". 
Photostat (positive) of manuscript genealogical chart. 


1. Hutchinson family. 1. Title. 


Library of Cnseroe: C8T1L. HoT 


3) 


Ravn, Mrs. Clara Iza von 
see 


Von Ravn, Mrs. Clara Iza (Tibbetts) 1870- 


Ravn, Frederik Kglpin, 1873-1920. 

.. Nogle helminthosporium-arter og de af dem fremkaldte 
sygdomme hos byg og havre ... _Kgbenhavn, G. E. C. Gad, 
1900. 


4p.1, 220p,21. flus,, 2 fold. col. pl. 249*. 


“Fortegnelse over den benyttede litteratur”: p. 216-220. 


1, Barley — Diseases and pests, 2. |Helminthosporium, 3. Oats— 

Diseases .and pests, 
Agr 6-01 Revised 
Library, U. 8. Dept. of Agriculture 464.02R196N 
1782c2, 

Ravn, Frederik Kglpin, 1873- 

Om agerbruget St. Croix. Beretning om en rejse 
foretagen i september 1915 ved F. Kélpin Ravn. Keben 
havn, Trykt hos J. H. Schultz a/s, 1916. 


23p. 25. 


1. Agriculture—St. Croix, West Indies. 


Library of Congress S471.W4R3 — 
2 
Ravn, Frederik Kglpin. 
. Smitsomme da 7 hos landbrugsplanterne. Af 

F. Kélpin Ravn .... Kébenhavn, Hovedkommission: A. 
Bang, 1914. 

xii, 270 p. illus. a Bry ry’ ne med understgttelse af 

Rahen-Levetzauske fond af det Kgl landhusholdningsse 


xxi. 1914) 


1. Botany—-Pathology. «1. Vegetable pathology: 


Agr 14-1442 


Library, U. 8. Dept. of Agriculture 464.1R19 


age aot aay vont 
enn 4 | fi 
eee 
cantum, sive choralem seu planum, sive men- 
suralem seu contra pertinet ... ostenditur. Cui 
accessit ica musice theories vera & 
firma prestruens fundamenta ... studid Johannis Michae- 
li Corvini. Hafniz, typis Melchioris Martzan, 1646. 
Dp, 2p, 41, 6p 2 fold td. 19x 1SI™. 
Added t.-p., engr. 
1, Musie—Theory—l6th-17th cent. 





Library of Congress MT6AZRI9 
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pty 


git ote Disko og 
— wal halts i i ‘i vest Ongoland, af J.P. J. Ravn. 1910. 


in Meddelelser om Greniand. Kgbenhavn, 1911. 28%. bd xivu, 
p harenta. vin pl, diagr.) 


Bibliographical foot-notes. 


1. Geology —Greenland. 


Jobn Crerar library 
for Library of Congress 


AC 39-2406 
(Q115.D89 vol. 47) 
hy (508) 


Ravn, — Peter Johansen, 1866- 
Det Quaemane bnsatbenglomeses pas Borabetn. Af 


J. P. J. Ravn -— Trykt i Andelsbogtryk- 
keriet i Odense, 1 
pany de 
tas fhe 2. Cham & gat ef eh ae 
a 
y af “Danmarks Reapeween = sea 
1. — Denmark — Bornholm. £ ee 
holm. 3. , Stratigraphic — Cretaceous 4. 
ous. 1. Tithe 
GSB 
Library, U. S. Geological Survey G(S8S) C79 n0.21 
7) 


Ravn, Jesper Peter Johansen, 1866— 

t paa Bornholm, af J. P. 
J. Ravn. Med 4 tavler Resumé en francais. Kjgbenhavn, 
I kommission hos C. A. Feitzel (Indeh.: A. Sandal) 1925. 


(Danmarks geologiske undersggeise. 





41. pl, tab. 20". 
o coke Seeds 


“Litteraturfortegneise”: p. 56-16. 


a. 2. Paleontology — Bornholm. 3. Geology, 
Stratigraphic —Creta 1 Title. 
G 821-20 
Library, U. Geological @urvey (585) B oor.2 no. 42 
2) 
Rava, Jesper Peter Johansen, 1 


866— 
. Etudes sur les mollusques du paléocéne de Copenhague, 
par J. P. J. jn. Kgbenhavn, Ejnar Munksgaard, 1939. 
106 p. ius, rv pl. 27. (Det K. Danske videnskabernes sslzkab. 
Biologiske skrifter. bd. 1, nr. 1) 
leaf with letterpress. 
Each plate by le Geacriptive 


1 Mollusks, Fossil 2 Paleontology — Denmark — Copenhagen. 
Paleoatology—Eocene. 


a 
AC O88 
Columbia univ. Library 
for Library of Congress 2 
Ravn, Jesper Peter Johansen, 1366- 
Etudes sur les Pget Sm 7 > cal- 
caire de Faxe, par J. P. Ravn. | a Kgben- 


havn, Levin & Munkagaard, 1933 








71. 3 p. Mus. eo pl. 27". (D. Kgl. da +x} eink. 

abs) skrifier Neturvideosk ) Og mathem., ra. Drath tekke, ». 

Series title in French at head of title. 

Each plate is by leaf with letterpress: 

“Index bibliographique”: p. :72; 

Lt Fossil. 2. Fossil, 3. Paleontol- 
ogy—Denmark 4. Paleontology, Cretaceous. 

A 341886 


Title from John Crerar Libr 
Library of Congress {A8281.D223 © rekke, v, 2) 
2 


Ravn, Jesper Peter Johansen, 1866- 

Geologisk kort over Denmark, dybere liggende dan- 
nelser. Carte geologique du Danemark. Les formations 
préquaternaires, ved J. P. J. Ravn. Dansk og fransk 


tekst. Texte en danois ct on francais. Kjebenhavn, I 
kommission hos C. A. Reitzel, 1922. 

79p 26. (Danmarks geologiske underségelse. mt raxkke. or. 22) 
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. How to build a stave silo. By B. H. Rawl and J. A. 
Conover .. (Washington, Govt. print. off. 1909. 


8 illus. 23°. (U. S. Dept. of agriculture. Bureau of animal 
industry. * Circular 136) 5 


1. Ensilage. 1. Silo, 1. Conover, John A. 


Agr}-19 
Library, U. S. Dept. of Agriculture 
Rawle, Edward. 


Address delivered before the public schools of munici 
~~ J number two, of the city of New-Orleans, on the 
February, 1847, by Edward Rawle, esq. New Or- 
leans, Printed by S. M 


19. 23" 


. Stewart, 1847. 


1. Eduvation—Addresses, essays), lectures, etc 


E 14-1655 


Library. U.S. Bur. of Education LB41.R2 


Rawie, Edwin Jonn. 


The Doones of Exmoor, ue Edwin John Rawle... Len- 
don, T. Burleigh ; ete., ete., 1903. 

3p... @, ip 217. 

1. Doone family. 

Library of Congress 


11-29177 
PR&MRS 


‘Rawle, Francis, 16601-1727. 

Ways and means for the inhabitants of Delaware to become 
rich: wherein the several growths and products of these coun- 
tries are demonstrated to be A sufficient fund for a flourishing 
trade. Humbly submitted to the legislative authority of these 
colonies ... Philadelphia, Printed and sold by S. Keimer, 
1725 ,privately reprinted Philadelphia, 1878, 





L. 3-4 
SRtieted ot the he expense of Mr. Brinton Coxe and Mr. William 
Brooke Rawle, from the only copy known to be extant, now in the 
Loganien library at iphia.”—Pref. A second was bought 
serward at the = -% sale by the a ae | Pennsy!vania. 
Middle ‘Econ. condit. 2. 1 Coxe, 
Brinton, 1858-1802 u. newts William Brooke, 1843- 

1915. mm. Title. 
6-110 


HF 2025.R25 
(33n1, 


Rawle, Francis, 1846-1930, comp. 
Ato edition to a2 tous, « bp Siem done Co & 
1893. _ Compiled by Francis Rawle . “or te 





- and — 
phia, 1893. 
1p. 17. 
1 truste—U. 8. 1. American locomotive manufacturers’ asso 
ciation, u. Title. ae 
Library of Congress 
—— Copy 2 
Copyright 1988: 40881 a 


Rawle, Francia, 1846-1930, comp. 

Acts relating to car trusts as in force in various states, down 
to March 1, 1893. Collected by Francis Rawle... Philadel- 
phia, Priv. print., 1893. 

®p 19)". 

“The following are all the car t 
states which at present have no car trust acta, there are general 
which bear on the subject; these 
advance sheet for present ase.” 


1. Car trusts. (J. Car truste—U. 8, 1. Title. 
31-18082 
Library of Congress 
Copyright Soe. 12575 12) 


LIBRARY OF CONGRESS 


+4, 


= Peancte, 1846-1930. 
bar 





ion: the ’s address, by 
Frascie Rawle ... Twenty- sixth annual meeting at Hot 
Springs, Virginia, August 26th, 1908... «m. p., 19084, 
cover-title, 80 p. 229". 


“Reprin' ated from the Transactions of the association. 
On chat ees in statute law in the several states and om Congress. 


1. Law—U. 8 1. American bar association, 


81-17458 
Library of Congress 
- ——- Copy 2 h 


Rawle, Francis, 1846-1930. 

Car trust securities. A paper read at the eighth annual 
meeting of the American bar association at Saratoga Springs, 
New York, August 20th, 1885, by Francis Rawle ...  Phila- 
delphia, T. 8. Dando & co., 1885. 

8p 2. 

“Reprinted from the Transactions of the association.” 


1. Car trusta 1. Title, 


Library of Congress ra 


“Reprinted from the Harvard graduates’ magasine, December, 1917.” 


1. Harvard university. Law school. Title. 
80-8871 
Library of Congress (2) 
Rawle, Francis, 1846- 
William Brooke Rawle, by Francis Rawle. Reprinted 


from the Alumni register of the University of Pennsyl- 
vania, May, 1916. Philedelphis, 1916, 


7p. 2m. 


1. Rawle, William Brooke, 1843-1915. 


Library of Congress CT275.R284R3 


Rawle, William, 1759-1836. 

An — delivered before the Philadelphia society for 
promoti: iculture : at ite anniversary meeting, Janua: bw 
1819. By William Rawle ... Philadelphia, By order 
Society, 1819. 

Sp. wa. 

On immigration to the United States. 


1. U. 8.—Emig. & tmmig. 10—14829 


JVO651.83 
3714 


Library of Congress 


Rawle, William, 1759-1836. 
An inaugural discourse delivered on the Sth of November, 
societ, by William 


society. Memoirs. Philadelphia, 
ue sel? Ser, 


1. Pennaytvania—Hist.—Colonia! period. 2. Indians of North America. 
8. Vennsyivania. Historical society. 
82142 
Library of Congress PiU6PSs vol. 1,pt1 


142e1, 


Rawle, William, ear 

Two add d members of the bar of 
Philadelphia”. yt nnd by William Rawle, esquire. 
Chancellor of the association. Philadelphia, 1824. 

52 p. 219". 

No. 10 ip a volume of pamphlets with binder's title: Orations and 
oulagion. (1821 - 

reat law, or, The Sody of laws of ye province of Pennsylvant: 


ee, territorys thereunto past at an assembly at Chester, als. 
Upland, the seventh day of ye tenth month, December, 





1682": p. 110-98. 


Hist. & crit, 2. P -Pol. & govt. — 
1 Pennsylvania. Laws, statutes, etc. 





1. Law—P 
Colonial period. 
2848 
Library of Congress E173.075 


Rawle, William, 1759-1836. 
A view of the Constitution of the United States of 
aTTee,1 4 William Rawle. Philadelphia, H. C. Carey 


vii, (5:-347 p. 23 


1. U. 8. Constitution. 


Library of Congress 
Copy 2. 


JK216.R25 1825 





wie, William, 1759-1836. 

A view of the Constitution of the United States of America. 
By William Rawle, iz. p. 2ded. Philadelphia, P. H. Nicklin, 
1829. 


vill, (%)-849 p. 24". 


1, U. 8. Constitution. 

25081 

Library of Congress 
—— —— Copy 2. 


JK216.R25 1820 
a40b1, 


Rawle, William, 1759-1836. 


A vindication of the Rev. Mr. Heckewelder’s history of 
the Indian nations, by William Rawle. 


Pennsylvania. Historical society. Memoirs. (Philadelphia, 1826) 
a vol 1, pt. 1, p. 258-275) 
Caption title. 


Read at a meeting of the Council on the 15th day of February, 1826. 


1. Heckewelder, John Gottlieb Ernestus, 1743-1823. An account of the 
history, manners and customs of the Indian nations. 


932218 
183b1, 
Library of Congress F146.P3%6 vol. 1, pt.2 
Rawle, William, 1788-1858. 

An address delivered before the Law academy of Philadel- 
phia, on the sixth of May, 1835. By William Rawle, jr. ... 
Published at the request of the academy. Philadelphia, 
Printed by J. and W. Kite, 1835. 

19 p. 21". 


1. Lawyers. 
31-32499 


Library of Congress a 


Rawle, William, 1788-1858. 

An address, delivered before the trustees, faculty, and stu- 
dents, of La Fayette college, Easton, Pa. at its first commence- 
ment for conferring on the 22d of September, 1836. 
- #, William Rawle. Philadelphia, J. and W. Kite, printers, 


2p. Zam. 


7— 20007 
Library of Congress LD2s772 1896 


0401), 

















Rawle, William, 1788-1858. 
Sketch of the life of Thomas Mifflin. 


(in Pennsylvania. Historical society. 
22". vol. 1, pt. U1, p. (105,-126) 


By William Rawle ... 
Memoirs. Philadelphia, 1830. 


1, Mifiin, Thomas, 1744-1800. 2. 


Hist. —R 
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Library of Congress F146.P36 vol. 2, pt.2 
133b1, 

Rawle, William Brooke-, 1843- 

... The first tax list for Philadelphia County. a. p. 1693. 
Introductory note by William Brooke Rawle. 

Un le 
ait os ee ge a ne a ey Philadelphia, 


Caption title. 


1. Taxation—Philadelphia—Lists. 2. Pennsylvania—Pol. & govt—Colo- 
nial period. 


11-13680 
Library of Congress 


—— —— Copy 2, detached. 
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Rawle, William Brooke, 1843-1915. 

Gregg’s cavalry fight at Gettysburg. Historical ad- 
dress delivered October 15th, 1884, upon the occasion of 
the dedication of the monumental shaft erected upon the 
site of the cavalry engagement on the right flank of the 
Army of the Potomac, July 3d, 1863, during the battle of 


Gettysburg. By William Brooke-Rawle ... Philadel- 
phia, 1606. 

2p. 11 front.(map) 25x 19". 

“The account here given is sul tially the same as that published for 


the first time in the Philadelphia aa han s of September 14th, 1 
under the title of “The right flank at Gett; tysbure, but revised with the aid 


of additional istormasion at ia! > aaa 
1. Gettysburg, Battle o! 1863. . Title. 
14-13145 
Library of Congress EA75.S3.R23 
1a20f2) 


Rawle, William Brooke., 1843- 

Laurel Hill and some colonial dames who once lived 
there, by William Brooke Rawle ... "Philadelphia Print- 
ed by J. B. Lippincott company 1911, 

cover-title, 0p. 2 pl 25)™. 


“A read M 1, 1901, before the of the colonial dames of 
Al Ch ay upon the Je! of the Randolph man- 
sion (as it is now called) in ie Pyrmont Philadelphia.” 
toe Se Pennsylvania magazine of history and biography,’ 

“Some of the cttowing, meteer agpeare size to de sennunt of Laud 


Hill and th Rawle { the volume of ‘Some colonial man- 
clone aad those who Tet inthe’ cated ty Me, Thomas Allen Clean 
1. Randolph mansion, Philadelphia. 1. Title. 


12-6621 


Library of Congress FIS8B.LI7R2 


Rawle, William Brooke-, 1843-1915. 

The right flank at Gettysburg. An account of the operations 
of General David McM. Gregg’s cavalry command and their 
important bearing on the results of the battle. inted from 
Chapters of unwritten history in the annals of the war. Phil- 
adelphia weekly times, September 14, 1878. Philadelphia, 
McLaughlin brothers’ job printing establishment, 1873. 

iplw@p 2. 


Battle of, 1863. 2 U. 8 —Hist —— war—Regimen- 
Army of the Potomac—Cavalry. . Tithe. mn. Title: 
Save cavalry command 
2 10025 
Library of Congress B475.51.R25 


(4041, 


Rawle, William Brooke-, 1843-1915. 

The right flank at Gettysburg. An account of the oper- 
ations of General Gregg’s cavalry command, showing their 
important bearing upon the results of the battle. By William 
Brooke-Rawle ... Philadelphia, 1878. 

2p. fold. plan. 2jy*. 

Third edition; preface dated November, 1878. 


Originally from “Chapters of unwritten history 
canals of the war”, Philadelphia weekly times, September 14, = 


1 ont ee J of, 1883. 2. U. S.—Hist—Civil ea 7 
| histories—A of the Potomac—Cavairy. 1 Title. m Title 
Greax’s caveley esmmmana 


2-10867 


Library of Congress E475.51.R2538 
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Rawle, William Brooke-., 1843-1915. 


The right flank at Gettysburg. An account of the oper- 
ations of General Gregg’s cavalry command, showing 
their important bearing upon the results of the battle. 
By William Brooke-Rawle ..._ Philadelphia, Allen, Lane 
& Scott’s ima aim house, 1878. 


24 p. fold, map. 
ond edition, “ih additional notes and slight alterations in the text. 
arena published in the Philadelphi September 
nally is] in he! “4, 
“Chapters of unwritten riaten history’ in Pay Fy nnals of the war”. 
* in ‘sburg, Amy of, 1863. 2. U. wa Hist —Civil war—Regimental 
tishortas hee the Potomat—Cavalry 
7 
Library of Congress E475.51.R252 - 
sa23fl, 
Rawle, William Brooke., 1843-1915. 
With Gregg in the Gettysburg campaign ... By Wil- 


liam Brooke-Rawle ... Philadelphia, McLaughlin bros. 
co.’s job printing establishment, 1884. 
Wp. 2. 


rinted from Chapters of sourtem, dinery in the annals of the war. 
Phi iphia weekly times, February 2, 


U. S- Te war—Regimental 


1. Gettysburg, ome of, 1863. 2, 
‘ey ot Potomac—Cavalry. 3 





histories— john I 
Magrin ee I twin, 1826- 
. 2-10847 
Library of Congress EA7S.51.R255 
—— Copy 2. a23d1, 


(Rawle, William Henry, 1823-1889. 
Colonel Lambert Cadwalader, of Trenton, New Jersey. 
(Philadelphia? 1878, 
bp. 2. 


“This sketch was written at the request of the editor of some forth- 
b= yy ie hen phan of the revolutionary army, 
weive vob. fm Pennnirena history and biography, v. 10, 


1, Cadwalader, Lambert, 1742-1823. 1. Title. 
Library of Congress EN26.C13R2S 


Rawle, William Henry, 1823-1889. 
Equity in Pennsylvania. A lecture delivered before the Law 


Philadelphia, Kay & brother, 1868. 
2p.l, 8,.p 2. 


1. Equity—Pennay!vania. t Pennsyivania (Colony) Court of 
chancery. 1. Philadelphia. Law academy. m1. Title. 
33-101T1 
Library of Congress 2) 
(Rawle, William Henry, 1823-1889. 
Oration. 


the statue of ‘Mareball 
e Cae fete sorting & a At 


colel fonice Marvhall ==" Oration by Wil 


of the statue of 


William Henry Rawle. 


1. Marshall, John, 1755-1835. 2 Washington, D.C. Marshall statue. 
12-23851 


Library of Congress E32.6.M4E9 


Rawle, William Henry, 1823-1889. 

wectionl trention on the low of covenants for title, 
vy whiten Bh Henry Rawle. Philadelphia, T. & J. W. John- 
son, 1 


xxiv, (17)-597 p. 238. 


13-10175 
Library of Congress 


Copy 2. 
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Rawle, William Henry, 1823-1889. 


treatise on the law of covenants for a 
by ‘Wiliam Hen Rawle. viy rev. and enl. 
delphia, T. & J. W. Johnson, 

xl, 33-771 p. 2™. 
1. Covenants. 


13-10174 
Library of Congress 


—— —— Copy2. 


Rawle, William Henry, 1823-1889. 
ractical treatise on the law of covenants for title, 
by Wi and enl. Boston, 


liam Henry Rawle. 3d ed., rev. 
Little, Brown and company, 1860. 
xiii, 784 p. 24™ 
1. Covenants. 
13-10173 
Library of Congress 


Rawle, William Henry, 1823-1889. 


ractical treatise on the law of covenants for title. 
by Wiliam Rawle. 4th ed., rev. and enl. 
Brown, company, 1873. 


xiv p, 11,74 p 2. 


1. Covenaste—U. 8. 


Library of Congress 
—— ——— Copy 2 
Copyright 1887: 24142 a35b1) 


Rawle, William Henry, 1823-1889. 

Sellers et al. vs. the vania ee ae 
Opening ae < of wa Bop ogg CLF, 
—— to restrain slaughter-house. 


reported by nawe A wen Phila- 
Siphia, G. v. Town & son, printers, 1875. 


ip l,@p 2. 


Philadelphia. ‘Title. 
azain 
of railway econ. Libr. 
for Library of Congress retib1, 
peony mere te te 
Some coftrasts in the of Pennsylvania and English 
law. A lecture deli ee Oe eae eee 











Philadel- 
Mr 
Sp =. 
L &crit 2 Law—Gt Brit—Hist. & ott. 
© Tithe 
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Library of Congress a 
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Rawle, William Henry, 1823-1889. 


Unveiling of the statue of Chief Justice Mesthel, at 
Washington, May 10th, 1884. Oration 7 
Rawle, ut. v. Philadelphia, Allen, Lane & Scott's ro : 
ing house, 1884. 


Sp. 29™. 


1. Marshall, John, 1755-1835. 2 Washington, D.C. Marshall statue. 
12-23846 


Library of Congress E326.M4R2 


Rawleigh, The W. T., company. 

Guide book to help Rawleigh retailers; a book on sales- 
manship ; selling and collecting suggestions on how to suc- 
cessfully conduct a Rawieigh retail business. Peceper 
Il, Memphis ,ete., The W. T. Rawleigh company (1921, 


NY p. illus. (incl. port.) 19°. 


1. Salesmen and salesmanship. 1, Title. 
21-10875 
Library of Congress HFS499.M4R3 
Copyright A 617446 2) 


Rewleigh, William T. 


Raw methods; a guidebook for Rawleigh custom- 
ers, Md Rawleigh, president ... Freeport, Ill, The 
w.T . Rawleigh company ; (ete., ete.; "1926. 


1p. 1, $-1917 p. illus, port. 197. 


. LENS U TE, # Mn Po ene 

ca 26-778 Unrev'd 

Library of Congress HFS439.M4R4 
Copyright A 949880 


Rawileigh redivivus; or, The life & death of the Right 
Honourable Anthony, late earl of Shaftsbury. Humbly dedi- 
cated to the protesting lords. By Philanax Misopappes 
peeud., London, Printed for T. Malthus, 1683. 

8 p. L, 88, 196, 4; p. front. (port.) 17. 

In two parts. 

“Bplstie dedicatory” signed: 8. N. 


1, Shaftesbury, Anthony Ashley Cooper, ist earl of, 1621-1683. 2. Gt. 
isopappas, Philanax, pseud. 


—T Tr, 1660-1685. .M™ 
aN, 8. m 8. 
65-1804 Revised 
Library of Congress DA407.B5F 2 
(73602, 


Rawience, Guy. 
The we Rawlence ; illustrati 
Will one New Tore W'S. Watt & company “1911, ad 


4p. 1, 05. front, plates. 19°. $1.25 
11-28672 
Library of Congress PZ3.R1968H 
Copyright A 297400 
Rawilence, Guy, 1888- 


Jane Austen, by Guy Rawlence ... London, Duckworth 
11984, 

146 p 19". (Great lives, 80) 

“A abort bibliography”: p. 144. 


1, Austen, Jane, 1775-1817. 


Library of Congress 


LIBRARY OF CONGRESS 


Rawience, Guy, 1888- 
Mother Christmas; a novel by Guy Rawlence. London, 
Constable & co., limited ,1935, 
vil, 308 p. 19". 
1. Tithe. 96-100 
Library of Congress PzB.R1908Mo 
Copyright Aad int. 20608 3 


Guy. 
Their tradition, by Guy Rawlence. Boston, Little, Brown, 
and company, 1927. 
4d1, B84 p. 181". 


‘21-23200 
Library of Congress 


Rawles, Mary Elbert, 1897- 

... A study in the localization of organ-forming areas in the 
chick blastoderm of the head-process stage ... by Mary Elbert 
Rawles ... , Philadelphia, 1936, 

1p. L, p. 271-815. ius, diagrs. 254". 

Rete SE Lay wt cys tan 


‘Reprinted from the Journal of experimental sodlogy, vol. 72, no. 2, 
January, 1966.” 


1. Head. 2. Embryology—Birds. 
chick blastoderm. 


1 Tithe: Organ-forming areas in 
the 


(36-83168 
Library of Congress QL9SO.RS 1984 
Univ. of Chicago Libr, 
—_ Copy 2. 2; O13 





Rawles, Thomas Howard. 

The invariant integral and the inverse problem in the calcu- 
lus of variations, by Thomas Howard Rawles ... New York, 
1928, 


Ip l, p. 766-7%. 27)". 


Thesis (ru. v.)—Yale university, 1927. 
from the a & 5 saees ee 
clety, ¥. 30, no. 4, Oct. 1928. 


1. Caleulus of variations. 


30-2048 
Library of Congress QASIGC.RS 1927 
Yale Unty. Libr 2 S174 
Rawies, William A 1863- 
Nema = tendencies in the administration of In- 
New York, 1903, 
38 p. 2. 


qe Gn. p.)—Columbia university. 
Pub. also as Studies in history, economics and public law, v. 17, no. 1. 


1. Indians—Pol. & govt. 


A 10-2067 
Title from Columbia Univ. Printed by L. C. 
Rawies, William A 1863— 
dencies in the administration of 





Centralizing 
Indiana; by William A. Rawles ... New York, The Co- 
lumbia university press ; London, P.s. King & son, 1903. 


pes en wok my iblic law; ed. by 
lh ot eS, Lie antvercip. "ooh. Svs, no. 1) 


1. Indiana—Pol. & govt. 
ail] 318192 
Library of Congress H3..C7 
—— K5636.R3 
=e KS636.R3 





Rawies, William A 1863- 

The government of the a * of the state Z Indiana, 
by William A. Rawles ..._ Philadelphia, Eldredge & 
brother, 1897. 


vi, 7-168 p. illus. (ind. ports, maps) 19™. 


1. Indiana—Pol. & govt 


10-1 
Library of Congress JKS625.1897.R3 — 
© 1897: soaoo 
— William A 1863- 


Fa vernment of the people of ~ state of Indiana, 
by W William A. Rawles ... Rev. ed. New York and Phil. 
adelphia, Hinds, Noble & Eldredge ,*1906, 


vi, 7-180 p. illus. 199™. 


6-13088 
Library of Congress (Copyright A 138349) 
Rawles, William P. 


The nationality of commercial control of world minerals, by 
William P. Rawles... New York, 1933. 


“4p. tables (part fold) 23". 


“This report is the first of a series planned by the Mineral inquiry, 
organized by the American institute of mining and metallurgical engt- 
Deers.”—Foreword. 


1, Mines and mineral resources. Americano tnstitute of mining 
and metallurgical engineers. Mineral inquiry. mm Title. wm. Title 
Commercial control of world minerals, 





33—0104 
Library of Congress ‘TN19.R37 
OO Copy 2. 
Copyright A 50003 lel, 838.2 
Rawley, Bert C. 
Andy Freckles, the mischievous boy. Farce comedy in one 


. To which is added a description 
of the costumes ... and the whole of the stage business ... 
Clyde, O., Ames’ publishing co., 1898. 


=. 194*. (On cover: Ames’ series of standard and minor drama, 
no. ) 


1. Title. 
28-5711 


Library of Congress 
Copyright 1898: 9370 


PS2676.R4A8 


Rawley, Bert. 
Badly mixed. A farce in one act. By Bert Rawley. 
= which is added a description of the costumes—cast of 
rs—entrances and exits—relative positions 
or the performers on the stage, and the whole — stage 


business O., Ames’ publishing co., * 

7 p. 199%. (On cover: Ames’ series of standard and minor drama, 
no. 44) 

1. Title. 

ca 18-13 Unrev'd 

Library of Congress PS635.Z9R2577 
Copyright 1894: $7413 
Rawley, Bert C. 

Deacon Jones’ wife's ghost. A farce in one act. By Bert 
Rawley. To which is added « description of the costumes, 


cast of the characters ... Clyde, O., Ames’ publishing co., 


*1894. 
8p. 194%. (On cover: Ames’ series of standard and minor drama, 
po. 45) 
1. Title 
31-90881 
Library of Congress PS2676.R4D4 
Copyright 1804: 57415 e124 











Rawley, Bert C. 
Lincoln league, a colored oddity in one scene, by B. C. Raw- 
ley ... New York, Dick & Fitzgerald, *1914. 


15 p. 18). 

1 Title. 

‘31 30888 

Library of Congress PS2676.RALS 
Copyright D 37480 8124 
Rawley, Bert C. 

Uncle Jed’s fidelity; or, The returned co . A comedy 
drama. In three acts, by Bert C. Rawley .. To which is 


added a ame of the costumes ... and the whole of the 
stage business... Clyde, O., Ames’ publishing co., “1898. 


27 p. 194. (On cover: Ames’ series of standard and minor drama, 
no. 396) 
1, Title. 
28-5733, 
Library of Congress PS2676.R4U6 
Copyright 1893: 9367 
Rawley, Joseph Pierce, 1854- 
Rawley’s character reading dictionary gleaned from 
goles oom of the ages, by Joseph P. Bevly- . New York 
ty, * 
22 p. 1% x9. $1.00 
1. Character. 2. Physiognomy. 
10-8424 


Library of Congress BF&sO.R4 
© Mar. 12, 1910; 2c. Mar. 14,1910; A 259485; J. P. Rawley, New York, N. Y. 


Rawley, William, 15881-1667, comp. 
Der historische beweis der Bacon- Shakespeare- theorie. Er- 
racht lurch das zeugniss von siet 
ves dichter-gelehrten. Von Edwin Bormann. Leipsig, E. Bor- 
a ry 's selbetveriag, 1897. 





Tris, Ly Latin poems written by Bacon's contemporaries upon 
teath and originally publ Mahed by William Rawiey tn 058 ender tities 
Memoriae ‘tissim! domini Francisci, baronis de Verulamio, vice- 


vomitis Sancti — 





quellen and bilfamittel”: p. 47; 
” 
PRE st De. of Dr. Ernest Lewis Me! 


Ewen. 
rancis, viscount St. Albans, 1561-1626. 2. 
‘iiliam- -Authorship— 7 in theory. ——n 4 


1. Bormann, Ea- 
vin, 1851-1912, ed n Title. 
3282441 
library of Congress BI197.R44 1807 b 9212 


Rawley, William, 1588 /-1667, comp. 

Manes Verulamiani (Shades of Verulam) 32 elegies 
written on the death of Francis Bacon by his colleagues of 
Cambridge and Oxford. 1626. Published in Latin by Bacon's 
chaplain, William Rawley, 1626; transcribed into English 
verse, 1927. by Willard Parker New York City, Bacon 
society of America, 1927. 

cover-title, 36, p. 23. 


Reprinted from American Beconiana no. 5, November 1927." 





1. Bacon, Francis, viscount St. Albans, 1561-162H. 1 Parker, Wil 
lard, 1867- tr. mm. Tithe 
2 w27 
Library of Congress Biie7. Ra 1927 
— Copy 2 12, 
Rawley, William, 1588!- 1667, comp. 
Die Rawley'sche 1 von ddreissig trauerge- 





dichten auf Francis Bacon. Ein zeugniss 2 qunsten der 
Shakes, -theorie. Mit einem vorwort brag. von 
Georg Cantor. Halle, M. Niemeyer, 1897. 
xxvil, 32 p. front. (port.) 17 
Text is taken from Harielan miscellany, ¥. 10, London, 1813, a re 
— 
bonoratiasim! dominti 
of original t-p: Memorteae a 
nis 
a of Dr. Ernest lewis McEwen. 


Francis, viscount St. Albans, - =. _ Shakespeare. 
wien  Actherthip- Becontan theory , Georg. 14- 
191 
B2-S2He 
Library of Congress MIST RH 189Te 12 


CATALOG OF PRINTED CARDS 


Rawiley, William, 15881-1667, ed. 
A translation of thirty-two Latin in honor of 
F be" 


rancis Bacon, pub. by Rawley in 1 Boston, Priv. 
print., 1904. 

Bp,1l 2. 

Tbe K lish translation on opposite pages 

ey following tran: rom the text in Harleian mise 


Pe, 2? fi. gan i8 reprint of the esto princes by Toh Hava, 


1. Bacon, Francis, viscount St. Albans, 1561-1626. 


. Rand, Edward 
Kennard, tr ; 


S—11833 


Library of Congress B1i97_R4 


The Ra Springs, in Rockingham Co. . {= 
an analysis o tan wakecs nd letters of cxiltel end 


nent physicians, and certificates of cure, great 
a virtues of these — - ‘ogc ra 


remedial 
Philadelphia (Lippincott’s press, 1 
Dp. trom BD. 


1, Rawley Springs, Va. 


Library of Congress RAS7.VER4 1873 


The Rawiley Springs, in County, Va. ... 

with an analysis of of the waters, and letters of ebtlitu! end 
it phys’ Richmond, Enquirer steam book 

and job printing house, 1874. 

Dp 2". 


1. Rawley Springs, Va 


8 11M8t 


Library of Congress RAS) VER4 1874 


The Rawley Springs, in Rockingham County, Virginia 
.. with an analysis of the waters, and letters of skilfal 
and eminent physicians, and certificates of cure, showing 
the great remedial virtues of these waters in many dis- 
eases ... Philadelphia, Collins, printer, 1878. 


op mm. 


1. Rawley Springs, Va. 
ca 10-468 Unrev'd 


Library of Congress RASO7.V8R4 1878 


Rawling, Cecil Godfrey, 1870- 

The land of the New Ae pygmies; an account of the 
story of a pionecr journey of exploration into the heart of New 
Guinea, by Captain C. é. Rawling ... with 48 illustrations & 
amap. L Seeley, Service & co., limited, 1913. 

xvi, 17-9685, (1, p front. plates, fold. map. 23". 

Chapter x1x, on the pygmies, by H. 8. Harrison. 


1 
Dutch. 3 British ornithologists’ union expedition, 1911. 4. Negri- 
ton. 1. Harrison, Herbert Speacer, 1872- 
13 ean 
Library of Congres DUT4. RS 
aqidl, 


Rawling, Charles J. 
History of the First i 
ing a narrative of the military movements in the moun- 


tains of Virginia, in the Shenandoah Valley and east of 
the Bh ing the war of the rebellion, of the 
a . oe 


’ and three years’ service. 
Puiledeiphia, Printed by J. B. Lippincott co 
Mp mm. 


1 U. S—Hist 


—Civil histories—W. Va inf —ist 
2 West Virginia infantry 


war—Regimental 
Ist regt. 1861-1864. 
2-171 


Library of Congress ES365S Ist 


Rawling 


Rawling, Ernest P. 
Rawling’s book of mixed drinks; an up-to-date oie 
for mixing and serving all kinds of and writ- 
ten poomee J for the man who entertains at 
Ernest P. Rawling ... (San Francisco, Guild press, ‘191: 
1 p. L, xiii, 5:00 p. front. (port) 17°. 90.90 


1. Beverages 


1418087 
Library of Congress 


Copyright A 379400 


TX9SLR2 


.. Head injuries, by L. Bathe Rawling ... London, Oxford 
university press, H. Milford, 1934. 


ehh Se 2% ftius., diagrs. 227°. (Oxford medical publice- 
» 


1. Head—Wounds and injuries. 2. Head—Surgery. 1 Title. 
854484 
Library of Congress RD621.R3 
3s eT si 
yr ee eter pe 
Landmarks and surface 


matte of Go bane Tals 
* = thirty-one illustrations. 

vill, 8p. 29 pl. ea = 

Some of the plates accompanied by leaves with descriptive letter. 
Drees. 


1. Anatomy, Haman 1 Tithe. 
A 16-487 


Stenford univ. Librery 
for Library of Congress 0381, 


Rawling, Louis Bathe. 


... Burgery of the head, by L. Bathe Rawling ... Lon- 
don, H. feuds rete. 1915. 
150 p. illus. 179. (Oxford war primers) 


1. Head—Surgery. 2. Surgery, Military. 

861673 
Library, U. S. Surgeon- General's Office 
Rawling, Louis Bathe. 


The surgery of the skull and brain, by L. Bathe Raw- 
ling ... London, H. Frowde; Hodder & Stoughton, 1912. 


xi, MO p. illus. (part col.) 25. (Oxford medica! publications) 
Bibhographical foot-notes. 


l. Head—Surgery 2 Brain—Surgery 


SG is-i25 
Library, U. S. Surgeoa- General's Office 
Rawling, Sidney Owen. 
Intre-red photography. by & O, Rowling .- Leadon and 
Glasgow, Blackie & son 1983, 
x, ST p. =m pl. (incl, front, facsim.) diagre 1”. (Helf-titte: 
Biackie's “Technique” series) 
“First iseved Joly 1963. Reprinted October 1958." 
1. Photography, Infra-red. 
be aoeatl 
Library of Congress ‘TRISS.RS 
S503 Tr 








Rawling 


Rawling, Sidney Owen. 

Infra-red photography, by S. O. Rawling .. 
ican photographic publishing co., 1934. 

x, 57p. xm pl. on 81. (incl. front. facsim.) diagrs. 19°. 


Printed in Great Britain. 
“First issued July 1983. Repriated October 19838, March 1934.” 


Boston, Amer- 


1. Photography, Infra-red. 


3433819 
Library of Congress TRISO.KS 1004 
(Bod2, 770 
Rawliag, Sidney Owen. 
Infra-red photography, by S. O. Rawling ... 2ded. Lon- 


don and Glasgow, Blackie & son limited, 1936. 
wt Big (tet treat, fain) on 81, gr. 19. (Helf- 


aaiaineine 1985, Reprinted September 1956." 
“Bibliography relating to infra-red sensitizing dyes”: p. 63-04. 


1. Photography, Infra-red. 


Library of Congress TRIS5.R3 1936 


Rawlings, Alfred, comp. 
A flower enthology, § selected and illustrated by Alfred 
Rawlings. London, Gay and ce Itd. (1912, 


Hi, 163 p. 12 col. pl. (incl. front) 174™. 


1. Title 
A 13-2609 
Title from St. Paul Pub. Libr. Printed by L. C. 
Rawlings, Alfred, comp. 
A sea anthology, selected and illustrated by Alfred 
Rawlings. London, Gay & Hancock, Itd., 1913. 
vii, 171 p. 12 col. pl (inel. fromt.) 179. 
1. Sea poetry. 1. Title. 
14-8428 
Library of Congress PN6110.S4R3 
Rawlings, Arthur Lionel. 
The theory of the ic compass and ite deviations, 
A. L. Rawlings ... Macmillan and co., limited, 1 


=, 191, 2; p les, diagrs. 22)”. 


1. Compass, Gyrostatic 1. Tithe: Gyroscopie compass. 


> 19eRs 
Library of Congress VEST? ROS 
Rawlings, Charles, b. 18051 
An olla podrida. By Charies Rawlings. London, 
Printed for private circulation Bradbury and Evans, 
printers, 1! 
xi, 7p. 22. 
In verse 
4. Tithe. 

16-4690 


Library of Congress PRS209.RBOS 


LIBRARY OF CONGRESS 


Rawlings, Edmund C. 


The Free churchman’s guide to the Educati 


—— Gertrude Burford. 
The story of books, %. Gertrude Burford Rawlings; with 





1902. By Edmund C. Rawlings ... with a sketch of ‘be 


history of lar education in in England and Wales. B 
5 wi Townsend ... London, National council ot 
the E lical free churches, 1903. 





viii, J3 p. 199%. (Half-title: The Free church legal library. u) 


1, Education—-Gt. Brit. 2. Church and education—Gt. Brit. 3. School 
law—Gt. Brit 1. Townsend, Willies John, 1835- 
E 13-1333 


Library, U. S. Bur. of Education LA631.R2 


Rawlings, Gertrude Burford. 
The British museum library, by Gertrude Burford Rawlings 
Grafton & co.; White Plains, N. Y., H. W. Wil- 
son co., 1916. 
231 p. fret 19". 
“Some official catalogues, etc., of the British museum library”: p. 211- 
Ti setect bibliography”: p. 221-223. 


1. British museum. 


17—11000 
Library of Congress 


Rawlings, Gertrude Burford. 

Coins and how to know them, by Gertrude Burford Rawl- 
lings; with 206 illustrations. New York, F. A. Stokes com- 
pany ,1908, 

xix, 8374p. 11. 206 illus. op xxxv pl. 199™. 

Printed tn Great Britain. 


1. Numismatics. 


2028 
Library of Congress C381.R2 
(3611, 737 
Rawlings, Gertrude Burford. 
Old London, by Gertrude Burford Rawlings ... Boston, 


Little, Brown company, 1927. 
xii, 176 p. front. plates. 20°. 
Printed in Great Britain. 


1, London—Deser. 2 London—Antiqg. 1 Title. 


27-27600 


Library of Congress DA6TT.RS 


Rawlings, Gertrude Burford. 
bey yt dye + (esteem ie Lon- 
don, G. Newnes, limited, 190 


171 p. incl. front. titus. 15j°. (The library of useful stories) 
1. Books. 2 Printing—Hist. 1. Tithe. 
2-42 Revised 

Library of Congress TARY 

(P42g2, 
Rawlings, Gertrude Burford. 
The story of books, by Gertrude Burford Rawlings, with 
seventeen illustrations. New York, D. Appleton and com. 
pany, 1901. 


160 p. incl. front. lus. 15y°. (Helf-title: The Library of useful 
stories) 


1. Books. 2. Printing—Hist. 1 Title. 
123047 
Library of Congress TA RI 
—— —— Copy 2. 
Copyright A 11833 (35u2, 
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New York, 1915. 


160 p. inci. front., ius. 19°. (On back: Library of valuable knowl. 
) 


1. Books. 2. Printing—Hist. 1. Title. 
16—1882 
Library of Congress TARD 1915 
Copyright A 418580 flel, 


Rawlings, Gertrude Burford. 

The streets of London, their history and associations, by 
Gertrude Burford Rawlings ... London, G. Bles ,1926, 

1283p. 2. 

Bibliography: p. 5-6. 


Library of Congress DAGS9 SORS 


(Rawlings, Isaac Donaldson, 1869- 

The rise and fall of disease in Illinois ,by Isaac D. Rawlings, 
™. 8, ™. D., in collaboration with William A. Evans, ™. p., 
pb. Pp. u., Gottfried Koehler, mt. p., and Baxter K. Richardson, 
a. B, In two parts. Printed by authority of the state of 
SHigele, tnd Basra Il. UL, Schepp & Barnes, printers, 1927, 

told.) 
: The cy a fall ‘tall of disease 1 in Illinois. Vol. 2 
Pubitaned * by state eo Department of public health. 1927. 
by the state a of public health in commemora- 
tton of its fiftieth anniversary 
“Indexed by Clara Breen.” 
1 TMiinole—-Sanit affairs. 2 


Hygiene, Public. 1. Evans, William 
Augustus, 1865— joint author. 1. Koehler, Gottfried, 1878- Joint 
author, mr. Richar » Raxter Key, 1888- Joint author. 
. Breen, Clara. vv. Tilt nois. Dept. of public health. v1 
Tie 
Library of Congress RA447.13R3 27—27418 
(03313, 


Rawlings, Isaac Donaldson, 1869- 
see also 


Illinois. Dept. of public health. 


(Rawlings, J N ! 


Arizona anon.) Philadelphia, J. B. Lippincott co., 1888. 


Opp. 12°. 
Reprint from Chambers's encyclopedia. New ed. 1888. 
1. Arizona—Deser. & tray. 

F811. R25 


1-19908—M 1 


Rawlings, James W. 


A lecture entitled The wonderful results of small be- 
ginnings, by James W. Rawlings ... Baltimore, 
9p 2. 


15-17287 


Library of Congress BJ1611. R25 
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Rawlings, Lilian. 
Love and foxes in Panes, by Lilian Rawlings. Kobe, 
Japan, J. L. Thompson & co. Itd., 1980. 


2p.l,ivp,11,24p,11 Wee 19°. 
“Limited to five hundred copies on Japanese hand-made paper.” 
Short stories. 


Contents.—Preface.—The bridge of love —New wine in old bottles — 
Fox in the midst.—Yuriko's marriage.—Ralny season. —Musbiro. 


1. Japan—Soc. life & cust. L Title. 


31-1178 
Library of Congress PROOSS.ASBI4 1930 


3 (828.91) 915.2 


Rawlings, Mrs, Marjorie (Kinnan) 189¢- 


Cross Creek, by Marjorie Kinnan Rawlings; Seaton ty 
Edward Shenton. New York, C. Scribner's sons, 


4p.1,368p. ilus 219". 


1 Title. 


Library of Congress PS3535.A845C7 


130) 813.5 


Rawlings, Mrs. Marjorie (Kinnan) 1896— 


Golden apples, by oo Kirnan Rawlings ... New 
York, C. Scribner's sons, 1935. 


Sp..,352p 19)". 





1. Title. 
35 — 18888 
Library of Congress PZ3.R1989G0 
_ Copy 2. 
Copyright A 87650 e392, 


Rawlings, “rs. Marjorie Kinnan. 
South moon under, by Marjorie Kinnan Rawlings. New 
York, London, C. Scribner's sons, 1933. 


4p.1,34%p. 199". 


. Tithe. 
— 3488 
Library of Congress T'Z3.R19GPRo 

—-———— Copy 2. 

Copyright A 60498 (a38m2, 


Rawlings, Mrs. Marjorie (Kinnan) 1896- 


When the whippoorwill— (by, Marjorie Kinnan Rawlings, 
New York, C. Scribner's sons, 1940. 


4p.L,2%p. 2". 
INustrated t.-p. 


der.—The —Varmints —The .—Gal 

tora—A Wy om conscience.—A aone’ in baneealie Onde ot 
L Tite 

40-27409 

Library cf Congress PZ3.R19T4Wh 

—— —— Copy 2. 

Copyright 118, 

Rawlings, Mrs. Marjorie 


1% Tithe 


Library of Congress 
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Rawlings, Mrs. Marjorie (Kinnan) 1896— 

The yearling, by Marjorie Kinnan La omen. g with pictures 
by N.C. Wyeth. New York, C. Scribner's sons, 1939, 

vill p11, 400. col. plates, 223". 


Tilustrated t.-p.; Sages Uning-papers in colors. 
“Pulitzer prize ed! 


1. Wyeth, Newell Convers, 1882- Mus, 1. Title, 
39—27989 
Library of Congress PZ3.R1069Ye 16 
rfle2, 


Rawlings, rs. Marjorie (Kinnan) 1896— 


... The yearling; decorations by Edward Shenton. New 
York, C. Scribner's sons, 1940. 


Sp.1,428p. Mus 239°. 
“Published, April, 1988 twentieth printing, December, 1989." 


1. Title. 

40-1013 
Library of Congress P73. R1980Ye 20 
3, 


Rawlings, rs. Marjorie (Kinman) 1896- 

The yearling, by Marjorie Kinnan Rawlings; decorations by 
Edward Shenton. New York, Chicago tc, C. Scribner's 
sons ,“1941, 

xill p., 11, 427, l) p col front, illus (incl map) port. 214". 

On cover : School edition. 


1. Tithe 


Library of Congress PZB. R10eeYe 21 


Rawlings, Mary, 1873- 
The Albemarle of other days, by Mary Rawlings. Char- 
lottesville, Va., The Michie company, 1925. 


4p.1, 1486p. front, plates, fold. map. 204°. 


1. Albemarle co., Va. 1. Title. 


Library of Congress 232 ABR2 


Rawlings, Mary, 1873- 

Ante-bellum Albemarle; Albemarle county, Mg his- 
torical sketches by Mary Rawlings, ag by H. Joe me 
and A. Robinson. Charlottesville, Va. The Peoples national 
bank ,1935, 


vil, 101 p., 11 incl. tltus, plates 24. 


1. Albemarle co, Va.—Historic houses, ete. 2. Virginia—Historic 
houses, ete. 1. Tithe 


36—18087 
Library of Congress F282. A8SR17 
fel, 975.548 
Rawlings, Robert Cosby, 1861- 

A synopsis of the Yankee drummer abroad, oy R. C. 
Rawlings; a story of love and commerce. (Kansas City, 
Press of Punton-Clark pub. co., “1909, 

Bp. i”. 

917661 

Library of Congress PZ3.R197S 
© June 21,09; A 242597 ; 2c. June 21,09; R.C. Rawlings, Kansas City, Mo. 
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Rawlins 


ix, a) p. 11, 2464p. 4 pl, fold. map. 26, 


1, Canada—Descr. & trav. 2. U. 8—Desecr. & trav. & Pacific rall- 


| alana 


Library of Congress F1082.R25 


(STel- 


Rawlings, Thomas. 

What shall we do with the Hudson's Bay territory? 
Colonize the “fertile belt.” which contains forty millions 
of acres... London, A. H. Baily & co., 1866. 


Subject entries: Northwest, Canadian—Deser. & tray émeune 


Library of Congress, no. F1080.4. R25. 


Rawlings junior high school. 
Cleveland 


Cleveland. Rawlings junior high school. 


Rawlings manufacturing company, St. Louis. 


The Rawlings catalog of fall and winter athletic equip- 
ment 
St. Louis. 


lv. illus. 2297 
Only latest iggue in Library is kept on shelf. 





ca 23-257 Unrev'd 
Library of Congress GV747.R2S 
Copyright 
Rawlins, Charies Edward. 
American dis-union : ituti - itutional! A 
reply to Mr. James Spence upon question “Is secession a 


constitutional Fight!” discussed ny tie recent work, “The 
American union.” By Charles Ed. Rawiins, jun. Lon 
don, R. Hardwicke, 1862. 


xi, 28 p. 177”. 


o-2211 
Library of Congress ‘JK320 RB 
em, 
" oncomitants of the three-point 
Complete systems of 
and the four-point in elementary geometry .. . by Charles 
Henry Rawlins, jr. ... ( 


1p. lL, ASS-173 p, 11. diagr. I. 

Thesis Som 01) pele Maghien exiverciy, WS 

Freemted. from American journal of mathematics, vol. xt, a0. 2 
April, 1918." 

1. Transformations (Mathematics) 2. Forms, Binary. 


Library of Congress QA603.R3 
Johns Hopkins Univ Libr 


{ 
i 
y 
| 
| 
] 





son te tackomen poston to 1 wells and their appli- 
be Rawlins and M. A. 
Lord Baltimore press, 


a2 


Siete sacs td Se upartzent of the Auer. 
pt ceeqerates te to cape tare tas amt of pret. 
” 
ie” ee, Natural 1. Schelihardt, Morris A., joint author. m Ameri- 
cap gas amporiation. ms. Tithe. 
96—19720 
Library Congress ‘TN880.R28 
sa el, on 6 


Rawlins, Edwin Lee, 1901- 

os from high-pressure natural-gas transmission 
lines, by E. L. Rawlins and L. D. Wosk ... Washington, U. S. 
Govt. print. off., 1 


vt, $00 p. tock, Sun. cotten, Soome. pees oh. Gage ene =. 
(;0. 8) Bureau of mines. Bulletin 265, 

At head of title: Departmen: of commerce. William F. Whiting. 
secretary. Bureau of mines. Scott Turner, director. 


1. Gas, Natural. 1 Wosk, L. D., joint author. m. Title 

28-26864 Revised 
TN23.U4 no. 265 
‘TNSSO.R3 


(rBM2, 


Library of Congress 
— —— Copy 2. 


The hidden ti 
and adapted Ny mp et nH man Gin pot — 
of Ammon, pone San i pee’ the North and 
Seat (epedh shout 1908 5) WS ~——o 
London, Simpkin, Marshall, Hamilton, Kent, itd. 
(1925, 


xxxii, 382 p. incl map. 19°. 


1. Egypt—History, Ancient—Fiction. 1. Tithe. 


26-13993 
Library of Congress PZ3.R1974Hi 


Coyright A ad int 8121 2 


Sn 
Egypt; a romance, 


The hidden treasures of 
tace ~pseud., New York, Stratford press 
Zp Lip 9. 


RB. Eus- 


1. Egypt—History, Ancient—Fiction. 1. Title. 
Library of Congress PZ3.R1974Hi2 
— ——- Copy 2. 
Copyright A 891962 2, 


26-1391 


Rawlins, Francis lan Gregory. 

Infra-red of molecular structure, by F. 1. G. Raw- 
lins ... and A. M. Taylor ... Cambridge ,Eng., The Univer- 
sity press, 1929. 


xv, 17% p> Mos, 
ries of physical 


“References” at end of chapters. 


om 22". (Holf-titie: The Cambridge se 


1 Spectrum, Infre-red 2 Matter—Constitution. Taylor, Alfred 
Maarice, joint author. 1. Title: Molecular structure. ” 
217829 
Library of Congress QCITE. RSS 
0n1, 
pee nen 


and paintings, by F. Ian G. 
Rewlins . = tao.  coamity of pe of arts ,1937, 
cover-titie, 62 p. lus, dingrs. 24j%. (The Royal society of arte 
London, Cantor lectures) 


“Three lectures given before the Royal society of arts, March, 1987.” 


1. Patotings—Conservation and restoration. 2 Pigments. 1 Title. 
88-10212 
Library of Congress N8600.B3 
— —— Copy? ra TH 
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Rawlins, Francis John, 1827-1896. 

Notes: Virginia Water (in Windsor great park,) with 
a map and illustrations. By the Rev. F. J. Rawlins, m. a. 
Windsor, Taylér and son ;1866, 

2p. 1, 42, 1h p. front. (fold. map) illus. 18°. 

Sete tracts, v. 20, no. 


3 
egnce of these Notes ras delivered in a lecture at the Town hall, 
Windsor, in February 1866.” ~—Prela dated June 1866. 


1. Virginia Water. 


Library of Congress AC9ILH3 vol 20, no. 3 


Rawlins, George Mimms, 1902- 

.. The distribution of calcium and iron in black oak trees, 
by George Mimms Rawlins, jr. ... Nashville, Tenn., George 
Peabody college for teachers, 1934. 

Ipt.t7p Wy. (George omg Ag for teachers, Nashville, 
Abstract of Contribution to education, no. 
Abstract of thesis (ru. p.)—George pasta college for teachers, 1984. 


1. Black oak. 2 be ay 3. Calcium. 4. Iron. 1 Title: 
Calcium and trou in black oak 
3511808 
Library of Congress QKS66.02R3 1984 
George Peabody College for Teachers Libr. 
-— —— Copy 2. 
Copyright A 79611 (3543, 581.133545 
Rawlins, lan 
ace 
Rawlins, Francis lan Gregory, 1895— 
Laaary or Concurss Reraxence 
CaN Seay Chas whiaS de ak eppens as tenkings is dapentery eotsleos. 
X 41-6195 
ty 
Rawlins, James, Morgan. 


Key to Lippincott’s elementary algebra, in which are 


given a solutions i in full or in part to the more difficult exer- 
cises and problems, by J. Morgan Rawlins . Philadel- 
phia, J. B. Lippincott company ;"902) 
Ip. lL, 6102p. 19. 
Bubject entries Algebra. 
taal 
‘Library of Congyem, na. QA1S2.L771. Copyright. 
Rawlins, James Morgan. 

Lippincott’s elementary algebra; a scientific and prac- 
tical treatise by J. Morgan Rawlins Philadelphia, 
J. B. Lippincott company ,1901 

348 p. diagrs. 19% 

1. Algebra. 4. Tithe 

1-28773 

Library of Congress QAIS2Z.R% 

Copyright A 18608 a2sd! 


Rawlins, James, Morgan. 


Lippincott's elementary arithmetic ; embracing the sci- 


ence and practical application of numbers . iladel- 
phia, J. B. Lippincott company :1899) 

ix, Bip. 1 

Bubject entries: Arithmetio—1881-1900. — 


Library of Congress, no. QAUS.R25. Copyright. 
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Rawlins, James Morgan. 

Linn s el rm" oh * “ 

a < ry acing 
science and p of b ; 
gan Rawlins ... Rev. oh Philadelphi A: 
company ("191% ss. 

ix, Bip. ilu. 17. 9a 

1. Arithmetic—1901- 1. Title. 

1224860 


Library of Congress 
Copyright A 327509 


QAIOI.R2S 1912 


Rawlins, James Morgan. 
Lippincott’s mental arithmetic embracing the prinei- 
a of analysis and induction, by J. Morgan Rawlins 
hiladelphia, J. B. Lippincott company “1899 
185 p. 197 


1. Arithmetic, Mental 1. Title 
99-3838 Revised 
Library of Congress QAi03.R255 
Copyright 1f24d2) 
Rawlins, James Morgan. 


Lippincott’s practical arithmetic embracing the scierice and 
ical application of numbers, by J. Morgan Rawlins ... 
Philad~Iphia, J. B. Lippincott company ,c1899, 
i, 47p. 19)". 


1. Arithmetic—1881-1900. 1 Title. 
90 BE39 Revised 
Library of Congress QA108. R26 
Copyright 1898: 50084 (F88b2) 
Rawlins, James Morgan. 
Lippincott’s practical em embracing the sci- 
ence and practical apy Mor- 





gan Rawlins ... Rev. ed. Philadelphia, J. B. Lippin- 
cott company “1912, 


xi, 432 p. illus, diagrs. 18). 


1. Arithmetic—1901- 1. Title. 


12-23718 
Library of Congress 


Copyright A 327175 


QAI03.R25 1912 


Rawlins, John, fl. 1773. 


The power of musick, and the particular influence of 
church-musick: a sermon preached in the cathedral- 
church of Worcester, at the anniversary meeting of the 
choirs of Worcester, Hereford, and Gloucester, Septem- 


ber 8.1773. By John Rawlins ... Oxford, At the Claren- 
don-press, 1773. 
2p..39ep @ 
1. Music, Influence of 
9-785! 
ML392). A2R18 


Library of Congress 


Rawlins, John Aaron, 1831-1869. 
Speech of Major Gen'l John A. Rawlins, chief of staff, 
U. S. A.; General Grant's views in harmony with 








Congress. 
Authentic Pp of his p P Pub. by the Union 
ional i Washington, D. C. 
(Washington, D. C., Chronicle print, 1868, 
ip my". 
Caption title. 


Be ET ey - 2. Reconstruction. Pe 
ut 
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Rawlins, Joseph Lafayette, 1850- 

The Snel bill. Speech of Hon. J. L. Rawlins, of 
Utah, in the Senate ... January 15, 1900. Washington 
Gov't ‘print. off. 1900. 


bp 23 


1. Currency act of March 14, 1900 
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The seven great monarchies of the ancient eastern world ; or, 
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(190-1, 

2, in 1. col. front, illus, plates, map, plans 21%. 

Preface dated 1876. 





1 Persta—Hist. 

4—17406 
DSse. R33 
e8Tj1, 8857 


Library of Congress 


Rawlinson, George, 1812-1902. 
bed yt it Oriental monarchy ; (3 oF The geography; 


history, & — of Parthia, co! 
from codent and modern sources by George Rawlinson 
‘ , Longmans, Green, and co., 1 
xiii, (2), 458 p. col. front. 2 fold. maps. 22)™. 
1. Parthia—Hist. 
)36b1, 54838 
Library of Congress DS62R27 


Rawlinson, George, 1812-1902. 

The sixth great oriental monarchy; or, The geography, his- 
tory, and antiquities of Parthia, collected and illustrated from 
ancient and modern sources. By George Rawlinson New 
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“First published 1988.” 
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mans, Green, and co., 1913. 
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Maratha —Robert —Ranjit ‘Singh ad and the Sikh nation —Foreign 


p xV=xxiti 


ibliography C ilisatio: ncient I 
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Shivajf the Maratha, his life and times, by H. G. Raw- 
linson Oxford, Clarendon press, 1915. 
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Appendix: 1. The balled of Sinhaged ;tr. by C. A. Kincaid,)—n. Shi- 
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Now first published from the original manuscript, written 
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1 Pi; L, xaviil, 4%, 1), 68 p. 19". 
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Rawlinson ... London, Chapman & Hall, Itd., 1928. 
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Rawlinson London, Macmillan and co., limited, 1908-13. 
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Contents. —¥. 1. Line engravings on copper, 1704-1839.—v. 2. Line 
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Economics of the silk industry; a study in industrial organ- 
isation, by Ratan C. Rawiley ... London, P. 8. King & son, 
Itd., 1919. 
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Bibliography : p. 49. 
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Country sketches for city dwellers, by Mra. Willingham 
Rawnsley ... with sixteen full-page illustrations in colour. 
London, A. and C. Black, 1908. 


tx, 106 p. cot. front. 15 col. pl. 23. 


1. England—Descr. & trav. 2. Country life. 1, Tithe. 
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The New Forest, by Mrs. Willingham Rawnsley, with 
twenty full page illustrations in colour. London, A. and 
C. Black, 1904. 


vii, 134 p. col. front, 19 col. pl. 23°. 


Each plate accompanied leaf with descriptive letterpress 
Lettered on cover: Painted and described by M"*. W' ‘iagham Rawnsley. 
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Canon Rawnsley, an account of his life, by ne F. 
Rawnsley. Glasgow, Maclehose, Jackson & co., 
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By fell and dale at the English lakes, by the Rev. H. D. 
Rawnsley ... with eight illustrations. Glasgow, J. MacLehose 
and sons, 1911. 


x, (2), 288 p. front., plates. 19)”. 


1. Lake district, Eng. 1 Title. 
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Rawnsley, Hardwicke Drummond, 1850-1920. 
Flower-time in the Oberland, by the Rev. H. D. Rawns- 

ley ... With illustrations from pencil sketches, by Edith 

Rawnsley. Glasgow, J. MacLehose and sons, 1904. 


xi p 11, 337 p. front. plates. 20°. 
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Rawnsley, Hardwicke, Drummond, 1850— 
Harvey Goodwin, bishop of Carlisle. A biographical 
memoir. By H. D. Rawnsley... London, J. Murray, 
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xi, 372 p. front., port. 23". 
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from D. dames Oregges. 0. Address by the Arch » 


Subject entries: Goodwin, Harvey. bp. of Carlisle, 1818-1801. 


Library of Congress, no. 
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Henry Whitehead 1825~—1896, a memorial sketch; by 


the Rev. H. D. Rawnsley . . . 
and sons, 1898. 
ix, 250 pp., 11. from (port.) 23. 
“List of writings”: pp. 242-245. 
Subject entries: Whitehead, Henry, 1825-1806. 


Glasgow, J. MacLehose 


1 ORE M2 





d, 1851-1920. 
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Glasgow, J. MacLehose and sons, 1903. 
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Literary associations of the English lakes, by Rev. H. D. 
Rawnsley ... Glasgow, J. MacLehose and sons, 1894. 
24. fold. map. 199™. 
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Westmoreland, Windermere and the haunts of Wordswort! 
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Library of Congress DA6T0.LIRI 
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Literary association of the English lakes, by the Rev. H. D. 
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Memories of the Tennysons, by the Rev. H. D. Rawnsley ... 
Glasgow, J. MacLehose and sons, 1900. 
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Rawnsley, Hardwicke, D,rummond, 1850~ 

Months at the lakes, by the Rev. H. D. Rawnsley . 
With nine illustrations. Glasgow, J. MacLehose and 
sons, 1 

x, 2), 4p. 9 pl. Am. 


“A monthly record of the om in the face and mood of nature at 
English lakes."—Prefatory note. : ‘e — 


1. Lake district, Eng. 


Library of Congress DA67O.LIR2B 
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Notes for the Nile, together with a metrical rendering of 
the hymns of ancient Egypt and of the Precepts of Ptah-hotep 
(the oldest book in the world) by Hardwicke D. Rawnsley, 

London, W. Heinemann, 1892. 
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great —— in the flesh i 
father of Pharaoh the 









. reat: ao Sisterien! sketch - 
one “ of Thebes.—vi. Hymns of ancient Egypt —vu. The | precepts 
of Ptah-b being a metrical rendering of the oldest book ip the world. 
1. Exypt—Deser. & trav. Antiq. 8. Egyptian literature 
Transiations into English. 4. English literature — Transiations from 


1. Ptab betep. u. Title 
15-3642 
Library of Congress Te. Re 
3%e1, 


Rawnsley, Hardwicke Drummond, 1851- 
Past and present at the English lakes, by the Rev. H. D. 





Rawnsley ... Glasgow, J. MacLehose and sons, 1916. 
vip. 21, 23p. front, plates. 19§™. 
1. Lake district, Eng 1. Tithe. 
A16-1513 
Title from A.L.A. Booklist. Printed by L. C. 
Hardwicke D d, 1851-1920. 
A rambler’s notebook at. the en lakes, -¢ 4 Rev, 1]. D. 
Rawnsley... Glasgow, J. MacLehose and sons, 1 
vill, (2), 258 p11. front. pl. port. 104". 
1. Lake district, Eng. 1, Tithe. 
s—1702 
Library of Congress DA670.L1R3 
aaidl, 


Rawnsley, Hardwiche 1850- 


Round the Lake country, by the Rev. H. D. Rawnsley ... 


Glasgow, J. Maclehose and sons, 1909. 
69.1227 p front, 7 pl 2. 


1. Lake district, Eng 


Library of Congress 





1851-1920, 

Ruskin and the English lakes, by the Rev. H. D. Rawnsley 
Glasgow. J. MacLehose and sons, 1901. 

Zp. 11, 243, 1) p. fromt. (port.) 8 pl. 20". 


1. Reskin, John, 1819-1900. 
Library of Congress PR5263 RS 
ma3icl, 


Rawnsley, Vrs. Willingham 
see 


a 5 Alice Julia (Argles) “Mrs. Willingham Rawns- 
y.” 


17-23068 


Library of Congress 


\Rawnsley, Willingham Franklin, 1845-1927. 

Early days at Re ang under Edward Thring, by an old 
boy. London, Macmillan and co., limited; New York, The 
Macmillan company, 1904. 

2.18 p 2” 

“Thring wes bead master ... from Seytewler 1853 to October 1547." 


bed school, Uppingham, Eng. 2. Thring, Eoward, 1821-1887. 
1 a 
Library of Congress LPTO6.UésES 


r@4n2, 


Rawnsley, Willingham Franklin, 1545- 

Highways and bywaye in Lincolnshire, by W ee 
Franklin Rawnsley, with illustrations by Frederick L. 
Lonslon, Macmillan and co., limited, 1914. 





xvili p, 11, 519 p. incl. front. ita 
wars & byways series, 


fold. map. 209%. (The high 


“A Lowland peassnt poet Alexander Forrester Farquharson,” : p. 501- 
510 - 


1 wang oe En Deser, & trav 1 Farquharson, Alexander 
Forrester, 1546 1908 “" Title, 
14—20745 
Library of Congress DA67TO.LTR2 
aie 


Rawolle, Erich. 
Mundart und kolonisation in der sichsisch-béhmischen 
Schweiz, von Erich Kawolle. Halle/Saale, M. Niemeyer, 1934. 
68 p. 23 maps (in pocket) 25°. (Teuthonista. zeitechrift fir deut 
orhe und Betheft 11) 





“Mitteldeuteche studien ... bft. 8.” 
“Literaturverseichnis” : p. 67;-68. 


1. German language — Dialecte—Saxony. 2. German language—Dia- 
lects— Bohemia. 
AC%-622 


cago PFSO01.2482 po. 11 
Printed by L. C. 


Title from Univ. of Chi- 


ra 
Reference card 
Rawon Evah, pseud. 
see 
Weissenborn, Hugo Anthony. 
S-4295¢ 


Library of Congress 








(Raws, Sir Lennon, 1878- 
Possibilities of economic recovery in Australia. (New 
York, National industrial conference board, 1933. 
pet ttt 28) x22". (Conference voard information service: 
affairs @emorandum no 2) 
Sir —l 
“Report of See ee a* 
1 Australia—Econ. condit —1918- 1 Tithe. 
Pull nome: Sir William Lennon Raws, 
42-3156 
Library of Congress HO806.R3 
a ‘330 904 
Rawson, Abel, 1796-1871. 

Address of Hon. Abel Rawson, before the Seneca co. pioneer 
association, November 6, 1869. Tiffin, O., Star pri house, 
1869. 

IiplwWp me, 

1, Seneca co., 0. 

34883 

Library of Congres F497 S4R2 

STi, 


Rawson, Abel M. 
The junior partners, by A. M. Kawson. San Francisco, J. 
Stuart & company, 1891. 


xii p21, By400 p11 incl front. plates 22)~. 
1. Title. 
81068 
Library of Congress PZ3.R198) 
Copyright 1801: 27882 a4ibl, 


Rawson, Abel M. 


Seraltha, by Abel M. Rawson ... New York and San 
Francisco, The Authors’ association, 1893. 


Bp. 2D. 


Library of Congress PZ3.R18S 


(Copyright 1893: 16938) 


Rawson, Adolfo. 

Las provincias y el estado de sitio ante la Corte suprema, 
espresion de agravios é informe in voce por parte de Don Ma- 
nuel J. Zavalla, por el doctor Don Adolfo Rawson. Buenos 
Aires, Impr. de Pablo e Coni, 1872. 


Dp. 2. 
“Jaicio seguido contra D. José Domingo Astorgs.” 


1, State of siege. 2 Argentine Republic—Pol. & govt —1860- Le 
law. L José Domingo, 
1. Zavalia, Manuel José, plaintif? rm. Title. 


28 29390 
Library of Congress 2 


(Rawson, Albert Leighton, 1828-1902. 

Kadmus; or, Three journeys toward the East. Comp. 
from the works of ras, Herodotus,-and Plato, 
and carefully com: with rites and ceremonies of mod- 
ern freemasons, and other initiative orders. By G. Kad- 
mus (pseud., ... Adapted for modern‘use W. M. Se 
nior, r. pseud. f, New York, Excelsior publishing house 


2 p. L, 11-222 p. front. (port) illus. 157 


1. Freemasons—Rituals 


9.20963 
HS499 R26 
(Copyright 1888. 2341) 


Library of Congress 
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Rawson, Albert, Leighton, 1828-1902. 


Recent explorations in Bible lands. By Prof. A. L. 
Rawson. iladelphia, A. J. Holman & co., 1875, 

23-4 p. illus Ox Bm. 

1. Palestine—Antiq. 


Library of Congress DS120.R26 


Rawson, Christopher. 
Pepe Aa Se eetie ent en eepenbents 
pas) mama 2 he ag oe weon ... Wal- 


L and ous, Gardner, Walter Myers, 1862- 
whn's Laycock, W. F., joint author. om 
2—12406 
Library of Congress TP910.R26 
kl, 
Rawson, Clayton. 
Death from a top hat; a Merlini mystery by Clayton 
Rawson. New York, G. P. Putnam's sons, 1938. 
5p. 1, 3-256 p. front. 1 illus, pl. diagr. 19) 
1. Tithe. 
48 17568 
Library of Congress PZ3.R1982De 
— —— Copy 2. 
Copyright .\ 119582 (3843 
(Rawson, Clayton, 1906- 


Death out of thin air ,by, Stuart Towne peeud., New York, 
Coward-McCann ,*1941, 
Sp.L,3-280p. 10)”. 


“Published serially in Red star mystery under the titles ‘Ghost of the 
‘undead’ and ‘Death out of thin air’.” 


x, 41-9087 

Library of Congress 
—— —— Copy2 
Copyright ot 


Se 
Tho Sesipeiate on Go calling, by Clayton Rawson .. 
York, G. P. Putnam's sons, 


Sp.L,8-256p. 1illus 199". 
“A Merlini mystery.” 


New 


‘80-13883 


Copyright A 128788 im 


Rawson, Clayton. = 

The headless lady, by Clayton Rawson. A Merlini mystery. 
New York, G. P. Putnam's sons ,“1040, 

6p1,.8-208p front. 19)". 

“This book appeared serially tn Detective fictioo weekly under the 
title “The case of the deadly clowa’.” 


om 40-2002 
Library of Congress PZ Riss2He 

—- —— Oopy 2 

Copyright a] 


Ee ee Se So am, te Gage Sines Boston, 

“ante co 
1, 8-270, 1;p 1 ies 199°. 
sianageer 
1 Title, 
2-17219 
Library of Congress PEB.R1062No 
Co] 

Rawson, D w 8. 


The valley of the Illinois. A series of views of 
the Tilinois river and its | fauna on ry 
by D. W. S. Rawson, Peru, Illinois .. . W. 8. Raw- 
son, 1866, 

1p. 1, S phot.on 301 S1gxZi%. 


1. Dilinols river—Descr. & trav.— Views. 


11—19248 


Library of Congress FPS47.1 2R2 


(351, 


(Rawson, Edward, 1615-1693, supposed author. 

The revolution in New England justified, and the 
there vindicated from the aspersions cast upon them by Mr. 
John Palmer, in his pretended answer to the Declaration, pub- 
lished by the inhabitants of Boston, and the country adjacent, 
on the day when they secured their late oppressors, who acted 
by an illegal and arbitrary commission from the late King 
James. Printed for Joseph Brunning at Boston in New Eng- 
land. 1691. 

Spl.48p 199= 

(Continued on next card) 
37e1, 


{Rawson, Edward, a, engpeeat author. ‘The revo- 
lution in New England justi - 1691. (Card 2) 
First edition Repebiiched, a added material, in 1773. 
nedoubtedly cane for Pg 4 Rawson and Samuel 
Whitmore (Andros tracts, 
roy? ~4 been ascribed to locrease 


ther 
Signatures: A-G* (last leaf, probably blank, wanting) 


1. Massachusetts—Hist —Colonial period. £ Fae, 20, on, 1650- 
1700. An impartial account of the state of New England. 1 Sewall, 
Samuel, 1652-1730. o. Title. 


48392 


Library of Congress FT5.R26 


(3Te1, 


|Rawson, Edward, 1615-1693, supposed aut! 

The revolution in New-England paras and the people 
there vindicated from the aspersions cast upon them by Mr. 
John Palmer, in his pretended answer to the Declaration pub- 
lished by the inhabitants of Boston, and the country adjacent, 
on the day when they secured their late op 
by an illegal and commission 
James. To which is added, A ti 
Sir Edmond yy te fy Who also acted 
by an illegal and arbitrary commission from the late 
James, during his g in New-England. By 

onnextcard) 


138e1-; 
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(Rawson, Edward, 1615-1693, supposed author. The revo- 

lution in New-England justified .. (Card 2) 
gentlemen who were of his Council. Printed in the year 1691. 
Boston : ara and sold by Isaiah Thomas, 1773. 

ia) 

i RL signed : “ 

{he original dtion of 1 41d not inctode the “Narrative 

“kK. R. and 8. 8. undoubtedly stand for Edward Rawson and Samuel 
Sewall, a Pulte, ut, 514, states.”—W. H. Whitmore (andres nae, 

X . > The authorship bas also been ascribed 

st 





—Colontal period. 2. Palmer, rig )- 
1700. yo pee t of the state of New England. 


Sir Edmund, 1637-1714. 1 Sewall, Samuel, 1652-1730. 1 nite. 
Library of Congress FTS.R2 
————Copy 2. 189". (Hazard pamphlets, v. 49, no. 6, 
m38el-, 








(Rawson, Edward, 1615-1693, ouppored author. 





Force, Peter. 


(Rawson, Edward, Sond jot uP 
lution in New- 


ce 
FE. BR. and 8. 8. undoubtedly stand for Edward Rawson and Samuel 
Sexe as Palfrey mt, 514 states."—W. H. (Andros tracts, 
1, p. 68) The authorship has also been ascribed to Increase 
The original ition of 1601 did not include . “Narrative,” —_ 
was issued cen im that year, signed by William Stoughton and 
four others. 
1, Massachusett»—Hist.—Colonial period. Palmer, Joba, ca. 1650- 
Bir te od a Wt Svein I ok ‘ Suomen 
im = 1 a muel, 1 1730. nm. St ti 
William, 1632-1701. m1. Title. oni 


427240 


Library of Congress E1s7 FOO vol. 4 


(35g1, 


Rawson, Edward Kirk, 1846-1934. 

Twenty famous naval battles; Salamis to Santiago, by Ed- 
ward Kirk Rawson ... New York, Boston, T. Y. Crowell & 
company ,1899, 

2¥. i Blates (part Gouble) ports, mage, plans, feestms. (part 


Paged cont! 

Corrents.—v. 1. Salamis. Gravelines, The 
venge.” Richard” and 4 
The Nile. nt” and “Guillaume Tell.” Trafalgar —v. 2. 
stitution” and and - 

“Alabama” Mobile bay. Lissa. Angamos. Manila 
bay. Santiago. 

1. Naval battles. 1. Title. 

90—S8TT 
Library of Congress D27.R2s6 
agidl, 
Rawson, Frederick Lawrence, 1859- 

The basis of true healing, by F. L. Rawson. London, j 
and New York, N. Y., The Crystal press Itd., 192-, rie 

2p. 19. 

Caption title. 

1. Mental healing. 1 Tithe. 

216280 
Library of Congress RZA01 RM 


Rawson, Frederick Lawrence, 1859- 

The end of the world and proofs of its coming in Decem- 
ber, 1917, by F. L. Rawson ... London, The Crystal press 
Itd. ,1917, 


vil, 199, (1; p. 189". 


1. Title. 


Library of Congress BT875.R26 


Rawson, Frederick Lawrence, 1859- 

Healing by the realisation of God; or, True 
doctors. 2d ed. Being one of the series of 
prayer aj Rte . in “Active service” from July 6th 
tember 14th, 1918; rev. and enl. By F. L. Rawson 
don, The S. 8. K. T. P. book & ing dept. 192-1, 
ep. 2. 


yer 
on 
to 


vit 


1. Mental healing. 2. Prayer. 
doctors. 
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Rawson, Frederick Lawrence, 1859- 


Rawsoa, Frederick Lawrence, 1859-1923. 





How the war will end, as shown in prop ife tood from a scientific and religious point of view, 
of the final war, known as the battle of Armaged and the practical method of destroying sin, disease, and death. 
F. L. Rawson ... <2d ed.> London, The Crystal press, By F. L. Rawson... 4th ed. London, The Crystal press, lim- 
limited (1914, ited, 1917. 

65 p. 219™. xvi, (TT p. frost. (port.) 22y". 

On cover: “Great Britain victorious” Various pagings. 


Dp. 63:64) advertising matter. 


1. Bible—Prophecies. 2. European war, 1914- 1. Title 


15-4649 

Library of Congress DS24.R2 
Rawson, Frederick Lawrence, 1859- 

How to bring about permanent peace. Being a series of 
articles i from “Active service”, August 19th to Octo- 
ber 14th, 1916. By F. L. Rawson .. London, The Crystal 
press, limited ,19161, 

cover-title, 30 p, 11. 18”. 

1. European war, 1914-1918—Peace. \ Title. 

2 156868 

Library of Congress ‘D646 RS 
Rawson, Frederick Lawrence, 185° 

How to protect our soldiers; or, The practical utilisa- 
tion of the power of God by right thinking. By F. L. 
Rawson 2d ed. London, The Crystal press, limited 
(1917? 

6p. 1, xii, 1388p. front. (port) 15™ 

Verso of t-p. and 3 prelim. leaf left blank for “Notes” 


First edition, 1916. 


1. New thought 
1. Title 


2. European war, 1914- —Religious asnects 


18-21873 


Library of Congress BFOO.R3 


Rawson, Frederick Lawrence, 1859-1923. 

Krigen og den derpaa fglgende store verdensforvandling ; 
foredrag holdt i “The Queen’s hall”, — 
1915, av F. L. Rawson ... Oversat av D. H. Med forord av 
sogneprest Herman Lunde. 


1915. 

18 p. 1". 

1. Christian 2 Bible—Prophecies. 3. European war, 1914- 
1918—Miscellanea. L.8.,D,. oD. Bt. om Title 


30-9714 


Library of Congress DS524.R24 


Rawson, Frederick Lawrence, 1859-1923. 

Life understood from a scientific and religious point of 
view, and the practical method of destroying sin, disease and 
death, F. L. Rawson ... New York and London, G. P. 
Putnam's sons, 1912. 


Ip... 1638p. 229. 


1. Coamology—Curiosa and miscellany. 2. New thought. 1 Tithe. 


12-18951 Revised 
Library of Congress 


Copyright A 316728 


BD701.R3 
1Ble2, 


avi, 4, 40-40, (1), 4-40, 6-740 p. 11. front. (port.) 22. 


1. Coamology—Curiosa and miscellany. 2. New thought. 1. Tithe. 
32-12882 


Library of Congress BDT01.R3 1914 
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1. Cosmology—Curiosa and miscellany. 2. New thought. 


Library of Congress 


P-t-. .. i 

death. By F. L. Rawson 5th ed. The Crysta” 
press, limited, 1920. 

xvi, 600, p front. (port) 22". 

Various pagings. 


1. Cosmology—Curtosa and miscellany. 2 New thought. 1. Title. 
‘3029072 
Library of Congress BDT01.R3 1920 
0382, (150.01224) 181.324 


Rawson, Frederick Lawrence, 1859- 

Man's powers and work, by F. L. Rawson ... with biograph- 
ical sketch and portrait of the author. 4th ed. ... London, 
Eng and New York city, U. S. A. The Crystal press itd. 
1s 

54, (1) p. front. (port.) 19, 


“Reprinted from the " 


International ', November and 
December, 1913, and February and Ma oo 


14.” 
1 Title. 


Library of Congress RZ401 R35 
Rawson, Frederick Lawrence, 1859- 

The nature of true prayer, by F. L. Rawson 
don, Eng., and New York city, U. S. A. 
limited ,192-, 

1p. 1, 88, vill, typ. 189". 

First published 1919. 


3ded. Lon- 
A., The Crystal press 


1. Prayer. 1. Title. 


28-15475 
Library of Congress BV215.R25 1920 
Rawson, Frederick Lawrence, 1859- 

ie nee ee A lecture delivered by F. L. 


Rawson ... on the 3rd September, 1917. London, Society for 
spreading the knowledge of true prayer ,19171, 


Zip,i 199°. 

1. Matter. 1. Title. 

2815476 

Library of Congress B'vTOL RM 

Lawrence, 1859- 

... A plea for the open door. The evolution of the knowl- 
edge of truth and the of the Mother church of 
Christ, Sei Japhy FFT 
of a lecture delivered by F. L. Rawson ... at the Queen's 
London, February 2rd, 1915 ... (9d ed.) London, The 


Crystal press, limited ,19191, 





Rawson, Frederick Lawrence, 1859- 
Bx thinking the basis of true prayer, by F. L. Rawson . 
London, New York city, The Crystal press, lim- 
ned 192 
cover-title, wp 18)”. 


1. Prayer. 1. Tithe. 
28-15474 


Library of Congress BYV215.R3 1920 


Rawson, Frederick Lawrence, 1859-1923. 
The secret of divine ion, by F. L. Rawson ... 2d ed. 
London, The Crystal press, limited ,1918, 
cover-title, 48 p. 18”. 


1, Mental bealing. 2 Prayer. 
32-29087 


Library of Congress RZ401L. R28 1918 (131) 258 


Rawson, Frederick Lawrence, 1859- 


Treatment; or, Healing by true prayer, by F. L. Raw- 
sou... New York, Press of J. J. Little & Ives company, 
#1922 


Ip. 1, 254p. 15™ 


1. Mental healing 
22-24797 

Library of Congress RZ401L.R3 
Copyright A 680956 2 


Rawson, Frederick Lawrence, 1859- 
True prayer for teachers; being one of the series of articles 
on right thinking (true prayer) appearing in “Active service” 
October 19th to November 2nd, 1918, and from January 
4th to February 15th, 1919, revised and enlarged. By F. L. 
Rawson ... 2d ed.... London, New York city, The Crystal 
press, limited ,1921, 


1 p. 1, 100 p. 184°. (On cover: Divine protection series. no. 7) 


1. Prayer. 1. Title. 
Library of Congress BV213.R3 1921 
2 


Rawson, Frederick Lawrence 1859- 

True prayer in business; being one of the series of 
articles on right thinking (true prayer) appearing in 
“Active service’ from March 31st to July 21st, and No- 
vember 17th and 24th, 1917, revised and enlarged. By 
F. L. Rawson ... 2d ed. London and New York city, 
The Crystal press, limited ,1920* 


1p, 10S p 18. (On cover: Divine protection series, no. 6) 


1. New thought 1. Title. 
23-1546 


Library of Congress BFA RIS 1920 


Rawson, Frederick Lawrence, 1859- 
The war and we ~~ world change to follow, by F. L. 
Rawson .. 3d London, The Crystal press limited 


t the Queen's hall, London, on Tuesday, 23rd 
M., with the answers to questions 
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Rawson, Frederick 8. 


American road map to success; first Cai” 1922 in pote 


ogy, by Fred 8. Rawson. San Diego, C 
Ipl, S142 p. 20°. 


1, Success. 1. Title 


P a 22-600 Unrev'd 
Library of Congress BJ1611.R3 


Copyright A 681840 12) 


Rawson, 

Bligh of the ‘Bounty’, by Geoffrey Rawson. London, P. 
Allan & co., Itd. 1930, 

6p. L, 3-244 p. front., plates, ports., fold. map. 224”. 

“List of books consulted”: p. 235-287. 


1, Bligh, William, 17547-1817. 2. Bounty (Ship) 1 Title. 


31-13985 


Library of Congress DAS7.1.B6R3 


2 923.542 


Rawson, Geoffrey. 

Ear! Beatty, admiral of the fleet, Viscount Borodale and 
Baron Beatty of the North Sea and of Brooksby ... by Geoffrey 
Rawson London, Jarrolds limited ,1930, 

256 p. front. itlus. (maps, plans) plates, ports. 234”. 


David Beatty, lst earl, 1871- 
i) 


1. Beatty. 2. Gt Brit—History, 
Naval. 3. European war, 1914-1918—Na ons 





30-21517 


Library of Congress DA81.1.B4R3 


8 923.542 


Rawson, Geoffrey 
Sea gold, by Geoffrey Rawson. London, Methuen & co 
itd. ,1936, 


2p.1,22p. 19°. 


1. Title 
37-110 
Library of Congress PZ3.R19838e 
Copyright Aad int. 22153 & 


Rawson, Geoffrey. 


Ships & seamen, by Geoffrey Rawson London, T. Butter- 
worth, Itd. 1934, 


255, (1) p. diagr. 17%. (Malf-titie: The home university library of 
modern knowledge. (172,) 


1, Navigation. 2. Ships. 3. Seamen. 1, Title. 


35-1239 


Library of Congress VK145.R3 


13) [887.5] 623.8 


Rawson, Geoffrey. 

The strange case of Mary Bryant, by Geoffrey Rawson, Lon- 
don, R. Hale, limited, 1938. 

xii np, 11, 15-288 p. fold. front. (map) plates, ports., facsims. 22". 


Account of the escape of Mary Hryant and ten others from Rotany = 
and their voyage of over three thousand miles in an epen beat, to Thm 
Dutch Last Indies. 

p 








1. Mental healing. 2. European war, 1914-1918— Prophecies 
1 Title. 
28-16279 


Library of Congress 


‘28-88 
1. Bryant, Mra. Mary (Broad) 2. New South Wales -Exties. 3. Ee 
pes. 4. Voyages and travels 1, Title. 


TST Revised 
NHVSS. ATRS 


r3or2, 928.4142 


Library of Congress 
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Rawson, Geoffrey. 

The strange case of Mary Bryant, by Geoffrey Rawson. New 
York, E. P. Dutton & company, inc., 1939. 

xii p.. 11, 15-988 p. plates, ports. facsims. 21°. 

Maps on lining-papers. 

Account of the escape of M Mary Bryant and ten others from Botany bay, 
and their Lye of over three thousand miles in an open boat, to Timor, 
Dutch East Indies. 

“Pirst edition.” 

Bibliography : p. 286-288. 

1. Bryant, Mrs. Mary (Broad) 2. New South Wales—Extles. 3. Es- 
capes. 4. Voyages and travels. 1. Title. 


3 HTH 
Library of Congress HVS8658.B7R3 1989 
——- —— Copy 2. 
Copyright A 127233 Ar 3HB, 923.4142 
Rawson, George 8. 
A pronouncing manual of geography ... Containing 


also, a large amount of statistical information. For the 
use of schools. By George S. Rawson. Boston, J. P. 
Jewett & co.; ete., ete.) 1852. 


47 p. 18 


1. Names, Geographical 


$-6216) 


Library of Congress G106.R26 


Rawson, Mrs. Graham 
ace 


Rawson, Mrs. Marion (Enthoven) 


Library of Congress 2 


Rawson, Graham 8. 


The measure, and Down stream; two plays, by Graham 
S. Rawson ... London, T. Fisher Unwin, itd. 7 1919, 
3p. L, 2p. 20. 


1. Title. u. Tithe: Down stream. 


19-17611 
Library of Congress PR6O3S.A8SM4 1919 
—— -—— Copy 2. 
Copyright D 52863 12. 


Rawson, Graham 8. 


The stroke of Marbot: and two other plays of Na 
leonic times, by Graham S. Rawson. London, T. Fisher 
Unwin, Itd. .1917 

199, yp. 20" 


Contents.—The stroke of Marlot—The dangers of peace —The pastor 
of Jena 


LN apoléon ' i 2. Marbot, Jean Baptiste Antoine Marcelin, 
baron de, 1782-1854 ama 1. Title 


89, 
Library of Congress sates 


Copyright D 49332 
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Rawson, Mrs. Graham Stanhope 
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Rawson, Mrs. “uriun (znthoven) 
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Rawson, Grindall, 1659-1715. 


The necessity of a speedy and thorough reformation 
as it was diseoursed in a sermon, preached before His 
Excellency the Governour, the Honourable Council, and 


representatives of the province of the Massachusetts. 


Bay in New-England: on May 25. 1709. Which was the 
day for election of Her Masesties Council for that pro- 
vinev. By Grindal Rawson ... Boston: Printed by B. 
Green, for Benj. Eliot, Sold at his Shop at the Head of 
King Street. 1709 

Ipt,40p 144" 

1 Lsusdeians Colony. Council, 1709. t. Title. 





24-9339 
Library of Congress 


BV4260MS 1709 


Rawson, Guillermo, 1821-1890. 


. Escritos cientificos ; —- del Dr. Manuel V. Carbonell. 
Buenos Aires, El Ateneo, 1928. 


ptm pure Sam gis 19™. (Grandes escritores argentinos ... xx) 
de Rawson, por Manuel V. 


versa 
*.— Rawson y Bertillén.—Ley de 
esferas solares y planetarias.—Apéndice: En dos manifestactones de 
estudiantes. 


1. Title. 
Library of Congress ACTS.RM 
2 


Rawson, Guillermo, 1821-1890. 

Escritos y discursos del doctor Guillermo Rawson, co- 
leccionados y pub. por Alberto B. Martinez bajo el patro- 
cinio de la Comision popular homenaje al Dr. Guillermo 


wson ... Buenos Aires, Compafifa sud-americana de 
billetes de banco, 1891. 
2v. 2a". 


Imperfect: t.-p. of v. 1 wanting. 


1 ine Republic— Pol. & — Addresses, lectures. 

a. Martins, | ah Reese dt Tithe. sist ibbina ni 
(26D, 18-22061 

Library of Congress AC75.R35 
Rawson, Guillermo, 1821-1890. 

Escritos y discursos del doctor Guillermo Rawson. 
(Buenos Aires?, Biblioteca ‘*French,’’ 1916. 

2p. b.7-329 pL, ap. 18 


“El doctor Rav son, su retrato” (p. 7-20) signed: Francisco Cobos. 


1. U. S—Pol. & govt —Addresses, essays, lectures. 2. Argentine Repub- 
lic—Pol. & govt 


Addresses, essays, lectures. 1. Cobos, Francisco. 
1. Title 
16-24412 
Library of Congress JAM.R3 
Copy 2. F2846.R25 


Rawson, Guillermo, 1821-1890. 
.. Polemicas con Sarmiento, discursos y escritos poiticos. 
Tuenos Aires, Fl Ateneo, 1928. 


K vi, 200 p11 19". (Grandes escritores argentines xv) 
Conrests. El doctor Rawson, su rt x ypor Francisco Cobos — 

Estado 2 pond pa sostenida con el er. irmiento ...).—-Proyecto 

de ley de iy —Politica 

Tegevstonss en is Estados Unidos.— Vm eeaida, det Sena norteaumert 

cano. — Al sallr de una prisién. — Derechos diferencia les. — Fomento de 

inmigractén 





1, Argentine republic—Hist.—1860- —Sources. L 
Domingo Faustino, pres, Argentine republic, 1811-1888. m. Title. 


2—OnT6 
Library of Congress F2846. R254 


filet, 


Rawson, Guillermo, 1821-1890. 
Vital statistics of the city of Buenos Ayres. By G. Rawson 
. New York, D. Appleton and company, 1876. 
Dp. wir. 


1. Buenos Alres—Stat. 


4—11780 
Library of Congress HA960.B74 1876 


(080e1, 
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sawson, Sir Harry Holdsworth, 1843- 


see also 


South dales. G - ) 
Souyh dates. Governor, 1902-1909 


Rawson, Henry Gilbert, 1851- 

The pocket law-lexicon, explaining technical words, phrases, 
and maxims of the English, Scotch, and Roman law. To 
which is added a complete list of law reports, with their abbre- 
viations. 2d ed., rev. and enl. by Henry G. Rawson... Lon- 
don, Stevens and sons, 1884. 

iv, 50 p. 16". 


1. Law— Dictionaries. 
abbreviations 


L Title: Law reports of the United Kingdom 
with their 


24— 19608 
Library of Congress (37b1, 


Rawson, Herbert. 


Success in market gardening; a new vegetable growers’ 
manual, by Herbert Rawson. Rev. and enl. ed. ... New York, 
Doubleday, Page & company, 1910. 

xiv, 271 p. front. plates. 1997™. (The garden library, 


“The present volume is Oey riaten of the backs of the came Gitte wrtnn 
by my father, the late W. W. Iw waon, ran through several edi- 


1, Vegetable gardening. 1. Rawson, W. W. 
10—10847 
Library of Congress 8B321.23 
Copyright A 261183 881-, ° 


Rawson, urs. Ivy Marion (Enthoven) 
see 


Raws un, Lrs. Marion (Znthoven) 


Raweon, Jack, pseud. 


Hower, Frank Leslie. 


Limrary or Conoress Reremance 
ER Ry i Rh hy hI 


Congress secondary entries 
x 41-1741 


Rawson, James, d. 1854. 

Cuba. By Rev. James Rawson, a. ™. Edited by D. P. Kid- 
der. New-York, Lane & Tippett, for the Sunday-school 
union of the Methodist Episcopal church, 1847. 

70 p. incl. front., illus. 154. 


1, Cuba—Deser. & trav. 1. Kidder, Daniel Parish, 1815-1891, ed. 


m. Title. 
2-800 
Library of Congress F1763.R25 
add], 
a3 


Rawson, James. 
A ex of af epnsnvatedd terms of the English lan- 
ma. 2 Rev. James Rawson, a. «. Philadelphia, 
y& Blakdetos, 1850. 
iv, 13-216 p. 184 


1 English language—Synonyms. 


1-569 


Library of Congress PE1591.A2R3 


om Jonathan, 1759-1794. 

pendium of military duty, adapted for the militia 
of ry t Rited States; in three parts. Containing: part 1 
The duty of soldiers in general, non. |—com- 
missioned, field and general officers ; with instructions for 
the conduct of each, both in the militia & in actual service. 
Part un. The manceuvres and evolutions of the ingantry, 
artillery and cavalry, upon the plan laid down for the 
army of the United States, upon the Prussian system. 
Part m. Some particular instructions to officers of par- 
tizan corps, lateveperend with historical facts, anecdotes, 

Continued on next card) 


Rawson, Jonathan, 1759-1794. A compendium of 

militery duty... (Card 2) 
&e-—together with the manceuvres of armies. The whole 
carefully collated from the Count Saxe, the 
Valiere, M. Lamont, the Baron Stuben, and other eminent 
characters. By Jonathan Rawson... Ist ed.... Dover 
(N. H.) Printed by Eliphalet Ladd, for the subscribers 
and to be sold in Boston by David West and Ebenezer 
Larkin, jr., also, by the printer, at his office, near the 
Court: house, 1793. 

, M1y-30S (4. ¢. 295) p. 218. 
Pages 1241)-:295, igeoevectty 8 numbered 251-305 
1 S.—Militia—Handbool 


Library of Congress U143. R26 


Rawson, Jonathan Ansel, 1871- 

Our army and navy. What you want to know about them. 
A description of our country’s fighting forces forces on land and sea. 
With tables and illustrations. 1898. New York, J. A. Raw- 
son, jr., and F.S, Crawford ,1898, 

126 p. incl. (us, plates, port. front. 17)*. 


2 ©. Stone, 3 2. U. S—Navry. 1 Crawford, Frederick Stuart, 
um, Title. 


Joint author. 
199214 
Library of Congress UA2B.R2 
Copyright 1898: 20028 (4b, 
Rawson, Jonathan Ansel, 1871- 
1776; a day-by-day story, by Jonathan Rawson. New York, 
Frederick A, Stokes company, 1927. 
ix, 429 p. 224". 
“Sources”: p. 407-410. 
1. U. 8 —Hist—Revolution. 1. Title. 
201 
Library of Congress F232. R26 
— —— Copy 2. 
Copyright A 1004757 138mm1, 
a Kennett 


en 4 
xvi, (2), 142p. front. (port.) fllus. (map) plates. 19)”. 


1. Arctic regions. 2. Bowdoin (Ship) & Title. 
2617681 
Library of Congress G670.1926.R3 
Copyright A 949870 Ara, 








Rawson, Ars. Lance. 
. Practical poultry farming. By Mrs. Lance Rawson 
Brisbane, Gregory, government printer, 1896. 


4 illus. 22°. (Queensiand. Dept. of agriculture, Brisbane. Bul- 
letin no. 8. Second series. Jan. 1896) 


Bubject entries: Poultry. oon 


Library, U. & Dept. of Agriculture, no. 23Q3B. 


Rawson, Manvel. 
ee ee ee ee 
ents afios de —— 
poy Buenos Aires, M. G! 1928. 
2p. L, S187, a) p. 11 fold plane 18°. 





Portrait on cover. 
A biography, not a bibliography. 


a Se ee 2. Argentine Republic—History, Mili- 


922808 

Library of Congress F2846.R27 
Rawson, Marianna 8. 

A life of Jesus for boys and girls, by Marianna S. Raw- 
son. Philadelphia, The Biddle press, 1911. 

115 p. front, plates, maps. 21™. $100 

11-26488 
Library of Congress 
Copyright A 300157 
Rawson, Mrs. Marion 
ace 
Rawson, Mrs. Marion (Enthoven) 
96-18838 
Library of Congress 2, 
Rawson, Mrs. Maion (Nicholl) 1878- 

The antiquer’s book, written and illustrated by Marion 
Nicholl Rawson ... New York, E. P. Dutton and company, 
ine., 1940. 

Sp Ma 2. 

“First edition.” 
ot FP, Sh. & Seen cosmen, & Art indus 

40-85487 

Library of Congress E161.R25 

Copyright 115. 7s 


Rawson, Mrs. Marion (Nicholl) 


Candle da: early American arts and imple- 
ne EE Soe New York, London, The 
Century co. ,“1987, 


xvi, 907 p front, plates 20)". 


1 U. 6—Soe life & cust. 2 Implements, utensils, ete. 1. Tithe 
27 —20087 
Library of Congress 161 R26 
———- Copy 2 
Copyright A 1010088 (30d"2, 





LIBRARY OF CONGRESS 


Rawson, Mrs. Marion (Nicholl) 1878— 
Candleday art, illustrated by the author. New York, 
E. Pp. Detten co, inc., 1938. 


383 p. incl. front. illus, 24". 
At head of title: Marion Nichol! Rawson. 
ing-papers. 


Mustrated lint 

“Piret edition. 

1. Art, American. 2. Art—U. 8 —Hist. 8. Art industries and trade— 
U.8. 1. Title. 

88—84578 
Library of Congress N6505.R3 
—— —— Oopy2. 
Copyright A 123406 1305) 700.73 
Rawson, Mrs. Marion (Nicholl) 

Country auction, by Marion Nicholl Rawson ... New York, 
E. P. Dutton & co., inc. (1929, 

261 p. front. plates. 21°. 

1. U. 8.—Soe. life & cust. 1. Title. 

2—10611 

Library of Congress E161.R27 
—— —— Copy 2. 

Copyright A 13529 103811; 
Rawson, Mrs. Marion (Nicholl) 1878 

... Forever the farm; illustrated by the author. New York, 
E. P. Dutton & co., inc., 1939. 

880 p. incl, front., illus. 24™. 

Illustrated lining-papers. 

First edition.” 

1, U. 8.—Soc, life & cust. 2. Farm life. t. Title. 

38930823 

Library of Congress E161. R276 
— ——— Copy 2. 

Copyright A 123006 r41k2, 73 
Rawson, Mrs. Marion (Nicholl) 1878- 

From here to yender; early trails and highway pe he. by 
Marion Nicholl Rawson ... with illustrations the author. 
New York, E. P. Dutton & co., inc. “1932, 

xvi, 9086p. front, illus, 21)™. 

Tilustrated Moing-papers. 

“First edition.” 

1. U. 8 —Sor. life & cust. 1, Title. 

32—19472 

Library of Congress E161. R28 
—— ——— Copy 2 
Copyright A 53335 yadipl, 9178 


Rawson, Mrs. Marion (Nicholl) 

Handwrought ancestors; the of early American 
shops and those who worked therein justrated by the au- 
thor. New York, E. P. Dutton & company, inc. (°1986, 

966 p. incl. front. as, 24". 

Iilastrated liming-papers. 
“Some of this material has already appeared in the ‘Antiques’ section 
et the New Zork Sun.” 


Partin 2 _U. 8.—Soc. life & cust —Colonial period. 
& U. 8—Indus—Hiet. 1 Tithe. 


8623514 
Library of Congress T21..R3 
—— —— Copy 2. 
Copyright A 00208 (87p6, 680.978 
Rawsoa, Ire. Marion (Nicholl) 
Little old mills, p= bay Nicholl Rawson. by 
the author. ,New York, E. P. Dutton & company, inc. ,“1935, 
366, 1; p incl. front. illus. 249”. 
Lilustrated lintng-papers. 
“First edition.” 
1. Mills and mill-work—Hist. 1 Tithe 
3522355 
Library of Congress TJ1000.R3 
— —— Copy 2 
Copyright A senes (80fS, eau7 


314 


Rawson, M/rs. Marion (Nicholl) 1878- 

New Hampshire borns a town ,by, Marion Nicholl Rawson, 
illustrated by the author. New York, E. P. Dutton and com- 
pany, inc., 1942, 

819 p. incl. front, ius. 24™. 


Illustrated lining-papers. 
“First edition.” 


L Alstead, N. H —Hist. . Title 


Library of Congress Fs asks 
115, 914.29 


Rawson, Mrs. Marion (Nicholl) 

Of the earth earthy; how our fathers, dwelt upon and 
wooed the earth ; illustrated by the author. ,New York, E. P 
Dutton & company, inc. ,*1937, 

414 p. incl. front., illus. 2449*. 


Illustrated ning-papers. 
“First edition.” 


1. U. 8. — Soe. life & cust. U. 8. — Indus. — Hist. 1. Tithe. 
11. Title: How our fathers dwelt upon ooed the earth. 
37—23647 
Liorary of Congress E161. R285 
—~-—— Capy 2. 
Copyright A 100011 (393, 91738 


Rawson, Mrs. Marion (Nicholl) 1878— 

The old house picture book, written and illustrated by Mar- 
ion Nicholl Rawson. New York, E. P. Dutton «nd company, 
ine., 1941, 

Sp. Uus, 28225)". 








Sketches selected from the author's seven preceding books on early 
American life and art. of. p. 5. 

“First edition.” 

1. Architecture, Colonial. 2. U.8. 8. x Do. 
mestic—Designs and plana. 4. Architecture—Details. 1. Title. 

41—19027 
Library of Congress NATOT.R2B 
ali7, 728.0073 

Rawson, Mrs. Marion (Nicholl) 1878- 

Sing, old house; hall of true ion, by Marion 
Nicholl Rawson ; illustrated by the author. New York, E. P. 


Dutton & company, inc. ,“1934, 
414 p. incl. front. tItua 24™. 
IDustrated lioing-papers. 
“First edition.” 
“Houses of the 1600s still standing” : p. 344-859. 





1 we yo 8 2 aa, yo 8.0. 8.— 
Histoiic houses, etc. 
1 Title. 
8481902 
Library of Congress NATOT. RS 
4141, ‘728.0078 


Rawson, \/rs. Marion (Nicholl) 1878— 

When antiques were 3a 7 of early American social 
customs, by Marion Nicholl New York, E. P. Dut- 
ton & co., inc. “1931, 

x, 271 p. front. plates. 21”. 

“First edition.” 


1. U. S—Soe. life & cust—Colonial period. 2 New England—Soc. 
Nfe 1 Tithe. 


& cust. 
81—16641 
Library of Congress E161.R20 
—— —— Cagy 8. 
Copyright A 30088 (a30p2, ors 


Rawson, Mrs. Maud Stepney. 
Adventu it Rye T Maud Rawson 
Mondor 5. Pant aco, th 45? 


8. Paul & co, 
wp. mm. 
1. Title. 
: 212171 
Library of Congress PZ3.R1S8SAd 
Copyright A ad int. 7004 2 











Rawson, Mrs. Maud Stepney. 


Bess of Hardwick and her circle, an Bt See Some. 
With thirty-eight 


frontispiece. 2d ed. Lenten, Mutchians & on, 1910. 
xii, 375, (1, p. front. plates, ports. 229". 





Shrewsbury, Elizabeth (iacente) Talbot, countess of Shrews- 
vers. 1520-1607. 2. Gt. Brit.— —Elizabeth, 1558-1608. 1 Tithe 
11—s908 
Library of Congress DA358.84R3 
1a34b1, 


Rawson, Mrs. Maud Stepney. 
ee Soret ewer Sen. .. Lon 


xii, 407, 1) p. front.(map) 2”. 6/- 


1. Title. 


Library of Congress 
Copyright A ad int. 2501 


Rawson, Mrs. Maud Stepney. 
Penelope Rich and her circle, by Maud Stepney Rawson .. 
London, Hutchinson & co., 1911. 


x,351p. front., plates, ports. 22". 


1. Rich, Penelope, lady Rich, 15627-1007. 2 Gt Brit —Hist—Eliza- 
beth, 1558-1608. 1 Title. 
A 12-1288 
Enoch Pratt free library 
for Library of Congress adibl, 


Rawson, Mrs. Maud Stepney. 


The priceless thing. by Maud Stepney Rawson... Lon 
don, 8S. Paul & co. 1914, 


352 p. 199™ 6/- 


1. Title. 


14-9451 
Library of Congress 


Copyright A ad int. 1955 


PZ3.R198ST 


Rawson, Mrs. Maud Stepney. 


The three anarchists, 
London, 8. Paul & co. 191) 
wp. BD”. 


1. Title. 


Library of Congress 
Copyright A ad int. 1299 


PZ3.R1I9ST 


ep tie Maud Stepney. 


mm. ¥ "3. eal 
Sip. a. 6/- 


den, by Mand tepney Rawson ... 


1. Title. 


Library of Cougress 
Copyright A ad int 168 


Maud Stepney Rawson ... 
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Rawson, Sir Rawson W jlliam, 1812-1899. 


Anal nd Gonetan tab f nited Kingdom, 
1889-91, with oe dee et for the estab- 
lishment of a tish ‘sollverein, by Rawson W. Raw- 


son... rrison & sons, printers, 1892. 


75 p. incl. tables. front. (diagrs.) 214”. 


Library of Congress 


Rawson, Sir Rawson William, 1812-1899. 

British and Sessler colonies; being the 
dress of Sir Rawson W. Rawson ... president Sta- 
tistical society. Session 1884-85. P Delivered 18th No- 
vember 1884. London, E. Stanford, 1884. 

cover-title, 59 p. incl. tables. 21)™. 


Library of Congress 
—- —— Copy2 


Rawson, Sir Rawson William, 1812-1899. 


International statistics, illustrated by vital statistics of 
Europe and of some of ‘the United States of America; 
being the opening address of Sir Rawson W. Rawson .. 
session 1 Delivered 17th November, 1885. Lon- 
don, E. Stanford, 1885. 


cover-title, 88 p. incl. tables. 2 fold. diagr. 214™. 


1. Vital statistics, 
24-1719 
Library of Congress HBASLRS 
Rawson, Robert, b. 1814. 
Memoir of Eaton fessor of came 
ing. University college, By Robert Ra’ 


(Jn Smithsonian institution. ioe ae Seema 
234". p. (203)-290. @iagrs.) 
“From the 


Transactions of and philosophical society of 
prc. ER. — 9 hh - f-~ “ 


1. Hodgkinson, Eaton, 1789-1861. 


$1320 


Library of Congress 
Library. Smithsonian 


piss 1868 
institution 
Rawson, Robert, 1814-1906. 

The screw propeller ; an i tigati 


and physical properties, and its epplication te the 
sion of vessels. By Robert Rawson ... he rapa 
taker and co., 1851. 


viii, 72 p. front. diagrs. 244° 





1. Propellers 


17-90674 
Library of Congress VM755.R26 


ay a em 1843— 
Its 
Peg ay Fe Rawson . 


cover-titie, 12 p. 2”. 


“address ... in Grace M. E. charch, Port Richmond ... November 12, 
1908.” 


7 and dised 
2 (New York?, 1905. 





1 Lewyers, =. Tithe 


Library of Congress a 
315 


Rawson, Sullivan Sumner, 1806-1866. 

The Rawson family. Memoir of Edward Rawson, sec- 
retary ofthe colony of Maneachuetts Bay, from 1681 to 
1686 ; with ~— ae 
Sullivan 8. Rawson . _ Pub. by the family, 


iv, (S)-146,2 p. front, port 204™. 


1. Rawson family (Edward Rawson, 1615-1603) 


Library of Congress CS7L.R262 1849 


1822e1) 


Rawson, Sir William, originally William Adams, 1788-1827. 
operations 


5—s38208 

Library of Congress ‘TN28.R26 
185d, 

Rawson, Wyatt, ed. 
The freedom we seek; a survey of the social implications of 
the new education, edited by Wyatt Rawson; introduction by 
Professor Fred Clarke. London, New education fellowshi), 
1987. 


x, 1, Mp 2. 
August 1986."—Foreword. 


1. Béucation. 2 Bducation—Oongresses. 1 New education fellow. 
ship. Tth world conference, Cheltenham, Eng, 1984 1 Title. 
7002 


So 

Library of Congress 1.108.1986.C5 

a 370.681 
{Rawson & Evans, Chicago. 

Tilustrated catalogue of latest designs in ornamental glass 
executed in sand biast, crystalline and acid processes. Chi- 
cago, 1891, 

88p. illus. 15”. 

1. Glass, Ornamental—Catalogs. 1. Title. 

ca 10—2212 Unrev'd 
Library of Congress TPe.RS 
a42b1, 
Rawstorne, Lawrence. 

Gamonia: or, The art of preserving game; and an 
method of maki nS Ones tack end tar 
trated. By Lawrence Re eaq., with fifteen coloured 
drawings by J. T. Rawlins, taken on the spot. London, 


1. Game protection 1. Tithe 
1+ 986 
Library of Congress SKS53.R26 
18801, 
Rawstorne, 
Gamonia; or, The art game; end op 
improved method of covers, 
and by Bawstorne, esq. 
Fale te ya 
the spot. A new ed. & co., 1906 
Helf-mele The ile 
aS INF LHX - ot fom. 4 ot Ft. ¢ 2 
the 
se tm ne proprietor 
1. Hunting. 1 Tithe Agr $-405 
Library, U. S. Dept. of Agriculture 4126R19 








Rawstorne 


Rawstorne, Lawrence, 1842- 

Gamonia: or, The art of preserving game ; and an improved 
method of making plantations and covers explained and illus- 
trated. By Lawrence Rawstorne, with fifteen coloured draw- 
ings by T. J. Rawlins, taken on the spot. A new ed. with an 
introduction and « note on the author's game register by Eric 
Parker... London, H. Jenkins limited, 1929. 


23% p. 15 col. pl. (incl. front.) 26°. 


1. Game protection 1 Title. 
Agr 30-782 
U.S. Dept. ofagr. Library 412.6R19 
for Library of Congress (SK353.R } 
(a39e1) 
Rawton, Olivier de. 


... Les plantes qui guérissent et les plantes qui tuent. Par 
Olivier de Rawton. Ouvrage illustré de 130 gravures sur bois. 
Paris, Jouvet et *, 1884. 


vill, 344 p. {Mus 19°. (Half-title: Bibiiothéque tostructive) 
Series title also at head of t.-p. 


1. Rotany, Medical. 1. Medical botany, 2. Poisons. .2 Toxicology, 


Agr 23-876 


U8. py: = otagr. Library 452.82R19 
Library of Congress ya4ibt, 


Reference card 
Raxis de Flassan, Gaétan de 
see 
Flassan, Jean Baptiste Gaétan de Raxis de, 1760-1845. 


S-14379+ 
Library of Congress 


Ray, Agnes, pseud. 
irs. Gregory. .1887) 


Bondesta, Mrs. “lizabeth Dundas (Sedel}) 
4: 1 


Ray, Alexan“er. 

Officers of the Continental army, who served to the end 
of the war, and wired the right to commutation pay 
and bounty land; also, officers killed in battle, or died in 
the service. Comp. by Alexander Ray ... Washington, 
J. and G. 8. Gideon, printers, 1849. 

“4p 2 


1. YU &.—Hist— Revolution—American forces. 2. U. S—Hist —Revolu- 


tom. 's, lists, etc. J. Pensions, Military—U. S.—Revolution. 
24578 
E2SS.R26 
sa2sel, 


Ray, Anna Chapin, 1865- 
conte : of the faculty, by Anna 2 Sapte Ray ... Bos- 


Brown, and company, 1 
gen 20". 
1. Tithe 
71-1207 
Library of Congress PZ3.R212A 
Copyright A 172423 


LIBRARY OF CONGRESS 


Ray, Anna Chapin, 1865- 

The Brentons, by Anna Chapin Ray ... with frontis- 
piece by Wilson C. Dexter. Boston, Little, Brown, and 
company, 1912. 


3p.1.40p,11 front. 199". $1.25 
1. Title. 
12-1002 
Library of Congress PZ3.R212Bre 
— Copy 2. 





Copyright A 305401 


Ray, Anna Chapin, 1865- 
The bridge builders, by Anna Chapin Ray ... Boston, 
Little, Brown, and company, 1909. 


3p...@7p 2 91.50 


9-3333 


Libs of Congress PZ3.R212Br 
—e (Copyright 1909 A 229438) 


Ray, Anna Chapin, 1865- 


Buddie at Gray Buttes camp, by Anna Chapin Ray 
... with illustrations from drawings by Harriet Roose- 
velt Richards. Boston, Little, Brown, and ~— wk, 1912. 


vii, 261 p. front, plates. 20. (Her The Buddie books) $1.90 


1. Title. 


12-2176 


Library of Congress PZ7.R21Bud 


Copyright A 319936 


Ray, Anna Chapin, 1865— 


Buddie, the story of a boy, by Anna Chapin Ray .. 
with illustrations from drawings Ha Roosevelt 
Richards. Boston, Little, Brown, and company, 1911. 


4p.1,26p,11 front,3 pl 2. (Her The Buddie books) $1.90 


Library of Congress P27 R218 — 


Copyright A 286782 
Ray, Anna Chapin, 1865- 
Bumper and John, by Anna Chapin Ray; 


; illus- 
trations by Curtis Wagner-Smith. Philadelphia, H. Alte 


mus company (1904, 
vii, 11-146 p. incl. front, 7 pl 18°. 


Library of Congress Copyright — 
Ray, Anns Chanin, 1865— 

By the Sainte Anne; a story of modera Quebec, 
by Anna pin Ray ... Boston, Little, Brown, and com- 
pany, 1904. 

3p.1, 26p,11. from. DO. 

1. Title. 

48581 

Library of Congress PZ3.R212By 
Copyright 


316 





Ray, Anna Chapin, 1865~- 


By the good Sainte Anne; & story of modern kg 
Anna Chapin Ray .. d from 
ton, Little. Brown, and company, 1905. 


4p.1,266p,11 front, 10 pl 20”. 





5-12303 


Library of Congress 


Copyright 
Ray, Anna Chapin, 1865- 

The cadets of Flemming hall, b: iam Chapin Ray .. 
New York, Boston, T. Y. Crowell . (1892, 


300, 13) p. front, plates. 19° 


Harrow song, “Here sir!” words by E. W. Howson. music by Eaton 
Faning, at end. 


Library of Congress PZ7.R21C 
Copyright 1892: 30832 


Ray, Anna Chapin, 1865- 


. Day: her year in New York, by Anna Gare Ray ... 
illustrated from drawings by Harriet Roosevelt Richards. 
Boston, Little, Brown, and company, 1907. 


3p.1, 37 p. front, Spl 19%. (Her The “Sidney” books cvol. 1) 


7-TBY 


Library of Congress PZ7.R21Da 
é (Copyright 1907 A 187456) 


Ray, Anna Chapin, 1865- 


Dick; a story for boys and girls, by Anna Chapin Ray 
New York, Boston, T. Y. Crowell & company ,1896 


280 p. incl. front. plates. 193°" 


1. Title. 
: 730054 
Library of Congress PZ7.R21Di 

Copyright 1896: 33527 e201) 


Ray, Anna Chapin, 1865- 

The dominant strain, Anna jin Ray ... illus- 
trated by Harry C. idvande. ag 7a eae, and 
company, 1 

3p. 1,390 p, 11 col. front, 4 col pl. 2™. 


1. Title. 


31213 


Library of Congress PZ3.R212Do 


1. Title. 

99-1351 Revised 
Library of Congress PZ3.R212E 
Copyright 1899: 15318 2Sel) 
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Ray, Anna Chapin, 1865- 


Half a dozen boys; an ele | story, by Auna Chapin 
Ray. New York, T. Y. Crowell & co. (1890, 


318 p. front. plates. 19%. 


1. Title 


Library of Congress 
Copyright 1890: 28371 


PZ7.R21H 


Ray, Anna Chapin, 1865- 


Half a dozen boys; an every-day story, by Anna Cha- 
in Ray ... illustrated by Frank T. Merrill. New York, 
ston, T. Y. Crowell & company (“1895, 


318 p. front. plates. 2y™. 


1. Title. 


Library of Congress 
Copyright 1895: 28892 


PZ7 R21H2 


Ray, Anna Chapin, 1865- 


Half a dozen girls, a Sane Chapin Ray ... New York, 
T. Y. Crowell & co. ;*1891, 


39 p. front. plates. 197. 


7-36S1t 
Library of Congress PZ7.R21Ha 
(Copyright 1891: 29334) 
Ray, Anna Chapin, 1865- 

Half a dozen girls, wy Anna Chapin Ray ... illustrated 
by Frank T. Merrill. New York, Boston, T. Y. Crowell & 
company (1896, 

2p. 1. 3-30 p from, illus. 205°".. 


1. Title. 


7-36650 
Library of Congress 


Copyright 1896: 32382 


PZ7.ReiHa® 


Ray, Anna Chapin, 1865- 
Hearts and creeds, by Anna Chapin Ray ... illus. from 


drawings by Alice Barber Stephens. Boston, Little, 
Brown, and company, 1996. 


3p. 1, 9320p. front, 3 pl. 20)™ 


1. Title. 
64499 
Library of Congress PZ3.R212H 
Copyright 
Ray, Anna Chapin, 1865- 
How Polly and Ned found Santa Claus, by Anna Cha- 


in Ray; pictures by A. W. B. Lincoln. ew Haven, 
Buttle, Fin & Taylor, priv. print. 1898. 


2% p illus 26x12". 


Library of Congress PZ7 R2iHo 
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Ray, Anna Chapin, 1865- 


In Blue Creek cafion, by Anna Chapin Ray ... New 
York, Boston, T. Y. Crowell & co. ;*1892; 


HO p front, plates 19. 


1. Title 
7388 
Library of Congress P27 R21 In 
Copyright 1892. 42457 ra20c1 
Ray, Anna Chapin, 1865- 
.. Janet at odds, by Anna Chapin Ray ... with illus- 


trations from drawings by Harriet Roosevelt Richards. 
Boston, Little, Brown, and company, 1909 


3p.1, 9p front, 3 pl 19°. (Her The Sidney books m) $190 


1. Title 


Library of Congress 
Copyright A 746848 


P2Z7.R21J 


Ray, Anna Chapin, 1865- 
Janet: her winter in Quebec, by Anna Chapin Ray ... 


with illustrations from drawings by Alice Barber Ste 
phens. Boston, Little, Brown, and company, 1906. 
3p.1, 3790p, 11 front, 3 pl 19™. 
1. Title. 
6-271 


Library of Congress P27 R2ija 


Copyright 


(Ray, Anna Chapin, 1865- 
The little blind god a-wheel. By Sidney Howard :peeud., 
London and New York, F. T. Neely ,1898, 


1% p. 199°. (Neely’s universal library, no. 36) 


1. Title. 


98-1644 Revised 
Library of Congress (®) (P21) 


Copyright 1898: 64851 


Ray, Anna Chapin, 1865- 


Margaret Davis, tutor, by Anna Chapin Ray ... New 
York, Boston, T. Y. Crowell & co. (1893, 


357 p. incl. front. plates. 19%. 


1. Title 


7 KOA? 
Library of Congress 


Copyright 1893: 42866 


PZ7.R21M 


Ray, Anna Chapin, 1865- 

Nathalie’s chum, by Anna Chapin Ray ... illustrated by 
Ellen Bernard Thompson. Boston, Little, Brown, and 
company, 1902. 

4p. 1, 29p. from, pl 19> 


1. Title. 
2th 
Library of Congress PZ7.R21N 
Copyright A 41747 (2Be1, 
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Ray, Anna Chapin, 1865- 

Nathalie’s sister, the last of the McAlister records, by 
Anna Chapin Ray ... illustrated by Alice Barber Ste- 
phens. Boston, Little, Brown, and company, 1904 

Spb, 2p. 11 front, Spl 19> 


4181 
Library of Congress PZ7. R2iNa _ 


Copyright alse! 


Ray, Anna Chapin, 1865- 

On board the Beatic, by Anna Chapin Ray ... with fron- 
tispiece by Edmund Frederick. Boston, Little, Brown, and 
company, 1913. 

2p... 37 p front. 199. 


1. Title. 
13—2s42 
Library of Congress PZ3.R2120b 
Copyright A 43188 37b1, 


Ray, Anna Chapin, 1865- 

On the firing line; a romance of South Africa, 
Chapin Ray ... and Hamilton Brock Fuller. 
Little, Brown, and company, 1905. 


2p. 1,289 p. 20™. 


Anna 


1. Gouth African war, 18999-1903—Fiction. 1. Fuller, Hamiltos Brock, 
joint author. 1. Title. 

S-0s77 
Library of Congress PZ3.R2120n 





Copy 2. 
Copyright A 112512 


Ray, Anna Chapin, 1865- 
Over the quicksands, by Anna Chapin Ray ... frontis- 
iece by Harriet Roosevelt Richards. Boston, Little, 
Boown, and company, 1910. 


3p.1, 3p. col fron. 2. $10 


10-6182" Cancel 
Library of Congress 


Copy 2. 
© Feb. 26, 1910; 2c. Mar. 1 


PZ3.R2120v 





1910; A 259019; Little, Brown & co, 


Ray, Anna Chapin, 1865- 


Phebe, her profession; a sequel to T : her book, 
by Anna Chapin Ray; illustrated by T. Merrill. 
ston, Little, Brown, and company, 1900. 
3pl, 2S p. front, 4p. 19”. 
1. Tithe. 
O48 
Library of Congress PZ7 R21Pb 
Copyright 1900 A 24795 w2Sfly 


Ray, Anna Chapin, 1865- 


Playground Toni, by Anna Chapin Ray ... New York, T. Y. 
Crowell & co. ,“1900, 


Sp.l, 186 p front. plates. 197°. (Sunshine library, 


& Tithe. 
Library of Congress PETRIUPi 
Copyright 1900 A 19024 1182c2, 








Ray 


Ray, Anna Chapin, 1865- 


Quickened, by Ana Chapin Ray ... Boston, Little, 
Brown, and company, 1908. 
3p.1, J8p 2" 
1. Title. 
89530 


Library of Congress 
Copyright A 201560 


PZ3.R212Q 


Ray, _ Chapin, 1865- 
She ceeean t Bute, Chapi: 
Ray see th illustrations f Ay Harniet 


rom 
rWichards Boston, litte. Brown, and com- 
pany, 1913. 


49.1, 26p,11 front, plates. 20". (Her The Biddie books) $1.50 


1. Title. 


Library of Congress 
Copyright A 354991 


PZ’.R21Re 


Ray, Anna Chapin, 1965- 
Sheba, by Ansa Chapin Ray ... 
& co. 1908, 


3p.l, 1483p. front, plates. 20”. 


New York, T. Y. Crowell 


L Title. 
317004 
Library of Congress PZ7.R218b 
Copyright A 66067 (03041; 
Ray, Anna Chapin, 1865- 

-., Sidney at college, by Anna Chapin Ra ith ill 
trations from fm a Harriet yn Richards. 
Boston, Little, Brown, company, 1908. 

3p. 1, 2p. front, 3 pl 19°. (Her Sidney books) 

825741 

Library of Congress 


PZ7.R21Sid 
(Copyright 1908 A 216717) 


Ray, Anna Chapin, 1965- 
Sidney: her senior year, by Anna Chapin Ray .. 
rom 





with illustrati by Harriet Roosevelt 
Richards. Boston, Little, Brown, and company, 1910. 
gufo® 3m 1 from, plates 19". (Her The Sidney books) 
1. Title 
10— 22930 
Library of Congress PZ7.R21S 
Copyright A 273459 a24fly 


Ray, Anna Chapin, 1865- 


Sidney : Lyn summer on the St. Lawrence, by Anne 
Chapi . with illustrations from drawings by Alice 
Barber Stephens. Boston, Little, Brown, and company, 
1905. 

Pp, 1. 382 p front, 3 pl 19° 

1. Title. 

5 -2M016 


Library of Congress 
Copyright 


PZ7.R21Si 


LIBRARY OF CONGRESS 


Ray, Anna Chapin, 1965- 


Teddy: her book; a story of sweet sixteen, by Anna 
Chapin Ray; illustrated by Vesper L. George. Boston, 
Little, Brown, and company, 1898. 


49.1, 273 p. front, pl 19°. 
Sequels: Phebe, her profession, and Teddy : her daughter. 


1. Title. 

8-277 

Library of Congress PZ7.R21Te 
Copyright 1898: 46742 s21fl; 

Ray, Anna Chapin, 1865- 

Teddy: her daughter; a sequel to Teddy: her book, by 
Anna Chapin Ray ... illustrated by J. B. Graff. Boston, 
Little, Brown, and company, 1901. 

3p.1, 295. front, 5 pl. 19°. 

1. Title. 

1— 24946 

Library of Congress P27.R21Ted 
Copyright A 18010 ya23el, 


Bay, Anna Chapin, 1865- 

Ureala wl lo a Chapin Ray ... illustrated 
by Harri i ‘Bichards sores Little, Brown, 
and eee, oo 

3p, 03p. from,Spl 18™ 


1. Title 
3+-2501 
Library of Congress PZ7.R21Ur 
Copyright A @996 18261) 


Ray, Anna Chapin, 1865- 

ay: Sy AT. y- , by Anna Chapin Ray ... 
Boston, Little, Beowe, and company, 2021. 

ap. 1, 388 p. “oom 2. $195 


‘11-1886 
Library of Congress 


—— ——- Copy 2 
Copyright A ss07T8s 


~ Annie Belle. se 
.. College experiences recommended for the training 

tary teachers, by Annie Belle _ Nashville, Ten.., 

ou an Ne me college for teachers, 1940. 


ipl, 1p 2s". (George Peabody 
ville, Abstract of contribution to education no. 258) 


Abstract of thesis (Pa. p.)—George Peabody college for teachers, 
1940. 


for teachers, Nasb- 


Title. 
1, Teachers, Training of. 1 — a 
Library of Congress LB1715. 
George Peabody College for Teachers Libr. 
—— ——— Copy 2. 
Copyright AA S48826 Sh §70.73262 


Ray, Arthur Benning, 188y- 

The electrolysis of solutions of the rare earths ... by 
Arthur Benton ;!; Ray ... (Easton, Pa., 1918, 

10 p. diagrs. 26™. 

Thesis (PH. Fa sayy university, 


sae tee Yous of 0s Aemstean chentest costetp, vol, x1, 
no. 1, January, fevoia 


1. Earths, Rare. 2. Electrolysis. 


Cornel Univ Lier 


19-7786 
QDI72.R2R3 
2 
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Ray, Atul Krishna, ed. 


The Transfer of Property act, act 1v of 1882 (as subse- 


gat amended) with copious notes, Atul Krishna 
y... 2ded. Caleutta, Rai M. 
AR C. Sa r, Bahadur, & 
Ixviii, 626 p. 224. 
2. Real property — Indi lortgages 
4 Lon = the ro “Hindu L ghee seanlon ane i. Ta 
20-15032 
Library of Congress 13) Provisional 


Ray, Benjamin C comp. 

The old battle flags ... Veteran soldiers’ souvenir. 
taining a brief historical sketch of each Connecticut regiment, 
the various engagements, casualties, etc., during the war of the 
rebellion ... Comp. from official records by Ben. C. Ray .. 
(Hartford, Conn., 1879. 

cover-title, 56 p. illus. 224". 

tising matter 


Con- 





1. Connecticut. Militia, 2. U. 8.—Hist.—Civil war— 
‘ r—Regimental his- 
4—11972 


Library of Congress E498 R26 


(2841, 


Ray, Bhabesh Chandra, 1907- 


Beitrag zur kenntnis der geologie und der — 
von Markirch (Vogesen) ... von B. C. Ray ... ‘tirzburg, 
Druckerei und verlag wissenschaftl. werke Konrad Triltsch, 
1937. 


iv, 58 p., 11. incl. ius, tables. fold. map. 22)”. 
Diss.—Freiberg. 
Lebeoslauf. 
“UAteraturverseichnis” : p. 45-46. 
1. Geology — Voages mountains. 2. Petrology — Vosges mountains 
3. Rocks, |) 
= G8 30-283 


U.s. survey. Library 208 (530) R2b 
for thos of Congress (QF288 } 


12) 


yn ye 


Consciousness in neo-realism, by Binayendranath Ray 
London ,ete., H. Milford, Oxford university press, 1935. 


xv, 183 p 229". 


a a pie eaptieed er Ge oe. & Gigs Ge 
University of Dacca. 


news in. 
37-24793 
Provisions) 
Library of Congress BSss R3 
3 1492 
Ray, Bright. an 
Legends of the Red river by . Tiustra- 
tions by Frank Anthony . San Tex., The 
Naylor company, 1941. 
vill, 258. front. pl. 217. 
Bibliography : p. :285,-2568. 
1. Legends — Red river valley, Texas. 1. Tithe. 
42 2306 
Library of Congress F302. R8SR3 
3 764 
Ray, Brojasundar. 
Aims and ideals of ancient Indian culture, by Brojasundar 


Ray... Calcutta, A. Roy & co. (19381, 
ipl. up.1L, 17% up. 1”. 
Bibliography : {i p. at end. 


1. Civilization, Hindu. 2 Philosophy, Hindu. 8 Indie—Religion. 


— 41-0288 
Library of Congress 8425 RET 


2 w13. 








Ray, Burton Justice, 1883- 


Some disazo and trisazo derivatives of resorcin ... 
By “Burton Justice Ray . .. Easton, Pa, The Eschenbach 
printing company, 1910. 
lp.L4lp diagre 26". 
Thesis (rm. 2 Gua eerie, 1909. 
went rom the American chemical journal, vol. xiv, no. 1, July, 


1. Resorcinol. 


QDHI1.PSR21 


+—T882 
Litrary of Congress BX6s06.87R3 
*8741-, 
Ray, Charies, ed. 

Socemeeen ct Saati oats eee fae BS 
peoples through all the edited by Ray Lon- 
don, The Amalgamated press, itd. 1934-851, 

2y. Me 2. 

Paged continously. 

1. Gt. Brit—History, Juvenile 1 Title. 

(36-14008 

Library of Congress DaS2 RSS 

& we 
Ray, Charles, 18311-1906. 

A sermon: the united of 
Wyoming, N. Y. on the death of President Li the 
Rev. Charles Ray ——_- Delain A Bi. Capp 
en 'bctemn guiaing beam, 865. 
ap =. 


1. Lincoln, Abraham, pres. U. _—Addresses, sermons, etc. 


12414 
Library o Congress E4578. R26 
421, 
Ray, Charles, 1891- 
ae New York, Godwin, 
276 p 197". 
L Tith 
‘87-7084 
Library of Congress Pz. B21Fi 
——— Copy 2. 
Copyright A 108008 a 


Ray, Charles, 1891- iis 
Hollywood shorts, compiled from incidents in the everyday 

life of men and women who entertain in pictures, by Charles 

Ray. Los Angeles, Calif., Californie graphic press, 1985. 
4p.1, 1277p Mes (inc port) 20”. 


“The illustrations in this book are ... by Janice and Fred Penney."— 
84 prelim. leaf. 


1 Tithe. 

Library of Congress Pm. R2123Ho 
———- Copy 2. 

Copyright A S00TS os 
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A. Ray Rochester, N. Y. £< = = 
on, 1608. q ” wyers’ co-operative pub- 
Uv, S14 p. 2B". 


Library of Congress 
—- —— Copy 2 
Copyright 1802: 6088 


Ray, Charles Andrew, 1829- 
ont Rae NTA sgt a? 
A. Ray ... , N. Y., The Le 
tive publishing company, 1895. 
ip. L, v-txext, 1105p. 20°. 


ag es. 6 2. Carriers—U. 8. 8. Freight and freightage— 


Library of Congress patel, 


Ray, Charles Andrew, 1829- 
Sse 
A. Ray .. 
tive publishing company, 1893 
izxvill, 20 p. 24". 


duties, carriers of passengers, by 
>> Stan Gey ae 


1. Negligence—U. 8. 2. Carriers—U. 8. 


Library of Congress 
—---—— Copy 2 
Copyright 1888: 7606 


Ray, Charles Andrew, 1829- 


ehgne tegen ie ceed a be Fm 
N. Y., The. Lawyers’ 














Ray, Chartes E. 

Preliminary report on the chemical quality of the sur- 
face waters of North Carina with relation to industrial use 
by Chas. E. Ray, jr. ... and E.E. Randolph... (Raleigh, New 
pnipeagpey 1928, 


LA mJ fold. . (North Caro- 
,— hh paper no. 61) 
y—North Carolina. 2. . kee 


Water—Analysis. 
5 1878 jotmt author. m Title. oz Title: Chem- 
teal quality of the surface waters of North Csrotima. 


Csmsi 
U. 8. Geol. surv. Library 


(231) Ne no. 61 
for Library of Congress TD224.NSRS 


aS7g1, 


Ray, Charles Walker. 
Fallacies and vagaries 


of 
Walker , & Pub. for = author. 
American ptist 


4p. 1, 216 p. 


publication society, 1914. 


an. $100 


1418106 





per 


company, yd 
xciz, 757 p. 23". 


1. Negligence—U. 8. 2. Persons (Law)—U. 8. 


(0381, 


Ray, Charles Andrew, 1829- 
cml reli et pings, 
ing 


unde 
revi for admission to the bar, by Hon. Charles A. 
 - —_ D. C., Columbian correspondence 

















1-80B10 Revised 
Library of Congress 
Copyright 1900 A 3130 
Ray, Charles Andrew, 1829- 

; questions and answers on the subject of 
eatin pleading, for stadents attending college, studying 
by themselves, under cor P struction, or 
viewing for admission to the bar. Washington, Columbian 

college ;1900, 
@ p. 8°. (Columbian 4. college, Wash D.C. Quis 
1— B11 
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Ray 


Ray, Charles Walker. 
Zion’s delight. For revival meetings, prayer meetings, 
young people's meetings, and Sunday school, by Chas. Walker 
Ray. vo. vp. Philadelphia, The Griffith & Rowland press, 1901. 


Wp. 8. 


Music—68 


Library of Congress 


Ray, Charles Wayne. 


Ray... Cincinnati, O., Press of Jennings & Pye ;1903) 


88 p. incl. front. (port.) 18y". sane 


Library of Congres, no. Copyright. 
Ray, Charles Wayne. 


The bright side of li b 
University Place, Neb. vith ra 
6. 


Charles Wayne Ray ... 
aflin printing company, 


1 

1p. 1, D103 p. front. (mounted port.) 191". $1.00 

Poems. 

1. Title. 

16-15837 

Library of Congress PS3S35.A8SB7 1916 
Copyright A 439951 
Ray, Charles Wayne. 

The radiant life. Charles Wayne Ray ... Intro- 
duction b ne oe pe 4. B. Wilson ... Cincinnati, 0., 
Press of Jennings and Graham, 1907. 


148 p. 5 pl, 2 port. (incl. front.) 18)™. 


7-31386, 


Library of Congress (Copyright 1907 A 184579) 
Ray, Charles Wayne, 1872- 
Ray poume, The tides of fortune -by, Charles Wayne 


 *% Norfolk, Neb., The Huse publishing company 


Sp L. 17-136 p. mounted front., mounted plates, mounted port. 20° 


1. Title: The tides of fortune. 
9, 
Library of Congress sents 
Copyright A 705620 


(Ray, Clarence Everly, 1882- 
The railroad spotter; on expose of the methods op 
orvetions of Sem yeare 
personal experiences and observations = yh ears 
as a railway ‘‘spotter.”’ (St. Paul, Virtue guistins ©0., 
1916, 
Gp 2. 90 


PS3S3S.A8SR3 1923 
2 


1. Railroads—U. S.—Police. 2. Detectives. 1. Title. 
16-2284 
Library of Congress HEI771. R4 
Copyright A 445257 





LIBRARY OF CONGRESS 


Ray, Darryl Ward. 
Come si scrivono e si vendono i soggetti cinematografici. 
Roma, Mondial film, :941. 
Spl, 8-16 p 1H 
At head of title: Darry! W. Ray. 


1. Movt icture plays. 
— ~ 42-16531 


PN1906.R3 
a 


Library of Congress 


Ray, David Burcham, 1530- 
Bible questions answered, by Rev. Charles Wayne on Ray 


ptist succession: a hand-book of Baptist history. By 
Cincinnati, Published for the author, G. E. 
Stevens & co., 1870. 
vill, ®-479 p. 199". 
Advertising matter: p. 476-479 
1. Baptiste—Hist. 1. Title. 
12-24400 
Library of Congress BX6231.R3 1870 
Copyright 1870: 2433 ya33b1 
Ray, David Burcham. 
The Baptist succession. Rev. ed. By D. B. Ray .. 
Parsons, 


an., For the author by the Foley railway print- 
ing company, 1912. 
488 p. incl. front. (port.) 


a. $19 


2th edition 
First pub. in 1870. 


1. Title 
F 12-14496 
Library of Congress 
Copyright A 316181 


Ray, David Heydorn. 

A history of mechanics; a brief review of the chief con- 
tributions of the eminent masters of the science, a table 
of its development, a critique of the fundamenal mechan- 
ical pts, and a b of the science, by David 
H. Ray ... nen, Pa. ;Press of the New era printing 
company) 1 

vi, 147 p. diagrs. 29 

Bibliography: p. 146-147. 





1. Mechanics—Hist 
11-12095 


Library of Congress OARD2 R2 


Ray, Dwarké Nath. 
Cholera and its oye entive and curative treatment. By 
D. N. Ray an introduction by Nen ... 


New York, A. L. Chatterton publishing company, 1884. 
128 p. 19". 


1. Cholera, Asiatic--Homeopathic treatment 


7-139 
RX2Z26.CSR2 


niet, 


Library of Congress 
Comyright 1884: 16084 


Rey, E 

Projet d’entente entre les états pour l’unifieation 
des lois en matiére dechange ... Nancy, Impr. admini- 
strative L. Kreis, 1907. 


ipl, 170p,11 247 
Thése—Univ. de Nancy 


1. Foreign exchange 
81519 


Library of Congress J) X6289 BSR3 
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Ray, Edgar, comp. 

Greville’s oficial inl post office directory and gazetteer of New 
South Wales . the names, Ss, and occupa- 
tions of the inhabitants of the country post towns . of the colony ; 


history and progress of N. S. Wales, and miscellaneous direc- 
tory of useful ,information 
authority, 


1857 to 1877. Comp. under 


by Edgar Ray. Sydney, Greville and company 


(Isi7 4, 
4p. L, Iv, hy, 887, 1) p. fold. maps. 234". 
1. New South Wales—-Descr, & trav.—Gazetteers. 2. Postal service— 
New South Wales—iuldes 1. Tithe 
20— 22089 
Library of Congress DUISS.R3 


(fib 


Ray, Edward. 

Driving, approaching, putting, by Kdward Ray 
New York, KR. M. McBride & company, 1922. 

v, 47, 1) p17" 


Printed in Great Britain. 


22-16448 
GV%S.R3 


5: 


Library of Congress 


Ray, Edward. 


Golf clubs and how to use them, by Edward Ray. 
York, R. M. McBride & company, ‘1922. 


vii, S3p,11 179°. 


Printed in Great Britain. 


New 


1, Golf, 


23-1054 
GV96S.R35 


3 


Library of Congress 


Ray, Edward. 
Inland golf, by Edward Ray ... London, T. W. Laurie, 
Itd. ; New York, J. Pott & co. m. dy 


xii, 234 p. 31 pl. (incl. front.) 19°. 


1. Golf 1. Title. 


Title from Brockton Pub Libr. Printed by L. C. 


Ray, Tdward Adams- 


Adams-Ray, Cdward, 1361- 


Ray, Edward Chittenden, 1849- 
Jobn cot a true in Sopplemen reminis- 
ters. LS ot, Lit, — 
9075 


165 p. front, ports 19%”. 


1. Devins, John Bancroft, 1856-1911 


Library of Congress 
Copyright A 328788 





+? 








Ray, Edward Chittenden, 1849— 

Teaching the word. A sermon by the Rev. Edward C. Ray, 
pastor of the First Presbyterian church, Hyde Park, Ills., 
preached on the day of prayer for Sabbath schools, October 
16th, 1881... Chicago, Fairbanks, Palmer & co. ,1881, 


lip 24". 


urch—Sermons. 1. Title. 
1. Presbyterian chi 90-19500 


BX9178 R366T4 
(2) 


Library of Congress 


Ray, Emma J “Mrs. L. P. Ray,” 1859- 


Twice sold, twice ransomed ; onstlogneats of Mr. and 
Mrs. L. P. Ray, introduction by Rev. C. ‘cReynolds. 
Chicago, IIL, The Free Methodist publishing house 1926, 


320 p. front., plates, ports. 20™. 


1. Ray, Lloyd P., 1860- 1. Title. 





26-6278 
Library of Congress BX8473.R3A3 
-— Copy 2. 
Copyright A 879719 72) 


Ray, Ermin Levi, 1892- 
oF LAY . By Ermin L. Ray ... and 
Washburn, jr., illustrated by J. McA. Smiley. New 
. Funk, ine., 1945. 
‘ae {Mus., plates (1 col, 2 fold.) 284 x 22". 


Titustrated lining-papers. 
“Ocular wuscle balance, chart 8B" mounted on p. ;25, 


1. Alr pilots. 1. Wasbburn, Stanley, joint author. m. Title. 
41-3451 
Library of Congress TLS555.R3 
125 €29.132502 


Ray, irnesto Sona 
see 


sona jay, =rnesto. 


Ray, sthel .gnes 
see 


aay, “ary aljustina, sicter, 15d0- 


Ray, Ethelbert Sheb, 1865- 


The song of the pines, by E. 8. Sep, Beaten, Sate, 
The C. M. Clark publishing company, 1 
4p. 1. 34 p front, Spl 1997. $1.50 
os019 
Library of Congress PZ3.R2126S 


© Nov. 26, 1909; 2c. Dee 4, 
co.. Boston. Mass 


1909; A 259027; C M. Clark pub. 
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Ray, Eugene. 


.. Synopsis of the Puerto Rican beetles of the genus Mordel- 


listena, with descriptions of new species. By Eugene Ray. 


(in U. 8. xh Proceedings. Washington, 1938. 


234°". v. 84, p. 


the of the University 
“Literature cited” : p. 390. 





of Illinois, no. 182." 


1. Mordellistena. 2. Beetles—Puerto Rico. 





39-13147 
Library of Congress QIL.USS vol 
a 
Ray, Eugene. 
A of pical beetles of the family 
Mordelidae, with pon Sot of new species, by Eugene Ray. 
(in U. 8. Nations! museum. Proceedings. Washington, 1941. 
a=, ¥. 87, p. 271-314. "ile 
“Literature cited”: p. 314. 
1. Mordellidae. 
42-18483 
Library of Congress Q1LUSS vol. 87 
6 


Ray, Eugene. 
.-. Two new beetles of the family Mordellidae from orchids. 
By Eugene Ray. 


(in U. 8. National museum. Proceedings. Washington, 1938. 
234°". v. 84, p. 239-241) 





L 2 chapini. 3. Orchide— 
Diseases and pesta 
39-13117 
Q11.USS vol. 


18 . 


Library of Congress 


Ray, F. 

The Mays of Basingstoke, with special reference to 
Lieut.-Colonel John May ... vy F. Ray ... London, 
Simpkin and co., Itd.; ete., ete.) 1 


x, @p. front, plates, ports. 267 


1. May family. 2. May, John, 1837 
12-31633 


Library of Congress CS439.M375 


(Ray, Mise F T 

Sketch ofthe life of Rev. € *harles B. Ray. New York, Press 
of J. 4. Little & co., 1887. 

79 p. front. (port.) 19™. 

Preface signed: F. T. BR. H.C. BR 


1. Ray. Charles a ih 1888. 2 Siavery in the Auti- 
slavery movements. , Henriette Cordetia, d. 1916, pa, “author. 


u. Title. 
13-7167 
Library of Congress 440.25 
Coovright 1887: 30580 (A331, 


Ray, Fabius Maximus, 1837-1915. 

The Christmas tree, and other poems, by F. M. Ray. Port- 
land, Me., Dresser, McLellan & co., 1874. 

48 p. 174". 

Translations: p. 39,144) 


1. Christmas—Poetry. 2. German poetry—Transiations into English. 
. American poetry—Transiations from German. 1 Tithe 


2915812 


Library of Congress PS82676. RECS 


Copyright 1873: 12764 
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Ray 


Ray, Fabius M. 


Translations, imitations, and a few =e. (By, 
Fabius M. Ray. Portland, Me., Smith & Sale, 1904. 


viii, (1), 3, yp. 18. 
+1ser7 


Library of Congrese Copyright 


Ray, Felix, pseud. 
see 
Brubaker, Howard, 1882- 


‘32-10004 
Library of Congress 2, 
Ray, Florence Rebecca. 


Chieftain Greenwood Leflore and the Choctaw Indians of 
the Mississippi valley, last chief of Choctaws east of Missis- 


sippi river, by Florence Rebecca Ray 2d ed. Memphis, 
A. Davis printing company, inc.. 1936. 
3p... 11-141 p. pl. ports. (incl. front.) 227@ 
1. Leflore, Greenwood, 1800-1865. 
38-1509 
library of Congress Es.Lan22 
12; 9702 


Ray, Florence Rebecca. 

Greenwood Leflore, last chief of the Choctaws east of the 
Mississippi river, by Florence Rebecca Ray. his great-grand- 
daughter. Memphis, Tenn., Davis printing company ,193-1, 

49 p. incl. front. 20°. 


1. Leflore, Greenwood, 1800-1865. 


Library of Congress FO L322 9702 
Ray, Francis Earl, 189s 
. nie chemistry. Chicago, Philadelphia etc, J. th. 
Lippincott company (“1941, 
2p. L, vil-«, 706 p. loct tus. tables. 23y”. 


* 17 Chemistry, Organic, 1. Title. 
Library of Congress QD51. RS 
14142, 


Ray, Franklin Arnold, 1862-- 
... The Ohio coal supply and its exhaustion, by Frank A. 
Ray ... nen University ,1914, 


cover-titie, 46 p. ti maps, plans, diagre. fold pi., fold. tab. 
=. I putetio ue 32, College of anghucarieg’ 


At head of title: The Ohio state university bulletin, vol. xvi, no. 82. 


1. Coal mines aod mining—Onio. 1. Title. 


TNSOS.OSRS 
ret, 


Library of Congress 








Ray 


Ray, Franklin Arnold, 1862- 

.. A plan of co-operative sliding scale of wages as applied to 
bituminous coal mining, by Franklin A. Ray ... Columbus, 
The Ohio state university press ,1926, 

20 p. fold. tab., fold. diagr. 23°. (The Ohio state university. The 
Engineering experiment station Bulletin nn. 33. 1926. (Engineering 
series; ) 


“Ohio state university studies.” 


Coal mines and mining—U. 8. 2. Wages. 8. Title: A co- 
operative sliding scale of wages as applied to ieee oul mining. 


2 -27341 
Library of Congress HD4986. MESTSS 
(391, 
Ray, Frederic, jr. 
Gettysburg sketches; a concise and illustrated history of the 


battle of Gettysburg ; story, maps, pictures by Frederic Ray, jr. 

Gettysburg, Pa., Times and News publishing company ,‘1939, 
82 p. itus (ine. map) 28”. 
“President Lincolo’s Gettysburg address” : p. :4, of cover. 


1. Gettysburg, Battle of, 1888. Title. nue 
Library of Congress EATS.53.R28 
— ~——- Copy 2. 
Copyright AA 204508 2 973.7349 
Ray, Frederick Augustus, 1872~ 
The devil worshipper, by Frederick A. Ray Boston, 
Mass., The C. M. Clark publishing company, "968, 
2 p. |, il-iv, 49 p. col. front. 199° 
821925 
Library of Congress PZ3.R213D Copyright 
Ray, Frederick A;ugustus, 1872- 
Maid of the Mohawk, by a A. Ray. Boston, 
The C. M. Clark publishing co. 
Spl, 0p. col front, 7 pl =. 
1. U. 8.—Hist.—Revolution—Fiction. 
6-399723 
Library of Congress PZ3.R213M (Copyright A 141589) 
Ray, G Whitfield. 


ae fi publics on horseback ; f 
» canthiogs te Soath Americ, ty 6, Whatiald Bay ss s 


With an introduction the Rev. J. %: Brown 
rev. Toronto, W. Briggs, 1911. 


381 p. incl. front. pl, map. 10)". 
Argentine republic, Bolivia, Paraguay, Brasil and Uraguay. 


1. South Americn—Deser, & tray. 1. Title. 
1123088 
Library of Congress ¥2223 R26 
a38b1, 
Ray, George B b. 18381 
seseet & Gung B. Ray, musician, Co. “H”, 5th Ohio 
vol. infantry .. 


(le Mistertesl end 


society of Ohie. Publications. 
Cineinasti, 0. 1938. 


. p 57-78) 


cart ‘war Ragimetial Marie “Ont “Och Tonto tntantry. ch 
_ 2117280 
Library of Congress Fess. Hess 1926 
——- —— Copy 2. 1801 R28 
272, 
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Ray, George Ellis, 1381- 


Tax and debts, the world’s greatest enemy ... by G. E. Ray 
Stephenville, Tex., *:933. 

ipl, 6p. 1. 

On cover: Debte—bonds and tax. 

1. U. 8.—Eeon. condit—1918- 1. Title. 

33-696) 

Library of Congress HC106.3.R285 
Copyright A 50411 & 330.978 
Ray, George R. 


Pa Ay. hite Partridge) A story of Hudson Bay, by 
ea ,™M.P.p. Author’s ed. Toronto, Printed 
Briggs 


1915. 
a p» a. 
1. Title. 
15-11998 
Library of Congress PZ3.R2132K 
Ray, George W 1844- 


Annexation of Hawaii. Speech of Hon. George W. 
Ray, ¢ of New York, in the House of representatives, Sat- 
py y, June 11, 1898 ... (Washington, Govt. print. off., 

1 
8p um 
Caption title. 


1. Hawaiian Islands—Annexation. 2 U.S —Colonial question—Speeches 
in Congress. 


1 4499 
Library of Congress E713.R26 
Ray, George W. 
Pensions—*Care for our defenders.” Speech . . . in 
the House .. . 


in fav ‘or of our a the pension 


system, and our soldiers and sailors . . . July 7, 1898 
. . + Washington Gov't print. off., 1898. 
2 pp. 8° ad 
Ray, George Washington, 1844- 

War with Spain... Speech ... in the House ... in favor of 
a and effective prosecution of the war ... April 29, 
1898 ... Washington ,Govt. print. off., 1898. 

Sp &. 

115 

Library of Congress (02901, 

Ray, George W 1844— 


The World’s Columbian exposition. Does it belong to 
the United States or to Chicago? ~ pay of Hon. Conny 


W. Ray, of New York, in the House ... July 18, 1892 . 
Washington Govt. print. off., 1892. 
7p Zn 
1. Chicago— World's Columbian exposition, 1893 
1-422 


Library of Congress TSOO.LIR2 
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Ray, 
Rearend A. c,d ea . agarose (conserves de 
ar Georges Ra: Pa 
¥ BBall Baillidre ct fils, 1 4 — = 


vi, (7-376 illus. 263 
René Dhommée 


Bi 
avtiate a ibliothéque professionnelle, pub. sous la 


1. Canning and preserving. 11. Food—Preservatiom 


Agr 26-1407 
Library, U. S. Dept. of Agriculture 389.3R213 
12) 
Ray, Georges. 
Rapport sur une mission logique en Sicile ( b 





octobre 1919) par Georges Ra: 
trale (Georges Guinle & c'*), 1920. 


70 p. ius. pl. 2497. 


Tunis, Imprimerie cen- 








1. Vv Sicily. 1. Sicky re, 2. Wine and win» 


Agr 27-186 


Library, U. 8. Dept. of Agriculture 390.1R21 


Ray, Grace Ernestine. 


. Early Oklahoma newspa history and — of 
publications from warliest bagi ingonine to so ie race Ernes- 
tine Ray ... Norman, Okl. Uni 1928, 


119 p. lus. (inet. facsims.) 22". Coan dean 
bulletin. iNew caries bo 01. Studies no. 28,) 


1. American newspapers—Oklahoma. 1 Title. 


PN4897.068R3 
3741, 


Library of Congress 


Ray, Harold B. 

Prepa’ mathematics for use in technical schools, by 
Harold B. Ray and Arnold V. Doub... New York, John Wiley 
& sons, inc. ; ,ete., ete., 1921. 


vil, (1), 8p. diagre, 18°. ( Hal/-title: The Wiley technical series for 
vocational and industrial schools, ed. by J. M. Jameson) 


1. Mathematics. 1. Doub, Arnold V., joint author. 


Library of Congress 
Copyright A 622007 


QA30.R4 
(a39f1, 


Ray, Harold B. 
mathematics for the building trades, by Harold 
B. Ray ... Arnold V. Doub ... and O. Frank Carpenter 
Now York, 3. Wiley & sons, ine.; London, Chapman & Hail, 
limited, 1927. 
vil de Ge iiius., diagre, 194°. (Holf-title: The Wiley technical 
guise tee vocations! and industrial schools, ed. by J. M. Jameson) 


1. Arithmetic—1901— 1. Doub, fons V. v. 
\fatory mathemal 
Library of Congress 
Copyright « 906333 
Ray, Urs, Hattie J. 
see 
Curtis, 


Mrs. Harriet J. 








Ray, Hem Chandra, 1897- 

The dynastic history of northern India (earty mediaeval 
period) with teoomeed by L. D, Barnett ... by H. C. Ray. 
Calcutta, The University press, 1981 

¥. fold. maps (1 in pocket) 254°. 


Sanne sapseees toe the dugue @ Gules & eiimaty & Ge CS 
versity of London. 


1. India—Hist —Early 1. Title. 
‘33 23802 
Library of Congress DS441.R3 
3 4 


Ray, Hem Chandra, 1897- 


Notes on war in ancient India, by Hem Chandra Ray, ™. a. 
Calcutta, Calcutta university press, 1927. 


(In University of Calcutta. Journal of the Department of letters. 
Tr ale 244*. vol. xrv (1927) pt. 7, 1 pL, fi, «hy, 


Bibliographical foot-notes. 


1. India—History, Military. 1. Tithe: War to ancient India. 


aC36-22038 
(AS472.C3_ vol. 14) 
2) 


Title from Iilinots Univ. 
Library of Congress 


Ray, Henriette Cordelia, d. 1916. 

Lincoln; written for the occasion of the unveilin; Fad 
the freedmen’s monument in memory of Abraham 
coln, April 14, 1876, by H. Cordelia Ray. New York 
(Press of J. J. Li ittle & 0. 1893. 

ip. 199. 


Printed on one side of leaf only 
In verse. 


1. Lincoln, Abraham, pres. U. S.—Poetry. 1. Title. 
12-21912 Revised 
Library of Congress 


Copyright 1893: 18510 


E457 9.R26 
172242; 


Ray, Henriette Cordelia, d. 1916. 


Poems, by H. Cordelia Ray. New York, The Grafton 
press, 1910. 


ix, (5-10 p. 199". $1.00 
11-9931 Revised 
Library of Congress PS3S3S.A87P6 1910 
Copyright <A 286137 1r22d2) 
Ray, Henriette Cordelia, d. 1916. 
Sonnets, by H. Cordelia Ray. New York Pres of J. J. Lit- 
tle & co., 1898. 


Ip lap 1. 
Printed on one side of leaf only. 


t lbel 
Library of Congress PSS68S ATES 1888 
Copyright 1888: 15001 ae 
“es 1 Ah 
‘Graed Raps, Mich, Printed by The Dean- 
Hicks co, 49 
= heen 2. 
1 Steam-engines. 1. Smith, Clyde J, 1878- joint author. 1. Title. 
14-692 
Library of Congress TIS RA 


Copyright A 361301 
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Ray, Isaac, 1807-1881. 

Address delivered on the occasion of laying the corner 
stone of the State hospital for the insane, at Danville, 
Penn’a, by Isaac Ray ... August 26th, 1869. Harrisburg, 
. F. Scheffer, printer, 1869. 


pure is er t Commissioners for erection of State 
wean dat Report tist-Schr (Danville, 1800-72) 


Po Pennsylvania. State hospital for insane, Danville 2 Insane hospi- 


(361 815600 


Library of Congress RCMS.P4D3 
y, Isaac, 1807-1881. 


"ent need tho] By L. Ra: 
ton, Little, Brown, and company, 1873. . es 


pope 24°. 


(1 ppepslacatentieer enone sca 
peared prin “Pret 
PReprinatd Ber ee ot Oa 


a 1863-64, 
oa Je Feb. 1845, soem (sy ee: Med 


(Continued on next card) 


Bos- 


7-1 38t 


Contributions to mental pathol- 
(Card 2) 


—Address on sane at Daoviie, Penn “August 3 i Coun 
seaport nse st Dao, Pen 


-— Isaac, 1807-1881. 
+» 1873. 


by 
1 Insanity. 2. Insanity—Jurisprudence. 3. Insane hospitals. 
7-Miser 
Library of Congress ROCSO1.R25 
Ray, Isaac, 1807-1881. 
2 Gosgesve cm ho We and Gasectes of Bo. Lather V. 
Bell, read to the Association of superintendents of North 


American institutions for het insane, at its annual meet- 


, in Providence, R. L, J By L. Ray, 
wb. Becton, Dt Basthorn’s teen, ak . ws 


2p. 2m. 


1. Bell, Luther Vose, 1806-1862. 


16-4024 
labrary of Congress R1S4.B4R3 
Ray, Isaac, 1907-1881. 

Education in its relation to the health of the 
brain. A lecture delivered before Teds Taland inst 
tte of oven, eS By L Ray... Bos- 
ton, Ticknor, and 

Rp. 6. 

1 Education. 

6-246 


Library of Congress LB1045.R3 


Ray, lenac, 1907-1881. 
Ideal 








Ray, Tenac, 1807-1881. 


Philadelphia, Philadelphis social science 
see 


23". (Philadelphia social science association. (Papers read 
tedewe' the nonesiesiene} 


Reprinted from Penn monthly for January, 1880. 


1. Insane—Commitment and detention. 
T—18880 
Library of Congress RC439. RI 


a1, 


Ray, Isaac, 1807-1881. 
Mental L Ray ... 
eatel breton, ty y 


xi, 338 p. 18a™. 


Boston, Ticknor and 


1 Mental physiology and hyene. 1. Tithe. 
1-90841 
Library of Congress a7, RC3si. Ree 
Ray, Isaac, 1807-1881. 
A treatise on medical jurisprudence and yn ty od 
taining chapters on imbecility, = tal de- 


ficiency, drunkenness, dolirieg, and mental diseases in 
neral. By Isaac Ray .. Geib on lateaiaateny eoay tw 
. Spillan ... London, G. Henderson, 1839. 


1p. |, evr-mxvill, 436 p. 164™ 


1. Insanity—J urisprudence. 
Library of Congress 


Ray, Isaac, 1807-1881. 
A tqeation a Sho entinel Seterine 2 t 5 
By L. Ray, u.p. Boston, C. C. Li a ea 


xv, 2p. 2. 


1. Insanity—Jurisprudence. 


Library of Congress 
— —- — Copy 2 


15-21736 
Ray, Ienac, 1807-1881. 

A treatise on the medical jurisprudence of By 
I. Ray ... 2d ed. With additions. nw. Dhan 
and co., 1844. 

xv, 0p. 205". 


1. Insanity —J arteprodence. 


Ladrary of Congress 
—— —— Copy 2. 
Copyright 1871: 268 
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Ray, Isaac, 1807-1881. 


What shal! Philadelphia do for its or 


rst Read 
Mant 27, 1873. By Dr. Isaac Ray . 


iladelphia, 


as p. 234. (Social science association of Philadelphia. Papers 
Caption title. 


Reprinted from the Penn monthly for April, 1873. 


1. Philadelphia. Almshouse. 
91286 


Library of Congress HV9 PSR2 


Ray, J Bis, 1873-1924. 
Construction of the Revisal of 1905 by the Supreme court. 
1 to 141 N. C. reports, inclusive. ,1778-1906, With an ap- 
construction of the state constitution, by 
- Bis Ray. Raleigh, N. C., Presses of Edwards & Broughton 
printing company, 1907. 


2p 2. 

1. Annotations and citations (Law)—North Carolina 1. North 
Carolina. court. . North Carolina. Laws, statutes, ete 
Revisal of m. Title. 

87-107TT 
Library of Congress a 


Ray, James, f. 1745. 

A compleat history of the rebellion. From its first rise, in 
1745, to its total suppression at the glorious battle of Culloden, 
in April, 1746. By Jamex Ray ... |Whitehaven, Printed for 
the author, 1754. 


&, (13)-451, 1) p. front. (pert.) 17*. 


1. Jacobite rebellion, 1745-1746. 


1911110 


Library of Congress DASIAS. RS 


42b1, 


Ray, James Chandler, 1882- 

. Age and structure of the vein systems at Butte, Montana, 
by James C. Ray ... New York, American institute of mining 
and metallurgical engineers, ine., 1930. 

: 18 p. Mus. diagrs. 28°. (American institute of mining and metal- 
}~ Ay ee Technical publication no. 265. Class I, Mining ge- 


Bibliographical foot-notes. 


1. Mines and minera! resources Montana. 


PO 30-42 
Library, U. 8. Patent Office TN1.A49 
Library of Congress 'TN1.A525 no. 265 
ra] 
Ray, Jean. 
Sememeetins Gn Biante do be Gesillt Gp eattnn selon la 
organes de la Société. Paris, 
gales a jereprnten (société anonyme) 1930. 
Tip. 1k. oa. 
1. League of nations. Covenant. 2 League of nations, 1 Title 
Library of Congress 7X10975.R37 a 
2 311 


Ray, Jean. 
. Cours sténographié de m. le professeur Jean Ray. La 
postion, Voeuvre et la politique du Japon en Mandchourie, 
jeudi 9 mars 1933-,jeudi 4 mai 1933. Paris, Centre européen 
de la Dotation Carnegie, 1933, 
146 p. 23". (Curnegie endowment for international peace. 
of intercourse and education. Buropean center Cours de 1982/33, 
Ca) 
at peed of ti of title: Institut des hautes études internationales et Centre 
européen de ia Dotation Carnegie. 
Ls tm Manchuria. 2 
japanese Manchuria 
Title from Carnegie 
Library of Congress 


1, Institute of higher 
A%-1512 


Endow | 
(DS51.C3 1ea2/aR) 
3 
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Ray, Jean, 1854- 
Des conflits entre principes abstraits et stipulations conven- 
tionnelles, par Jean Ray ... 


ae 3 Academy of international law. Recueil des cours, 
1934, u. 1935. 244°*. v. 48, p. 631,-,707, 


port.) 
“Notice bi jograph | “ + ene publications”: p. 633, 
“Bibliographie” (700, - 
1. Treaties. 2 International law (and relations) 
A 351005 
Carnegie endow int. peace Library 
for Library of Congress 1JX74.H3 vol. 48) 


yatOel, 


Ray, Jean. 
.. Essai sur la structure logique du Code civil francais. 
Paris, F. Alcan, 1926. 


3 p. 1, dxyp-ax, 296 p. 23°. (On cover: Bibliothéque de philosophie 
contemporaine. Travaux de l'Année sociologique ...) 


“Note bibliographique”: p. :xix)-xx. 





1. France. Laws, statutes, ete. Code civil, 2. Civil law—France. 
1. Title. 
31-17490 
Library of Congress 12) 
Ray, Jean. 
. Index du Code civil, contenant tous les mots qui figurent 
dans le texte du code, des tous les 
articles od ils se trouvent et ‘illustrés de citations ... "Tob, 


F. Alcan, 1926. 


izp.11, 17. 4) p,11 2". 
phie contemporaine ) 


(On cover: Bibliothéque de philoso- 


1. France. Laws, statutes, ete. Code civil—Indezes. 1, Title. 
(28-21848 
Library of Congress 2 
Ray, —_ 1884- 


apon, grande puissance moderne. Avec teux cartes. 
Posi Panta (°1941, 
2p.1, vi, 22 p, 11 ius (maps) 184". 
Bibliography at beginning of each chapter. 


1, Japan—Civilization. 2. Japan—Pol. & govt. 


A 42-672 
Harvard univ. Library 
for Library of Congress ol 
Ray, Jean. 
. La politique et la jurisprudence de la Société des nations 
du début de 1930 au début de qi" supplément 


au Commentaire du Pacte) . 
Sirey (société anonyme) 1931- 
v 2. 


Paris, Librairie du Recueil 


1. League of nations. 2. League of nations. 1. Ray, 
Jean. Commentaire du poste de de 17 Société des nations. 1. Title 
35 R282 
Library of Congress JX1915.R37  Buppl. 
aun axe $6 088. 12) Mit 
Ray, Jean. 


ten oe pases 3 > eee uestion des dettes. La liquidation 
dune dette de guerre de la France envers les Etats-Unis: le 
conflit de 184-1836. Paris, Recueil Sirey, 193% 


Qo. Opit a. 





Ray, Jefferson Davis, 1860- 

The country preacher, by Jeff D. Ray ... Nashville, 
Tenn., Sunday schoo! board of the Southern Baptist con- 
vention "1925+ 

132 p. 199". 

Bibliography: p. 128-132. 


1. Theology, Pastoral. 2. Rural churches. 1. Title. 
26-23224 
Library of Congress BV4012.R3 
2) 
Ray, Jefferson Davis, 1860- 
Expository preaching, by Jeff D. Ray ... Grand Rapids, 
Mich., Zondervan publishing house ,*1940, 
128, 5p. 194". 
Five pages at end blank for “Notes”. 
1. Preaching. +. Title. 
=? 4-182 
Library of Congress BV4211.R3 
—- —— Copy 2. 
Copyright 2) 18 
Ray, Jeff Davis. 


The highest office; a study of the aims and claims of 
the Christian ministry, by Jeff D. Ray ... New York, Chi- 
cago ete., Fleming H. Revell company (1923, 


288 p. 21 


1. Title. 





23-10936 
Library of Congress BV600. R3 
— —— Copy 2. 
Copyright A 711222 2) 
Ray, Jefferson Davis, 1860— 
Meant for men, by Jeff D. Ray. Nashville, Broadman prees 
1°1939, 
Mp. 19)". 
1, Men, +. Title. 
4 4 
Library of Congress BV44L.R3 
_—- Copy 2. 
Copyright A 134584 12) 248 


Ray, Jefferson Davis, 1860- 
The scarlet sin, by Jeff. D. Ray. Nashville, Broadman press 
(1942, 


5p. 2. 
1. Adultery. 1 Tithe, 
42-14782 
Library of Congress BV 4627.A3R3 
2 1766 


Ray, Jefferson Davis, 1860- 
Trouble, by Jeff D. Ray ... 
Judson press 1929, 
Sp.1, 3-80 p. 207". 


Philadelphia, Boston ete. The 


1, Joy and sorrow. 1. Title. 
283047 
Library of Congress BY 4905 R33 
Copyright A 4002 2 














Ray, Mrs. Jennie (Haggard) 1868- 
History of the Haggard family in England and America 


1433 to 1899 to 1938, by Jennie Haggard Ray. 
1938. 


6 p. |. 184 p. incl. front., illus. (coat of arms) ports. 26°. 


Dallas, Tex., 


1. Haggard family 
(Pull name: Mre. Jennie Lee (Haggard) Ray 





38-19577 
Libr ry of Congress CS871.H145 1938 
ama Copy 2 
Copyright A 119603 2, 
Ray, Joanny. 
.. Les Marocains en France ... par Joanny Ray... Paris, 


M. Lavergne, imprimeur, 1937. 
406 p. pl, maps (part fold.) plan, diagr. 253. 
Thése—Univ. de Paris. 
“Errata” slip inserted. 
Bibliography : p. ,880,-896. 


1. Moroccans in France. 2. France—Colonies—Morocco. 3. Moron. 


Econ. condit. 1. Title. 
42-5656 
Library of Congress 12) 
Ray, Joanny. 
.. Les Marocains en France, par Joanny Ray ... Paris, 


Recueil Sirey, 1938. 


406 p. incl. tables, pl., fold. maps. a 
marocaines. Collection des centres d’ 
direction de René Hoffherr. t. xvi) 


— slip inserted at end. 
biiographie” : p. 380,-896. 


(Institut des Ly études 
tudes juridiques, publiée sous la 


1. Moroceans in France. 2. France—'olonies—Morocco. 3. Morocco— 
Econ. condit. Tit 


88-37641 
Library of Congress (3) 
Ray, Joel Luzerne 
see 


Rae, Luzerne, 1811-1854. 


Ray, John, 1627-1705. 
Catalogus plantarum Angli, et insularum adjacentium : 
tum indigenas, tum in agris passim cultas complectens. In 











quo preter synony necessaria fi i quoque 
traduntur, und cum obser is novis me- 
dicis & physicis. Opera Joannis Raii .. “Londini, typis E. C. 
& A.C. impensis J. Martyn, 1670. 

lip. 1, 858p,11 15" 

1. Gt. Brit.—Botany 

Agr D008 

U. S. Dept. of agr. Library 458R21C 

for Library of Congress yastbi, 


Ray, John, 1627-1705. 

Catalogus plantarum Anglie, et insularum adjacentium tum 
indigenas, tum in agris passim cultas complectens. = 
preter synonyme necessaria, fi Itates quoque ’ 
duntur, und cum obser novis edicts 
& physicis. Ed. 2, Pantin crete qraginta sx, & oben 








tionibus aliquammultis auctior. Opera Joannis Raii ... Lon- 
dini, typis A. Clark, impensis J. Martyn, 1677. 
14 p. 1, 811, 15, p. 159". 
1. Botany—6t. Brit. ;1. Gt. Brit —Botany, 
Agr 6-1508 
Library, U. 8. Dept. of Agriculture 458R210 
e314, 


CATALOG OF PRINTED CARDS 


(Ray, John, 1087-1706. 
Catalogus pl cires Ci 
exhibentur quotquot hactenus invente sunt, que —y sponte 
proveniunt, vel in agris seruntur ; und cum synonymis 
oribus, locis natalibus & obser 
raris. Adjiciuntur in | gratiam bs ame index anglico-latinus, 
index locorum, et 
terminorum. Cantabrigise, ~~) Field, 1660. 
Spl, 2p 14. 
Authority for author's name: Brit. mas (Nat. bist.) Catalogue of the 
books ...; Pritzel, G. A, Thesaurus literaturae botanicae. 


hy 

















(Continued on next card) 
(A381; = 
(Ray, John, 1627-1705.  Catalogus plantarum circa Cante- 
brigiam nascentium . 1660. "(Card 2) 
Index i in | quo nomina 
anglica latinis: Iphabetico: in gretiam 





ordine 
tyronum. Cantabrigie, excudebat J. Field; 1660. 
Ip.l, 1008p. 14). 


tes (1. Cambridge, Eng. —Botany, 
L 

Agr 5054-5 
458R21Ca 


U. 8. Dept. ofagr. Library 
for Library 2381) 


of Congress 
{Ray, John, 1627-1705. 


Catalogus stirpium in exteris regionibus a nobis obser- 
vatarum, qua vel non omaino vel ~<a admodum in 


i. lia proveniunt. Londini, Typis A. Clark, impensis 
artyn, 1673. 
tologeat L, a edie eee eerie, moral, & phys 


Subject entries: Botany, Pre-Linnman. 


Library of Congres, no. D915. R25. 


(Ray, Johm 1627-1705. 
Catalogus stirpium in exteris regionibus, a nobis obser- 
vatarum, que vel non omnino vel parcé admodum in 


= “ay proveniunt. London, 1738. 
mm...” » e.f With his wy i the Low-countries, Ger- 


Subject entries: Botany, Pre-Linnman. 


Library of Congress, no. D915. R253. 


(Ray, John, 1627-1705, comp. 

A collection of English proverbs, digested into a con- 
venient method for speedy aes —— upon oc- 
casion; with short 
local proverbs with their eh old qoovertial 
rhythmes, less known or exotic proverbial sente: 

Scottish proverbs. By J. .. Cambridge Eng, 
Printed by J. Hayes, for W. Morden, 1670. 
4.1, B6p. 16>. 





1. Proverbs. 


)38b1, 


Library of Congress PN&DRI 1670 


Ray, John, 1627-1705, comp. 
A collection of English 
method for the speedy find! 
short annotations. 
their explicati old vbial rhyth less known or 
exotick proverbial sentences, and Scottish proverbs. 2d ed. 
68 Se eee eS eae 
of Hebrew proverbs, with annotations and parallels. By J. 


digested into a convenient 
ing h~ 3 one —, occasion; with 
re added local with 





Ray ... Cambridge ,Eng., Printed by J. Hayes, for W. Mor- 
den, 1678. 

4p, atp 167". 

First edition, 1670. 

1, Proverte. 2. Prov- erte, Hebrew. 19-0 
Library of Congress PN6420.R3 1678 

Copyright 13801, 


Ray 


Ray, John, 1627-1705. 

A collection of English vvords not generally used, with their 
significations and original, in two alphabetical catalogues, the 
one of such as are proper to the northern, the other to the 
southern counties. With catalogues of English birds and 
fishes ; and an account of the preparing and refining such metals 
and minerals as are gotten in England. By John Ray ... 
London, Printed by H. Bruges, 1674. 

6p.h, =e 1. 

a loxsaries, vocabularies. ete. 2. * ate lan- 
guage — Provincia ry English lancuace -beolete w 4 Birds — 
England. 5. Fishes—Gt. Brit. 6. Metullurgy-—Early Saas te 100. 7. 
Metallurgy— Terminology. a10-1080 
Harvard univ. Librory 


for Library of Congress (PE1667.R 1 
@37bl, 


Ray, John, 1627-1705. 


A collection of English words not gen used, with 
their significations and —* in 4 Siphabotiect oat he 


logues, the one of such as are p r to the no) 

other to the southern cutee ith an aceoun' ones ¢ the 
preparing and re such metals and 

ss in England. 2d ed., canna on with anny 


undreds of words, observations, letters, &. By John 
Ray: Fellow of the Royal society. London, Printed for 
Christopher Wilkinson, at the Black Boy over against 
8. Dunstan’s church in Fleetstreet, 1691. 
(Continued on next card) 


72) 


Ray, John, 1627-1705. 
not generally used ... 
me L, 201, Sip. 15. 


A collection of English words 
1691. (Card 2) 


judes “A catalogue of local words parallel’d with British or Welsh, 
re, Kdward Lioyd, of Oxford” (p. 122-130); “A of North 
Country words received from Mr. Tomlinson of alt” (p. 11- 
138); “Glossarium thanhymbricum”™ ( 198-152); “An account of 
oque errors and defects in our English al , and manner 


of spelling” (p. 153-168) 
1. Enelish tat ries, vocabularies, ete, 2. 

Provincialisms | 3. English language—Obsolete words callers — 

arly works to 


19-979 
Library of Congress PE1667.R3 
2 
—_ pe ney 1627-1705. 
collection of English words not used, with 


Ray, John, 1627-1705. . A collection of English words 


1874. (Card 2) 
Vol. 1m, no. 3 of the society's Publications. 
Original edition, 1674. 








Ray 


Ray, John, 1627-1705, comp. A compleat collection of 
P..-n proverbs... (Card 2) 

ing and refining such metals and minerals as are 

fous in ind. 4thed. Augm. with many hundred words, 


observations, letters, &c. London, Printed for W. Otridge, 
8. Bladon etc., 1768. 


av, 399, xii, (13,-150 p. 214". 
Se ES 2 SEO SED OS Guana Gs ~! 


and seperate pagina’ 
First edition, 1670. 


” bas special t-p. 


1. Proverbs. 2 Proverbs. English. 3. English language—t'rovin- 
ctalisms 
14—22080 
PN6420.R3 
(3743, 


Library ot Congress 


Ray, John, 1627-1705. 

The correspondence | of John Ray: Supe of selections 
from the phil 1 letters h Dr. Derham, and 
original letters of John Ray in the ctaaen of the British mu- 
seum. Ed. by Edwin Lankester ... London, Printed for the 
Ray society, 1848. 





1p 1. xvi, 502 p. front. (port.) pl. 22". (Added t-p.: The Ray so- 
clety ... (Publications;) 
1. Lankester, Edwin, 1814-1874, ed. 
4--83783 
Library of Congress QH31.R2A2 


—— —— Copy 2. 139e1; 


Ray, Jobn, 1627-1705. 
variis plantarum methodis dissertatio 


LIBRARY OF CONGRESS 








Ray, John, 1627-1705 Historia plantarum ... 1686- 

1704. (Card 2) 

Vol. 2 has title: Joannie Rail Hi eecundus 
cum duplict indice; generall altero nominaum & ®) nonymwerum precipue 
rum; altero affectuum & : eccessit botanicus 

_ _ eee 
qui est suppiementum ducrum precedentium species omnes ve) omiauas, 
vel post volumina illa evulgata editas, preter innumeras fere novas & 
indictas ab amicis communicates complectens. cum synonywis necessa- 
rita, et usibts in cibo, medicina, & mechanicis: additio ad opus consum- 
mandum generum indice copicse. Acceasit Historia stirpium ins. Luzo- 
ole & reliquarum Philippinarum a r. p. Geo, Jos. Camelio ... item 4. 
Jos. Pitton Tournefort ... Corollarium tnetitutionem rei harbarie. 

cL, — 4 heed Tg > 
Fitton ‘an 168s 1708, Agr 11—774 
U. 8. Dept. ofagr. Library 

te ) 
Ray, John, 1627-1705. 

Joannis Raji Methodus pl data et aucta. 

In qué note maxime ch hib ibus stir- 











di riis omissis. Accedit methodus gra- 
minum, j auctore. Lon- 
dini, impensis S. Smith & B. Walford typographorum i 
societatis, 

17 p. L, 202, 26) p. front. (port.) 2 fold. tab, 214°. 

1. Botany. 

Agr 12—1256 

U. 8. Dept. of agr, Library 

for Library of Congress 04001) 
Ray, John, 1627-1705. 

Joannis Raji ... 1 lata et aucta. 


In qué note maxime characteristice exhibentur, quibus stir- 
pium genera tum eo tum, infima cognoscuntur & A se mutuo 





censet 
fortiana Londini, impensis 8. Smith & B. Walford, 
7p l,@op 
nicarum. Londini, 


18)" (With his ... Synopsis methodica stirpium britan- 


1. Botany. 2. Tournefort, Joseph Pitton de, 1656-1708 flémens de 
botanique. 


Agr 5-999 
Library, U. “. Dept. of Agriculture 4S8R21 
Ray, John, 1627-1705. 
of John Ray, edited by Robert 
W. T. Gunther ... With two portraits, also two half-tone 


plates and six text-figures. London, Printed for the Ray so- 
my. 


of Oe © & eke Gay 
aceite cere t: ars @ pecessary supple 


oe eS ee ee by Edwin Lenkester, 
1. Gunther, Robert William Theodore, 1899- 4. 
28 23860 
Library of Congress QH31.R243 
3 


Ray, John, 1627-1705. 
L'histoire eae éclaircie dans une de ses parties 


logie, qui traite des oiseaux de terre. 
de mer et de riviere, tant de nos climats que des pays 
étrangers. Ouvrage tr. du latin du Synopsis avium de 
Ray, augm. d’un grand nombre de descriptions & de re- 
tnarques historiques sur le caractere des oiseaux, leur 
industrie & leprs ruses. Par M. Salerne ... Enrichi de 
—— res dessinées d’aprés nature. Paris, De- 


1 pl, wenij, hi, 464 p. Sh pl (incl from.) 31™. 





omissis. Accedit Methodus 
et cyperorum specialis. Eodem auctore. 
apud R. & G. Wetstenios Hff., u.v.ccx. 


17 p. 1, 202, (26, p. front. (port.) fold. tables. 20". 


graminum, juncorum 
Amsteledami, 


1. Botany—Pre-Linnean works. 





36-24489 
Library of Congress QK41.R206 
Ray, John, 1627-1705. 
Joannis Raji ... Method pl lata et aucta. 
In qué note maxime ch risti hib quibus stir- 





gi mere tm ene tains agmatine 








canon 
Eredial pea. A. Myntang, 1788. 
15 p. L, 196, (27, p. 2 fold. tab. 1749”. 
1. Botany. 
Agr 23—719 
U. 8. Dept. of 5 452.2R21M 
pa tt ey 194061, 


Ray, John, 1627-1705. 

Methodus plantarum nova, brevitatis & perspicuitatis causa 
synoptice in tabulis exhibite, cum notis generum tum sum- 
morum tum observationibus 








12 p. 1, 166, 34, p. pl 16". 
Added t-p., engraved. 








1. Birds. 1 Salerne, Francois, 4. 1760, tr. om 1. Botany—Pre-Linnean works. 
Library of Congress QL676.R26 6 2681 
Library of Congress QK41.R21 
188d1, 
Ray, John, 1627-1705. John, 1627-1705. 
mustias aovier inventes b dasusiptan comelectans. 1 agi "Oo “rT _— 

im . journey h pa Tt ees yee mitaly, 
coz fund do slnatie tn queann, exstanen castiven, entiation = aww Gone por plants san. 
& differentiis ; deinde omnia tum summa tum balt ye i a c- ee is den 
ad species usque infimas, notis suis certis & characteristicis defi- By John Ra . Whereunto is added A brief account of Fran- 
poof emma Maggy uc- ped ; his voyage through « great part of Spein. 
tore Joanne Raio typis M. Clark, prostantapudH. = 7 ado, sd Yor 3. Martyn, 1673. 
mw | warieene 8p 1, Op. 11, ©, 116 p Mus, plates (part fold.) port. 184". 

OO}. a a eee Iasued in 1788 as ¥. 1 of the author's Tra Low-coun- 
985-1944, ,85, p. : ie ” aa (tithe “Catalogue of plants” is in Latin, and has special t-p. although 
Ton Spoeened oy neath Bw cignateses ase continnses. 
po hh ey 1. Burope—Deser. & trav 
agrii—Ts Library of Congress DO15.R25 
4041, dei, 





Ray, John, 1627-1705. 

Philosophical letters between the late learned Mr. Ray and 

of his ingenious cor its, natives and foreigners. 

To which are added those of Francis Willughby esq; The 
whole consisting of many curious discoveries and improve- 
ments in the history of quadrupeds, birds, fishes, ry amr 
fossiles, fountains, &c. Published by W. Derham .. 
Printed by W. and J. Innys, 1718. 


4p. L, 876, 10, p. ius, diagrs. 20°. 

Head and tail pieces. 

1. Natural bi Linnean works. 1, Willughby, Francia, 
1685-1672. us. Derham, William, 1657-1785, ed. m1. Title. 

85—80764 
Library of Congress QHS1.R2A415 
4061, 

Ray, John, 1627-1705. 

Select remains of the learned John Ray ... With his life, 


by the late William Derham ... 
London, J. Dodsley ,ete., 1760. 
vil, 336 p. front. (port.) 219°. 


y oe The life of Mr. Ray.—Mr. Ray's itineraries.—Letters 
Mr. Ray, et 


Pub, by George Scott ... 


1, Derham, William, 1657-1735. 1. Scott, George, ed 
15—S801 
QH31.R2D4 


138b1, 


Library of Congress 


Ray, John, 1627-1705. 

mw *. europ@arum am 5 Britannias we 

0 rtim observavit ipse, partim @ Car. 
Clusii Historia, C. Bauhini Prod. tc tines F. Columns 
Eephrasi, Catalogis hollandicar. A. Commelini, Altor- 
finarum M. Hofmanni, Sicularum P. } onspe- 
liensium P. Magnoli collegit Joannes Raius. Adijiciun- 
tur catalogi rariorum alpinarum & pyrenaicarum, balden- 


sium, hispanicarum Grisleii, grecarum & —- 
creticarum, egyptiacarum aliique: ab eodem ... Londini, 
8. Smith & B, Walford, 1694. 
14 p. 1, 45-400, 45 p. front. (port) 18)". 
1, Europe. Botany. 
Agr 6-189 


Library, U. S. Dept. of Agriculture 459R21S 


(Ray, John, 1627-1705. 


Stirpium orientalium. rariorum catalogi tres. (/n his 
Travels through the Low-countries ... London, 1738. 
20%™. v. 2,1 p. 1, 44 p.) 

Subject entries: Botany, Pre-Linnman. eam 


Library of Congress, no. D915. R263, 


Ray, John, 1627-1705. 
Synopsis methodica animalium quadrupedum et serpentini 
Auctore Joanne Raio . y og 8. 
th & B. Walford Societati regie ypograp 
8p. 1, 886, 6) p. front. (port) 109°. 





Ray, John, 1627-1705. 

Synopsis methodica pred x moh britannicarum, i in qua tum 
note generum istic tum species 
singule breviter deseribuntur:: ducente’ quinquaginta 
plus minus nove species partim suis locis inseruntur, 
partim in appendice seorsim exhibentur. Cum indice & 
Peg epitome. Auctore Joanne Raio ... Londini, 8. 

mith, 1 


2p ae, ae 2pl. 18" 








1. Botany—Gt. Brit. «1. Gt. Brit—Botany; 


Library, U. S. Dept. of 


Agriculture 458R21 
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Ray, John, 1627-1705. 

Joannis Raii Synopsis methodica stirpium britannicarum, 
tum indigenis, tum in agris cultis, locis suis dispositis, additis 
generum characteristicis, specierum descriptionibus, & virium 
epitome. Ed. 2... Accessit clariss. viri d. Aug. Rivini epi- 
stola ad Joan. Ra.um de Methodo: cum ejusdem responsoria, in 
qua d. Tournefort Elementa botagica tanguntur. Londini, im- 
pensis S. Smith & B, Walford, 1696. 

20 p. 1, 846, (22), 55, a) p. 189" 


1. Botany—Gt. Brit. 1. Gt. Brit—Botany, 2 Ray, Jobn, Lg 1705, 
Methodus plantarum 1 Rivinus, Augustus Quirinus, 1652-1 


Agr 5-960 
Library, U. 8. Dept. of Agriculture 458R21 


(a32b1, 


Ray, John, 1627-1705. 
Joannis Raii Synopsis hodica stirpium bri 





tum indigenis, tum in agris cultis locis suis Raden ‘odditis 
generum characteristicis, specierum descriptionibus & virium 
epitome. Ed. 3, multis locis emendata, & ——- 

Lon- 


I, 





circiter noviter detectis aucta . 
dini, impensis G. &J. Innys, 1724. 
8 p. 1, 482, 80; p. xxrv pl. (2 fold.) 20", 


“Explicatio nominum abbreviatorum™: Tth-8th prelim. leaves 
1. Gt. Bvit.—Botany, 2. Boteny—Ot. Brit 
Agr 13-1968 
Agriculture 458R21 
10361, 


Library, U. 8. Dept. of 


Ray, John, 1627-1705. 

Travels through the Low-countries, Germany, Italy and 
France, with curious observations, natural, topographical, 
moral, physiological, &. Also, a catalogue of plants, found 
spontaneously growing in those parts, and their virtues. By 

.. John Ray, r. x. 8. To which is added, An account of the 

travels of Francis Willughby, esq; through great part of 
Spain. 2d ed. cor. and improv'd. London, Printed for J. 
Walthoe, 1738. 

2. flux, pl. (part fold.) 209" 

Vol. 1 wae firet ixeved 1673, as a separate work, under the title “Obser 
cations topographical, moral, and physiological, made in a journey 
through pert the Low-countries, &c.", which here appears as caption 
title 


‘Continued on next eard) 
3—8241 
(82e1, 


Ray, John, 1627-1705. 
1738. (Card 2) 
Vol. 2 has title “A collection of curious travels and voyages. Contain- 
ing, Dr, Leonhart Rauwolffs Journey into the eastern countries, vis. 
Syria, Palestine, or the Holy Land, Armenia, Mesopotamia, Asayria 
Chaidea, &c. Translated from the original high Dutch, by Nicholas 
Staphorst. And also, — into Greece, Asia Minor, Egypt. — 
‘eliz, Petra, Ethiopia, the Red sea, &e. Collected fro 
tions of Mons. Beion, Romer Alpinus, Dr. Hontingdon, Mr. Vernon, "air 
George Wheeler, Dr. Smith, Mr. Greaves and others. To which are 


Travels through the Low-countries 


such . 
Levant. By the = John Ray, y. a 6.” (First issued 1683 in 2 vols, 
AS & separate work 
The “Catalogue te Plante” in v. 1, and the “Three catalogues” tn ¥. 2, 
are in Latin, each having special t-p. and seperate paging. 
1. Europe— Descr ray. 


33241 


Library of Congress 1D015.R253 


132e1, 


—= John, 1627-1705. 
physico-theological discourses, concerning 1. The 
er, of the world. 1. The general 
its causes and effects. m1. The dissolution of the 
Wherein are he alatead ~ 
pe | the production and use of mountains, the 
fountains, of formed stones, and oe tae a 
found in the earth ; the effects of particular floods, and inunda- 
tions of the sea; the eruptions of volcano’s; the nature and 
causes of earthquakes. Also an historical account of those 
(Continued on next card) 


4001 


Gsi5—8 


Ray, John, 1627-1705. 
courses... (Card 2) 


pond = Fa gh AL. tt. gg & . With 
ical inferences. porno =f aE 
he The 4th ed. London, Printed ait 
1721. 
axzl, 1,6 p wl 2. 


Three physico-theological dis- 


1. Creation. 2. Detuge. 
@815—s 
U. 8. Geol. . Library me R28 
for Library of Congress ata, 


CATALOG OF PRINTED CARDS 


Ray, John, 1627-1705. 

The wisdom of God manifested i in the works of the crea- 
tion, in two parts. Viz. The h 
meteors, fossils, vegetables, animals, ‘Ronse th birds, fishes, 
and insects) more particularly in the ey, “= the earth, 





its figure, motion, and consistency, and he admirable 
structure of the bodies of a, be other a +t. as also 
in their generation, &. By John Ray ... 2d ed., very 
mach enl. London, Printed or 8. Smith, 1692. 
2v.in 1. 174° 
1. Title 
16-24743 


Library ot Congress 


Ray, John, 1627-1705. 
The wisdom of God manifested in the works of the crea- 
tion. In two — Viz. The aay bodies, elements, 


bodies of man and other animals; pep yf op bb 
&c. With answers to some objections. By John Ray ... Lith 
ed., corrected. Glasgow, Printed by R. Urie rie and company, 
M DCC ELIV. 

828 p 

First edition published 1691 


1, Natural theology. 2 Early works to 1800. 1 Title 


Library of Congress BLISO.RS 174 


Ray, John, 1627-1705. 
The wisdom of God manifested in the works of the creation. 
In two parts. Viz. The heavenly bodies, elements, 
fossils, vegetables, animals (beasts, birds, fishes and insecte ) , 
more particularly in the body of the earth, its figure, motion, 
and consistency; and in the admirable structure of the bodies —— 
of man and other animals; as also in their 
With answers to some obj By John Ray, rv. x. 6. th 
12th ed., cor. London, Printed for Rivington ,etc., 1750. 
12 p. L, 17-408 p. 21 


1. Creation. 
e816 
Library, U. 8. Geological Survey 200 RZiwii 
(28e1, 
Ray, John Arthur, 1879- 
Drake dans la poésie espagnole (1570-1732) ... Paris, 1906. 


xiv, M4 p, 1h 2g. 


Thise—Univ. de Paris. 
“Bibliographie”: p. dxy-xiv. 


3 Dee, Se Dds, Si ae-seny. ‘2 Spanish postry— 
Chassica! period, 1500-1700. 
wo41e 


Library of Congress 


Ray, John E. : 
Institutional care and training of the blind. Provisions 
for education of non-normal children—their efficiency and cost. 
1, 
(Jn National education association of the United States, Journal 
of proceedings and addresses, 1910. p. 1056-1053) 


1. Blind—,Asylume and, education. 


E116 
Library, U. 8. Bur. of 


Ray, John Mead, comp. 


1. Hymns, Engitsb. 1 Title. 


Library of Congress eve. R38 1816 


327 


Ray 


Ray, John Mead. 


8, or, A comprehensive view of philosophical, 
political a theological systems, from the creation to the 
present time, in which are shewn, wherein 
pagans, Mahomedans, Jews & Christians, 
rious parties agree and differ ... New ed., with edditions, 
and the remarks of the most learned, judicious and im- 
partial of all professions ... By J. M. Ray «eo f 1 
17921, 

320 p. 199 
1. Title. 


ca 18-1168 Unrev'd 
Library of Congress AC7.R3 1792 


Ray, John Thompson. 
Democratic it of ith rales 
- its introduction. By Scan "Thompeon ee 
Bloomington, Til, Public echool poblishing od. (1899, 
or tie. 4”. 


1. School city—Chicago. 

E11 
Library, U.S. Bur. of Eéucation LBS C4R2 
oF Joan . 


A vw Ke western Pennsylvania, by John W. Ra: 
Erie, Pa. author, 1941. ad “s 


Sp 1, 874 p Wes. (incl, ports, maps, faccima) 2". 


“Secoeaned toes” nas” at end of each chapter. 


1. Pemnayiventa— Hist. 


41-2648 
Library of Congress F140. R27 
3 as 
Ray, Joseph, 1807-1855. 
- Ray's algebra. Pt.1 ... By Joseph Ray .. Stereotype 
ed. Cincinnati, W. B. Smith & co. “1848, 
vill, 240 p. 19". (Eclectic educational series) 
1. Algebra 
B-S3168 Reviewt 
Library of Congress QA1M Rw 
(F33h2, 








1 Algeora. 
Litrary of Congress QAUCR ie 
2 
Ray, Joseph, 1907-1855. 
i ee some Ee 
kle; New Y: Surt\a Maynard pbs,” 
%, (11-996 p. 19°. (Eclectic educational series) 
QAIMRA 
_— Cincinnati, W. B. Smith, 1852. 
, 21-386 p. 184". (Eelectic educational series) 
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Raybaud, Maxime. 
Mémories sur la Gréce, pour servir & Vhistoire de la guerre 
de plans 


de lindé par 
Maxime "Rayhond v. a¥ee une introduction “historique, par 
Paris, Tournachon-Molin, 1824-25. 





Alph. Rabbe ... 
2¥. fold. plans 21° 


1. Greece, Modern —Hist —War of independence, 1821-1829. 2. Greece, 
bbe, 





Modern—-Hist 1 Ral Alphonse, 1756-1830. 
442) 
Library of Congress DPS06.R26 
(2001, 

Raybaud, Paul. 

jeg éroph ab héoriq’ . Paris, F.L. 
Vivien, 1910. 

24 p. diagre. 21°. 

1. Aerodynamics. 1 Tite 

Library of Congress ‘TLS570 R35 
—-- ——— Copy 2. 2, aa0.13 


The Raybestos company. 

The Raybestos company, fact 
brake lining, special linings for Ford care, dise and cone 
clutch, facings, automobile brakes ..._ Bridgeport, Conn. 
(The Raybestos company, ‘1918, 

75 p. incl illus, tables. 184°". 


On cover Raptene brake lining and clutch data, showing sizes 
required on various ca: 


of Rayb 





1. Automobiles—Apparatus and supplies 


18-22984 
Library of Congress TLIO.RS 
Copyright A $08301 
Raybold, George A. 
The fatal feud: or, Passion and piety. A moral tale. 
a. George A. Raybold ... New York, Lane & Scott, 
1% p 158". 
7-6 
Library of Congress PZ3.R2138F 
Raybould, A Norton. 


Ephraim the Jew, by A. Norton Raybould. Boston, B. 
Humphries, inc. ,“1935, 
2p ma. 


t Title. 
89-81788 


Library of Congress 
omnia 
Copyright A 120240 2 


Rayburn, Carl Bryan. 

A dream of dreams, The charge & other 
Carl Bryan Rayburn. San Francisco, Calif., 
ner publishing co., 1920. 


3p. 1, S45 p 21" 


, by 
aar Wag- 


1. Title. 


Library of Congress PS3S3S.A9D8 1920 
Copyright A S71846 12: 








Rayburn 


Rayburn, Emma Overman. 
Christmas offering, 1898. Paxton, Ill, 1898. 
Bp. 12°. 


1. Diehl, Isabel Overman, joint author. 1. Title. 


Library of Congress 
Copyright 1898: 74675 1a26d1- 


Rayburn, Otto Ernest. 
. Ozark country, by Otto Ernest Rayburn. New York, 
Duell, Sloan & Pearce ,*1941, 


ix p, 21, S852 p. 229". (American folkways, ed. by Erskine 
Caldwell) 


‘re edides 


1. Oxark mountains. 2. Mountain whites (Southern states) 1 Title. 


41-52073 


Library of Congress F417.00R3 


Melton, ed. 


oo neg A ey A ae eon maybe pe 
taining charges, rm ... 
(Nashville Press of Marshall-Bruce co., ‘1926, 


Rt ‘of wos appeals. ‘ne eo pa age 


Library of 
Copyright A BOLi94 a 


Raychaudhuri, Hemehandra, 1892- 
Materials for the study of the early hi 
sect, by Hemchandra Ra: “ 
(Calcutta, University of 1986. 

xivp,11,28p. 2. 
“Bibliographic index” : p. (197,-208. 


of the Vaishnava 
ed., rev. and enl. 


1 Vaishaaviem. 1. Title. 


Library of Congress BL1245.V8RS3 1986 
2 45 


Raycroft, Benjamin Joseph, 4. 1919. 

A little chaplet for the Queen of angels; or: A short medi- 
tation for every evening in May ... by ... Rev. B. J. Raycroft, 
aM. New York & Ciecinnati, F. Pusiet & co. 1908, 

18T p. 207". 


1. Mary, Virgin—May devotions. 1 Title 
311861 
Library of Congress BX2161.R3 
Copyright A 56554 (0301, 
Raycroft, Benjamin Joseph. 
for every 


1. Tithe. 


Library of Congress BXITS6.RS 1900 
Copyright 1900 A 11282 «r27a2, 


LIBRARY OF CONGRESS 


Raycroft, Benjamin Joseph, d. 1919. 

Sermons on the stations of the cross, the Our Father, the 
Hail Mary, etc., dedicated to the memory of the early Catholic 
missionaries of the United States, by the author Rev. B. J. 
Raycroft, a. «. New York & Cincinnati, F. Pustet & co. 
(*1901, 

4p1,5-389p 21. 


1. Catholic church—Sermons. 2. Stations of the cross. 3. Sermons, 
American. 


2-11880 
Library of Congress BX1756.R3845 
Copyright A 20763 (a38b1, 
Raycroft, Joseph Edward, 1867- 


Mass physical training for use in the army and the 
Reserve officers’ Sy =m, by Joseph E. Raycroft .. 
foreword by W. G. Haa Washington, United States 
infantry association, 1920. 

xi, 282 p. illus, diagrs. 24. 


1. U. S—Army—Physical training. 1. Title. 
Library of Congress U320.R3 
—— —— Copy 2. 
Copyright A $71041 nl, 
Rayden, William. 
Practice and law (on the first day of the Easter sit- 


tings, 1910) in the Divorce division of the High court of 
justice, and on appeal therefrom, with an index and tables 
of contents, cases (with cotemporary references) statutes 
and rules and abbreviations used, to which are appended 
special statutes and rules ( pro: Somme ‘of ue ot note, 
ete., and precedents of bills ro cet illiam Rayden 
with an introduction by tion, Ua Lord Mersey of 
Toxteth. London, wh Ay ry co., 1910. 
xei, 396, 92,111 p. 214". 


1 1 Civil Brit. 2. Dingeoe Ot. Brit. 3, Ma po Ge, 
Brit. 4. Forms (Law)— Brit, 1. Gt 
of justice. Probate, divorce 9 admiralty division. mu. Ct. oa 
Laws, statutes, ete 
22-24170 
Library of Congres» 72) 
Rayden, William. 


Rayden’s Practice and law in the Divorce division of the 
ae 6 ee, ot oe ee 2d ed., by 
Clifford Mortimer ... and C. T. A. Wilkinson . London, 
Toronto ,ete., Butterworth & co., 1926. 

ctx, 598, 93, (1, p. 214". 


Rayden, William. — 


Raydt, Hermann, 1851- 


Die Handelshochschule zu Leipzig, die erste in De 
land, eréffnet am 25. april 1898. Mpeakechri ——_ 





geatellt vom et H Raydt, Lap. 
zig, M. Hesse, Yeos. = s > 
Bp 2-. 
1. Leipzig. Handelshochschule. 
£14210 


Library, U.S. Bur. of Education HF1148.L5R2 


_ Hermann, 1851- 





natuige ea lich ee Lap Fy 

n = zu ipzig am 17. november 1890, 
Hannover, C. Meyer, 1891. 

32 p. ~ 

1. Play. 


E1549 


Library, U. 8. Bur. of Education LB1137.R18 


Raydt, Wilhelm. 

Die ausdehnung fester und fliissiger kérper durch die 
wiirme und eine neue methode zar pocthemnang reelben 

. Géttingen, Druck von E. A. Hath, 1869. 

2p pl. 27. 

Inaug.-diss —Géttingen. 


1. Expansion (Heat) 


Library of Congress QC281.R26 


Raye-Smith, Eugenie K. 
gee 


Smith, Mrs, Eugenie Marie (Raye) 1671- 


Raye van Breuklerwaert, Joan. 
Catalogue des livres pattems et d’une condition uni- 





F. S. H. Bryant ... cea Ha Gn 
jutterworth and co. (Canada), Itd.; ,ete., ete., 


41-827188, 

Library of Congress (2) 

Baydt, Hermann, 1851- 

Ein geist in einem kérper. Engli- 
sche schulbilder in deutschem nach einer studien- 
reise aus der Bismarck. 
von ydt Hannover, C. Meyer, 1889. 

2p. 1, 26,8. illus, diagrs, 23". 

‘The Feltes fortnightly, no. 2, Feb. 13, 1886, 8 p. at end. 

E 11-1051 


Library, U. S. Bur. of Education LA63S.R2 


338 


ue, r feu Monsieur Joan Raye, seigneur 
Bee 7 Dont la ia vs ite 

leer, imprimeurs 

vants. La Haye, 1825, 
4p. 1, 103, p. 19". 
Priced 


1. Bibliography—Rare books. 
ca 15-1003 Unrev'd 


Library of Congress 7997 R26 


pag Se ar ao pt emp 
er bee cine Saray reat 
Fin 
ooh eed TB. Baillidre, 





*. ond atlas (1 pL, Sri2, 62 p, xx 
eras} Sa a wwii tae, oe 


‘Trinctation by B. Wille of the 24 of. of author's Traité théoretique 
et pratique des maladies de la peau, Paris, 
1. Skin—Diseases. 1. Willis, Robert, 1799-1878, tr. 
7-10901t 
Library of Congress RL7L RO 








| 
| 














Rayer, Pierre Frangois Olive, 1793-1867. 

A theoretical and practical treatise on the diseases of 
the skin, by P. Rayer ... From the 2d ed., entirely re- 
modelled. With notes and other additions, by John Bell 
... With forty ... coloured plates, containing four hun- 
dred separate illustrations ... 
Hart, for G. N. Loomis, 1845. 

xii, (13)-449, (40; p. xt pl. (partly col.) 324 x 26™. 

Translated by Robert Willis. 


Philadelphia, Carey and 


tee 1. Willis, Robert, 1799-1878, tr. u. Bell, John, 
7-10899 
Library of Congress RL71. Ras 
Rayet, Georges Antoine Pons, 1839-1906. 
Notes sur l'histoire de la ogite astronomique 
par M. G. Rayet... Paris, Gauthier-Villars, 1887. 
63, dip. 259". 


“Extrait du Bulletin astronomique de l'Observatoire de Paris, rv; 1887.” 


1, Astronomicai photography. 


Library of Congress QBI21.R26 


Rayet, Olivier. 

mF LL 
Maxime Collignon ... 

2p. L, xvii, 4p poset 304)”. 


par Olivier Rayet ... et 
1888. 


Rayet, Olivier, 1847-1887. 

Milet et le golfe Latmique; Tralles, Magnésie du Méandre, 
Priéne, Milet, Didymes, Héraclée du Latmos. Fouilles et ex- 
plorations arc! ues faites aux frais de MM. les barons 
G. et E. de Rothschild, et publiées sous les auspices du Minis- 
tére de l’instruction publique ot r hey ons Gaver 
Rayet et Albert Thomas .. J. Baudry, 1 

v. Mies. 2=. 


1. Asia Minor—Antiq. 2. Miletus. 3. Excavations (Archaeology) 
1. Thomas, Albert, joint author. um. Title 


812585 


Library of Congress DF251.R26 


(02041; 


Rayet, Olivier. 

Monuments de l'art antique, pub. sous la direction de m. Oli- 
vier Rayet ... Paris, A. Quantin, 1884. 

2. Mos. 90 pi my 

“Les Monuments ... ont été publiée en six livraisons ... 1881 4 ... 
a iy YX 8 


des notices” : v. 1, 84 prelim. leaf. 


Cowrerrs.—t. & Art poe pp archalque. 
Sees Gm, aon Ss Sv et do rw — 
Sculpture seconde moitié du rv* siécle, mr et rm sideles. Sculp- 
ture ronfaine. 


1 2 , Greek. 2. » @ 
ge ye ay & Getpem, Sculpture, Greco 


Library of Congress NBTO.R3 


Hardware Catalogs. Toots Catalogs 
— . es-18840 
Os 36-067 Unrev'd 
Library of Congress PNG120.N4R3 Library of Congress Teens 
Coprright D pub. 20016 2, 6125 Copyright 2 ores 
339 
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«tayfield, Florence R. 
The ten good English commandments, a play for inter- 
mediate or junior high, by Florence Rayfield Franklin, 


O., Denver, Colo.. Eldridge entertainment house, ine., "1928. 
13 p. 19°. (On cover: Eldridge juvenile plays) 


1 Title. 
87-88182 
Library of Congress PN6120.A5R3 
Copyright D pub. 85372 8 371.8062 


Rayford, Julian Lee. 


Ancient doorways, the poems of Julian Lee Rayford. 
:Nashville, Tenn. Teufeisdreck press , 1982, 
142, p. front. (port.) 17 


“First edition the seventh of April, 1962. 
“G00 copies have bees printed ty the ‘TeateleGveck press.” 


1. Title. 


Library of Congress PSS535.A498A8 1992 6115 
Rayford, Julian Lee. 


Cottonmouth, by Julian Lee Rayford. New York, C. Serib- 
ner’s sons, 1941. 


4p.1,400p. ius 219". 


1. Tithe, 
41-8588 

Library of Congress PZ3.R2138700 
—— —— Copy 2. 
Copyright eo 
Rayhawk, Arthur Louis, 1904 

The energy resources of the United States in relation to 
future population deve! ts ... by Arthur L. Rayhawk, 
a.m. Washington, D. C., 1932. 


vp, 21, 12-142 p, 11 2. 

Thesis (ru. p.)—Catholic university of America, 1982 

“Biographical note.” 

Errata slip mounted on p. (7) 

pip ine ence gy ge 

Natural resources. 2. U. 8.—Econ. condit—1918- Uv. 8— 

Population. ioede 24 8. 5. Petroleem—U. 8. «Gen, Nav. 
ural—U. 8. 7. Coal—U. 8. Title. 


HCI08.R25 1982 
142g, 300.978 


s2—16041 
Library of Congress 


Rayl, Adrienne Sophie, 1898- 

pty at 5 pl in the problem of 
four bodies . . by Adrienne Sophie Ray! ... Chicago, 1942. 
1p. 1. 4, Tp. 2. 

‘Thesis (rn. o.)—University of Chicago, 1989. 

Vita 


1, Dynamics of a particle. 


& Tithe: Problem of four bodies. 
1. Title: Four bodies. 


Aawm 
for 7 — 4 QASSB RBS 
St wis 
Ray! co., Detroit. 
Catalog Detroit, Mich. “19 


+. (lus, plates (part col) 29”. 
: Tools, hardware, machinery, industrial supplies. 


Rayleigh 


Rayleigh, John William Strutt, baron, 1842-1919. 


Argon, a new constituent of the atmosphere. By Lord 
Rayleigh and Professor William Ramsay. Washington, 


Smithsonian institution, 1896. 
2pie .. on. 3347. (Smithsonian contributions to knowledge. 
(vol. XIX, art 


At head of title ee sap fund. 
institu 





1. Meteorology. 2. A 1. Ramsay, Sir Wil- 
Ham, 1852-1916, joint author 


5 13-108 
ithsonian inst. Library 
“Flaaeae congress: 


1. Physica—Collected works. 
810007 
Library of Congress QC8 RI 
rflgl, 
Rayleigh, John William Strutt, baron, 1842-1919. 


The theory of sound. By John William Strutt, baron Ray- 
leigh ... London, Macmillan and co., 1877-78. 


2v. diagrs 22)". 


1. Bound, 2. Vibrations 3. Waves. 


Library of Congress QCzz3. RB 


130u2, 


Rayleigh, John William Strutt, baron, 1842-1919. 
fh By vo. aod ca. "Lando, Macallan td 


limited, 1987, ‘29. 

2. Giagre or. 

Vol. 1, “Second edition revised and enlarged 1804. Reprinted ... 1967" ; 
vol n, Sgecond edition revised and calarged 1808. Reprinted ... 1929." 
1. Sound. 2 Vibration. 8. Waves 

‘30 16888 
Library of Congress QC223. R262 
3 584.1 


Rayleigh, Peter. 

i, of ye Antient society of yaar 1755-1903, Cake, 
ee wa} ~ Sue ene by 

pO . ike the Simpkin, ‘Wershall te 
&co., Itd. (1903, 

xvi, 332 p. front, illus, plates, ports. 2”. 


Sree «eee 2. London—Intellectual life 1 
Pt 4 


Library of Congress DAGR7.C7R3 


Rayleigh, Rebert John Strutt, baron, 1875- 
The age of the earth. By the Right Hon. Lord Rayleigh, 
r. ». &, and others. 


(In Smithsonian imstitation, Annee! report, 1921. Waeshingten, 
1922 334". p. 240-208) 


“Reprinted ... from Natere, Oct. 27, 1921." 


Library of Congress Q1Lse8 1921 











Rayleigh 


Rayleigh, Robert John Strutt, 1875- 

The Becquerel rays and the properties of radium, by Hon. 
R. J. Strutt . London, E. Arnold, 1904. 

vip. 1h, 214 p Mus, ot pl, diagrs. 23". 


1. Radioactivity 1. Title. 


Library of Congress QC721.R3 


3811, 


Rayleigh, Robert John Strutt, baron, 1875- 

John William Strutt, third baron Rayleigh, o. »., r. x. s, 
sometime president of the Royal society and chancellor of the 
University of C wy 4: his son Robert John Strutt, fourth 
baron Rayleigh ... ‘ork, Longmans, Green & co.; Lon- 
don, E. Arnold & co., 1924. 

xi, 408 p. front. plates. 23°. 


Printed in Great Britain. 


1. Rayleigh, Jobo William Strutt, baron, 1842-1919. 


25—T314 
Library of Cougress QCI6.RSR3 


13142, 


Rayleigh, Robert John Strutt, baron, 1875- 

Lord Balfour in his relation to science, by Lord Rayleigh. 
Cambridge ,Eng., The University press, 1930. 

vit, (1), 45, 1) p21. front. (port.) 194". 


“The pi wemoir was rr at the yoquest  E the Councti of the 
(Royal, Sane. and appeared in the Proceedings. 


1. Balfour, Arthur James Balfour, 1st earl of, 1848-1930. 


31-13859 
Library of Congress Q143. B3R3 


a 923.242 


Rayment, Tariton. 

A cluster of bees; sixty essays on the life-histories of Aus- 
tralian bees, with specific descriptions of over 100 new species, 
and an introduction by Professor E. F. Phillips ... with sixty- 
six plates and one hundred text-figures by the author. By 
Tarlton Rayment ... Sydney, The Endeavor press ,1935, 

752 p. col. front., tus, col. plates, 229°. 


“Limited edition 
Inctodes bibliographies. 


1. Bees— Australia 1 Title. 
Agr 36-381 
U. 8. Dept. of agr. Library 426R21 
for Library of Congress QLS6T.T.R3 
372, 596. 7990006 
Rayment, Tarlton. 
Money in bees in Australasia. A practical treatise on 


the profitable management of the honey bee in Austral- 
asia, by Tarlton-Rayment ... With numerous illustra- 
tions expressly drawn for this work by the author, and a 
special section—the first of its kind—dealing with the 
nectariferous value of the indigenous flora. an in- 
troduction by W. S. Pender ... Melbourne, London ete.) 
Whitcombe and Tombs, limited, 1916. 

xvi, 293, 11) p. incl. front, illus, diagrs. 22”. 

1. Bees. «1. Apiculture; 2. Bees—Australasia. 2. Australasia—Api- 
cultures =. Title 

Agr 17-295 


Library, U.S. Dept. of Agriculture 424R21 


hene ts of A , —* 
the first of its wz, "en nustrelasien - 8 that fill the 
treasury of the bee-hive, and render possible the i 
cial success of the modern bee-farm. A com 


volume to “Money in bese in Aneeswetis 
Rayment 

drawn by the author .. with an annotated list, and two 
‘a. census of 


appendices containing the acacias and euca- 
lypts. Melbourne, Auckland cete., Whitcombe and Tombs 
limited (1925, 
RUST RT 220. 5. Avstralasia—Botany, 2 \Honey- 
Agr 26-209 
; are 40.3821 





y Tarlton 
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Rayment, Tariton. 


The valley of the sky ,by, Tarlton Rayment London, I. 


Nicholson and Watson, limited, 1937 


327, ,;p. 19. 
1. Title. 
‘37-4463 
Library of Congress PZ3.R2130Val 
Copyright A ad Int. 22552 3 


Raymer, Catharine. 


Poems, by Catharine Raymer. Elkhart, Ind. James A. 
Bell co., 1920, 


47, hp. mn. 


21-1103 
Library of Congress PS3S35.A9SP6 1920 
Copyright A 604814 2) 
Raymer, Felix. 
Photo lighting, by Prof. Felix Raymer A treatise 


on light and its effect under the skylight, including chap- 
ters on skylight and — construction, window t- 
ing and dark room work ... St. Louis, Mo., H. A. Hyatt, 
1902. 

2p. 1, ®Wp. 


illus., plates, ports, diagrs. 234° 


1. Photography—Portraits— Lighting and posing. 1. Title, 
2-250 
Library of Congress TRS73.R26 
Copyright a26dl; 
Raymer, Percy C. 


Photo-engravers’ tent Seth 29 tien 6 Sale 28 oe 
Po ngreving mith mellanons haper ad an app 
ei peead entigtas with miscellaneous chapters an sired 
FF nreeeapieer . By P.C. Raymer. Effingham, Til. 
a ad ion” 


84, (2) p. tus, plates (part col.) 154. 
1, Photo-engraving. 1, Title. 
22—1287 
Library of Congress TR9TO.R3 
Copyright A rflel, 
mer, Percy C. 
ee ical handb 





of 
“Photo-engravers’ handbook on aching — sniking™ A 
condensed treatise on photo-engraving in theory and practice; 


with color appendix of practical examples, ete. ... by P. C. 
Raymer. Effingham, IIL, *1929. 

104 p, 11 flus., plates (part col.) 159". 

1. Photo-engraving. 1 Tithe. 

2015649 

Library of Congress TROTORS 1929 
—— —— Copy 2. 
Copyright A 10408 Fr 
Raymer, Robert George. 

. A history of copper mining in Montana ... by Robert 


George Raymer. Chicago, New York, The Lewis publishing 
company, 1930. 


cover-titie, 2p. 1, 112 p iius, diagr. 2449™ 


Thesis (rm. p.)—Northwestern university, 1929. 
“References”: p. 100-112. 


1. Copper mines and mining— Montana 


Library of Congress TN443.MORS 1929 


2, 22. 


Raymer, Robert George. 

Montana, the land and the people, by Robert George Ray- 
mer, m. 4.; Montana biography by special staff writers . 
Chicago and New York, The Lewis publishing company, 1980. 

3. front., ius, ports. 264”. 

“For further reading” at end of some of the chapters. 





1. Montana—Hist. 2. Montana—Blog. 1. Title. 
31-3911 
Library of Congress F731. R26 
_ Copy 2. 
Copyright A 33619 ft 9786 


Ra: 's dictionary of greater Seattle; an ye 
ictionary of the state of Washington, U S. A., in gen- 
eral and the city of Seattle in particular. Seattle, 
ash., C. Raymer & co, “1908, 
128 p. incl. front, illus. fold. map. 17° 
Advertising matter interspersed. 


1. Seattle, Wash—Descr. 2. Washington (State)—Dict. & encycl. 


Library of Congress F899 S4R3 
(Copyright 1908 A 215336) 


Ra: 's dictionary of greater Seattle; an hy ad 
ictionary of the state of Washington, U.S. A., in gen- 





eral, and the city of Seattle in particular. Seattle, 
Wash., Raymer’s old book-store, “1913. 
127, «h; p. incl. front., illus, plates. fold. plan. 17°. 25 
Advertising matter included 
1. Seattle, Wash —Descr. 2. Washing (State) —Dicti and en- 
cyclopedias. 
13-12505 


Library of Congress 
Copyright A 347574 


F899 S4R32 


Raymer’s dictionary of Spokane; an encyclopedic-dic- 








tionary of the state of Washington, U.S.A, in eral 
and the city of Spokane in particular. Spokane, ‘ash., 
’. D. Raymer & co., 1906. 
xviii, (2), 21-152 p. incl. front. illus. fold. map. 17°. 
Ad ing matter 1 A 
1. Spokane, Wash. 
6—17006 
Library of Congress F899.S7R18 
Copyright 
— William A. 
.. Raymold's encampment catalogue -. i , eo 
. F. ene supplies y W. A. Ray- 
mold ... (New York, 1896. 
cover-title, 48 p. illus. 244x25™. 
At head of title: Revised list no. 46. 
L. Odd- fellows, Independent order of—Costumes, supplies, etc. 
ca 10-1568 Unrev'd 
Library of Congress HS1026.R3 
© 18%: 4277 
Raymond, 


... L’homme est dans son éeriture; préface de Fiie 
Dautrin. Paris, Société des éditions Fast 1925, 

Zp. 1, x, 121 p, tL ius. (facsims.) 184 

At head of title: Professeur Raymond. 


1. Graphology 1. Title. 2s 
Library of Congress BF#92.R3 
Copyright A—Foreign 26571 














Raymond, 

Observations sur |’origine et les progrés du préjugé des 
colons blancs contre Jes hommes de couleur ; sur les incon- 
véniens de le perpétuer; la nécessité, la facilité de le dé- 
truire ; sur le projet du Comité colonial, ete. Par M. Ray- 


mond, homme de couleur de Saint- t-Domingue. 
Baia rete.) 1791. 


vili, 46 p. 18. (With Brissot a. Warville, Jean P. Mémoire sur les 
noirs ire de V'Amérique Septentrionale. 


Paris, 


1. Negroes—West Indies. 2. France—Colonies—West Indies. 3. Race 
problems. 


11-20369 


Library of Congress F446 B8S 


Raymond, 

Réponse aux Considérations de m, Moreau, dit Saint-Méry, 
député a l’Assemblée nationale, sur les colonies; par m. Ray- 
mond, citoyen de coleur de Saint-Domingue ... Paris, Impr. 
du Patriote frangois, 1791. 

2p.1,@p. 2. 


France—Colonies—Santo Domingo. Haiti—Hist.—to 1791. 3. 
sneen de Saint-Méry, Médéric pea “ate rosie Considérations: 
présentées aux vrais amis du repos . 


20—17466 
Library of Congress F1923.R26 
(0381, 
Raymond, calling himself Ha jt 
Mustafa 
see 
Mustafa, hajr. 


Raymond de Cornet 
see 


Raimon de Cornet, fl. 1340. 


Raymond de Saint-Sauveur 
see 


Saint-Sauveur, Raymond de. 


Raymond, father, 1903- 

. The man who got even with God; the life of an American 
Trappist. Milwaukee, The Bruce publishing company ,“1941, 
xill, 170 p 21". Religion and culture series; Joseph Hussieio .. 

general editor, 


1 Joachim, brother, 1849-1908, = 1. Title 
41— 8658 
Library of Congres BX4706.J62R3 
A2m4, 922.273 
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Raymond of Penyafort, Saint 
see 


Raisunto de Penhafort, Saint, 1175 (ca.) 


Raymond, professor. 


Parlor pastimes; or, The —_ i. KA amus' B 
Prof. Raymond. Containing all test and 4 4 


con- 
es | tricks, magician’s feats, a ‘nt 's illu- 
sions ... New York, Hurst & company, “1875. 

9p. diagrs. 18)%. (On cover: The “Magnet” hand books) 


1. Amusements. 


‘ S-29743+ 
Library of Congress GV1471. R26 
Raymond, A. 
Intimate a by A. Raymond. London, A. & C. 
Black, Itd., 1917 
viii, 286 p. 21°" 


1. Prussia—Soc. life & cust 1. Title. 
18-109S8 
Library of Congress ond DD331.R3 
Raymond, A Marston. 


The universal instructor in home arts. By A. Marston 
Raymond. Being a guide to the following acecomplish- 
ments: fine colored glass transparencies, the preserva- 
tion of natural flowers ... flower painting ...  Philadel- 
phia, Pa., D. M. Lienhardt ¢1881, 


2p. 1, %-20p. 21° 


1. Art industries and trade. 


12-3573 
Library of Congress 


Copyright 1881: 13381 


NKI130R3 


Albert, 1564 4 
Consolidated California current digest; a digest of the 
eases decided by the Supreme and Appellate courts of 
California and by the federal courts on questions of Cal- 
ifornia law since Kerr’s California digest as contained 
in the 1915 and 1916 current digests, covering the cases 
in California reports, volumes 168 to 172; California *p- 
pellate reports, volumes 25 to 30; volume 6, Coffey 
probate decisions, and al! decisions considering and 
ing on California law in the United States Supreme | ot 
reports, volumes 231 to 241, and Federal reporter, vol- 
umes 215 to 233, with references to important editorial 
(Continued on next card) 16-1086 


ed. Consolidated Cali- 
ornia Lamy ~¥ (Card 2) 

notes in American decisions, American reports, American 
state reports and American annotated cases; also cross- 
references to ruling casé law, ed. by Albert Raymond . 
Also an alphabetical table, direct and reverse, o the cases 
digested in this digest, and a chronological table of all 
California Supreme and Appellate courts, decisions cited 
in California reports, volumes 161 to 173, inclusive, and 
Appellate reports, volumes 17 to 32, inclusive, and in all 
federal, state and territorial jurisdictions from 1911 to 
1917, inclusive, subsequent to those contained in the sup- 

(Continued on next card) 10-1088 


Raymond 


Albert, 1564- ed. Consolidated Cali- 
ornia current digest ... (Card 3) 
pe volumes to Notes on California reports, comp. 
George J. Martin. San Francisco, Bancroft- Whitney 
company, 1917. 
Iii, 1062 p, 11, 573 p a 
“Citations of California Supreme 
— 
co at end 


and Appellate court decisions 
” George J. Martin” has Nes special t-p. and separate paging (573 


tions and citations 
u. California. Courts. 


18-1896 


Law reports, digests, etc.—California. 2. Annotat 
(Law) California Martin, George J., comp. 
m. Tithe 

Library of ee 


Copyright A ee 





Raymond, Alex. : 

Flash Gordon in the caverns of Mongo, by Alex Raymond. 
New York, Grosset & Dunlap ,“1937, 

fv, 218, (1) p. front. 19°. 

Tilustrated itning-papers. 


L Title. 
‘87-33 
Library of Congress PZT. R227h 
—-———— Oopy 2. 
Copyright A 104111 * 


Raymond, Alexander 
see 


Raymund, Alexander. 


Raymond, Alfred. 


Harry Harding—messenger ‘‘45,’’ by Alfred Ka: 
mond; illustrations by R. Emmet Owen. New Yo z. 
Cupples & Leon company (1917, 


vip, 11,25 p. front, plates. 194™ 


1. Title 
17-16545 
Library of Congress PZ7.R213H 
Copyright A 457783 
Raymond, Allen. 
The heart of Salome, by Allen Raymond. Boston, 
Maynard & company (1925, 
30 p. 18. 
1. Title. 
Library of Congress PZ3.R2i4He 2 
——- ——— Copy 2. 
Copyright A 864311 os 
Raymond, Allen. 
The heart of Salome, by Allen Raymond. London, 
Duckworth (1925, 
320». 19”. 
1 Title. 
3-953 
Library of Congress PZ3.R2i4He 
Copyright A ad int. 6862 2 





Raymond 


Raymond, Allen. 
4Qué es Ia tecnocraciat Traduccién del inglés por 
G. “Gene Huélin. Madrid, Revista de occidente ,1933, 
2p. L, 7-180, 1) p. 21 187. (On cover: Nuevos hechos, nuevas ideas. 
=xxva) * 


. Sans Huélin,G., tr. m. Title. 
1, Technoeracy. 1. 
Library of Congress HB87.R35 
a 330.1 


Raymond, Allen. 

Wat is technocratie? Vertaald uit het amerikaansch van 
Allen Raymond, door Mr. W. Eland. Utrecht, Erven J. Bijle- 
veld, 1933. 


197 p. 19°. (Holf-title: De samenieving (over cultuur en maat- 
schappij) 0. 10) 


1. Technocracy. 1 Bland, W., tr. uw. Title. 


Library of Congress HB87.R32 
2 330.1 


Raymond, Allen. 

What is technocracy! By Allen Raymond. New York and 
London, Whittlesey house, McGraw-Hill book company, inc., 
1983. 


vil, 180 p. 20". 


An expansion of, four Fang which = published in the New York 
herald tribune in lecember ef. 
" edition.” 








1. Technocracys. 1 Tithe. oem 
Library of Congress HIBST RS 
—--——— Copy 2. 
Copyright \ 60046 5S, 330.1 
Raymond, Alonso 0. 
Some facts cunesraing Cuneiion railway empties, 
bmitted to the o 
La ta sue Senate, Febraary 2 26, 1890. By A. C. Ray- 
Judd & D , printers (1890, 





cover-title, Yo p. incl. yrs 247 


1. Railroads and state—U. S. 2. Railroads—Canada—Rates. 3. Rail- 
roads—U. S.—Rates. 


9-21401 


Library of Congress HE2757.1890.R3 


Raymond, Anan, 1890- 


Letters, April, 1917, June, 1919 ,by, Anan Raymond. 
(Omaha, 1926, 


2p. 1, 7-248 p. front. ports. 27. 


1. Buropean war, 1914-1918—Persona! narratives, American. 


28-0478 
Library of Congress DS70.9.R37 
Raymond, Andrew Van Vranken, 1854 
Union university, its history, influence, characteristics 
at ay the lives and worth of tie Sounders, 
benefacto resents, faculty, and the achieve- 
monte of its alumni Le 
eS eae Albany oot- 
lege of by Andrew ‘an Vranken Raymond .. 
New York, publishing company, 1907. 
Sv. front, illus, plates, ports. 254™. 
1 Unson university, Schenectady 
om 713008 
Library of Congress U7—R3 
(apprighe & 170865-170867) 
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Raymond, Anne. 
Games and health. 


(in National education association of the United States, Addresses and 
Proceedings, 1924. p. 493-495) 


1. Play. 1. Tithe. 


Library, U. S. Bur. of . . 


Raymond, Antonin, 1889- 

Antonin Raymond, his work in Japan, 1920-1935; preface 
by Elie Faure and an article by Antonin and Noémi P. Ray- 
mond. ,Tokyo, Johnan shoin, 1936, 

2p... 29p. 11 plates, ports. plans. 28x 307. 


Text in English, French and Japanese ; descriptive letterpress in Eng- 
Nish and —— Japanese translation by Kunio Maekawa 
Recond edit 


Contents.—The aan of B ang pe by Elie Faure :tr. by H, Vere 
Redman, —On Japanese residences, by Antonin & Noém! Raymond 


Architecture, Domestic—Japan. 2. 5. sogietnne— ion, 
Faure, Elie, 1873- u Raymond, N im. Redman, H. Vere, tr. 
1. Maekawa, Kuno, tr. 

30— 17801 
Library of Congress NAINOS.RS 1986 
40h1, 720.952 

Raymond, Antonin, 13°9- 

. Architectural details, 1938 ... Tokyo, A. Raymond 
19381 
t 1 


4p. 1. 116 pl. (incl. diagrs.) on 501,11 302237. 
- Label mounted on fly-leaf: En vente aux Editions Albert Morancé ... 
Names of the collaborators appear on the t.-p. Sian nee See 
Raymond and | Noémi P. Raymond ; the others are in Japanese cha: 


signed: Antonin and Noémi P. 
“First printing, 1000 copies.” 


1. Architecture—Japan. . 7s eg 3. House decora- 
tion— Japan. Raymond, 


401058 


Library of Congress NA1SSO.R3S- 


(4008, 724 


Raymond, The C. W., company, Dayton, 0. 


Catalog of clay working machinery ... 
Dayton, 0., 


lv. illus. (partly col.) pl. 2 x 2" 
Only latest number received is kept on shelf 


1. Clay working machinery—Catalogs 


P ca 12-660 Unrev'd 
Library) of Congress 


Copyright 


TP829.R2 


Raymond, Charles Eugene, 1860- 

Preparedness for peace, by Charles E. Raymond ..: a 
series of six editorials written for the Chicago herald 
and published January 4th to 10th, 1916, under the cap- 
tion: Bigger better business ... Chicago’, *1916. 

Sp. 19° 


1, U. S—Comm. 2. Reconstruction (1914- »—v. S. 1. Title. 
th. Tithe: Bigger better business 
22-867 
Library of Congress HC106.3.R3 
2) 
Raymond, Charles Fraser, 1871- 
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Raymond, Charles Harlow. 
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1. Tlie, 
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riety of useful and ente eces pertaining to hut 
happiness. Chicago, The Reilly my co. (1921, 
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1. Title. 

Library of Congress PZ3.R2150n 

& 


Raymond, Clifford Samuel, 1875- 
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Library of Congress HF1754.R25 
———- Copy 2. (Mis 


ap Daniel, 1786-1849, 





of D. , ea. before the Court of 
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2v. 24. 
1. Economics. 
Library of Congress HB161. R265 
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Raymond, David. 

An oration, delivered on the 22d of February, 1813, at 
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3p. 2. 

(Wolcott pamphiets, v. 76, no. 17; 
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British policy and opinion during the Franco-Prussian war, 
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.-. British policy and opinion during the Franco-Prussian 
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Captain Lee mes of Texas, by Dora Neill Raymond; with 
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will, 350 p11. tllus, plates, porta, fold. map, facsims, 234". 

Tihustrated t-p. 
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Bibliography: p. 45-47. 
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Twenty-eight breakfasts, 
Blade printing & paper co. ;1 


cover-title, 12 p. 15%. 


es Raymond. Toledo, 


1. Menus. 


?- 
Library of Congress — 


TX72B. R26 
(Copyright 1885: 7117) 


Reymond, Emma Frances Harmon. 
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pleton company, 1930. 
vill, 453 p20" 
1. Title. 
30-14198 
Library of Congres PZ3 RT163Fam 2 
—— —— Copy 2. 
Copyright A 23657 & 
Raymond, Ernest. 
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Bibliography : p. 342-885. 
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services of Abraham Lincoln ... Together with his state 
papers, including his specches, addresses, messages, let- 
ters, and proclamations, and the closing scenes connected 
with his life and death. By Henry J. Raymond. To 
which are added ancedotes and personal reminiscences of 
President Lincoln, by Frank B. Carpenter ... New 
York, Hurst and re = | (1891, 


Lincoln, Abraham, pres. U. S., 1809-1965. 1. Carpenter, Francis 
Bicknell 1830-1900 
Alwn 
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Raymond, Henry Jarvis, 1820-1969. 

An oration Te wpe pptend wom pom ay ay 
county, on the letion of a erected by them to 
the captors of a sane Oct. 7, 1853. By 


Henry J. Ramen New- York, 8. . Callahan, printer, 1853. 
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Raymond, Henry Jarvis, 1820-1869. 

Peace and restoration. Speech of Hon. H. J. Raymond ... 
in reply to Hon. T. Stevens ... deliversd in the House of rep- 
resentatives, December 21, 1865. Washington, Printed at the 
Congressional 865. 


globe office, 1 
Mp. 2. 
1180879 
a re BOR R26 
— Copy 2 (iis celiapeous pamphiets, ¥ 443. no 38, 
ACOOLMS vol. 468 
r4ibi, 


Raymond, Henry Jarvis, 1920-1969. 

Political lessons of the revolution. An address oot 
before the citizens of Livingston county, at Geneseo, N. 
July 4, 1854. By Henry J. Raymond .. New York, Babee, 
Godwin & co., printers, 1854. 

Bp. ty. 


1. Fourth of July orations 2. U. 8.—Hist—Revolution—Causes. 
L Title. 


‘37-14182 
Library of Congress E22 1864 
2 973.311 


Raymond, Henry Jarvis, 1820-1869. 

Restoration and the union party. Speech of Hon. Henry J. 
Raymond, of New York, on the = admission of the 
states lately in rebellion to representation in Congress. De- 
livered in the House of — jum 18, 1866. New 
York, Baker & Godwin, printers, 1866. 

Zp =. 


(Raymond, Henry Jarvis, 1820-1869. 
te aaory question in New-York. ,Albany! 1850, 





Bene, Godwin & co., printers, 1854. 


ay 
i 


The story of Saranac; « chapter in 


Adirondack history. by 
Henry W. Raymond. New York, The Grafton press ,“1909, 


78 p incl. front, Mus, double pl. 21° 


1. Saranac lakes, N.Y. 


Library of Congress Fi2T 824R2 
Copyright A 279718 0381, 
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Raymond, I H. 
Santa Cruz county. Resourves, advantages, objects of inter- 


ext. Written and compiled by I. H. Raymond .. Santa Cruz, 
Cal., Santa Cruz development association, 1887. 
Sp ies wy 
Incindes advertising matter 
1 &e a oo ~ 
Pad. rez Calif. — Deer. & trav 1 Santa Croz development 
Re 41) 
Library of Congress Fes. 8382 
Copyright 1887: T7TT astht 


Raymond, Ibbie. 
S’Ancrer, by Ibbie Raymond. New York, 1906. 
199» 19° 


6am 


Library of Congress PZ3.R21S8S (Copyright A 160743) 


Raymond, Ida, pseud. 


Tardy, Lira. Mary T. 


Ray d, Irving Woodworth, 1298- 
SE nnn anaanstiedidhe tem nant a 





strong drink, by Irving Woodworth Ra: New York, 
1927. 
2pLmMilp 2 
a wo ®)—Columbia university, 1927 
Seliasd ates te Gate te Stee, emente ont law, od. 
, Bo. 288. 
‘77-1828 
ot HVSI86.R3 1927 
Cotumbia Univ 3 
en eae 
ing of the ehurch on the use of wine and 


The teaching early 
SS ben tee 


Raymond ... New York, 
Columbia university pres; London, P. S. King & son, Itd., 


imp = mae Studies in history economics, and public 
Se vo ae political science of Columbia university. 


Pubiiabed also as thesis (ru 0.) Cotumbie antversity, 1827. 

Bibliography p 156-164 

1 Temperance. 2 Christian ethice—Marly church, 1 Tithe 
ms 

Library of Congress 

—- ——- Copy 2 


HSLCT no. 286 
HVGIS8.RS 188Te 
m1, 
Raymond, ra. J. Laurence 
see 
Raymond, Urs, Edith, 1876- 
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Raymond, James, 1796-1858. 

Digested chancery cases, contained in the reports of the Court 
of appeals of Maryland. Harris & McHenry, 4 vols. Harris 
& Johnson, 7 vols. Harris & Gill, 2 vols. Gill & Johnson, 7 
vols. 1658-1836, By James Raymond Baltimore, Cush- 
ing & brother, J. Cushing & co., 1839. 


‘vill, @-480 p. 234". 


\W reports, digests, etc —Maryland. 2 Equity—-Maryland. 
L targlaoe Court of appeals. 


38-18788 


Library of Congress 2, 


Raymond, James, 1796-1858. 

Political : or, The spirit of the Democracy in 56. By James 
Raymond. Baltimore, J. W. Woods, printer, 1857. 

x, (13;-828 p. 109°. 


“Poll books of Carroll county, Md.”: p. 271-316. 


1. Maryland—Pol. & govt. 2. Democratic party. 


Library of Congress JK2296 M34R3 
(S4b1, 


Raymond, James, 1796-1858. 

Prize essay, on the comparative economy of free and 
slave labour, in agriculture. By James Raymond ... 
Frederick (Md.; Printed by J.P. ‘thomson, 1 


Dp. Mm. 


eer a? Oo eno ae ot Oe Pe 
County society.” 


1. Slave labor. 2 Slavery in the U. S.—Controversial literature—1&27. 


11-28884 
Library of Congress 351, 
py rte et 1826— 
The lost colony. By James F. —- . Philadel 
phia, T. B. Peterson Zirothers brothers (189. 
Ip lL. 8413p 197. 
7-MOS+ 
Library of Congress PZ3.R2161L 
Raymond, James F. 


The old mountain hermit,‘by James F. Raymond. New 
York, Broadway publishing company “1904, 
‘vill, 304 p. incl. fromt. (port.) 19)". 


1 Tithe. 
56285 
Library of Congress PZ R21610 
Copyright (230e1, 


Raymond, James Grant, ¢. 1517. 
The life of Thomas Dermody: interspersed with pieces of 
original pomeye many exhibiting unexampled prematurity of 
poetical talent; and containing a series of corre- 
with several eminent characters. By James Grant 
ymond ... London, W. Miller; ,etc., ete., 1806. 


2. front. (port.) 1%. 


1. Dermody, Thomas, 1775-1802 


PR3400 D478 
a&2bl, 
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Raymond, James Henry, 1850-1907. 
An epitome of the principal propositions made, and a part 
of the d had the relief of the decbete of 
the United States ~ 9 and Cireuit ry _ By J. H. Ray- 








of 
subject by the Minois « ante bar emeslation, January 9, 1889. 
Chicago, Brown, Pettibone & co., printers, 1889. 
cover-titie, 42 p. 26°. 
U. 8. Supreme court. 2 U.S. Circuit courts. 8. Just 
smeration of—U. 8 Law reform— 1 [ltmois state 15 ‘aneo- 


elation 1. Title: Relief of the dockets of the United States Supreme 
and Circuit courts. 


Library of Congress 2 


Raymond, James Irving. 

Catalogue of a rare collection of oriental objects of art 
collected by Mr. James I. Raymond (deceased) (late president 
of A. A. Vantine & co.) to be sold absolutely without reserve 
or restriction on January 15th-18th, 1908, The sale will 
be conducted by Mr. James P. Silo, auctioneer, at the Fifth 
avenue art galleries (New York, Press of J. J. Little & co., 
1908. 

4p L, 11-167, 1, p. Mus, plates. 219°. 

1. Fifth avenue art galleries, 1. Silo, James P., 18887-1082 


82388 
NK1087.R3 


a3%b1, 
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Copyright A 196828 


Raymond, James Pearson, 1868- 

The farmers’ friend. A compendium of the Gomes 
and treatment for all diseases of the horse. By J. 
Raymond. Heber oa Ark. ,Printed by fiche: 
Springs Headlight, 1916 

cover-title, 72 p. 18™. 





1. Horse—Disrases. 1. Title 
Agr 16-1220 
Library, U. S. Dept. of Agriculture 41R21 
Raymond, Jean. 
d. Paris, 


Guide pratique de l'urbaniste, par Jean Ri 
vill, 266 p. Mlus. (incl. plans) 25°. 
Conrarts.—La cité du rail —Agadir-Plage. 


i Cities and towns—Planning. 2 Agadjr, Morocco—Public works. 
1 Title. 


33-0430 
Library of Congress NA9030.R27 
Copyright A—Foreign 19732 
2) (916.46) 711 


Raymond, Jean. 

Précis d'urbanisme moderne, par Jean Raymond ... Paris, 
Dunod, 1934. 

2p 1, 2380p. ius (incl. plans) diagrs. 2". 

“Références bibliographiques” : p. (236, 

1, Cities and towns—Planning. 1 Title. os-enee 

Library of Congress NA9030 R29 
Copyright A—Foreign 24719 

2 ™ 


Raymond, Jean. 
.. La repression de Vespionnage ... par Jean Raymond ... 
Angers, H. Siraudesu et c*, 1989. 


4p L158 p,1 2. 


fram? 
aan” (sahagreghy) : D. (145,-151. 


1. Spies 2. Criminal law—fFrance. 8. Comparative law. 1. Tithe. 
42-12506, 
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Kaymond, Jean. 
L’urbanisme 4 la ponte de tous al usage des (Maen, 
naires et conseilliers des 
i s) et de toutes 
rsonnes 8 a au mieux tre dans la cité. Par 
ean Raymond ... Préface de R. Daucry ... Pariv, Du- 
nod, 1925. 
vii, chy, 187 p. illus. (imel. plans, dings.) 21%. 
“Références bibliographiques” : 1 p. following p. vii. 
1. Cities and towns—Planning. 1. Title. 
25-21683 
Library of Congress NA9030.R3 
Copyright A—Foreign 27283 
a 


portée de tous, par Jean Raymond ... 
Préface de R. Dautry ... A l'usage des fonctionnaires et con- 
seillers municipaux, des coloniaux (officiers, ingénieurs, archi- 
tectes, administrateurs) et de toutes personnes s’intéressant aux 
mieux étre de la cité. 2.éd. Paris, Dunod, 1938. 


vil, (2), 181. (lus. (incl plans) diagrs. 21”. 
“Bibliographie” : p. ax) 
1. Cities and towns—Plaoning. 1. Title. 
38 20804 
Library of Congress NAGOBO.RS 1988 
Copyright A—Foreign Sa51e 
ra ™m 


Raymond, Jean, ff. 1806. 

Mémoire sur l’origine des Wahabys, sur la naissance de leur 
puissance et sur l'influence dont ils jouissent comme nation; 
rapport de Jean Raymond daté de 1806, document inédit 4 
trait des Archives du Ministére des affaires étrangtres de 
France; préface de m. Edouard Driault ... (Le Caire, 
de V'Institut francais d'archéologie orientale pour la 
royale de géographie d’Egypte, 1 


2p. 1, vill, 40 p 274". (Bete "soctete le de géogra: 
@ ry Publications spéctales ‘sipus om 


Wahabees. 2 Asebto—iit. 1. *Driault, Edouard, 1864- of 
1 yh Archives des affaires étrangéres. 


35-9149 
Library of Congress DS8219.W3R3 
a 63 
Raymond, Jean Paul, pseud. 
see 
Ricketts, Charles S$ 1866-1931. 


Raymond, Jehan. 

Le cuir; compositions décoratives, par Jehan Raymond. 
Cent soixante-doute modéles en couleurs (202 documents) 
Chicago, G. B. Van Doit company, American distributors ,pub. 
par l'Académie d’arts décoratifs, 19081, 

2p. 1, 48 col. pl. 8849™. 


In portfolio. 
Each plate accompanied by guard sheet with outline drawing of 
objects represented. 


1. Leather work. 


16— 202u0 
Library of Congress NK6200.R2 
(371, 
John. 
The bill of exceptions; being a short account of its origin 
and nature, showing by whom and to whom a bill of 


pe Nye pee ee yd any hich Say wary Sg its form and 

mode of tendering it; Ge ramet core 8s ot See 
eee oe aoe Raymond... Philadelphia, 
T. &J. W. Johnson, 1848. 


2p. 2". (in The Law library. Philadelphia, 1848 «v.42, Oct/ 
Dec. 1848, no. 2) 


1. Exceptions (Law)—Gt. Brit. L Tithe. 


Library of Congress 
—  —— Copy 2. 2, 
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Raymond, John. 

An itinerary: contayning a voyage made through Italy, in 
the yeare 1646, and 1647. Illustrated with divers figures of 
antiquities. Never before published. By Jo: Raymond, gent. 
London, H. Moseley, 1648. 


23 p. 1, 24, 2) p. ies 19@. 


Laine border 
Runoing title: 11 Mercurio italico. 


1. Italy—Deser. & trav 
Library of Congress DG424 RWB 
(3%1, 


Raymond, John Howard, 1814- 187s. 
Biographical sketch of Matthew Vassar, the founder of 
Vassar college. By John H. Raymond... ;Albany, 1869, 
er-title, p 785-796. 224°" 
From the Proceedings of the University convocation, held at Albany, 


N. Y., August 4th, Sth and 6th, 1868, as contained in Regents’ report for 
1869 


1. Vassar, Matthew, 1792-1868. 
92H 


Library of Congress 


Raymond, John Howard, 1814-1878. 

Life and letters of John Howard Raymond, ed. by his eldest 
daughter. New York, Fords, Howard, & Hulbert, 1981. 

x, \11)-744 p. front. (port.) 209" 

Preface signed: Harriet Raymond Lioyd 


1. Lioyd, Mra. Harriet (Raymund) ed 
1410485 
Library of Congress LITi82.7 1864 
Copyright 1881; 3265 (351 


(Raymond, John Howard, 1814-1878 

Vassar college. A college for women, in Poughkeepsie, 
N.Y. A sketch of its foundation, aims, and resources, and 
of the development of it. scheme of instruction to the present 
time. Prepared by the president of the college, at the request 
of the United States commissioner of education, May, 1873 
New York, 8. W. Green, printer, 1873 : 

%p. 2 


1. Vassar college 
6 486 
Library of Congres LD7183. R25 


(3501, 


Raymond, John Howard, 1814-1878. 

The Vassar course of study. A reply to an article enti- 
tled ‘The two educations,’’ in Godey's lady’s book for 
April, 1870. m. p., 1870, 

4p 255" 


Caption title 
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J. H. Raymond. 


S-20048+ 
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Raymond, Joseph. 
Essai de lificati i avec un pré- 





cis analytique des principaux ~~ 33 de notation musi- 


cale proposés depuis le sixiéme siécle ... Par Joseph 
Raymond. Paris, Bernard-Latte ; ;etc., ete.) 1843. 
viii, M42 p. 2 fold. pl 2™. 
1. Musical notation. 
66781 


Library of Congress MLA32. R26 
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Raymond, Joseph. 

Froe et epée; impressions de guerre d’un moine-officier, 
par le R. P. Joseph Raymond ... Paris, Société d’éditions 
artistiques, de tourisme et de sports 1919, 

350, 3: p. 19° 

On cover : 6 mille 


1. European war, 1914- —Persona! narratives, French. 1. Title. 
19-7162 
Library of Congress D640.R25 
2 
Raymond, Joseph. 


.. Les petite Frangais en exil, par le R. P. gm Raymond 
.. Paris, Société d'éditions artistiques de tourisme et de 
sports 19197, 

cover-title, 31, 1; p. 132 18)". 

At head of title: Centiéme mille, 


1. European war, 1914-1018—Refagees. 2. Enropean war, 1914-1918 
France. 1. Tithe 


Library of Congress D639.C4R3 


Raymond, Joseph Howard, 1845-1915. 

Human physiology, prepared with special reference to 
students of medicine, by Joseph Howard Raymond . 
2d ed., entirely rewritten. 443 illustrations, some of 
them in colors, and 4 fall age lithographic plates. 
Philadelphia and London, W. B Saunders & co., 1901. 


2p. 1, 9-668 p. illus. (part col.) 4 col. pl 24™ 


1. Physiology. 1. Title. 
1-24420 
Library of Congress QP34.R2S 
Copyright A 17345 fa26e1 


Raymond, Joseph Howard, 1845-1°15. 

Human physiology, pi with special reference to 
students of medicine, by Joseph Howard Raymond &l ed., 
thoroughly rev. 444 illustrations, some of them in colors, 
and 4 full-page lithographic plates. Philadelphia and London, 
W. B. Saunders & company, 1905. 


2p. 1, 9-487 p.” INus. (part col.) rv col. pl. 2347 


1. Physiology 
5 18843 
Library of Congress QPS R26 
Copyright a40b1, 
Raymond, Joseph Howard, 1845-1915. 
. A manual of human physiology, prepared with spe- 


cial reference to students of medicine, by 7 H. Ray- 
mond... Philadelphia, W. B. Saunders, 1894. 


2 p. L, 7-382 p. illus, 4 col. pl. (incl. front.) 20°. (Saunders’ new aid 
series) 


1. Physiology. 


Library of Congress QPM R24 
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Raymond, Joseph Louis Gérard 


Raymond, gerard » 1912-1932. 
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Raymond, Joseph, S,ebin, 
Médiations sur la passion et le précieux sang de notre- 
a Jésus-Christ par Mgr. J. S. Raymond . 
vrage offert spécialement aux communautés religi- 
bo ~“y aux membres de la Confrérie du aes 
Montréal, C. O. Beauchemin & fils, 1888 


iz, 479 pp. 18. 


Library of Congrem, no. 
Raymond, Louis Anne Xavier 
see 


Raymond, Xavier i.e. Louis Anne Xavier 
1812-1886. . 


Raymond, Louise, comp. 
A child’s book of prayers, selected by Louise Raymond, il- 
lustrated by Masha ;pseud., New York, Random house, ‘1941. 
96 p. incl. col. front., illus. (part col.) 314*. 
Tlustrated lining-papers in colors. 


1. Children—Prayer-books and devotions—English. 1. Stern, Mra 
Marie (Simchow) iliaa 1. Title. 
41-21352 
Library of Congress BV265.R3 
120, m1 


Raymond, Louise. 
The oldest story in the world, by Louise Raymond, illustrated 
by Marie Stern. Boston, Little, Brown and company, 1941. 
40) p. Mus, (part col.) 27) x24". 
Iilustrated \ining-pepers to colors. 


1. Creation—Juventle literature. 1, Stern, Mrs. Marie (Simechow) 
‘ius m Title. 

41-24200 
BS652. RI 


110, m1 


Library of Congress 


Marcel, 1597- 
De Baudelaire au surréalisme, essai sur le mouvement 
potétique contemporain. Paris, R.-A. Corréa, 1933. 
42p.1. 2 


1. French poetry Hist. & crit. 2 French poetry—10th 
cont.—Hist & crit 2 8s Syrabollom in literature é 1 ee peetry. 5. 
Surréalisme 6 Baudelaire, Charles Pierre, 1821-1 

mM 140% 
PQ437 RS 
4211, 10 


Library of Congress 


ape ny ag a 


Sten, ewetive & (Quatre 
suetion dans le texte. adaemaOnan 
Centre d’ éditions populaires, °1939, 


4p L, 1-254, dt) p, 2 platen, port, facet 189". (On cover: 
L’bomme et son @urre) 


“Bibliographic liste fouraie par Heart Ghéon,”: p 140/155) 


1 Ghéon, Benrt, 18T3- 


Library of Congress 
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Raymond. Marcel, i> - 


Loinfluence de Ronaed sur la putae francaise (1550 
18) Paris, LL. Champion, 1927 
2° a (sens tp: Bidliothéque NHeitérsire de ta renaiswoce 


Nouv. ar t tiv-qm¥ 


Meries Dtle alee at head of t-p 


1. Ronsart, Pierre de, 1526-1585. 2 French portry--idth cont 
Hist. & crit 


@ 371 
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Raymond, Marcius Denison, 183 3- 
David Williams and the capture of Andre: a paper 
read before the Tarrytown historical society, by Marcius 


D. Raymond, January 15,1903. (Tarrytown? N.Y., 1903) 
(22 p. illus. (incl. port.) 2 pl. 254. 
1, Williams, Dawid, 1754-1881. 2. André, Jobn, 1781-1780. 


Library of Congress E277. A5R2 


— Mascins omg 1088-1981. 
| record and his- 


od rot the promt Marny ee. Jobn one of Beverly, Mass., 
ont al also including sketches of other Gray families, by 
M.D. Raymond. Tarrytown, N. Y., 1887. 

Sp. L. 3-316 p. N port 2”. 

Tithe vignette: coat of arms. 





1. Gray family (John Gray, 4.1712) 2 Gray fa-nily. 
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Raymond, Marcius Denison, 18°3-1911. 

Washington at Tarrytown. A paper read before the Tarry- 
town historical society, by Marcius D. Raymond, Tuesday 
eve.. December 16. 1590. Published by the author by request. 
Tarrrtown, N. Y. “Tarrytown Argus” print, 1893. 

2p. port. 2. 


rrytows, N Hist. 2 Washington, George, U. 8—Itte- 
oie York — . Tarrytown bunetieal society, Tarry- 
town, NX. ¥. 1. Title 
1-22679 Revised 
Library of Congress Fi2e.TIR2T 
wate? 
Raymond, Margaret Thomsen. 


Aprilly weather ... by Margaret Thomsen Raymond. New 
York, Dodd, Mead & company, 1940. 


Spis2p 217 


1. Tithe 
o-—81119 
Library of Congress PZT .R2ITAp 
— —— Copy 
Copyright 4168, 
Raymond, Margaret Thomsen. 


A bend in the road, by Margaret Thomsen Raymond. Lon- 
don, New York ,etc., Longmans, Green and co., 1994. 
viip.1..@0p tie 2. 


“First efitice.” 
. Tithe 
27207 
Litrery of Coagren PTS R21@2Be 
Alea, 
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Raymond, Margaret Thomsen. 

Linnet on the threshold, by Margaret Thomsen Raymond, 
decorations by Alida Conover. London, New York ,ete., Long 
mans, Green and co., 1930. 

ix p. 11, 287 p incl. front. tttus. 209°. 

“First edition.” 


1. Title. 
3010812 
Library of Congress 
—— ———— Copy 2. 
Copyright A 22008 


P27 R27 


r#lol, 


Raymond, Margaret Thomsen, 1900- 

Prairie dog town, by Margaret Thomsen Raymond & Carl 
O. Mohr; photographs by J. W. Jackson and others, drawings 
by Carl O. Mohr. New York, Dodd, Mead & company, 1942. 

Sp. 1, 56, (1) p incl. front. tue. 23". 


1. Prairte-dogs. 1. Mobr, Cari Otto, 1902- joint author. 1. Title 
42-1174 
Library of Congress QLT737.RERS 
6, 500.32 


Raymond, Margaret Thomsen. 

Roberta goes adventuring, by Margaret Thomsen Raymond, 
illustrated "3 Eleanor Cnnpbell. Joliet, New York ,ete., 
Published by The P. F. Volland company ,*1931, 


98 p. Mus. (part col.) 239". (On cover: Volland Mw childres 
hooks) ous 


Lining-papers and half-titie illustrated in colors. 


1. Campbell, Eleanor, illus. wu. Title. 
A 31-1405 
Mass. Pub. Libr. Printed by L. C. 


2) 


Tithe from Cambridge, 


Margaret Thomsen. 
Skylark ; same tage Patmetes hein ee Bat 
by Margaret Thomsen Ra: and Freida Zylstra 
New York, Dodd, Mead & company, 1941. 


Spl.30p plates 21°. 


1 Zylstra, Freida, joint author. m. Tithe 


41-23712 
Library of Congress PZ7.R2178k 
122, 

Raymond, Margaret Thomsen. ; 

Sylvia, inc., by Margaret Thomsen Raymond, New York, 
Dodd, Mead & company, 1938. 

Sp.l,822p 21”. 

1, Tithe. 

Library of Congress PZT.R21TS8y 
—— —— Copy 2 
Copyright A 120801 #041, 


Raymond, Marie Frangoise Henriette, 
comtesse de, 1825-1886 


see also 
Lot-et-Garonne, 2 
Catalogue des travaux personnels... 


ee _Betene la Comtesse de Raymond... 
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Raymond, Marion Robert, 1907- 

A limnological study of the plankton of a concretion-form- 
ing marl lake (by, M. R. Raymond ... ;Menasha, Wis., 1937, 

1p 1, p 405-430. illus. (map) 25° 

(pm. d.)—University of Michigan, 19396. 

“Reprinted from Transactions of the American microscopieca! society, 
vol. Lvt, no. 4, October 1987." 

“Literature cited”: p. 430. 


1 i Michigan—Bass lake. 2 Fresh-water fora—Michigan 
lake. 3. Fresh-water faunas — Michigan — Bass lake 4 Mari 
1 


Library of © QHOERS 1996 — 
congress 
Univ. of Michigan Libr. 3 581.52682520977420 
Raymond, Mary. 


Forgotten sweetheart ,by, Mary Raymond. New York, Chi- 
cago, A. L. Burt company ,*1934, 
Spl, pp 2. 


1 Tithe. 
84-19188 
Library of Congress PZ3.R268Fo 
— ——- Copy 2. 
Copyright A 73406 3) 


Raymond, ' 
Lovable, by Mary Raymond ... 


New York, J. H. Hopkins 
& son, inc. ,“1936, 


Up 20 
1. Title, 
86-7089 
Library of Congress PZ3.R2168L0 
—— —— Copy 2. 
Copyright A 92330 & 


With all my love, Ree Sees New York, J. H. 
Hopkins & son, inc. ,“1936, 


258 p. 109°. 
1. Title 
8622611 
Library of Congress PZ. R2168Wi 
——— Copy 2. 
Copyright A soa99 La) 


Raymond, Mary, sister. 
Sep Pgs Gee eae ee one 
Caldwell, 


123 p. 20. 
L Title. mate 
Library of Congress PS3585.A967E2 1983 
— —— Copy 2 
Copyright D pub. 26728 342, Led 
Mary, sister. 
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“L’Usine” 1989, 
2p. 21". eo pcp 


“Nous avons rassembié 


oe cotumne un contain neuen Go counties 
études aan s fered Ponca" avant \t-propos. 


L Sepia and hygiene. 2 Labor and laboring classes — 
Medical care 1 
(Pull nome: Henri Gilbert Raymondand, 


30518 


Library of Congress HD7261.R3 


2 831.822 
Raymondi, Antonio 
see 
Raimondi, 


Antonio, 18626-1890. 


Raymondis 
see 


Paradis de Raymondis, Jean Zacharie, 
1746-1800, 
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Raymont, Thomas, 1964- 
Education, by T. Raymont ... 
Longmans, Green and co., 1931. 
1,37 p 2. 
“References” at end of each chapter. 


London. New York ,ete., 


curricula (practice) . —Learning 
tions. — Discipline —-The school communtty. —The 
teacher. —The « control of schools. -" 


1. Education. 


Library of Congress LB1025.R24 


Raymont, Thomas, 1564- 


A history of the education of young children. by T. Ray- 
Longmans, Green and co. 


mont ... 
1937, 
x1. 332 p. 19°. 


“First published 1937” 
References” at end of 


London, New \ ork ,ete.; 


earh chapter 


1. Education of children. 2. Education-—His, 


37—30920 
Library of Congress LA21. R37 
(38f5, 87220042 
Raymont, Thomas, 1564— 
Modern education: its aims and methods. By T. Raymont 


London, New York ,etc., Longmans, Green and co. :1935, 
3p. L. dspt, MO p. 19°. 


“First published under the title ‘Education’, September, 1931. New 
— with ap appendix on the project method. January. 1965." 
ferences” at end of each chapter 
1. Education 1. Title 
35-12514 
Library of Congress LBIQ25.R24 1985 
3) 370 


Raymont, Thomas, 1864- 


The principles of education, by T. Raymont . 


Lon- 
don, New York, and Bom 
04. 


bay, Longmans, Green, ‘and co. 


viii, 381 p. 


“References” 


oh ad 
at end of chapcers. 


1. Education. 


£ 10-961 

Library, U.S. Bur. of Education LB102S.R23 

Raymont, Thomas, 1864- 

The principles of education, by T. Raymont ... New ed. 

London, New York ,ete., Longmans, Green, and co., 1906. 

vii, Bip 2 

“References” at end of chapters 

1. Education 

7-101 

Library of Congress LB1025 R25 
Raymont, Thomas, 1864— 

The principles of education, by T. Raymont ... New im- 
pression. , New York ,ete., Longmans, Green, and co., 
1907. 

vill, 381 p. 20=. 

“References”: at end of chapters. 

1. Education. 

ES! 

Library, U. 8. Office of Edocation LB1025 R25 

Library of Congress (LB1025.R } 


aS3b1, 


369 


Raymund 
Thomas, 1864- 
The principles of education, by T. Raymont ... New ed 


London, New York ,etc., Longmans, Green, and co., 1913. 
vill, 881. 199". 


1. Education. 2. Teaching 


E 14465 
U. 8. Off. ofeduc. Library LR1025, 
for Library of Congress pa41b1, 
Raymoat, Thomas, 1564- . 
The principles of education, by T. Raymont ... New im- 
pression. London, New York ete. Longmans, Green and oo., 
Itd., 1927. 
vill, 381 p 18)". 
“First edition: November, 1904. Second edition Jenner. 1908 
New edition: August. +. LJ Ampressions . September , 1920; Janu- 





ary, 1022; June, 1924; May, 
References” at end 5 cL, chapter except chapters xvm and xvi 


s1-908 
LB1025.R25 1927 
roy 370.1 


Raymont, Thomas, 1861- 

The use of the Bible in the education of the * young; 4 ad 
for teachers and parents, by T. Raymont ... London, Ni 
York ,ete., Longmans, Green and co., 1911, 

5, 2A p. Zfold tad. 19)* 

Bibliography : p. 238-249. 


1. Bible-— Study. ,1. Bible—Teuching, 2 Education of children. 
iidren—Education, 


2 Chil 
E12—19 
U. 8. Off. of educ. Library 
for Library of Congress ftel, 
Raymer food products co., Chicago. 
The Raymor manual of supplemental dieto-therapy. 5th ed. 


Prepared by Raymor food products co. Chicago, Ill.,*1940. 
i, 146 (4. ¢. 152) p. tua 214". 


Extra numbered pages 5la—51b, 9Ta-OTb, 11% -119d. 


1. Diet. 2 Diet in disease. 3 Food. 1 Tithe mn. Title: Dieto 


therapy 
41-0072 
Library of Congress RM26LR3 1940 
—— 2 
Copyright e 


Raymund, father 
see 


Kohl, Raymund, 1886- 


aaymund de vabunde 
see 


Rayuundus do Sabunde. 








Raymund 


Raymund of Capua 
see 


Raymundus de Vineis, 1550-1399, 


Raygound III, of Tripoli 


Raymond III o 
1187, » Of Trisolis, 1140 (ca.) 


« 





Hidden waters by, Bernard Raymund. New Haven, Yale 
university press; etc., etc., 1922 


38 p. 11 1”. (On cover: The Yale series of younger posts) 
1 Tithe 
Library of Congress ‘PB3636.ASHS 1823 


Raymundinis, Marsilius de 
see 


Marsilius, of Padua, d. 13427 


LIBRARY OF CONGRESS 


Raymundo da ConvercSo, 1601-1661. 

Manval de tvdo o qve se canta fora do choro, conforme ao 
uzo dos religiosos, & religiosas da sagrada ordem de penitencia 
de nosso seraphico padre Sad Francisco do reyno de Portugal. 
Pello p. fr. Raymvndo da Convergam ... contem as ceremo- 
nias do altar, & choro, em todos os actos solemnes que occorrem 
em o descurso do anno: conforme o breviario, missal mais 
correctos. Coimbra, Officina de R. de Carvalho Coutinho, 





nsiation and revision of an unpab- 


Mabed work aula das AFA, “Manual para todo lo que se canta 
1 Catholle eburch. Lit- urgy and ritual. Rituals. Francis 
can. Ci Ate 4. 1640. 
Library of Congress MT860.A2R19 11080 
aSTb1, 
undo, Benedicto. 


.. Castnideos e esfingideos do Brasil (estudo sobre algumas 
sps. dessas familias) (Rio de Janeiro, Tip. Cidade do Rio, 
1936, 

1p. L, 802 p. incl. xxxvu pl. 224". 

Errata slip attached to p. 150. 


1. Castniidae. 2 Sphingidae. 38. Lepidoptera—Brazil. 
\ Full name: Benedicto Raymundo da Silva; 
41-2889 
Library of Congress QLSH.RS 


2 596.781 


Raymundo, Jacques 
see 


Raimundo, Jacques. 


Raymundus, of Wiener Neustadt, 14th cent. 

Die Summa legum brevis levis et utilis des —~ iy 4 
tor von a hs = 
unterstiitzung der Sa ftung sowie tt 
der di chat } von dr. jur. Alexan- 
der Gil... Weimar, H. Bohiaus nachfolger, 1926, 

3p.1,G-T31p. 24. 

Latin and German \a parallel columns. 





Law—Germany (Middle ages) 1. Gal, Alexander, 1862- ed. 
Sanonpetiivene’ Barta. im. Notgemeinschaft der deutschen wissen- 
ochatt. tv. Title. 


41-4788 
Library of Congress 2% 
Raymundus de Sabunde, 15th cent. 
Le creature, ampio libro dell’ uomo; di Raimondo 
Sabunde ... rifusa 


del secolo x1x., da un sacerdote di ella Com; 
Reggio, G. Davolio e figlio, 1818. 
Sv. ini, 17, 


opera 
ed accomodate ae studj - —_ 
pagnia d 


1. Natural theology. Trenslation of Theologia naturalis, sive 
Liber creaturarum. 


Library of Congress BL180. R38 


Raymundus de Sabunde, Lith cent. 


fil 
5 


‘2p... 6-00 cum. .. hp uu. 


Raymundus de Sabunde, 15th cent. 

La theologie natvrelle de = nary A Sebon. Snaee 
francois par messire Michel, seigneur de Der. 
niere edition reueué & corrigee. A Paris, Ches | Gville- 
mot. M.p0.x1. 


6p. |, S01. 40, . 11. 
“Ex biblictheca R. Toinet.” 


1. Natural theology. 
tr. 


1 Montaigne, Michel Eyquem de, 1583-1562, 


Library of Congress BLIS0.R85 1611 m0 


Raymundus de Vineis, of Capua, 1330-1399. 

Héchst wunderbarliches leben vnd allerseligstes abster- 
ben, sowol grosse wunderwerck als auch gar herzliche 
fiirtreffliche aller christlichste von hiffiel geflossne lehr, 
der heiligen, sonderbaren, ausserwdhliten, geliebten, sera- 
phinischen, vermahlten braut Jesv Christi, Katharine von 
Siena, der dritten regel dess heiligen Dominici, anfangs 
durch ihren beichtvatter Beatum Raymundum, de Capua 

. inn latein beschriben, vnd durch F. Ambrosium Catha- 
rinum in die Welsch: An ietzo aber durch Hanssen Gass- 


‘Copubued on next card) 
4 an 


Raymundus de Vineis, of Capua, 1330-1399. Héchst 


wunderbarliches leben ..._ (Card 2) 


ner trewlich inn vnser teutsche sprach gebracht und ver- 


fertigt. Augspurg, 1613. 
20 p. 1, 445, (11; p. DL ila, 194° 
En Several errors in pagi 


ng. 
aed: Getrockt zu Augspurg, bey Sara Mangin wittib, 1619. 


1. Caterina da Siena, Saint, 1347-1380. 1. Gessner, Hane, tr. 


20488 
Library of Congress 


,Raymundus de Vineis, 1330-1399. 

Regents slue S 9 Seatee & Sep ¢ teen &t ont 
discepoli; scritture inedite pubbli Bo- 
logna, G. Romagnoli, 1868. 

xxx, 306 p,11 23°. (Hoif-title: Collezione di opere inedite o rare 
ei primi tre secoli della lingua. (26;) 


An Italien translation by Stefano Maconi of Nacci Oaffarini's Latin 
ot Fra Leggendas. of. p. = 








cont, Stefano, d. 1424, tr. rv. Title. 


Northwestern univ. Library 
for Library of Congress 


Raymundus de Vineia, 1330-1399. 

Life of Saint Catharine of Siena. By the Blessed Raymond 
of Capua, her confessor. With an appendix: containing the 
testimonies of her disciples, recollections in Italy, and her 
iconography. By E. Cartier. Translated from the French 
by the Ladies of the Sacred heart ... Philadelphia, P. F. Cun- 
ningham, 1860. 

x, 11-482 p front. 194”. 

Traasiated by Mother Regis Hamilton. 


1. Catertma da Siena, Saint, 1347. & Cartier, Btienne, b. 1813, 
e4. 1. Hamilton, Regis, mother, Te0o- 1888, te. 
87-18682 
Library of Congress BX4700.C4R3 


Raymundus de Vineis, of Capua, 1330-1399. 

La vita della serafica sposa di Gesu’ Cristo, s. Caterina 
da Siena, ey ora fedelemente dalla leggenda latina 
che ne compild il b. Raimondo da Capua suo confessore, 
pel Signor canonico Bernardino Peeci ... colla giunta 
d'una lettera del b. Stefano Maconi, ed una di Ser Bar- 
duccio Canigiani, aaa, e segretarj della stessa santa 

Siena, Bonetti, 1707, 

Spl,x 
SEL Bk Si ce Bir lle Laer 

“Alcuni de’ pit noti, ¢ pi creduti scrittori, che di proposito presero a 
registrare i fatti della santa vergine”: p. xiv—xlvi. 


1. Caterina da Siena, Saint, 1347-1380. 1. Pecei, Bernardino, tr. 
. Macuni, Stefano, d. 1424. im Canigiana, Barduccio, fl. 1380. 

23-2523 
Library of Congress BX4700.C4A25 tr 











Raymundus Jordanus 
see 


Jordan, Raymond, £1. 1380. 


Aaymundus Palasinus, albiensis 


Palasinus, Aaymundus, Albiensis, 


Raynal, A L. 
Du refoulement progressif du phylioxéra en France 
jusqu’é son anéantissement et de la reconstitution de nos 


vignobles en cépages frangais, par A.-L. Raynal ... Poi- 
tiers, Blanchier (ete., 1879 
2p.1,81p,1L 23 
1. Phylloxera. 
Agr +3591 


Library, U. S. Dept. of Agriculture 431.5R21 
Raynal, Alphonse Louis Francois, 1867. 

Journal du commandant Raynal. ‘a fort de Vaux. Paris, 
A. Michel ,*1919, 

27 p, 21 19. 

“Notes blographiques™ : p. (15;-18. 


1. Buropean war, 1914-1918—Personal narratives, aye 7 2. Verdun, 
| of, 1916. 8. European war, 1914-1918—-Prisoners and prisons, Ger 
19— 12630 
Library of Congress DS45.V3R3 
Copyright A—Foreign 16225 
4141, 


Raynal, F E. 
Les naufragés; ou, Vingt mois sr un récif des fles Auck- 


land, récit authentique, per F. E. Raynal. Illustré de 40 
gravures sur bois dessinées par A. de Neuville ... 2. éd. 
Paris, Hachette et cie, 1870. 

vill, 874 p. 1 L incl. front, plates, porta. 28°. 

1. Auckland islands—Deser. & trav. 2. Grafton (Schooner) 

512084 
Library of Congress DUOS0.ASR2 
133d), 


Raynal, F z. 

Wrecked on a reef; or, Twenty months 7, the Auck- 
land Isles. A true story. From the French o F. E. Ray- 
nal. With forty engravings by Alfred De Neuville ... 
London, New York ste. rete.) TN Nelson and sons, 1874. 


3 p. 1, dixpxi, (13-350 p. incl. plates. 177° 
Added t-p, engr. 


1. Auckland Islands—Deser. & trav. 2. Grafton (Schooner) 1. Title. 
1S-18992 


Library of Congress 


CATALOG OF PRINTED CARDS 


Raynal, Francois Paul, 1902- 
Sagesse auvergnate; recueil de proverbes. Préface de 
Henri Pourrat. Rodez, P. Carrére, slicer, 1935. 


3p. 1, dilly-avt, 108 p, 1k 19". 


The proverbs are given in the dialect of Haute-Auvergne followed 
by Mterary French. 


1 French. 2 Auvergne. 3. French language—Dialects— 
Auvergne. 1 Pourrat, Henri, 1987- a Title. 
AC 86-1766 
Libr. Printed by L. C. 


a 


Title from N. ¥. Pub. 


Raynal, Guillaume Thomas Francois, 1713-1796. 
L’abbé Rayna! aux Etats-Généraux ... Marseille, 1789. 
Hp 21" 


a 2 in a collection of pamphlets lettered: Révolution francaise. Ray- 
nal 


42781 
DC163.7.R27 ” 


Library of Congress 
Raynal, Guillaume Thomas Frangois, 1713-1796. 


Considérations sur la B ers de 1783. Envoyées 
l’abbé Ra: au prince Frédéric-Henri de Prusse. i 
——o lemandé ce qu'il pensoit de cette paix. Berlin, 


11,18» 20°. 


1. U. S—Hist—Revolution. 2 Paris, Treaty of, 1783. 1. Title. 
2-18377 
Library of Congress E249.R25 
1a2S41, 


Raynal, Guillaume Thomas Frangois, 1713-1796. 
Essai sur |‘administration a s 4 ee par Guil- 
1785. 


laume Thomas Raynal. n. p. 

xvi, 254, 2) p. 198. 

1. Santo Domingo (French * eediiaian & govt’ 2 France—Colo- 
nies—Santo Domingo 1. Title 


18-9403 


Library of Congress F1923 R27 


(Raynal, Guillaume Thomas Francois, 1713-1796. 
Histoire du divorce de Henri vm. roi d’Angleterre, et de 
yen pe Amsterdam, 1763. 
= x. 


partie des Mémofres historiques, militaires & 
tiquen dom Taide Raynal —Avertiasement @u libraire. wae 


1. Henry vim, king of England, 1491-1547—Divorce from Catharine. 
& Tithe 
316858 
Library of Congres DAsS8. R27 


04001, 


Raynal, Guillaume Thomas Francois, 1713-1796. 
Histoire du stadhouderat depuis son origins jusqu’s present 
Par monsieur Il’abbé Reynal. 4. ed. La Haye, ™.00.xivut. 
246, 19, p. 17 
Eagraved tithe vigmette : 
“Pieces justificatives™: p. 
Armorial superertibris 


bead piece 
m2-246 


1. Netheriands—Hist 2 Orange-Nassec House of 


31-12556 
DJ146. RZ wer 


Library of Congress ite 


371 


Raynal 


Raynal, Guillaume Thomas Frangois, 1713-1796. 

Histoire du stadhouderat, depuis son origine jusqu’d pré- 
sent. Par Mr. l’abbé Raynal. Nouvelle edition, revué & 
corrigée. La Haye, 1750. 


viij, 168, 15, p. 1T*, 
“Pitees justificatives” : p. 158-168. 


1, Netherlands—Hist. 2. Orange-Nassau, House of. 


Library of Congress DJ146.R2 1750 


Raynal, Guillaume Thomas Francois, 1713-1796. 

Histoire du stadhouderat depuis son origine jusqu’a pre- 
sent. Par M. l’abbé Raynal. 5. ed. ;Amsterdam!, 1750. 

2¥.in i. 10 

Includes changes and sdditions made by Rousset de Missy in his 
edition, Amsterdam, 1749. 

“Pieces justificatives” : ¥. 2, p. 73-206. 


1. Netheriands—Hist. 2. Orange-Nassau, House of. 1. Rousset de 
Missy, Jean, 1686-1762, ed 
20687 
Library of Congress DJ146.R2 1750a 


Raynal, Guillaume Thomas Francois, 1713-1796. 
Histoire du stadhouderat depuis son origine jose ‘a 


présent. Par M. |'abbé Raynal. 6. éd.... (Paris?, 1750. 
2. 169" 
1. Netherlands—Hist. 2 Orange-Nassau, House of 
$-6733+ 


Library of Congress DJ146.R2 


|Raynal, Guillaume Thomas Francois, 1713-1796. 

Histoire philosophique et —- des etablissemens & du 
commerce des Européens dans les deux Indes ... Amsterdam. 
1772-74. 

7+. in 5. 2. 


1. Bast Indies, 2 Colonization—Hist. 8. America—Disc. & explor. 
4. Commerce—Hist 


& meen 
D222 R28 
(36b1, 


Library of Congress 


Raynal, Guillaume Thomas Francois, 1715-1796. 

Histoire philosophique et politique des établissemens et du 
commerce des Européens dans les deux Indes. Per Guillaume- 
Thomas Raynal ... Geneve, Chez J. L. Pellet, 1780. 


10 ¥. fronts (¥. 1, port.) 209%. end atlas of 50 double maps, 23 
fold. tab. 237". 


1. East Indies. 2 Colonization—Hist. 3. America—Disc. & explor 
4 Commerce—Hist. 5. Atiases. 

5 zee 
D2. R272 
381, 


Library of Congress 


Raynal, Guillaume Thomas Frangois, 1713-1796. 
des établissemens et du 


4%. front. port " qnd atten of 00 Goutto mage, 28 tab. (part S88.) 
= 


1. Bast Indien 2. Colonization—Hist. & America—Disc. & explor. 
4 Commerce—Hist. 5. Atlases. 
5 21 
Library of Congress Der? 
rflel, 





Raynai 


Raynal, Guillaume Thomas Francois, 1713-1796. 
Histoire philosophique et politique des établissemens et du 
commerce des Européen. dans les deux Indes. Par Guillaume 





Geneve, Chez J. L. Pellet, imprimeur, 
10 v. fronts. (6. 1, prt) 20 
1 Kast Indies. 2 Colonization—Hist, 3. America—Dise. & explor 
4 Commerce — Hist 1. Tithe 
17--7279 
Library of Congress De2uet2 1781 


ml 


Raynal, Guillaume Thomas Francois, 1713-1796. 
Hlistuire philesephique et politique des Ctablissemens et du 
“e des Kuropéens dans les deux Indes, Par Guillaume 





Themes Ravnal Neuchatel & Geneve, Chez les Libraires 
assets, PTS SE 
Wy. & frum 








vier) 2 
Vol 10 haw tithe: I 
PMbisters re gates beoseag te 
Kerreyaty 


mip Fee of ® oon 
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Le ' . 
dem Themes Payne 

ant peur 
iia Partnte ob 
Histoire plites 

es mphe te ‘Spa. ) Tabhé Raynal 





" 
politique ete 


t indies, 2 Colum on Tit a America Dine. & 
. i ' Athy ares Le 
US —Mist Revelation 1 " 





1783 Wai 





(Raynal, Guillaume Thomas Francois, 1713-1796. 

Histoire philosophique et politique des isles frangoises dans 
les Indes Occidentales, Lausanne, J. P. Heubach & comp., 
1784 

x¥, (1), 355 p 


front. (port.) fold. tab. 194° 


1, West Indies, Frencb—Hist. 2. West Indies, French—Pol. & govt 


9— 10816 


Library of Congress F2151.827 


a2d) 


(Raynal, Guillaume Thomas Francois, 1713-1796. 

Historia politica de los establecimientos ultramarinos de las 
naciones europeas. por Eduardo Malo de Luque ;psewd., . 
Madrid, A. de Sancha. 1784-90. 

Sv. fold. maps, fold. tables 209°. 


Abridged and translated from Raynal’s Histoire philosopbique des 
Indes, by the Dobe of Almodovar. rit. mus. Catalogue. 


3. America—Dise. & explor. 
ws * = Rio, Pedro Jiménez de Gongara 
a 1704 tr. o. 


1. East Indies. 2. yo Hist 
. Commerce—Hist. 

y Lujan, duque de, 

o 2460) 

Library of Congress D22.R4 


a38b1, 


Raynal, Guillaume Thomas Frangois, 1713-1796. 


Lettre de M. |'abbé Raynal, lue A |’Assembiée natio 
nale, le 31 mai. (Paris? 1791? 


DHieDp wr 


Let ‘ot the Che 
ater, of the Chevalier de la Bintinaye, dated Bruxelles, 3 mai 1791: 


° Se 1 in a collection of pamphlets lettered; Révolution francaise. Ray- 
na 


1 La Bintinaye, Agathon Marie René de, 1758-1792 


4278+ 


Library of Congress DC1637 R27 


Raynal, Guillaume Thomas Francois, 1713-1796. 
A philosophical and political history of the British settle- 
ments and trade in North Ame From the French of 





Abbé Raynal Eslinburgh, Printed by C. Macfarquhar, 
1776. 
2 i. 


Extracted from his Histoire vbilosophique et politique des etabliase 
du commerce des Europtens dans les deuz Indes. 


U &— Deer. & trav, 2 U. 8 —Keon. condit, 3 0. 8. HMiet 
Celootat period 
540580 
Library of Congress Kise 2p 
(el 


LIBRARY OF CONGRESS 


Raynal, Guillaume Thomas Francois, 1713-1796. 

A philosophical and political history of the British settle- 
ments and trade in North America. From the French of 
Abbé Raynal, With an introductory preface, not in the first 
edition. To which is annexed, An impartial history of the 
present war in America; from its commencement, to the pres- 
ent time. Edinburgh, Printed by C. Denovan, 1779. 

xii, 410 (4. ©. 412) Pp 

308-412 a an 0 
a ad political history of the British settlement« 








nal's Histotre philosopbique et poll 
dex Enropéens duns les ‘eux 


(p. (1)-t02) e rom Ray 
tique des etablisaemens et du commerce 
Indes. 

An edition in 2 vols 
Edinburgh tn 1776. 
Lv 


without the “Impartial history”, was lasuel at 
B01 








S.—Deser. & trav 2.8 ieee comlit, 3. 0. 8. 
Hist —Colontal period t Hist. —Revotution. 1 
Tithe: An impartial history of the w a war in 00 
Library of Congress hiss Rae 400K) 


Raynal, Guillaume Thomas Francois, 1713-1796. 

A philosophical and political history of the settlements and 
trade of the Europeans in the East and West Indies. Tr. from 
the French of the Abbé Raynal, by J. Justamond, m. a. The 3d 
ed., rev. and cor. With maps adapted to the work, and a copi- 
ous index Dublin, J. Exshaw ,ete., 1779. 


4°. front. (port.) 4 fold maps. 22”. 


1, East Indies. 2. Colonization—Hist. 3 perica——Dise & anes 
4, Commerce-—Hist t. Justamond, John ‘Obadiah, 4. 1786, t 


523700 
Library of Congress D22 R32 
~ Copy 2. (4001, 


Raynal, Guillaume Thomas Francois, 1713-1796. 

A philosophical and political history of the settlements and 
trade of the Europeans in the East and West Indies. Rev., 
augm., and pub., in ten volumes, by the Abbé Raynal. Newly 
tr. from the French, by J. O. Justamond, r. 2. 6, with a new 


set of maps adapted to the work, and a copious index. Lon- 
don, Printed for W. Strahan ,etc., 1783. 

8¥. front., port. fold maps. 22™. 

1 East nt 2 Colonization—Hist. 3. America—Dise. & explor. 
4. Commerc 1. Justamond, John Obadiah, 4. 1786, tr. 

21— 17698 
Library of Congress D22.R32 1783 
/42e1, 


Raynal, Guillaume Thomas Francois, 1713-1796. 

A philosophical and political history of the settlements and 
trade of the Europeans in the East and West Indies. Rev., 
augm., and pub. in ten volumes,.by the Abbé Raynal. Newly 
tr. from the French, by J. O. Justariond, r. x. s., with a new 
set of maps adapted to the work, and a copious index. In six 
volumes ... London, A. Strahan; etc., etc., 1798. 

6¥. front. (port.) 7 fold. maps. 22°. 

1. East Indies. 2. Colonization—Hist 


3. America—Dise. & explor. 


4 Commerce—Hist 1. Justamon, John Obadieh, d. 1786, tr. 
523608 
Library of Congress D22.R33 
13341, 


Raynal, Guillaume Thomas Francois 

Précis de l'Histoire philosophique et politique 
des établissemens et du commerce des Repent!) 
dane les deux Indes. Par G. Th. 
Amsterdam, J.F. Rosart and comp., 1782. 


viii, 452 pp. 20 1/2 cm. 


(Continued on next card) 
2-5692 


Raynal, Guillaume Thomas Francois Précis de 
l'Histoire philosophique et politique ... 
(Card 2) 


Engr. t.-p. with portrait of the author. 
An abridgement of Raynal's work, by Pieter 
van Woensel. 


2-5692 
Library of Congress 


372 





Raynal, Guillaume Thomas Frangois, 1713-1796. 
Révolution de ! Amérique. Par m. labbé Rayral 
dres, L. Davis, 1781. 


Lon- 
xvi, 171 p. 184°. 


Extracted from his “Histoire philosophique et potitique des établiase- 
wens et du commerce des Européens dans les deux In 


1. U. S.—-Pol. & guvt.—Kevolution. 2. U. 3.—Hist.—Revolution. 
23892 
Library of Congress E211. R25 


Copy 2 (3941, 


Raynal, Guillaume Thomas Frangois, 1713-1796 
Révolution de l'Amérique. Par M. l’abbé Raynal ... 

Londres, 1781. 
viii, 173, 3) p. 169* 


(Colonial pamphlets, v, 24, no. 3 


1. U. S.—Pol. & govt —Revolution. 2. U. S.—Hist—Revolution. 


2-3693 


Library of Congress ta23el) 


Raynal, Guillaume Thomas Frangois, 1713-1796. 

Révolution de V’Amérique. Par m. l'abbé Raynal . 
Londres, L. Davis, & se vend a La Haye, chez P. F. Gosse, 1781. 

xvi, 17lp. 22". 

Extracted from bie H Histoire poilosophique et, et politique des établiase- 
oes du commerce des Européens dans deux Indes. 

coe ee can os ts pramit aliiien, tas tagetant 

m. —, L. Davis, 1781. 


1. U. 8—Pol. & govt.—Revolution. 2 U. 8.—Hist.—Revolution. 


7—5208 


Library of Congress E211. R251 


40b1, 


Raynal, Guillaume Thomas Frangois, 1713-1796. 


The revolution of America. By the Abbé Raynal ... Lon- 
don, Printed for L. Davis, 1781. 
xvi, 181 p. 18)". 
1. U. 8—Pol. & govt.—Revolution. 2. U. 8.—Hist.—Revolution. 
238m 
Library of Congress E211 R24 
(#0b1, 
Raynal, Guillaume Thomas Francois, 1713-1796. 
The revolution of America. By the abbé Raynal Nor- 
wich ,Conn., Printed by John Trumbull. s.occ..xxxt1. 
vil, 08 p17. 
(Wolcott pamphlets, ¥. 21, no. 2; 
1. U. 8.—Pol. & govt. —Revolution. 2. U. 8.—Hist.— Revolution 
2-368T 


Library of Congress ACOOL.WT vol. 21 


msl, 


Raynal, Guillaume Thomas Francois, 1713-1796. 

The revolution of America. By the Abbé Raynal ... 2d 
ed.... Philadelphia: Printed for Robert Bell, in Third Street. 
MDOCLEXXIT, 

vi, hh, ®-T2p. Bw. 


1 U. S—Pol. & govt.—Revolation. 2. U. 8.-—Hist.—Revolution. 


29808 
E211. R26 


(Duane pamphiets, v. 88, no. 8 
,ACBO1.DB vol. 86 
1421, 


Library of Congress 
— —— Copy 2. 











Raynal, Guillaume Thomas Frangois, 1713-1796. 


The revolution of America. By the abbe Raynal Phila- 
delphia : Printed for Robert Bell, in Third-Street, apcc,uxxx11. 
9-72 p. 24> 
(Duane pamphlets, v. 16, no. 8, 


vi, (2), 


1 UV. &-—Pol. & govt.—Revolution. 2 U. S.-—Hist.—Revolution 
2- 3695 
Liteary ¢ Con, ‘ongreas ACOOL.DS vol. 16 
py 2 \ Mis cellaneous pamphlets, ¥. 118, no, 8 
‘COOLMS vol. 118 
fll, 


Raynal, Guillaume Thomas Francois, 1713-1796. 
T'\e revolution of America. By the abbé Raynal .. 
«Mass., Printed and sold by Samuel Hall. MOCCLEXXIL. 

vil, 92 p. 189%. 


Signatures: A-M‘, N?. 
Translated from the Freneb. 


Salem 


1. U. S—-Pol. & govt.—Revolution, 2. U. S—Hist.—Revoluticn. 


23606 
Library of Congress E211.R257 
— —— Copy 2 (Waterman pamphlets, v. 148, no. 1; 
ACBOL.WS vol. 148 
83241, 


Raynzl, Guillaume Thomas Frangois, 1713-1796. 

The revolution of America, By the Abbé Raynal ... 
New ed. Edinburgh, 1783. 

vip, 11, 191 p. 18™ 

Appendices: no. 1. Treaty of friendsh 
court of Versailles and 2 United States of America, 
no. eeety uo © yen the court of ¥ 
the United Sta { America. no. 3. Statement of the public debts in Ja 
wary 1783; and hele increase, and th 
curred hy them to that time from midsummer 177: 

1. U. S.—Pol. & govt. — Revolution. 2. U. S. Hist 
3. U. S—For. rel.—Treaties. 


2-49 


Library of Congress 


E211.R27 


Raynal, [Guillaume Thomas Frangois] 1713-1796. 
The revolution of America. By the Abbé Raynal 
+ » A new translation with notee. 

Printed by A. Stoddard, 


1792. 
124 pp. 16%. 
Notes do not appear. 
2-3700-M 2 
Library of Congress, no. E211.R274 


;Raynal, Guillaume Thomas Francois, 1713-1796. 
The sentiments of a foreigner on the disputes of Great- 
from the French ...  Bel- 


Britain with America. Translated 

fast, Printed by J. Magee, 1775. 
vill, 3-33 p. 20". 
| ea wy of an extract from Ra: 
itique des établissemens et 

deux Indes”. 





1. U. 8. —Hist —Revolation—Foreign public opinion. t Title. 
7 42536 
Library of Congress E211.R201 
a28d1, 


;Raynal, Guillaume Thomas Francois, 1713-1796. 

The sentiments of a foreigner, on the disputes of Cireat- 
Britain with America. Translated from the French Phila- 
delphia: Printed by James Humphreys. junior; in Front- 
Street. 1775. 

lv, 5-27 p. 2” 

Transtation of an extract from Raynal’s “Histotre pollosoybique e 
politique des établissemens et dn commerce des Euro da les deux 





1. U. &— Hist. — Rerotution— Foreign public opinion 1. Tithe 
TADT 
Litre f Cong: = E211 12s 
Copy 2 fl 





and commerce between the 
778. 








¢ increase Os the annual charge in- 


Revolution. 


Hudson [N. Y.] i755, 


xiv, 152 p. 224™. 


1. U. S—Pol. & govt—Revolution. 2 U. S—Hist—Revolution. 


30c1, 


7-S207 
E211 R283 


Library of Congress 


Raynal, Guillaume Thomas Francois; 1713-1796. 
Staatsverinderung von Amerika, durch den abt Ray- 


nal... Aus dem franzdsischen. Frankfurt und L eipzig, 
17 82. 
107, 2p. 21y*. 


Subject entries: 1. U. 


. 8.—Pol. & govt.—Revolution. 2. U. 8.—Hist.— 
Revolution. 


11085 


Library of Congress, no. E211. R278. 


Raynal, Guillaume Thomas Frangois, 1713-1796. 

Storia dell’ America Settentrionale del signor abate Raynal, 
continuata fino al presente, con carte geogratiche rappresen- 
tanti il teatro della guerra civile tra la Gran Bretagna, e le 
Colonie Unite ... In Venezia, Dalle stampe di Antonio Zatta, 
M.DOCC.LEXVIII. 

xvill, 124,6p. 15 double maps. 43°. 

bg aa ss title vignette, head and ta! 

i America Sertentrionale 
Rayest’s iierotre philosophique .——_ 
commerce des Européens dans les deux I 


(Continued op next card) 
ca 32-520 Unrev'd 





(1 1 iy is extracted from 
@ablissemens et du 





Raynal, Guillaume 


Thomas 1713-1796. 
dell’ America Settentrionale 


M.DOCC.LXAXVITL 


Storia 
(Card 2) 

The maps are said by the editor, Antonio Zatta, to be based on John 

Mitchell's Step of the British and French dominions in North America, 


and to contain important additions and corrections thereto. cf 
— p ix 


talogo dei signort assoctati ry) = carte geografiche, ossia 
Atlante di novissima costruzione” : 6 p. 


3 U. 8.-Hist.—Colonial period. 2. U. 8.— Hist.— Revolution. 3 
U, 8.—Keon. condit. 4. Canada—Hist —To 1763 iNew France) 5. Can- 
ote -Econ. condit. 1. Zatta, Antonio, 4. 1757-1797, ed. m. Mitchell, 
John, 4. 1768, 

a 82-520 Unrev'd 


Library of Congress E188.R206 


Raynal, Maurice. 


Anthologie de la peirture en France de 1906 & nos jours. 
Paris. Montaigne ,*1927, 
29, 1) p. Mus, 109. 


1. Pointing—France. 2. Painters, French. 


27-22311 

Library of Congress NDS48.R3 

Copyright A—Foreign 35288 
2 

Raynal, Maurice. 

Maurice Utrillo, par Maurice paca og 

In L'Art @aujourd’hal 2. 1. année, wo. 8; 

alone & hiver. p 5-10; ites Svar Ci eat) 

1. Utrilie, Maurice, 1888~ ka 


Title from Cleveland Pub. Libr. Printed by L. C. 
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1. Painters, French. 2. Painting—France. 
u. Title. 


CATALOG OF PRINTED CARDS Raynal 
Raynal, Maurice. 
Raynal, Guillaume Thomas Frangois, 1713-1796. Modern French painters, by Maurice Reynal; translated by 
Staatsomwenteling van Amerika. Uit het Fransch van Ralph Roeder. New York, Brentano's ,“1928, 
den Heere abt Raynal. Amsterdam, W. Holtrop, 1781. 10 p. L, 275 p. incl. plates. 26°. 


Contatos references, 


1, Roeder, Raph, tr. 


2825752 


Library of Congress -NDG48.R4 


atl’, 


Raynal, Maurice. 

Picasso, von Maurice Raynal. Aus dem franzosischen manu- 
skript Ubersetzt, mit § kupferdrucken und 95 abbildungstafeln 
nach radierungen, handzeichnungen, skulpturen und gemilden. 
Miinchen, Delphin-verlag, 1921. 

139, 1, p., 4.1L, 8) p. front., 1 illus, 100 pl. 234 x 184". 

“Literaturverseichais” : (2) p. at end 


1. Picasso, Pablo, 1881- 


B—10479 
Library of Congress NDSS3.PSR3 
Copyright A—Foreign 21202 
(a39e1, 
Raynal, Maurice. 
Picasso, par Maurice — 


(In UArt de 


ujourd’hai année, ao. 1, 
Printemps & été, p. 18-24, nee a ald) , 


1. Picasso, Pablo, 1881~- 


Title from Cleveland Pub. 


Raynal, Paul. 
... Au soleil de l'instinct; tragédie en trois actes .. 
Impr. de Illustration, 1932. 


29, 3, p. 309". (On cover: La Petite iustration ... no. 573, 16 avri 
1982. Théatre mouv. s4r., no. 298) 


Titustrations om p. ;2; and ,3; of cover 


(Paris, 


Tith 
a A so-204 


Newberry librar: 


for Library of Congress (PQ1223.162 ns, no, 298) 


a3Tel, 


Raynal, Paul. 

Le maitre de son cour; comédie en trois actes, en prose. par 
Paul Raynal. Le maitre de son coeur a été représenté pour 
lu premiére fois, le 25 juin 1920, au Théitre national de 
Odeon ;Paris, Impr. de I'Illustration, *1920. 


» files (inet. ports La Petite Utustration 
or, no 


My (tm corer 
thé@trate. Nouv ’ 


24, T sont I1a0 


1. Tithe 


/AT-18 
New berry library 
hae Library of Congress 


[PMQI22t 162 ns. no 24) 


al (s42.91082) 


—— Paul. 
Napoléon unique; comédie épique en trois actes. Paria, 
Stock (Delamain et Boutelleau) 1937. 
Spt, 18-190 p. 11 192147". 


1 Nepoiéon 1 Drama 1. Title, or-0000 
Library of Congress PQ2635 ATSNS 1987 
Copyright D pub. 48162 (2 “am 





Raynal 


Raynal, Paul. 
Napoléon unique; comédie épique en trois actes ... ;Pa 
tis, Impr. de I'Illustration, 1937, 


SM, 2) p. 30". (On cover: La Petite illustration no. 821, § mal 
1087. ThéAtre nowy. sér., no. 413) 

Mustrations on p. 2, and ,3, of cover. 

2. Napoléen t— Drama 1. Tithe 

A SR 1R88 

Newberry library 

for Library of Congress [PQ1223.1 42 ns. no, 413) 

138c2, (84291082) 


er ~ Paul. 
.. Le tombeau sous |’Are de triomphe ; tragédie en trois actes 
Le tombeau sous l’Are de trismphe & été représenté pour 
la premiére fois, le 1* février 1924, & la Comédie-frangaise ... 
— Tmpr. de I'Illustration, ‘1924. 


my". (On cover: La b> ed Mustration .. no. 182, 16 
terrier pan Théatre, nowy. sér. no. 
IMustrated covers. 
L Tithe 
A 27-583 


Title from Newberry 


Libr. 
Library of Congress (PQ1223.162 2.8. a0. 112) 


036d 1, 


Raynal, Paul. 
... Le tombeau sous |’Are de triomphe, tragédie en trois 
actes. Paris, Stock, 1924. 


4p lL dbp mm. 


1. Title. 
24-16223 
Library of Congress PQ2635.A7ST6 1924 
Copyright =D 67323 Biel, 
Raynal, Paul. 


The unknown warrior; a tragedy in three acts, by Paul 
Raynal, the English version by Cecil Lewis. Lomlon, Me 
thuen & co. Itd. ,1928, 

Sp, S277. 1)p 1947 


1. Lewin, Ceetl, tr. m. Title. Tranalation of Le tombeau sous 
lAre de triomphe. 
28 2797 
Library of Congress PQMBS.ATSTA2 1928 
Copyright D 867% (401, 
fayneld, Joh. Dowinicus 


Raynaldus, 


Ioa-nes Dominicus, 17th cent. 


fl. 1540-1551. 


2p, hy Ne 162) oumb. = ” 
Sienatores = + ahi kQ ds s-x*, * 
Many irregu! sasttios to of the leaves. 
Io ae ar . AT 1 = Kucharius Korstio’s De party homiois 
hin forested border; plates printed on 
both sides pant mounted) ; er A 47 pagination 


| as eee Fa. ++ 4 + 
tests bene’ Figssn” Mane aside of cover, our sigued: 
wi« 


1. Otatet rice—Earty works to 1800 4 Roestin, Be 
4a 18. 
Library of Coagrees 30-1732 


ROO R27 1545 
a 


LIBRARY OF CONGRESS 


Raynalde, Thomas, f. 1540-1551. 

The birth of mankynde, otherwyse named the womans booke. 
Newly set forth, corrected, augmented ... By Thomas 
Raynalde. phisition. (London, T. Raynald, 1565, 

14 p. L, cxexxi pomb. 1 2 pl. 19° 

Gothic 


Leat an y wanting ; supplied in manuscript 
In large part a translation of Euchartus Rewatta’s De parta hominis. 


1. Obstetrics—Earity works to 1900. 


1. Roestin, Bucharius, 4. 1526, 
m. Title. 


% — 24085, 
Library of Congress ROO1.R27 


pa3iel, 


Raynalde, Thomas, fl. 1540-1551. 

The birth of mankinde, othe: The vvomans 
and by him corrected, and augmented. Whose contents yee 

i ywyng: but most playnely in the 

prologue. ~ at London by Richarde Watkins. Cum 
priuilegio. ,1598, 

4 1 204 p. inet plates. 18)”. 

ignatures: A‘, B-O*. 

Gothic type; initials; title within ornamental border; plates printed 
on both sides 

In large part a translation of Eucharius Roeslin's De party hominis. 

1. Goststrtes Marly works to 1800. 1. Roeslin, Eucharius, «|. 1526, 

3629510 

RGO1.K2T 1508 


2 618.2 


Library of Congress 


Raynalde, Thomas, fl. 1540-1551. 

The 7 < m man- wet othervvise named, The womans 
booke. in lish by me Raynald ph: ysitian, 
and by him corrected conned ont « London, Priesed for 
A. H. and are to be sold by ie. 1634. 


4p... 2004p. tus 187°. (With Woodall, John The surgious mate. 
London, 1617, 


In large part « translation of Eachartus Roesiin’s De partu hominis. 


1, Obstetrics—Early works to 1800. 1. Roestin, Euchartus, d. 1526. 


8—14323 


Library of Congress 2128.7. Was 


a3od1), 


aaynaldus 
see 


Baronius,. 


Raynaldus de Piperno 
see 


Reginaldus de fiperno, 13th cent, 


pg ia 


Joannes Domini 17th cent. 

Jo. Dominici Raynaldi ... Observationum criminalium, 
civilium, & mixtarum, liber primus,—tertius, in quo rariores 
quastiones in foris tum ecclesiasticis, tum ssecularibus discep 
tari solite plené discutiuntur ... Cum additionibus, ac 
suppletionibus seorsim anteA impressis ... indicibusque ... con- 
gestis, necnon Votis ejusdem authoris noviter emanatis. Vene- 
~ « | aia Balleoniana, mpocxxxv. 





Title vignette 
The “Vote To intel "nayealah Opos posthumum. Venetiis 
mpcexexy” form vol. 4; 
1 lew a 2 Canes lew. 1 Title wu. Tithe: Vote Jo. Domi- 
nici Rayne 
BO T3453, 
Library of Congress 8, 
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Raynaldus, Odoricus 
see 


Rinaldi, Gdorico, 1595-167}. 


Raynaly, E. 
Les propos «l'un escamoteur, étude critique et humoris- 
Paris, C. Noblet, 1894. 


xi. 42 p. 1d 


tique 
front. (port.) 10° 


1. Conjuring. 1. Title 


Library of Congress GV1IM7T. R&S 798.8 
(Raynard, Charles, 

An appeal to the law makers of the United States, for 
the protection of life and property, in the Isle of Pines, 
West Indies, by resident property owners  m. p., 19041, 

7342p 27™. 

Signed: Charles Raynard. 


Library of Congress 


Raynard, Henri. 

.. De l'application de la loi sur les congés payés aux entre- 
prises de manutention dans les Henri Raynard .. 
Paris, Librairie du Recueil Sirey (société anonyme) 1937. 

S8p.l,2%p. 2". 


Thése—Univ. de Paris, 
“Bibiiographie™ : p. 251, 


1. Vacations. 2. er laws and legisiation—France 8. Longshore 
men—France. 1. Tithe. 
42-5881 
Library of Congress (2) 


Raynard, Henri. 

De l'application de la loi sur les congés payés aux entre- 
prises de manutention dans les ports. Paris, Recueil Sirey, 
1987. 


8p.1,Mp 2. 
“Bibliographie” : p. 251, 


1. Vacations. ° ee ae —France. 3. Longshore 
men —France. 1. TY 


‘brary of Congress 2 


Raynaud de Louhane, 14th cent, 
see 


Renaud ge Louhans. 














Raynaud, Barthélemy, ona 





.. L’action inter contre les abus 
coloniaux avant et depuis 4-4 de la Société des na- 
tions; cours professé & la Semaine sociale de Marseille (soit 
1930) Lyon, Chronique sociale de France ,1931, 

19, (1) p. 219. 

“Bibilographie” : p. 10. 





1, Colonies, 2. League of nations. 

AC 33-315 
Libr. Printed by L. C. 
oa 


Title from N. ¥. Pab. 


Raynaud, Barthélemy, 1876- ed. 
Code du travail, par Barthélemy Raynaud 
Société anonyme du Recueil Sirey, 1925. 
vip. 11, 546 (4. 61) p. 18". (Petite codes Carpentier) 
With extra numbered peges. 

. Supplément au Code du travail (,1924/1926,- 
par par Barthélemy Raynaud ... Paris, Société anonyme du Re- 
cueil Sirey, 1927- 

¥. 179". (Petits codes Carpentier) 
1, Labor laws and France. 2. Sagaaen, I 


ition—| 
France. Insurance, State and compulsory— 
Laws, statutes, ete. m1. le. 


Paris, 


1— 
1. France. 


26-7616 Revised 


Library of Congress (12Be2, 


Raynaud, Barthélemy, 1576- 

Le contrat collectif de travail par Barthélemy Raynaud 
Paris, A. Rousseau, 1901. 

xii, S85 p. 2. 

“Bibliographie” : p. (¥)-™ 


Contents —1. ptie. Le probléme economique.—2. ptie. Le probléme 


Joridiqne 


1. Labor contract. 


HD7811 A3K2 
yn4ibl, 


Library of Congress 


Raynaud, Barthélemy, 1876- 
Le contrat collectif en France, par Barthélemy Raynaud 
Paris, Rousseau et c*, 1921. 
(%-285 p. 224". 
Dp \263)-264 


Spl, 
“Bibliographie 


1 Lober contract—France. 1 Title. 


Library of Congress 2, 


Raynaud, Barthélemy. 


. Droit international ouvrier. Paris, A. Rousseau, 


2p.1, 6p, 21 a”. 


1. Labor laws and legislation. 2 International law and relations. 
9-13053 


Library of Congress HD7s00 R3 


Raynaad, Barthélemy, 1876- 
Droit international ouvrier. Paris, “Editions Domat- 
Montchrestien”, F. Loviton et c*, 1963. 


Spl, @26p, 1 m=. 
“Bibilograpbie generale”: p. 11. 


1. Labor laws and legisi*tion, International, 2 Emigration and immi- 
tion law. 1. Tithe. 


Leia 
Library, U. 8. Dey. of 


CATALOG OF PRINTED CARDS 


et ee asre- 





Guide ls, Barthélemy 
a - L. sg 1924. ani 
Z201.M15. 1m” 


“Textes de lois concernant les syndicats prof 115)-1 
a ve des ouerages powvact conutitr’ We fond’ ane bloc ya 





Trade-unions — France. professional associations. 
1. Labor isos and legiaton—Prance thas 
Library, U. S. Dept. of Labor ” 
my 
Raynaud, Barthélemy, 1876- 
- La loi naturelle en économie politique ... Paris, Domat- 
Montchrestien, 1936— . 
v. 27. 
Bibliogra phica! foot-notes. 
1. Natural law. 2 Economics. 1 Title 
87-84727 
Library of Congress HB173. R25 
3 330.1 
—_ ee 1876- 
jelle, par Barthél Ray- 
naud . ee “E. de Boccard, 1923. 


vill, 427, (1), 28,24 p. 19™. 
On cover Bogediie Cite tite & Sees 
“supplément & la ah édition mise a tits et de 
Jui pour la période silent da 1* mars 1922 au 1° sovem- 
bre 1926" : 29 p. 
“Supplément 4 la 2 (one mise an point des textes poy et de 
— allant du 1° novembre 


1931. 


le ja pour au i” 
octobre 1900": 24 p. at end 
Contains 
1. Industrial laws and legislation— France. 1 Title. 
31-16108 


Library of Congress 2, 


Raynaud, Barthélemy, 1876- 

Vers le salaire ude d’é i 
législation industrielles, par hh. Sa 
Paris, L. Larose & L. Tenin, 1913. 


2p.l. xi, 5188p 2" 
) 





( Bibliotheque a’écononne politique & de socio- 


1. Wages. 2. Labor laws and legislation 


Library of Congress 1D4918 R3 
Raynaud, Barthélemy, 1876- 


La vie économique internationale, par Barthélemy Raynaud 
Paris, L. Tenin, 1926. 


2p. @-491, dp 19* 
“Bibliographic”: p. :20,-23. 








1. Economic conditions. 2. International cooperation 1, Title. 
Lat-13 
Library, U. 8. Dept. of Labor 
2 
Raynaud, Ernest, 1864- _ 

Ch. Baudelai étude bi phiq a ae 
d'un Essai de bibli ie et dic baudelainennes, 
par Ernest Raynaud " 9. mille. Paris, Garnier fréres, 1922. 

2 p 1. itl, 407 p 20Y". (Bibliothaque d'histoire littéraire et de 
critique) 


On cover Trotstéme mille. 
“A consulter”: p. 389,400. “Bibilographie”: p. 408;-404. 


1. Baudelaire, Charles Pierre, 1821-1807 


Library of Congress PQ7191. 25R3 1922 


2 orn 
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Raynaud 


SS oe 
rge de la mélée symboliste. Troisiéme édition. 
Paris, , tA 1936. 
2p. L, Ty 288, 2p. 189. 
“Le présent oovrage © pens tut Go enumiinee bes eines 2) See 
nies Gaus mes trois volumes de in Meise symboliste perus prérédemment. 
tate qui étendalent our une piriode el vests, de 1870 6 1010.°-Pret. 


“oy centary— History and criticiam. 2 Symbolism 
tle. 


1. French poet: 
to literature 1 
4C 87-1877 


onaniv. Library 
= for Library of Congress 2 


Raynaud, Ernest, 1864— 
fag tag yen yg te yy 
ciths. Société francaise d’éditions littéraires et tech- 
niques, E. Malfére, 1929. 
140 p21 18" (Lee grands événements littéraires) 


1. *Moréas, Jean, 1856-1910. Stances. 
(Pull name: Ernest Gabriel Nicolaus Raynaad, 
AWSTE 
cinnati PQ2367T M3aR4 
Printed by LC. 
(2) 


‘Title from Univ. of Cin- 


Raynaud, Ernest, 1964— 
... La mélée symboliste Portraits et souvenirs. Paris 
La Renaissance du livre, "1918-22. 


Sv. 19. (On cover: Bibdliothéque internationale de critique ; lettre 
et arts) 

« pottiques”: ¥. 1, p 181,188; ¥. 2, p fT)-187; ». & 
>» (188-199 


“Le revoes”: v. 1, p. 48-42 
On cover of +. 3: 3. mille. 


ConTants —1. 1870-1890.— 1. 1990-1900.—1m1. 1900-1910. 


1. French poetry— oe anh Hist. & crit. 2. Symbotiem to litere- 
ture. 3 French periodicals. 


19-8174 Revised 
Library of Congress PQA RS 
Copyright A—Foreign ad 
(BAe? ‘S41 808 


Raynaud, Ernest, 1864-1936. . 
... La mélée symboliste (1870-,1910,) portraits et souvenirs 
Paris, La Renaissance du livre, ‘1920-,192-1, 
3+. inl. 18. (Om cover: Bibdiloth@que internat‘onale de critique: 


lettres et arts) 
~ Rphémérides 18TO-1800" : a) p. (181;-188 ; 1800-1900: n, p. 
ants MsT; 1900-1010: 1 D. (188)-190, 
Les petites pay ay Py ea 
Conreste—ih 1870-1880.—4. 1890-1900.—4m. 1900-1910. 


L French poetry—19th cent.—Hist. & crit. 2 French 
anu Came 3. Symboliem to literature. 4 Periodicals, (| 


1 Title. 
(Pull name. Ernest Gabriel Nicolas Reynaud, 
A279 
Stanford univ. Library 
for Library of Congress (PQ48 Kh ] 
ad2el, 


Raynaud, Ernest, 1964- ed. and tr. 
Poetae minores: Sabinus, Calpurnius, Gratius Faliscus, 

Nemesianus, Valerius Cato, Vestritius Spurinna, 

Servastus, Arborius, Pentadius, Eucheria, 








2p. L, 447, yD 189". (On cover: Classiques Garnier) 
Latin and French on opposite pages. 


Frach 't. Freech SteretereTramdations trem Latin. Tia 
ac #8211 
‘Title from Princeton Univ. Printed by L. C. 
a 
= 
La police des maurs ... Paris, Société francaise 
tions littéraires et techniques, Edgar Malfére, directeur, 
221.718, a) _— 1. 
1. Moral conditions 1 Tithe. 
acm 
‘Title from N.Y. Pub. Libr. Printed by L. CO. 
a 





Raynaud 


Raynaud, Ernest, 1864— 


Souvenirs de police, (au temps de Ravachol) lettre- 
préface de M. Louis Barthou ... Paris, Payot, 1923. 


3p... O37 pth 19%. 


1. Title. 
23-16926 
Library of Congress PQ2*S Asse 1923 
Copyright A—Foreign ens7 
12) 


Raynaud, Ernest, 1864- 


Souvenirs de police, au temps de Félix Faure. Pa- 

ris, Payot, 1925. 

2p, 7-250 p,11 19° 

1. Paris—Police. 1. Title. 

i 26-1069 

Library of Congress PQ2635.A8S6 1925 

Copyright A—Foreign 27248 
a 


Raynaud, Etienne Louis. 


... Les usages locaux dans la haute vallée de |’Aude 
— de Limoux) ... Toulouse, V. Riviére, 


S0p. 245" 


Thése—Univ. de Toulouse. 
‘ head of le 7) spaseaed de Toulouse. Faculté de droit. 


1 Land jenare—Prence— Limoux (Arrondissement 
dec. "t Tosleuse. Univertia, Besa ae dren) | tan 


18-5363 
Library of Congress HD649 LSR3 


Raynaud, Furcy Maxime 
see 


Purcy-Raynaud, Laxime. 


Raynaud, Gaston, 1450-1911. 
Bibliographie des cl francais des xut” et xiv" 


siécles, comprenant la description de tous lex manusecrits, la 
table des chansons classes par ordre alphabetique de rimes et 
la liste des trouvéres. Par Gaston Raynaud. Paris, F. Vie- 
weg. 1844. 


2s. oy. 








1. French ballads and songs—Bibi. 2 Manuscripts, Preneh—Dibl 


7—Wwis 
Library of Congress TAS PST 


ath 


Raynaud, Gaston, 1550-1911. 
Mélanges de philologie remane 
1913 


Paris, H. Champion 


<x, 2 p 


fromt (port) 27. 







Avant prope. Notice biegraphiqne 
originyex de © Raynaud — Diane 
narrative  LAttérntare byriqne 


Hiticgraphie des 
rtations et tentes divers.— Lit 


1 Hemanee pilates Collection works t Tithe 


Library of Congress M15 


(sn, 


naud ... 
3 tab. 
Paris. 


américaine de France) Archives, 3. 
vol. 


Raynaud, Georges. 


pour 1894": p 


LIBRARY OF CONGRESS 


Raynaud, Gaston, 1850-1911, comp. 

Recueil de motets frangais des XII® et xIII° 
siécles, pub. d'aprés les manuscrits, avec intro- 
duction, notes, variantes et glossaires, par Gas- 
ton Raynaud, suivis d'une étude sur la musique au 
sidcle de Saint Louis par Henri Lavoix fils ... 


Parie, F. Vieweg, 1881-83. 
v. plates, fold. tad. 194°. (added t.- 
Bibl ioth3que frangaise du moyen age. T-tti 
The plates contain music. 
Cover dates: 1682-84. 


(Continued on next card) 8-24935 


Raynaud, Gaston, 1850-1911, comp. 
Recueil de motets frangais dee XII® et xIII® 
sidcles . . (Card 2) 


“Liste des musiciens, chanteurs, compositeurs, 
theoriciens, faiseurs et joueurs 4' instruments 
des XII® et XIII® sidcles": v. 2, {448} - =. 
qe musicale du x1Ire siacle”: 2,p. 
467 7 

L. French poetry--Old French--Collections. 2. 
Motet.3.Music-France--Hist. & crit. I. o_o mamaate 
Marie Frangois, 1846-1897. 8-24935 

Library of Congress PQ1323.M/R3 


Raynaud, Gaston, 1850-1911, ed. 


Rondeaux et autres poésics du xv* sidcle, pub. d'aprés 
le manuserit de la Bibliothéque nationale, par Gaston 
oe Paris, Firmin Didot et e'*, 1889, 

. bev p. 1b, 175, lip. 228°". (llalf-title: Société des anciens 
tevtes Ps angais 


Tiré & cont evemplaires sur ce pager | Whatman 
Les auteurs” (brief biographies) : p. v-xxxiv 


45077 
PQUTS.A 
hdl 


Raynaud, Georges. 


Lee manuecrits précolombiens, 
Paris, E. Leroux, 
2p-1., 199, [1] p. illus., VI pl., faceim., 
(1 fold.) 228°. [Société d'ethnographie, 
Comité d'archéologie américaine (Société 
eér., t. 1 (21 


par Georges Ray- 
1893. 


de la collection compléte) ] 
Cover dated 1894. 
“Notice bibliographique eur les travaux publiée 


ou inédite relatifs a peg oe de M. Georges 
Raynaud [par G. Eloffe)": 


177-180. 


8-21110 
(Continued on next card) 


Les manuecrite précolombiens, 
1893. (Card 2) 

"Société d'ethnographie ... Comité d'archéologie 
américaine (Société américaine de France) Annuaire 


{181 ]-199. 


1. Manuscripts, Maya. 2. 


Central America--Antiq 
I. Eloffe, Gabriel. 


8-21110 
Library of Congress £51.5596 3. eér., t. 1 
Raynaud, Jean. 
. En Espagne “rouge”. Paris. Editions du Cerf ,1937, 
Op. 11 1. 
1. Spain prey Civil war, 1986- 1. Title. 
AC 38-2208 
New York. Publte Hthrary 
for Library of Congress 2. 


376 





Raynaud, Jean. 
-- Guerre en Asie. Dinard (I.ct-V.) Braun & Liorit ,1939, 
26p.21 18". 
1. China—Hist.—1987- 2. Japanese in China. 1 Tithe. 
40-21861 
Library of Congress DST777.58.R8 
Copyright A—Foreign +439 
2 961 


Raynaud, Louis. . 
Etude sur la nationalisation des chemins de fer suisses ... 
Paris, A. Rousseau, 1901. 
xv, 286 p. incl. tables, diagr. 25°. 


Thése—-Univ. Lyon. 
“Index bibliographique” : p. :¥il)-2v. 


1. Railroads and state—Switseriand Aion 


Bur. of railway econ. Libr. 
for Library of Congress 41b1, 


Raynaud, Lucien, d. 1931. 

Hygiéne et pathologie nord-africaines; assistance médi- 
cale, par le docteur Lucien Raynaud—le docteur Henri 
Soulié—te docteur Paul Picard ... Paris, Masson et c, 1982. 

. plates, fold. map, plans (part fold.) facsim., tables, diegrs. 
de |'Algérie. tudes scientifiques) 


itus. 
a tela ) 28 (Collection du centenaire 
Tact sctoaee bibliographies 
Conrents.—t. 1. Hygiéne et pathologie nord-africaines, par L. Ray- 
naud—t. m. L’assistance médicale des Ly ay FE — par P. 
Picard. Hg des 


les oe: iaation t r 

ae sur organ 

services d'assistance et d’hygiéne de ia colonie, par H. Soule, L. Ray. 

os, P. Picard. 
Medicine—Africa, North. 2. Medicine—Algeria. 3. —, North— 

sani affairs. 4. Aiserie— 1 


Sanit. affairs. Heart 
rd, Paul. 11 Title. me 
of Congress DT272.c8 

aes * (308.65) 610.98 


Raynaud, Michel. 
Contribution & la chimie de l'éthylbenzéne, par Michel 


Raynaud .. Paris, Imprimerie Les modernes, 1933. 
2p...@p.1l 2. 
‘Théee—Clermont-Ferrand. 
Bibliographical foot-notes. 
1 Benzene. 
AC 35-1460 
Title from N. Y. Pub. Libr. Printed by L. C. 


(Raynaud, Noél, 1549- 
La profession médicale en France par Peinard :pseud., . 
Paris, Société d’éditions scientifiques, 1894. 


6p. 19°. 


1. Physictans—France. 2. Medicine—France 1. Title 
17— 10808 
Library of Congress R506. RS 
(4tb1, 


Raynaud, Pierre. 
La nature juridique de la dot; essai de contribution « la 
théorie générale du patrimoine. Préface de m. Jean Plassard 
Paris, Librairie du Recueil Sirey (société anonyme) 1934. 
5,23 p.11 2" 
p (275,-279. 


apt. 
“Bibliographic 


1. Husband end wife—France. 2 Property—France. 1 Title 
441132 


library of Congress 














Raynaud, Pierre. 
La nature juridique de la dot; essai de contribution a la 


théorie générale du patrimoine . 


; par Pierre Raynaud . 
Paris, Recueil Sirey, 1934. 





Spb. 2p. rh 2am 
Univ. de Toul 
springen eop 2 
1. Dowry— France 2. Property—France. 1 Title. 
42-11716 
Library of Congress (2) 
Raynaud, Rober. 


.. En marge du “livre jaune"’, le Maroc. Paris, Plon- 


Nourrit et c* 


2p 1,8, 25p,11. 2, 
1. French in Moroceo, 2. Morocco—For. rel. 3. Morocco—Hist 
1. Title 23-10908 
Library of Congress DT 324 R? 
Copyright A—Foreign 21977 
12) 


Raynaud, Rober. 
... Prévost-Paradol avait raison 
cie, 1926. 
2p. 1, (7-150 p, 11. fold. map. 19. (Péitions coloniales) 
Map has title: Carte économique de l'Afrique du Nord. 


“Publication du Comité Algérie Toni isie—Maroe & Paris.” 
An account of the economic value of North Africa to France. 


Paris, J. Peyronnet et 


1. Africa, North—Econ. condit 


2. France—Colonies—Africa, North 
1. Title. 


27-16716 
Library of Congress HCS45.R3 
Copyright A—Foreign 33750 
2 


Raynaud, Rober. 
. Le roman de Cuba. 
Sp. L, O-189p,11 189". 
At hend of title: Rober-Raynaud. 


Paris, Fasquelles 1938, 


1. Cuba—Hist. 2. National characteristics, Cuban. 3. Cuba-—Soc. life 
cust itle. 


38-87777 
Library of Congress F1T76.R38 
Copyright A—Foreign 30873 
3, 917.291 
Raynaud, Robert 
Du principe du droit de prise dans la guerre 
maritime Paris, A. Vedone, tgoo. 151 pp. 58 


tnewg dea - Parse. 
1-P tee 


Raynaud, Théophile, 1587-1663. 

—s2 Theophili Raynavdi, ex Soc. Iesv. Erotemata de mali: 
ac bonis libris, deqve ivsta avt inivsta, eorumdem confixione. 
Cvm indicibvs necessariis. Lvgdvni, sumptibvs Toan. An- 
tonii Hvgvetan & Marci Antonii Ravavd, 1653. 

4p. 1, 378, 2p 2 


1. Prohibited books. 1. Title: Erotemats de malis se bonis Moris. 
T9408 Revise! 
Library of Congress 21018. K27 


(rS0e2, 


CATALOG OF PRINTED CARDS 


Raynbird, William. 

On the ini of Suffolk, by William and Hugh Rayn- 
bird. Including the to which the prize was awarded 
by the Royal agricultural society of England. London, Long- 
man and co. ; ,ete., ete., 1849. 


vil, ly), 8324p. fold. fromt. (map) ius. 23°. 


Agriculture England— Suffolk 


1 (1. Suffolk, Eng —Agriculture, 
1 Raynbird, Hagh, joint author. 


Agr 20-198 
U.S. Dept. of agr. Library 32R21 

for Library of Congress e401, 
Rayne, Henry A. 

The ivory raiders, by Major H. Rayne London, W. 
Heinemann, itd. 1923 


x. 191. «lip. front. plates, fold. map 23° 
“The fol sllowing pages dea! with that wild district to the north-west of 
Kenya Colony bordering on the western shores of Lake Rudolf, and separated 
\ "eas omnia (on the map) by a strip of Soudan territory.”—Introd. 


1 Teton a ( aiviene trite) 2 Kenya Colony and Protectorate—Deser. & 
Kry 


trav Colonies. Kenya Colony and Protectorate. 1. Title 
24-4920 
Library of Congress DT429.R3 
(72) 
Rayne, H A. 


Sun, sand and Somals; 


leaves from the note-book of a 
district commissioner in 


British Somaliland, by Major 


H. Rayne... With 12 plates from photographs. ‘London, 
H. F.&G. Witherby, 1921. 
223, ) p. front. plates. 22)°°. 
1. Somaliland, British. 1. Title 
21-18399 
Library of Congress DT406.R3 
h 


Rayne, Mrs, M. Louise 
see 


Rayne, Lrs. Martha Louise. 


Rayne, Mrs. Martha Louise. 


Fallen among thieves 
M. Louise Rayne ... 
yete., ete. 1879. 


2 p. 1, vit-vili, 9351 p 


A summer tour. By Mrs. 
New York, G. W. Carleton & oo.; 


7 -62Bt 


Library of Congress PZ3.R2187F 
pas (Copyright 1879: 9939) 


;Rayne, Mrs. Martha Louise, 

Gems of deportment and hints of etiquette: the ceremonials 
of good society. including valuable moral, mental, and physical 
knowledge, original and compiled from the best authorities, 
with suggestions on all matters pertaining to the social code. 
A manual of instruction for the home Chicago, Tyler & co., 


Iss]. 
414 p. front. us. plates. 21”. 
1. Friquette 1. Title 
o31588 
Library of Congress BJ1852.R3 
‘opr right 1880: 19085 n32b1, 


377 


Rayne, Mrs. Martha Louise. 

What can a woman do; or, Her 
and literary world. By Mrs M. L. 
N. Y., Eagle publishing co. “1898, 

628 p. front., illus, plates, porta. 2". 


Ilustrated t-p. 
Inctudes poems by women euthors. 


in the business 


ee 2 Woman—Sorcial and moral questions 
3 +z a8 poets L Tithe. 
‘37-7181 
Library of Congress ID6068. R3 
_ gens 


Rayne, Michael. 
Transformation scene; a comedy in three acts, by Michael 
Rayne. London, S. French “1986, 


 p. dingr. 187%. (On cover: French's acting edition, no. 6) 
L Tithe. 
57-25079 
Library of Congress PROOSS.AMTT 1986 
Copyright D pub. 46456 2, =n 


Rayneli, Ernesto T. 


«++ Derecho diplomético moderno, con un prélogo 
del Dr. José Leon Suarez ... y una carta-prélogo 

del Dr. Aleides Calandrelli ... Buenos Aires, J. 

Sajouane & c./®, 1914. 


2 p. le, [7]--349 p. 26e™, 


1. Diplomatic and consular service. 
national law ani relations. 


J¥L662 .R3 


2. Inter- 


15-5616 
Library of Congress 


(Rayner, Augustus Alfred, 1804- 

Crime and a clock, by Whyte Hall :peewd., London etc., 
G. G. Harrap & co., ltd. ,1936, 

2p. L, 7-282, 1, p. Mus. (plan) 19”. 


i Tithe. 
Library of Congress Pa3.R2186Cr 
Copyright A ed int. 22008 & 


;Rayner, Augustus Alfred, 1894- 
Death and the golden image, by Whyte Hall ;peewd., Lon- 


don ,etc., G. G. Harrap & co., itd. ,1986, 
Bip 
1 Tithe. 
| edt 
Library of Congress P23 R2186De 
prright Aad tot. 21266 a 


Rayner, B L 
Life of Thomas Jefferson, with selections from ithe 
most valuable portions of his ri 


om ie Clee itehtee By B. L. Rayner ... Boston, 
lly, Wait, C 1834. 


xx, 21-40 p 





front. (port) 19° 


1. Jefferson, Thomas, pres. U. S., 1743-1826. 


128640 
Library of Congress £332 R27 


is1Ge2s 








Rayner 


Rayner, B L. 
_ Sketches of the life, — and opinions of Thomas 
With the most valuable portions 
i his voluminous end cnstedied private correspondence. 
By B: L. Rayner ... New York, A. Francis and W. 
Boardman, 1832. 


2p. L, 7-556 p. front. (port.) pl. 234™. 





1. Jefferson, Thomas, pres. U. S., 1743-1826 
12-11837 
(3401, 
Library of Congress E332 R26 
Rayner, Edwin, 1903- 
Famous cathedrals and their stories, by Edwin Rayner. New 
York, Grosset & Dunlap ,“1935, 
48p. ius. (part col) 24)x31". 


1. Cathedrals. 
35—15028 
Library of Congress NA4830. RS 


4122, 


Rayner, Edwin, 1903- 

Famous statues and their stories, by Edwin Rayner ... 
New York, Grosset & Dunlap ,“1936, 

Sp ite. 4c 


1, Statues, 2. Sculpture 1. Title. 
2 
Library of Congress NBOO R37 
4im2, ™~ 


Rayner, Edwin Hartree, 1875- 
. The design and use of an air condenser for high voltages, 
by EH. Rayner .. 


Us rea Bag.  - 


py from the ‘Journal of scientific instruments’, vol. 3, 1925-26. 


laboratory. Collected 
EXn, p. :191,-309. 3 pl. 


1. Condensers (Ele .ricity) 2. Electric measurements. 

435-87 
Title from Cleveland Pub. Libr. 
Librery of Congress asm 1QC100.062 vol. 22) 


Rayner, Edwin Hartree, 1875- 

a 
shipe’ navigation lanterns, by E. H 

In Teddington, . sleuieeingehens 
cusden tase i. Si™. vol. xx, p. 415,427. oe 
Reprinted from the Proceedings of the Optical convention, 1926, pt. 1. 


1, Ships’ lights. 
A 36 08S 
‘Title from Cleveland Pub. Laer 
Library of Congress (QC100.042 vol. 20) 
2 
Rayner, Edwin Hartree, 1573- 
Soeeee Gan Oe Site Gana wines, 
E. H. Rayner .. 
. Collected 
re ee is. “Soe = gar fad. tab, 
= from the “Journal of the Institution of electrical engineers’, 
’. y 
1. Voltmeter L Tithe u ssuse: Kelvin electrostatic voltmeter. 
A 80-576 
Cleveland = Public library 
for Library of Congress (QC100.G62 vol 18) 
2 (980.72) 





LIBRARY OF CONGRESS 


Rayner, Elizabeth. 
The net is cast, by Elizabeth Rayner. London, Eyre & Spot- 
tiswoode, 1933. 


7p. 1. 
1 Title. 
85-7461 
Library of Congress PZB.R2180Ne 
3 


Rayner, Elizabeth. 
Not all saints, by Elizabeth Rayner ... 
, Green and co., 1933. 
Spl, 312 p 109". 


New York, ‘loronto, 


“First edition.” 
. Tithe 
8328080 
Library of Congress PZ3 R2189No 
— —— Copy 2. 
Cop-right A 65581 3; 
Rayner, Emma. 


_ The dilemma of Engeltie ; the romance of a Dutch colo- 
nial maid, by Emma Rayner ... with a frontispiece in 
full colour by George Gib! Boston, L. C. Page & com- 
pany, 1911 


4p. 1, 2p. 11 col front. 20". $1.50 
1. Title. 
11—19412 
Library of Congress PZ3.R219Di 
— —— Copy 2. 
Copyright A 292960 1a20¢1; 


Rayner, Emma, d. 1926. 

Doris Kingsley, child and colonist, by Emma Rayner, illus- 
trations by W. B. Davis. New York, G. W. Dillingham co. 
(1901, 


2p 1, 7-300 p front, 5 pl. 19°. 


% Tithe. 
1— 25766 
Library of Congress PZ3.R219D0 
Copyright A 17506 m37b1-; 


Rayner, Emma. 


Free to serve, a tale of colonial New York, by E. Ray- 
ner. Boston, Copeland and Day, 1897 


2p 1,.44p,11 2B 


1. New York (City)—Hist —Fiction. 1. Title. 

4-15151/3 

Library of Congress PZ3.R219F 
Copyright 1897. $9403 
813 Yr 
Rayner, Emma. 

Free to serve: a tale of colonial New York, by Emma 
Rayner ... New el, with a frontixpiece in full colour by 
George Gibbs. Boston, L. C. Page & company, 1911. 

pl, 434 p. col from. 27". $1.50 


1. New York (City) 1. Title. 


PZ3.R219F 4 


Hist —Fiction. 
11—19411 
Library of Congress 
— Copy 2 
Copyright A 292957 


alich, 
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Rayner, Emma. 
Handica, among the free, by Emma Rayner ... 
New York, , Mead & company, 1903. 
Spl, 3768p. 199". 
ie 
Library of Congres, no. Copyright. 
Rayner, Emma, d- 1926. 

In castle and colony, by Emma Rayner ... Chicago and 
New York, H. S. Stone and company, 1899. 

2p.1, Tp. 11 194. 

1. New Sweden—Hist — Fiction 1. Title. 

99 2006 

Li*rary of Congress P73.R219 1 
Copyright 1890: 41588 a4ifi, 

yner, Emma, d. 1926. 

Visiting the sin; « tale of mountain life in Kentucky and 
Tennessee, by Emma Rayner. Boston, Small, Maynard & 
company, 1900. 

vi, “8p 2. 

1, Title. 

Library of Congress PZ3.R219V 
Copyright 1900 A 23520 178002, 

Rayner, Ernest Adolphus, 1878- 
Psychological moments, by Ernest A. Rayner ... Los An- 


geles, Calif., Wetzel publishing co., 
4p. Mus 20°. 
Each chapter is a write-up of « talk given over the radio in the 


Py from the campus of the University of Southern Callfor- 


inc. ,“1929, 


1. Paychology. 1. Title 


30-15738 


Library of Congress BF131. R34 


Copyright A 17416 3, 150 


Rayner, Henry Eric. 

The hamadryad ; a novel, by H. E. Rayner. 
and company ,1936, 

vil, 9-820 p. 19°. 


London, R. Hale 


L Tithe. 91-470 
Library of Congress 
Copyright Aad int 22368 a 


Rayner, Hollins. lip Ray. 
F waste silk spinning, 
a throwing cal woes oi ening Ee Ye York, 
Van Nostrand co.; rete., ete.) 1903. 
xv, 158 p. illus, diagre, 22™. 


1. Silk manufacture and trade. 
Lis-2i 
(Mb1, 


Library, U.S. Bur. of Labor Statistics HD10.R3 











Rayner, Isidor, 1850-1912. 
Address of Hon. Isidor Rayner, comp. by William B. Ray- 


ner, ed. by J. Fred’k Essary . 
Murphy company, printers, 1914. 
avi. 334 p. front. (port.) 224° 


Baltimore, New York, John 


sidor Rayner, by J. F. Essary.—Closing a 
the Schley court of inquiry —The 
Amending the Interstate ree 


rgument before 
lonroe and Roosevelt doctrines. — 
comme! —Treaty-making power of the 
federal government —Executive functions ase states’ rights —Address 
upon the public services of Arthur P. Gorman.— Supporting ¢ be creden- 
tals of Walter Smith — Reserved rights of ‘cantnn Address upon the 


(Continued on next card) 


*S8b1 


14 4988 


Rayner, Isidor, 1850-1912. 
Rayner 1914. (Card 2) 


ConTents- beeen ne 
death S pened William P. Whyte —Observa vom by i — 4. tacte. In- 
come ta ment to the Constitution — Ataics in N Postal 
savings “dapentbarion —Rhegty to Senator Burkett een ot senators 
by = vote.Relations of the United — Japan and Mexico. 
Gene: fi treaties. be Russian treaty. —Gen- 
eral wel JF oe clause of the Seonitiesten. “The ~ of democ- 


racy.—Sinking of the steamship Titanic —Increasing the pension of 
Mrs. Sebley 


1. Social sclences— Addresses, exaays, lectures, 2. U bat Sow - 
Addresses, essays, lectures. 3. U. 8 — Pol. 1. Ee 


Addresmes of Hon. Isidor 








= Jesse Frederick, 1881 ed. wu. Rayner, wunen B., 1872 
14- 4988 
Library ¢ ed HWS 1914 
Copy 2 N60 R27 
eC ‘ops right A 209204 est 


Rayner, Isidor, 1850-1912. 


A nt of Hon. Isidor Rayner before the court of inquiry 
on behalf of Admiral Winfield Scott Schley. ,Washington? 
D. C., 19014, 


cover-titie, 52 p. 223”. 


1, Santiago, Battle of, 1898. 1 Schley, Winfleld Scott, 1889-1911. 
mu. U.S. Navy dept. Schley court of inquiry 
39-14521 
Library of Congress 12) 


Rayner, Isidor, 1850-1912. 
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xili, 400 p. ius, diagrs. 23°. 


1, Sanitary engineering. 2 Plumbing. 
Library of Congress TDOOG.R2 1028 
3 


Raynes, F w. 


Heating systems, design of hot water and steam heat- 
ing apparatus, by F. W. Raynes ..._ With illustrations. 
London, New York ,ete., Longmans, Green and co., 1913. 
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2p. 1, x, 6 —, 86 blue-prints (1 fold.) 2087 


1, Carpentry. 


Library of Congress 
Copyright A 814897 


THS006.R3 
Tel, 


Raynor, Richard Neldon, 1909- 
... The chemical control of St. Johnswort ;by, R. N. Raynor 
. figs =< Calif., oo of California ,1937, 
tables. 24". Agricultural experiment station, 
Barteley, Caltforata. ihalletin Ya18, Novenber, 1987) 


At head of title: University of California. College of agriculture. 
Agricultural experiment station, Berkeley, California. 
“Literature cited” : p. 37-88. 


1. (St. Johoswort, 2. Weeds—California. 1. Title. 
A 38-802 
California. Univ. Libr. 
for Library of Congress (839.22 no. 615) 


ra (680.72) 


Raynor, Verna M. 

The Bird family and their friends. A comedy, in three 
acts. By Verna M. Raynor. To which is added a description 
of the costumes ... and the whole of the stage business ... 
Clyde, O., Ames’ publishing co., 1898. 

38, ch) p_ 199". 
ma, no. 394) 


é (On cover: Ames’ series of standard and minor 
re. 


1. Birds—Drame. 1 Title. 


STH 
Library of Congress 


Copyright 1898: 9365 


Raynor, Violet M. 


Agriculture, by Violet M. Raynor ... (Columbus, O., New 
York city, American education press, inc.,*1989, 


cover-titie, 82 p. ius 21°. (Unit study book. no. 415) 





1 Hist. 2 Juvenile literature. 
38 SRAM 
Library of Congress 8519.R3 
——--———— Copy 2. 
Copyright AA 817071 rt 630.9 
Raynouard, Francois Juste Marie, 1761-160. 
Camoens. Ode par m. Raynouard .. yy my ye 
m. Francisco Manoel (Filinto Elysio.) Paris, Impr. de A. 
Bobée, 1819. 
wp 2. 


“Extrait des Annaes das sciencias, das artes ¢ das letras.” 


2, Comten, Late Go, 2086-2080—-Sestey. 
Manuel do, 1734-1819, tr 


1 Nascimento, Francisco 


88-20838 
Library of Congress PQ7385.R6C3 1819 


—_——— Copy 2. 21° 12, 











Raynouard, Frangeis Juste Marie, 1761- 1836. 

Camées, ode do hei d em verso 
portuguez por Francisco Manoel (Filinto tie), Vicente 
Pedro Nolasco, F.,!, L.* Fain dedicada 





Pedro, 1773-1844, tr. rv. Lecussan Vi 


Library of Congress 
—— ——— Copy 2. 12) 


Francois Juste Marie, 1761-1836. 

Choix des poésies originales des troubadours. Par m. Ray- 
nouard ... Paris, Impr. de F. Didot, 1816-21. 

6. tv fold. (facsims., incl. music) 229°. 

trouhadours” 

an tz 5 0 O Cee? Gee Rs petty wate 

Vol. 1 contains bay fo Dit at 
don aS de l'Europe latine’ end ndication des M Bx OW 
cités dans ce volume” (p. 10,412) princi — 


1. Provencal poetry (Collections) £ Tesctotom, 8. Courts of love. 
language—Grammar. 5. Romance languages—(rammar, 


4 Provencal 
Comparative. 1 Tithe. 
35 2540 
Library of Congress PCBB22.R3 
rflel, 840.124 
Raynouard, Francois Juste Marie, 1761-1836. 
Des troubadours et des cours d'amour. Par m. Raynouard 


Paris, Impr. de F. Didot, 1817. 
. L,cxxivp. 229". 


wy Biynon- mv TD gga (t @, p. d-cxxiv) of Chotx des poésies origi- 
nets 40 caters Paris, 1817. 


1, Troubadours. 2. Courts of love. 


Library of Congress PC3308.R3 


Raynouard, Francois Juste Marie, 1761-1836. 

Les états de Blois, tragédie en cing actes et en vers, repré- 
sentée, pour la premitre fois, sur le théatre de Saint- 
one juin 1810; et sur le Théatre > <7 le 31 mai 1814; 

ée d'une notice hi ue sur le duc de Guise; par m. 
nouard ...  mestien ee = 

360 p. front. (port.) 209*. 

Epes & Otis, 5. Han, 


no. 4 
“Ne historique sur Henri de Lorraine, duc de Guise”: p. (7;-174; 
“Pidcen relativan fla matt ae Ses te Oar DP. (200,360 


1. Guise, Henri t de Lorraine, 8. duc de, 1560-1588, 1 Title. 
344164 
Library of Congress PQ1213.P55 vol. 38, n0.4 
(842.082) 842.00 


Raynouard, Frangois Juste Marie, 1761-1836. 


Histoire du droit municipal en France, sous la domina- 
tion romaine et sous trois dynasties. Par M. Ray- 
nouard ... Paris, A. Sautelet et c* rete. 1829. 


av. a”. 


1. Municipal law—France. 2. Municipal government—France—Hist. 
10-0975 
Library of Congress JSes21.R3 
Raynouard, Frangois Juste Marie, 1761-1836. 
The Knights Templars, a a Metestent ith 
ne tragedy, with notes, 


as it was 


2p. L, lxvili p, 21, hi, 1080p, iL 219>. 
1 Templars—France 1. O'Conway, Matthias James, tr 


Library of Congress CRO RIS 


CATALOG OF PRINTED CARDS 


Raynouard, Francois Juste Marie, 1761-1836. 

Lexique roman; ou, Dictionnaire de Ia langue des trouba- 
dours, comparée avec les autres langues de |’Europe latine, pré- 
cédé de nouvelles recherches historiques et philologiques, d'un 
résumé de la grammaire romane, d'un nouveau choix des poésies 
originales des troubadours, et d’extraits de poéms divers; per 
M. Raynouard ... Paris, Silvestre, 1836-44 ;v. 1, "38, 

6v. 2. 

“Roman de Jaufre” : p. 48;-178. 

1. Provencal language — Dictionaries, 2. Senne poetry (Selections: 
Extracts, etc.) 3. Provencal language—Gra: Jaufre (Pro 
vencal roma’ 


romance) wu. Tithe mm. Title: Treubedour, Dictionnaire de la 
des. 
= 23. Se 
Library of Congress PCS289.R3 
13941, 


Raynouard, Francois Juste Marie, 1761-1836. 

Lexique roman; ou, Dictionnaire de la langue des trouba- 
dours, comparée avec les autres de l'Europe latine, par 
M. Sapasened ... Heidelberg, C. Winter ,19281- 

. 2. 
“Réimpression de Voriginal publié & Paris, 1836-1545 ({. ¢. 1844," 


1. Provencal language— Dictionaries. 1. Title. m Title: Troube- 
dours. Dictionnaire de la langue des 
2S 29885, 
Library of Congress PC3280. R32 
co) 


Raynvuard, Francois Juste Marie, 1761-1836. 

Monumens, historiques, rélatifs & la condamnation des Che- 
valiers du Temple, et & l'abolition de leur ordre; par M. Ray- 
nouard ... Paris, Impr. d’A. Bgron, 1813. 

Sp. L, xxxvi, S17 p. 209". 


1. Templara. 2 Templars in France. 
Library of Congress CRAT#O.RS 
180c1, 


Raynouard, Francois Juste Marie, 1761-1836. 

Observations philologiqnes et grammaticales sur le Roman 
de Rou, et sur quelques régles de la langue des trouvéres au 
douziéme sitcle. Par M. Raynouard Rowen, &. Frére, 


Ip. 1, vi, 121, 4) p 219. 

With this are bound * yo aux Notes historiques sur le Ko- 
man de Ron, a Auguste Le Rouen, 1829" and “Jongleurs 
et tronvéres, ou Choiz de saluta, +X oe le — ~~ 1 Sa 
es xin" et xtv* slécles par Achille Jubinal (Parts, 1935," 


1. Wace, @. 1170. Roman de Ron, 2. Trowy 


Is 10 


Library of Congress P1545. W3R3 


s27el, 


Raynouard, Francois Juste Marie, 1761-1836. 
Les Templiers, tragédie, par m. Raynouard, représentée pour 
la premiére fois sur le Théatre francais par les comédiens ordi- 


naires de l'empereur, le 24 floréal an xim (14 mai 1805). Paris, 
Giguet et Michaud, an xmm1.—1806. 

“Bp 2. 

(Pidces de théatre, v. 84, n0. 6 

1. Templars tn France. 1. Title oo-e00m 

Library of Congress PQIZIS PS vol. 4, no. 6 

(sexoma) 200 

Raynouard, Francois Juste Marie, 1761-1836. 

Les Templiers, tragédie, par M. Raynouard; représentée 
remakes de Femqeman, 10 90 fest oo Sx ry 


ixxall, 118 p. front. = 


1. Templars tn France. 


11s 


Library of Congress CRATO. BSS 


Raynouard, Francois Juste Marie, 1761-1836. 

Les Templiers, tragédie par m. Raynonard; suivie de l'ex- 
trait de la tragédie espagnole des Templiers. par Pérez de 
Montalban Paris, Mame fréres ,etc., 1815 

140 p11 fromt. (port.) 209". 

(Pitces de thé@tre, vy. 81, no. 2) 


1. Pérez de Montalvan, Juan, 1602-1038. 
34-15862 


1. Templars in France. 
Los Templarios. mm. Title. 


Library of Congress PQIZIS. PSS vol. 81, no 2 


(642.082) H2GD 


Raynouard, Francois Juste Marie. 1761-1836. 

Version portugnise de l’ode & Camoens de m. Raynouard . 
avec des notes, etc., du traducteur. Paris, Impr. de H. Four 
nier, 1825. 

ap. wa. 

Pretend ie Stee Lecussan Verdier 

pf 

Gace steele aa ag de latin. sulvie om sens littéral des 
vers a. FS en prose franca! et accompagnée de op 27, 


1. Camées Luis de, 1524? .1580—Poetry. 1 Lecuman Verdier. Time 
‘1831, tr. 


theo, 1754?- 
38-20840 
Library of Congress PQS. RECS 19250 
—_———— Copy 2. 214". 2 


Rayon, Ignacio Lopez 
see 


Lopez Rayon, Ignacio. 


Rayon, José Sancho 
see 


Sancho Rayon, Jose, d. 1900, 


Rayon, Mesha 
Fads or facts? By Rayon .. 


Chicago, Tll., M. 8. pub- 
lishing company “1906, - 


Spl, 14 p front, flux 17> 

sem 
Library of Congress 
©ims amin 
Reyon, M,esha, 
The mystic self; uncommon sense versus common 
sense. i 1900, 


4p, p,1L trons, i. 
» p ph anaes 


Liteary of Congrem. no. 








Rayon 


Le Rayon, annuaire du Cercle francais de l'Université Ford- 
ham A New York ... 


¥. Mus. ports. 279". 


Fordbam university, Fordham, New York (City) Cercle francais 
de \'Université Fordham. 
A 89-601 
Provisional 
bet > an univ. 
for t rie 12) 


Rayon and Melliand textile monthly 
see 


Rayon and the rayon journal. 


‘The Rayon journal and cellulose fibers; « wy ye 
for the artificial fibre industry ... v. 1-3; Feb. 1926-May 
1928. New York, Textile reporting corporation, 1926-28. 
3v.in 2 tus, diagrs, 304°. 

From Feb. 1926 to June 1927 title reads: The Rayon journal. 
Merged toto Rayon. 


1. Silk, Artificial—Pertod. 


Library of Congress TS1688.A1 R27 


2 


. vel- July 1930- 
tow York city, Textile coonemses ~~ gd ine. ,ete., 1930- 
204-284". 


ty 
Photoprinted (¥. re. 2, no. 8, 
it of authentic ma 


data and a digest of current 
custanes continions 
allied 


it to the American rayon and 


Editor 1980- 8. B. 
Patitehed by the Tubles Chatillon corporation, July 1990-Sept. 1985 ; 
burea: Oct. 1985- 


by the Textile economics a, ta, On. 

Vol. 1 : Cycle analysis of sales data, pre- 
pared by 8, B. Hunt. 

1. Silk, Arti! 


Period. 2 Textile industry and 
32—5553 (rev. 38) 

HD0650.1.R3 

40r88T1, 3384 


Rayon publishing corporation, Vew York. 
Textile chemical specialty guide for oa * weavers, knit- 
ters, dyers, and finishers of 


throwsters, all textile yarns 
and materials. ln od. 1989 . Gump. 6 pu ty Tagua p> 
corporation. Y 


lishing New ‘ork ,1939, 

iv, 200 p. 23". 

1, Textile and fabrice—U. 8.—Direct. 2. Textile chemistry. 
3 Chemicale— and industry—Direct. 4. Chemicale—Manu- 
facture and industry—U. 8. =. Title. 

40—7883 

Library of Congress TPee1.RS 

(42e2) 61.068 


Rayon publishing corporation, New Y ork. 


Textile chemical specialt; knit- 
—Sn es 4 ran hers fea 
and materials. on piled & published by 
— i. ahd iio Yore 90h, 

1,3 p. 2. 


Page 336 blank for “Notes.” 


1. Textile industry and fabrice—U. S.—Direct. 2 Textile chemistry. 
3. Chemicals—Manufacture and tndustry— Direct. 4 Chemicals—Manv- 
facture and industry—U. 8 1 Tithe 


Library 4 Congress TPLRS 1000 


2 677 068 


LIBRARY OF CONGRESS 


Rayon textile monthly. 
and answers on rayon for millmen, technicians & 
inted 











foremen. Repri from monthly question and answer serv- 
ice in Rayon textile monthly ,Feb. 1937-Apr. 1938, ... New 
York, Rayon publishing corporation ,*1938, 
vi, (2), 80 p. incl. tables. 18°. 
“Errata” slip attached to p. 76. 
1. Sitk, Artificial. 1. Title. 
41-87508 
Library of Congress TS1688. R35 
——— Caps 2. 2; 671.46 
Rayon year book. 1928/29 ed 
Compiled and published by Textile world. New York, 
Bragdon, Lord & Nagle co. (°1928,- 
v. tus, diagrs.(1 fold.) 24°. 
Contains “Directory of rayou yarn producers” 
1, Silk, Artifictal—Year-books. 1. Textile world. 
20-2110 
Library of Congress ‘TS1688.A1R3 
Copyright A 2880 5, 
o—* E ny 
i hol pédagogique et 
a 288 anes proposés, needs eieonae de plans de déve- 
de conseils et d’i dications de 
dées & l’usage de secondaire ry jeunes — 
des écoles normales p ires, des 
fens et au certificat d’aptitude sapien Paris, 
1906, 
=, M8 p. wy* 
At bead of title: B. Rayot ... M. Roustan ... 
1. French «and exercises, i Roustaa, 
Marios, 1870- joint authe~ e 
U. 8. Of. ofeduc. Library LB1634_ F8R2 
for Library of Congress e371, 
Reference card 
Rays, Rev. X., pseud. 
Freemasonry and the Holy Bible. (1898, 
see 
Ordway, C F. 
928873 
Library of Congress 


Rage of Bohs from oft hades tho tiles and tell of man, 
Scriptures, faiths and of 


“Partiament : ip. 61 

1. Eawa , 
Lg © Ct. Sein a Haan Ongee Jot tha. 194 a tt 
Mb tu , — 

30-23135 

Library of Congress BLS0.R25 

Copyright 1896: 1871 2, 
Ethel. 
Polish music and Chopin, its loupentes wed ale 


. With four illustrations. London, 
vill, 64 p. illus. (music) 4 port. (incl. front.) 19) x 15™. 


1. Music—Poland—Hist. & crit. 2. Chopin, Fryderyk Franciszek, 1810- 
18. =. Title. 
17-1110 
Library of Congress 


Rayss, Tscharna. 


Le Coelastrum proboscidewm Bohl. Etude de plane- 
tologie expérimentale suivie d'une revision des Coelastrum 


oe Suisse. Par Tscharna Rayss... Berne, K.-J. Wyss, 
Pal 1, 65, chy p. Alles xx ol *. SAtges 4-p.: Matériaux pour la 


poy ena (Université de Genéve. 
5 a + 2. fase.) 
% 4h page of cover: Behrige zur keryptogamen flora der Schweiz. 
1. ,Coelastrum proboscideum, 


Institut de bo- 


Agr 16-1150 


Library, U. S. Dept. of Agriculture 461.4R2) 


Rayward, H a. 
Invention, by H. H. Rayward ... (Sydney, G. B. Philip 
& son, print, 19391, 


cover-title, 15, :1;p. tlus. 21". 
“Sth edition.” —p. :1, at end. 


1. Inventions. 2. Patents—Australia. 


4290428 
Library of Congress TS2LT2R3 1980 
2 

Rayzor, James Newton, 1358- 

“Stewardship born of God”, by J. N. Rayzor ... Dallas, 
Tex., Baptist standard publishing company, 1922. 

7p. L. 13-58 p. 17, 

1. Title. 

22-7868 

Library of Congress BV772.R3 

Copyright A 650448 271, 


Raz Guzman, Jesus Guzman y 
see 


Guzman y Raz Guzman, Jesus. 


Raza espafiola; revista de Espafia y América. afio 1- 
enero 1919- 
Madrid, Saenz de Jubera hnos. ,etc., 1919- 


v. flue. plates (part mounted, part col.) ports. (part mounted) 
234™. montbly. 


Editors: Jan 1919 Bianca de los Rios de Lampérez and 
others. 


1. Rios de Lampéres, Bianca de 
m—2T4T 


to ._peme America 


Library of Congress APOO.R15 


(31, 


*Raza latina", Empresa editorial 
see 


Empresa editorial "Raza latina", Ambato, 
Ecuador. 











Razac, Jean. 
Le voyage nulle part; nouvelle inédite, par Jean Razac. 
(Cin Lea Gavres bres. Paris, 1937. 18°. v. 169, p. ,191,-234) 


1. Title. 
AC 37-2086 
(PQ1141.04 rol. 189) 


1 (840.82) 


Northwestern univ. Library 
for Library of Congress 


Raze, Floyd Dalton, 1873- 
The home of the wild rose, and other poems (by) Floyd 
Dz. (Kalamazoo, Mich., “1911, 
8 p. L, 7-248, 192 p. front. (port) plates (partly col.) 20™. $1.90 
Partly reprinted from various periodicals. 
Added t. Fos illus., in colors. 
7 ‘om desk and door-step” : 192 p. at end 


1. Title. 
12-1362 
Library of Congress PS3535.A88H6 1911 
Copyright A 303562 
Rasze, Floyd Dalton, 1873- 
Old friends and old times, by Floyd D. Raze. Kalama- 
zoo, Mich., Thling bros. Everard co. :°1914, 
9S p. front. (port.) olates. 19° 9.9 
Poems 
1. Title. 
1421068 


Library of Congress 
Copyright A 387731 


V'S3535.A980S 1914 


Raze, Floyd Delton, 1873- 


Poems of peace and pieces of war ;by, Floyd D. Raze. 
(Montague? Mich., 1902; 


vii p., 11, (11]-143 p. 18. 


Library of Congress, no. Copyright. 


~~ Heari Roux “ 1790-1963. 
P manuale editio in di 
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Razek, Joseph. 

A direct measurement of the intensity 

helium lines with voltage .. 
phia, 1931 


= 1252-1282 p. 


variations of the 
. by, Joseph co: .. Philadel- 


illus, diagre, 23°. 


PH. vp.) —University of Pennsylvania, 1980. 
seers from the Physical review, vol. $7, no. 10.” 


1. Spectrum analysis 2. Helium. 





31-25685 
Library of Congress QC462 H4RS 1980 
Univ. of Pennsylvania Libr. 
oo Copy 2. 12) ‘G85 84 
Razeto, Enea. 
Le colture floreali della coy Ligure ... Casale 


Monferrato, F.lli Marescalchi, 1 
2p. 1, wits -vili, 106 p. Mus. 199. 
“Bibliografia”: p. 106. 


1. Floriculture. 2. Gardening—Liguria. (2. Liguria—Horticulture; 


Agr 20-167 
Library, U. S. Dept. of Agriculture 97R21 
Razetti, Luis. 
La epilepsia del Libertador, por L. Razetti... Caracas, 
Lit. y tip. del Comercio, 1916. 
Bp. 237. 
1. Bolivar, Simén, 1783-1830. 2. Epilepsy. 1. Title. 
17-2287 


Library of Congress 





Higiene yo, las enf dad 
dies taden on ts a de artes yobs gor, Dr Las 
Razetti. Caracas, Tipografia ‘ 

cover-title, iiiy-iv, 71 p. 224. 


1. Venereal diseases. 


17-16829 


Library of Congress RC201.R35 


Razetti, Luis, 1862- 1932. 





oun i inten ipso textu sacro de verbo ad 
verbum sexies collata. Auctoribus p. p. de Raze, de Lachaud 
et Flandrin, Soci Jesu Opus dicatum ill. 
dd. cardinali de Bonald ... et “ab ipso approbatum. Vicesima 
una editio, Parisiis, apud Victorem Lecoffre J. Gabalda et 
socios, editores, 1939. 

v-vill, M1 p. 20". 





1. bible—Concordances, La 1, Lachaud, Edmund de, joint au- 
thor. it Plandrin, Jove Baptist, joint a author. im. Title. 
AC #1767 
Georgetown univ. Library BS423.R9 
for Library of Congress 12) 


Razé-Kotsikas D 
see 


RhazS-Kotsikas, D. 


de la ciudad de Caracas; memoria presen- 
tada al primer Congreso venezolano de medicina, por L. Ra- 
zetti... Caracas, Tipografia americana, 1911. 

Sp. 224". 


Ar head of title: Primer Congreso venezolano de medicina 24 de junto 
de 1911 


1. Caracas—Sanit. affairs. 


1 Congreso venesolano de medicina. 1st, 
Caracas, 1911 


2010283 
Library of Congress RA4S2.C3R3 


yadibl, 


al-RAzt 
see 


Ahmad ibn Muhammad, al-RazT, called al- 
Ta'ritkhT, 10th cent. 





385 


a1-RazT 
see 


Kuhammad ibn ‘Umar, Fakhr al-Dtn, al- 
R&zi, 1149-1209, 


Muhammad ibn Zakariyé, Abé Bakr, al-Razi, 10th cent. 


7-172 


Library of Congress (S71) 


Razin, Stenka 
see 


Razin, Stepan Timofeevich, d. 1671. 


Razine, Stenke 
see 


Razin, Stepan Timofeevich, d, 1671. 


Razins, Jean Faul andre de, marguis 
de Saint-Lare 


Saint-Marc, Jean ?aul André de Razins, 
marguis de, 1726-1616. 


Aazm Namah. (For the Persian 
abridgment by Faizi ibn Mubarak 
of the Lah@bharata entitled Razm 
meh) 

see 


Mah@biiarata, 





Razmadze 


Razmadze, Aleksandr Solomonovich, 1545-1896. 

... Ovepes acropia mysuen ors Apesmbamaxs speuens 20 
mososmeu XIX shea. Bs serupexs sacraxs, cs Anbuaquarep 
SOTHMME Dpmsomeniawn. Coctass. no sexniams, teTaRENMS 
astopoms 8% Mocgoacxof woacepsatopix. Mocesa, Maganic 
A. T. Koastyruna, 1888. 

4ptiniv. plates (music) 25)”. 

At bead of title: A.C. Pasmaase. 


1. Maste—Hist. & crit 
87-8T735 
Library of Congress ML160.R28016 


2 780.9 


N. 
Essai d’économie roumaine moderne, 1831-1931, par N. Raz- 
—, Paris, Librairie générale de droit et de jurispru- 
dence, Ancienne li’ wrairie Chevalier-Marescq et c* et F, Pichon 
réunies, 1989. 
2p. iii adip m2. 
“Bibliographie”: p. 401,408. 


1. Rumania—Economic conditions, 2 Finance—Roumania. 8 Ro- 
mania Commerce 


ache 


‘Title from Stanford Univ. Printed by L. C. 


Razéa, Benito. 

Cooperatives and Philippine economy, by Benito Razon ... 
Manila, National trading corporation pref. 1940, 

ix p. 1 1, 14 p 2". (\National trading corporation, Manila, 
Pamphiet no 1) 


“First edition.” 
“Selected references” : p. 105, 
L ne islands 2 Philippine isiands-Comm. 
3 Cooperation. 1 Tithe, 
41-200 
Library of Congress HDS46 ARS 
2) 3 08014 


La Raséa, Buenos Aires. 
... Anuario ... aspectos descriptivos y art{isticos de las acti- 
videdes argentinas ... 19 
Buenos Aires ,19 
¥. Mus. (incl. ports) fold map. 80”. 
Inclodes advertising ma :ter. 


1. Argentine republic. 
88-12414 
Library of Congress F2801.R27 
— —— 4 et 3, 


Razoa de los prelados de la corona de Aragon que asistieron 
al concilio de , celebrado desde 5 de noviembre de 
1414 hasta 29 de nbril de 1418. Tlustrada con notas por d. Pedro 
Sainz de Baranda. 

(In Coleccion de documentos la historia de 
Madrid, 1842-95. 214°". Taw Cises) p38 558) —_— 

“Be de letra antigua y existe en e! Archivo de Simancas, con el titulo 
de Nomina Gels preiats qui foree eo ko Consili genera) de Constanta.” 

1 Constance, Counct! of, 1414-1418. 2 Theologians, Spanish. 





3 Spain Bieg 
A428 

IiMincts, Univ. Library 
for Library of Congress (DPB.C@® vol. 14) 

2 (946,008 ) 
Rasém del estado en que se hallan las reducciones de Indios 
infieles que estén & cargo de lox religiosos de n. p. s. Fran- 
cisco desta santa provincia del santissimo nombre de Jesus 
de G la, ase en le in de la Taguisgalpa, en los 
parejes de Xicaque 


; 





dias « n. m. r. p. fr. Fernando Espino, ministro provincial 
desta dichs provincia. ,En la. Por Joseph de Pi- 
(Comtineed on pert card) 
5 2 
Ceol 


LIBRARY OF CONGRESS 


Razén cel estado en qu e se hallan las reducciones de Indios 
infieles . (Card 2) 
neda Ibarra, impresor de libros. 
setenta ¥ seis, 

wey y geogréficas de América Central. Madrid, 


Afio de mil seiscientos 


(In Relaciones 
1908 2. p. 


Coleccién de bros y documentos referentes 4 la historia de América 
t. vin, p. 875,-B8! 
ter 


frew Fray Pedro de Ovaile, dated Zamorano, September 11, 
380-885, 


1675: p. 
1. Indians - Central America—Missions. 2. Franciscans in Central 
America 1. Expino, Fernando, f. 174 m. Ovalle, Pedro de 


5-—- 23808 
F1401,068 vol. 8 


(381, 


Library of Congress 


La Razon del pueblo. Periédico oficial del estado libre y 
soberano de Yucatan. afio 1-8 (num. 1-1117) junio (224, 
1867-nov. 11, 1874; afio 8-10 (2. epoca, num. 1-333) nov. 
16, 1874-enero 3, 1877; afio 1-2, enero 12, 1877-marzo 1, 
1878; 3. epoca, afio 1- marzo 3, 1878- 

Mérida, 1867- 

41,45" 

Toe J  eanmere issued from rey sat, 1st? (called afio 1, num. 1~ *) 
bave ti Periédico ofictal dei estado libre y soberano tery 
The caper volume numbering, discontinued with Mar S72 (afo é 
pum. 705) was resumed with Se oon return to the old title “Apr. 24, 1872 
(afc 6, num. 706) 

periodical was again issued title Periédico oficial del 

estado libre y soberano de Yucatan a ~¥ 4% 12, 1877 to Mar. 1, 1878, 

resuming the title La Ra ton del pueblo Mar. 3, 1878. 


1. Yucatan—Po! govt —Pertod 1 Yucatan. 
27—28014 
Library of Congress J4.YR2 
33b1, 


Razén y fe; revista mensual, redactada por padres de la Com- 
pafiia de Jesis . 
Madrid, A. Aguilera, 


oe 


1. Compafila de Jesds, 
ca 14-884 Unrev'd 


APOO.R2 
3901, 


Library of Congress 


Razén y fe; revista mensual, redactada por padres de la 
Compaifiia de Jestis. (Indexes) 

. Indice general de los quince tomos publicados desde 
septic >mbre de 1906 hasta agosto de 1911, recopilado por 
el P. Constancio Eguia Ruiz ... Madrid, Impr. de G. 
Lépez del Horno, 1913. 

=, 20 p. 24. 


1, Eguia Ruiz, Constancio, 1871- 


comp 
18-20774 x" 
Library of Congress APOO.R2 Index 
Razén y fe. 
Catélogo de las publicaciones de Raz6n y fe. Madrid, 1924. 
2, %p. Mies 1. 


1, Catholic Iteratare—Bibl—Catalogs. 2. Catalogs, Publishers’— 


90-1180 
Library of Congress ZT837 ZOR2 
Razoo. 
St. Paul Corning advertising agency, 19 
¥ illus. 22°. quarterly 

1 Advertising—Period 

ca 13-897 Unrev'd 
Library of Congress HFS@O1L.R2 





Razorenov, Aleksfei Ei milovich, 1819-1891. 





Ke meosonvessony pomany “Esrenia Owtrams” cow. A. 
cow. A. Pa i 
= Tunorpadia aA Cnernpesuxs, 1890. 
vi, 0p. 21% 
1. Pushkin, Aleksandr Serg@evich. Evgeni! Oniegio. 
37 -83688 


Library of Congress 2 


Razori, Amilear. 
.. Campo arado. Buenos Aires, Viau y Zona, 1935. 
4p. 1, 11-800 p, 2k 18". 
“Nueva edicién.” 


Cowrants.— Campo aradu.—E! » ones —Hombres y cosas.—Un pue- 
blo. —La chacta.—Campo argent 


1 Title. 
36-3254 
Library of Congress PQTTOT. R3TZ5IC3 1935 
2, 864.0 
Razoumovska ja, S. 
ace 
Razumovskafa, Sof’f Vasil’evna, 1901- 
40-11127 


Library of Congress 2) 


Razous, Paul, 1870- 

Aide-memoire du commerce et des industries du bois. 
Paris, Ecole de sylviculture, du commerce et des industries du 
bois, 1994 

2p.1,382p. tus, + 20". 
Contexts. — livre 1. commerce du bois. —livre nm. Newy ig Sa des 
Saag) - is ateliers de travail du bois —livre m. 
cipales industries livre tv. Notions de légisiation a ee 


1. Forestry law and legislation. ;1. Forestry— Law, 2. Lombering. 
8. Woodwork. Wood-using Industries, 
Agr 27—187 
U.S. Dept. of Library 90.76R21 
for Library of of Congress 19401, 


Razous, Paul, 1870- 


gue! jucation profession- 
nelle. L’office national et les comités départementauz ; le fonc- 
tionnement des oeuvres. Textes officiels. Paris, Nancy, Ber- 
ger-Levrault, 1919. 


120 p. 179. (Légisiation de guerre ... 1914-1918 (18) 


1. War—Relief of sick and wounded. 2. Banqpene, wes, 2006-00— 
Hospitals, charities, etc. 3. Disabled—France— ition, ete. 
1. Title. 
A 36-1147 
Libr. Printed by L. ©. 
2 


‘Title from Yale Law 


Razous, Paul, 1870- 

Cartels, trusts et diverses ententes de producteurs; création, 
fonctionnement, contréle, par Paul Razous ... Paris, Dunod, 
1935. 

2p 1, prity-aiz, 1638p. 21°. 

“Bidliographie” : p. (157)-158. 


1. Trusts, Industria! 1 Title 


4086-1200 
Libr. Printed by LC. 
ca 


‘Tithe from N. ¥. Pub. 











Razous, Paul. 
La conservation * jait, du beurre & du fr , Sui- 
vie d'une étude sur | ‘util Vin- 





des 
dustrie laitiére, par Pau! Razous ... 
tions techniques, 1907. 


% p illus 257 


Paris, Societs d'édi- 


Rutter. Preservation. 2 Cheese. Preservation. 3. Dairy. By-products. 
4 Mk Preservation 


Agr 7-879 


Library, U.S Dept. of Agriculture 44R21 


Razous, Paul. 


Les divers procédés de conservation des viandes a 
l'usage des fabricants de conserves de viande, des bou- 
chers, des chareutiers, des expéditeurs et marchands de 
volailles et des services municipaux d’abattoirs, par Paul 
Razous ... & Raymond Nourissé ... Paris, Société d'édi- 
tions techniques, 1907. 


2.1, ii, 9p. illus 2° 


1. Meat preservation. 1. Nourissé, Raymond, joint author. 


Agr 8-397 
Library, U.S. Dept. of Agriculture 389R21 
Razous, Paul, 1870- 
Les moyens préventifs contre le nombre et la gravité des 


accidents dans les exploitations agricoles, viticoles, et fores- 
titres. Par Paul Razous Paris, Imprimerie des Assureurs, 
1926. 


ipl, @p a. 


1. Accidents—Prevention. 


Agr 29-1083 


Library, U. 8. Dept. of Agriculture 283R21 


Razous, Paul, 1870- 

Principes et applications de 1'6 étrie; éristiq 
principales des agents de la production, des éléments de la 
cireulation des biens, des facteurs de la distribution, de nea 

de I 








lution des et 
tional et international, par Paul Razous . 


Paris, Dunod, 

1935. 

xi, 187 p. diagrs. 21° 

“Bibliographie” : p. :181,-188. 

1. Economics, Matbematica!. 2 Statistics. 1. Title 

Library of Congress B1T3.R3 
Copyright A-—Foreign 2eR78 

2 330.1951 

Raszous, Paul. 

Réglementation du travail industriel. Commentaire 


pratique, par Paul Razous et) Armand Razous 


Paris 
cete., Berger-Levrault & c*, 1901. 





x, 3Bp. 214™ 
Labor laws and Sp ayo t. Razous, Armand, joint 
euther ut. France. Laws, statutes, etc. im. Title. 
2— $006 
Library of Congress HD7884 R2 
—_ Copy 2 ral6dl, 
Razous, Paul, 1870— 


Les scieries et les machines & bois. Par Paul Razous ... 
Paris, Vve C. Dunod, éditeur, 1902. 


xxxl, 44 p. ius, 259" 


1, Sawmills, % Woodworking «machinery, 

Agr 6-328 
Agriculture 00. T6RZ18 
a3@d1, 


Library, U. 8. Dept. of 
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Rasous, Paul. 


. La sélection des travailleurs dans = offices de vino 
ment et dans les services d’ 
Paris, G. et M. Ravisse, 1924. 


chp Imm. 





1. Employment management. 1. Tithe. 
L214 
Library, U. S. Dept. of Labor 
12) 
Rasous, Paul, 1870- 
—" & prataque du séchage industriel, par Paul 
Pa. éd., entiérement refondue. Paris, Il. 


oom et E. Pinat, 1919 
2p. 1, 283 p. illus. 25°. 


1. Drying apparatus. 
_ Agr 19-957 


Lhrary, U. S. Dept. of Agriculture 309R21 


Razout, Jean, 1723-1798 


Razoux, Jean, 1723-1798, 


Aazovski, Cecila 
see 


mazovsky, Cecilia, 18S6- 


Razovsky, Cecilia, 18&86- 
Approved methods in Americanization work 


oun National education association of the United States. Addresses and 
ings, 1971. p. 655-661) 


1 Amercanicaten 


E 22-18% Revived 


Library, US. Ror. of 


Razovsky, Cecilia, 1886- 

Handicaps in naturalization: a study of the effect of high 
fees upon the naturalization of aliens in the United States. 
By Cecilia Razovsky New York city, N. Y., National 
council on naturalization and citizenship, 1932. 

7] > Wes (map) 2”. 


“This study was conducted under the auspices of the Nationa! council 
om naturalization and citizenship.” 


1. Naturalization—-U. § 1 National council on naturalization and 
citizenship. oa Title. 


31s 


Library of Congress JK 1836 RS 


* 323.620073 


387 


Razovaky, Cecilia, 1886— 

Making Americana, by Cecilia Razovsky, associate director, 
National council of Jewish women. “his manual was compiled 
in cooperation with members of the Committee on naturaliza- 
tion and citizenship ... New York city, National council of 
Jewish women, 1938. 

4p L@4p oe 

Plank pages for i i 8 at end) 

Bibliography p. 45-46. 


1. Naturalization—U. & 1. National counct! of Jewish women. 
Committee on naturalization and citizenship. mu. Title 


38-4816 
Library of Congress 


Copyright A lise 


JK1829 RS 
4063, S23. <20073 
Razovaky, Cecilia, 1846- 

TO COMMITS [IVT [VON PIRI MW TY’ OKN .. 


What every woman should know about citizenship. Yirdish- 


English edition. 
126 Jyarn eee me Pony rep enw”: pen 
Op es IS" (2 RU pecres we 
Viddieh and Engllah text on opposite pages. 


1. Naturalization 2 Woman—Legal status, lows, ‘. # 
1 Tithe) What every woman should knew abut p Basan any 


1A 
Library of Com 
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Rasovsky, Cecilia. 
BPR OVID WON ND ORY TW MN... 
IM THO We EN CbayyTT ON ee wOsNd 
DOMES <A OR MD IND TT amp yo 
ND OPOOEP "ORATOR -poTamE whoyD pe 
IPM yevTR Ne oeewbnys ay 
New York “1922, 
ipl, Gch p from 1m. 
1. U. S—Emig. & immig 
Library of Congress — 
Copyright A 673842 a 


Razovsky, Cecilia, 1586- 

What every emigrant should know; a simple pam- 
phlet for the guidance and benefit of prospective immi- 
grants to the Enited States. By Cecilia New 
York, N. Y., Department of immigrant aid, Council of 
Jewish women 1922, 


65, 1, » from, illes 184. (Advice to immigrants series) 


1 U. S—Emig & immig =. Tithe. 
21m 
Library of Congress JV6S43.R3 
s2ke2, 


Rasovsky, Cecilia, 1856- 


What every woman should know about citizenship, 
by Cecilia Razovsky. New York city, rtment of im- 
migrant aid, National council of Jewish women, 1926. 


46 p. incl pl. 18). (Advice to immigrants series, number 2) 


1. Woman—Legal status, laws, ete—U. S. 2. Citizenship. 3. Naturali- 
zation—U. St. Title. 
26-10790 
Library of Congress yX420. MIR3 
Copyright A #91231 watt 
,Razran, Harry Solemen, 1901- 
Abstracts of aviation psychology. Civil aeronautics admin- 
istration, U. S. of commerce. Washington, 1941. 
cover-titie, 1p 1, vil, @00), 45 p incl tables, dingra 279°. 


Reproduced from type written copy. 
“abstracted 
by Gregory Rasran, ru 7. we, = 
administration, New York city."—p. (2; of cover. 


1. Aeronautics —Medical 
index project. m U. 5. 


Xx ats 1. Puychotagical 
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Razran, Gregory Harry Solomon, 1901- 
Conditioned responses: an experimental study and a theo- 
retical analysis, by Gregory H. S. Razran New York, 1935. 


14% p d@iagre 2”. (Archives of paychology bo. 191) 


1. Reflexes 2 Paychology. Physiological. & Behaviorism (Paycho! 
1 Tithe 


©) 

BH - 35749 

Library of Congress BF21.A7 
r41g1) 

(150.82) 


no. 191 


{ (158.9082) } (150.94363) 158.423 


Razran, Gregory Harry Solomon, 1901- 

Conditioned responses in children: a behavioral and quanti- 
tative critical review of experimental studies, by Gregory H. S 
Razran .. New York, 1933. 


121 p. tlus. 2 fold. tab, diagrs. 25°. 
Thesis (rx. ».)—Columbia university, 1953. 


Published also as Archives of paychology, no 148 
Bibliography : p. 108-112. 
1, ReBexes. 2 Paychology, Physiological. 3. Bebavioriam (Paychol- 
ony) = t. Tithe. 
33-2164 
Library of Congress 1933 


QP372 RS 
Cotumbia Univ. Libr. 3, (150.94363) 158423 


Razran, Gregory Harry Solomon, 1901- 

Conditioned responses in children; « behavioral and quanti- 
tative critical review of experimental! studies, by Gregory H. 5. 
Razran... New York, 1933. 

129 p ius, 2 fold. tab. diagrs. 2*. 
348) 


( Arebives of psychology 
Bo 


lawued also as thesis (rn ») Columbia university 
Bibliography : p. 100-112. 


1 Reflexes. 


2. Paychology Mhysiotagien! 
oxy) =. Title 


3. Dehavioriam ( Paychol- 
33-2127 

Library of Congress PY21.AT 
41k? 

(150.82) 


we le 


( (250.9082) ) (150.9636B) 158.423 
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Tr. mn xaproh Cu6upu. Mocxsa, Tun. T-Be 

Curana, 1895. 
165, ii p. illus, fold. map. 21° 
Bibbography p. sh 


1. Siberia—Descr_ & trav 


3. Tomsk, Siberia 
(Government) 4 


2. Siberia—Econ. cond:t 
Tobolsk, Siberia (Government) 


ca 15-1127 Unrev'd 
Library of Congress DK755.R 


Pasckasu craparo Bouma o Oysoport. Be tTpexs 
kuuraxt ... HUsganie MocxpeTanens. Mocxea, Bs 
Yuupepeatercnot Tavorpagia, 1847. 

Miao mw. 
“De reser’ * 
; <n ee rm 1”, Tp. 4, en Semmes 

Sure ener 


1. Sevorov, Aleksandr Yee asteh kor’ lrallickl, 172- 
sia—History, Military, 1762-1796 = say 


a 15-36 Unrev'd 
Library of Congress 


Razsokhin, 8. ?., Moscow. 


Kerasors wasenif teatpasroh OuCsiotexe C. 0. 
me oe 25-abTeif nepioar es abateavnocta. 


DKIOS 


(1875-1900). ;Mocxea, Teno-ant. A. C. Kanmenxons 
= uo., 1900, 
plu Gt» 79 
Priced. 
1 Rewsion Grams Bibl 2 Catalogs, Publishers’ Russa 
lo 1 sees 


Library of Congress 72904 DBRS 


At head of title 
Pocynaperss. H. 
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Razumovskata, Sof’ Vasil’evna, 1901- 
Corot in the museums of the USSR; text by S. Ri 





Rasus, Paul G. 


‘ 





skaja. ,Moscow, Pushkin museum of fine arts 1938, 
ll, id mounted Illus. (part col.) 20 col. mounted pl. 36. 
© accompanied by pumbered leaf with descriptive letterprem. 
“Peale ty 8. A. Abramov.” " 
nsiation by V. Shiletko.” 
leaned tn portfolio. 
Tocludes bibliographies. 


1 ae Baptiste Camille, 1796-1875. 2. Painting— Russia. 


> 12 





Abramov A. ed 1 Shbilefko, ‘ol'demar Kazimirovich, 1891 - tr 
mL muse! Iskuasty. rv. Lenio- 
on oo 
#@-11128 
Librery of Congress NDSSS.CSRSS, 
Ado 750.4 


R.asumovskil,, Grigoril, graf, d. 1837. 

Voyage minéralogique et physique, de Bruxelles 4 Lau- 
sanne, par une partie du pays de Laxembourg, de la Lor- 
raine, Ls la Champagne, & de la Franche-Comté. Fait 
en 1782. Par M. le comte Grégoire de R. Lausanne, Mou- 
rer, 1783 


1p. 1, weniv, of, 118 p. ined. tab. 20° 


1, Geology— Europe 


GS6-8S7 
Library, U. S. Geol survey 


Rasumovskil, Grigori, gra/, d. 1837. 

Voyages minéralogiques dans le gouvernement d'Aigle, 
et une partie du Vallais;!, Suivis de la relation d'une ex- 
cursion sur le lac de Lucerne, ou lac des quatre cantons. 
ie Mr. le comte G. Razoumowsky. Lausanne. Mourer, 

1784. 

1 p 1, iv, 183, 12) p. pl, fold. map. 20™ 
Another copy. 

With his Voyage minéralogique et physique. Lausanne, 1783; 
1 Geology— Switzerland 


GS 6-858-9 
Library, U.S. Geol survey 
Razumovskil, Isaak Petrovich. 
Hoan —_ Teopun mpasa. Mo- 

ones, TentcTBo KommynucTuyeckot aKxajemun, 

= my 

Komuyunersvecnan sxanewaa. Cexmua npara 
pm my is . 
1. Law—Pbi 


Philosophy. ,1 tum gh ot tom 2 a Maes, Karl, eee, 
obsbche! 


1 Kommunisticheska® akademiQ. 
preva | gosudarstve 


m. Title. 
Library of Congress 2, 


Rézus, Martin, 1888- 

--. Cestou, verbe. ,V Turtianskom sv. Martine, Matica alo- 
venské, 1935. 

2p.1, 7-41 p. 21 
Rediguje dr Andre) 


10). (Knifnica slovenskfch pobl'adov, 84 ev. ... 
Mras, 


L Matica slovenské, Tur@lansky ev. Martin 1. Title. 


Library of Congress POS488. R304 


ray 


Rézus, Martin, 1686- 


ons kril V Turtianskom sv. Martine, Ma- 
tica slovenské, 1925. , 

2 . (Kalieies slovenskfch pobl'adov, ov. xxxvo-xxuxvE. 
(natigusete andes Meta) = 

Paged contipucusly 


1 Matics slovenské, Turtiensky ev Martin wu. Tithe. 


Library of Congress PO64e6 KSKT 


a 


«Les P iques de |'étut (étude de législation 
roumaine) par Paul G. Razus Paris, Librairie sociale et 
économique, 1939. 

Spl, 0p 20". 
Thter— Univ. de Paris 
“Bibliographie™: p. 311)-817 


1. Industry and state—-Rumania. 2. Rumania—Public works 
Tithe. 


42-20415, 
Library of Congress HD4274. 83 
2 
Razzano, Pedro, bp. of Lucera 
ace 
Ranzano, Pietro, bp. of Lucera, 1428(ca.)-1492. 
Lrazary or Conoress Rerenence, 
CoS er ee LS ete ss teadings in Sepeatior? catalogs 
x 42-4718 


a 


Razzi, Giovanni Antonio 
see 


Sodoma, Giovanni Antonio Bazzi, known as 
14777-1549. 


Razzi, Girolamo, ix religion Silvano, fl. 1560. 

La Gostanza, comedia di Girolamo Razzi. Nuouamente 
data in luce ... Firenze, Appresso i Giunti, 1565. 

Bp.1, Hp. 16. 

Giunti’s device on t.-p.; initials. 

Dedication signed © Lionardo Saluiati. 


1. Salviati, Leonardo, 1540-1589, ed. 1. Title. 


17-10967 


Library of Congress PQ4632.RISAGS 1565 


Razzi, Girolamo, i» ;¢ligion Silvano, fl. 1560. 

Vite di cinqve hvomini illvstri, M. Farinata degl’ Vberti, 
dvea d’Athene, M. Salvestro Medici, Cosimo Med. il piv 
veechio, e Franeeseo Valori. Seritte dall’ abate Don 
Siluano Razzi, Camaldolense, e di nuouo ristampate. 
Firenze, Stamperia de Givnti, 1602. 

6p. 1, 198, ip. 21" 

Title vignette (Giunti's device) 

Dedication Don Anseimo Venturi. 

Uberti, Farinata degli, 13th cent 

. , f . 4. Medici, Salvestro ‘des d 4 
1388. 5. Medici, Cotne de’, 1389-1464. 6 Valori, Francesco, 1438-1 498 
1. Venturi, Anselmo, fl. 1602, ed 


19-7426 
Library of Congress DG7H.7.R3 
12) 
Razzi, Silvano 
see 
Razzi, Girolamo, in religion Silvano, fl. 1560. 
1419109 


Library of Con 

















Razzoli, Gastone. 
Nei regni di san Giorgio; storia letteraris del sentimento 


cavalleresco in Italia. 
avi, 4222p, 11 219”. 
Bibliographical foot-notes 


Roma, Istituto grafico tiberino, 1929 


1. Italian lterature—Bistory ané criticiam. 2 Obivairy. 1 Tithe 
acim 
Princeton aniv. Library 
for Library of Congress 2, 
Razz6li, Roberto. 
I Francescani in Oriente. 1. migliaio. Gernsa 
lemme, Tip. di Terra Santa, 1909 
Sp. 1, 9-235, 1, p. frome. (port.) s, vlates, plan, fold facsim. 273°. 
1. Franciscans in the Levant 1. Title 
23-3861 
Library of Congress BX M6 AIRS 
Razzolini, Luigi 
Bibliografia dei testi di lingua a stampa citati dagli 


Aceademici della Crusea; opera di 


Luigi Razzolini ed 
Alberto Bacchi de lla Lega. Bolo 


gna, G. Romagnoli, 1878 








x, #2» 
Based te ™ 
lagh A Firenze. \Ab7 
Conta cla ‘ 2 
Liediziom a publica 
questa Bibl Sate 3 ita a. (4) Led a 
citate nei sette fasercol soppressi della quinta impre e 
“Appendice” was issued in 1890. Addition tre 
nh 1790, Bacchi 4 Lew Peopngnatore 
3 pte. 1 
literature Bib 4 ema della Crosca 
Bacchi fella Lega, Albert 2 author 
+6371 
Library of Congres 722352 R18 


Re, Alfonso del, 1859- 

Sulla classificazione delle conoscenze matematiche. Me- 
moria letta all’ Accademia Pontaniana da! socio residente 
Alfonso del Re. (Parte prima, letta nella tornata dei 17 

iugno 1903) Napoli, Stab. tip. della R. Universita, A. 

essitore & figlio, 1903. 

Ip lL 2p me 


On verso of t-p.: Estratto dal vol. xxarm degli Atti dell’ Accademia 
Pontantana 


1 Mathematics— Philosophy. 


641549 


Library of Congress QAI RB 


Re, Antonio del, 7. 1598. 


Tractatvs de ivramento calvmniw, in qvo breviter 
enveleantvr omnia, qv@ svper ivramento calvmnie in 
scholis, & in foro accidere solent. Avthore Antonio del 


Re Tibvrtino, v. 1. p. Dvplici indice apposito Vene 
tiis, apud hwredes Melchioris Sesaw, 1598. 
Mele Ne 
Printer’s mark on t.-p. and at end. 
1. Title 
22-1445 


Library of Congress 


Re, Dante dal. 
I precursori italiani di una nuora scuola di diritto romano 


nel secolo xv Roma, Tipografia de! Senato di Forzani e c., 
1878. 


l2p.1L 2. 


‘Memoria letta nel!’ adunanza della Socteti [lustratrice della storta 
del pensiero italiano sel secole rv tewuta tl 51 dicembre 1877.” 


1. Law—Itely—Hilst, & crit 2 Roman law—Hist & Lawyere— 
Italy. 1 Title. 


14-0880 Revised 
Library of Congress 
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Re, Emilio, | +4 
The English colony in Rome during the fourteenth century 
Communicated by Dr. Emilio Re 


(In Royal aoe society, London. 
is7t 4th ser. ¥. 6 (1923) 


Doruments in the Archivio di stato 
Rome DD &. 


Transactions Landon, 
73-92) 





relating to the English hospice io 


1. British in Rome Rome (City) Archivio di stato. a. Title 
AC 1687 
Newlerry library 
for Library of Congress ([DA2O RO «er 4 vol 6! 
ARR tl 942 00RD 


Re, Filippo, conte, 1763-1817 


Lortolano, ‘irozzato di Filippo Re Milano, Presso 
G. Silvestri, 1811 
2+. vr pl. (pert fold.) 219" 
1. Gardening. ,1 Horticulture, 2. Gardening-—Dictionaries. 2 Hor. 
tieulture— Dictionartes 
Agr 2% 1281 


Library, U. 8. Dept of Agricultare 90R223 


Re, Gaetano Da 


Re, Giuseppe del, d i564, ed 

Cronisti e serittori sincroni della dominazione normanna nel 
regno di Puglia e Sicilia, raccolti ¢ pubblicati secondo | migtior: 
codici da Giuseppe del Re, con discorsi proemiali, versioni, note 
¢ comenti de’ signori B. Fabbricatore, 8. Gatti, M. Naildi, E. 
Rosso, S. Voipicella e dell’ editore. Napoli, Stamperia del 
I'Tride, 1945,68. 

2¥. fold. plates. 279" 


Added tp: Cronisti ¢ scrittor! sincront aapoletan! editi ed gen 
ordinati per serie ¢ pubblicati da Giuseppe dei Re Storia della 
narchia 


(Continued on next card) 
14—1SAR 
401 


Re, Giuseppe del, d. 1964, ed Cronisti e serittori sincron: 
della dominazione normanna 1945-48. (Card 2 
Vol. 2: Con proemiali, versioni, aote ¢ coment! de’ signort N 


diseorsi 
om B. Pabbricatore, §. Gatti, C 
Vol. 2 edited by Domenico de! Re. 
pore published. 


Minter!.Riccto ¢ dell’ editore. 


CowTsyts.—¥. 1. Normanni.—¢. 2. Svevi 


1 3 4 gat ny —Seou 
I na = 





Library of Congress DGS47 13.44 


0401 


Ré, Juan Alejandro. 
El problema de la mendicidad en Buenos Aires, sus cau- 
«us y remedios. Buenos Aires ,Talleres grificos argentinos 
L. J. Rosso, 1937 
231, 1) p. Mus, abies 2. 
“Bibiiografia”™: p. 225, 


( Bibilotecs policta! afo 71, 2¢m. 27) 


1L. Begging—Bueoes \ires. 2 Begging 3. Buenos sires—Soc. condit. 
2 Tithe. 


SSIS 
HY 4530 BSHe 


oh Sa 10M 


Library of Congress 


389 


riv. e corr., dal x al xv migtiaio. oua Vannini, 1935. 


Ré, Juan Alejandro. 

El problema de ia mendicided en Buenos Aires, sus 
causas y remedios. Sunes Alsen, Sellen getlens exgeetions 
L. J. Rosso, 1938. 


Sp). 230 incl Mus, plates, tabien $187" 


1. Begging Buence Aires, 2 Regging 4% Buenos Airesdor condit 
1 Title. 
4171288 
Library of Congress HV<600.B8R4 1088 
a Sian 


Re, Leopoldo del. 
Relazione di una gita in Catania e all’ Etna durante la 
eruzione del dicembre 1842 per — alenne magne 


tiche osservazione. Memoria 
Leopoldo del Re, jetta nelle cham oy de’ 4 ¢ % aprile ed 
approvata in quetla dell’ 8 agosto 1843. Napoli, 1843; 
“so me 
Caption title 


1. Ema 


Library of Congress Q&523 ESR3 


Re, Luigi, 1377- 


L'avvoeato dice che. Mille 3. ed 


40. Mp.it 2 


1. Law—ttaly t Tithe 


Library of Congress 2 


Re, Raffaello del. 
Tl dialego Sull’ estinzione a oracoli di Plutsreo ds 
Cheronea. Napoli, A. Morano, 1984. 
So, 1 sp 2° 


1 Plutarehus. De orecuioram defecta. 


Sad 
Library of Congress PASSO DEBRS 
2 ms 
Re, Umbertr. 
Carburanti Milano, U. Hoepli, 1931- 


* dius, diagre 239". 

At bead of title: Ing. dott. chim. 
Vareton. 

“Bibiiografia”: ©. l. p. @8T)-400. 


Umberto Re ... dott. chim ind 


1. Carbureters. « Varetom, E. joint author. a Title 


31-1081 
Tibrary of Congres ‘TITS Bas 
+H aT 
Re, Zefirino, |792-1864. ~ 
Tl bersaglio; poemetto in due canti Zefirino 
Versione latina di A. Boschim (mstampa) } B.. Stab. up. 


A. Nobili, 1902. 
@o a= 
“St vende. per carn detia Sectet® det ttro a segpo onatonaie di Pesaro, 
a teneduio eit erigendo onpedale di questa questa cittt, derratte le qpese di 
stampa.” — Verse of cover. 
nin (p. ST-0T) > Le cintampe Geile versione latina dei’ Ode «© 
Tralee and Latin on appease pagEn 
L Carducet, Glosue, 1836- 1 Kesrhimi, Antonie, 1860 w 
o more 
PQST3O. RIS BZ 


a84d1, 


Library of Congress 





Re- (Forming compound names) 


Personal names compounded with 'Re' are 
arranged in thie catalog as one word, e. g. 
Re-Bartlett is arranged as Rebartilett, 

Re Mondini ie arranged as Remondini 
Re Vere ‘is arranged cs Revere. 


Rea, Alexander. 

+++ Chalukyan architecture; including examples 
from the Ballari district, Madras presidency. By 
Alexr. Rea, M. R. A. S., superintendent, Archaeo- 
logical survey, Mairas. Madras, Printed and pub. by 
the superintendent, Government press, 149¢. 

2 p. 4,40 ei. pl - 
(aechaoothe! ski “subves oF tadsd ™fhepbetey wee 

. imperial series, vol. XXI) 





. 13-14530 
(Continued on next cari) 


Rea, Alexander. 
+++ Chalukyan architecture ... (Card 2) 
Balf-title: Archaeological survey of India. (New 
imperial series) vol. XXI. Southern Indie. 
vol. VIII ... 
Running title: Archaeological survey of Southern 
Indie. 
“Glossary of Indian names": p. 37-40. 
qstg, Soetetestme--taares (Presidency) 2. Temples-- 
3. Madras (Presidency)--Antiq. I. Title | nae 


Library of Congrees 06417.I34 vol.2) 


Ree, Alexander. 

- List of architectural and archaeological 
remains in Coorg. Comp. under the orders of gov 
ernment by Elex. Ree, M.R.A.S., superintendent 
Archaeological survey, Madras. Madras, Printed 
— by the superintendent, Government prese, 


ix p., 11., 15 p. 35 1/2 cm. (archaeological 
survey of India. Reporte. New imperial series. 
vol. xvll) 


(Continued on next card) 13-14508 


Resa, Alexander . .--List of architecturel and 
archaeological remains in Coorg. Card 2) 
Belf-title: Archaeological survey of Indie. 

(New Imperiel series) vol.xvII. Southern Indie, 

vol .VII 


1.Kurg, Indies - Antiq. 2.Templee - Indie. 
I.Title 


13-14508 
Library of Congrese 06417.134 vol.17 


Rea, Alexander. 


Monumental remains of the Duteh East Inc 
pany in the presidency of Madras. By 





com 
Alexr. Kea, su- 


permntendent, Archeological survey, Madras Madras, 
Printed and pul. by the superintendent, Government 
press, 1897 

Ip inp taupe te 


(An ! 
ee, oe ae chological survey of India. Re 
Halt title 
vol_xmv Souther India 
“Ret ~ 
1 Made Pressdeney )— Ai “ 
Ooat a , re ~*4 ‘2 Dutch m Inde 3 Nederlandsche 


Indian, «(New ienperial series) 
wurvey of Southers India 


1-14831 
Library of Congress 


DS4I71M vol 2 


LIBRARY OF CONGRESS 


Rea, Alexander. 

Pallava architecture. By Alexander Rea ... 
superintendent, Archaeological survey department, 
Southern circle, India ... Madras, Printed by the 
superintendent, government press, 1909. 

x xi, 49 p. CXXIV pl. (partly fold., incl. plans) 
_. (Archaeological survey of India. [Reports] 
New imperial series. vol. XXXIV) 


10-1808 
(Continued on next card) 
Rea, Alexander. 
Pallava architecture... (Cara 2) 


Half-title: - Southern India, vol. XI ... 
Report on the temples of Kanchipuram, ancient 
capital of the Pallava kingdom. 


1. Architecture--India. 2. Kanchipuram, India- 
Antiq. 


Library of Congrese DS417.134 10-1808 


. South Indian Buddhist antiquities; including the 
stipes of Bhattipréjn, Gudivada, and Ghantasala and 
other ancient sites in the Krishna district, Madras Presi- 
dency ; with notes on dome construction; Andhra numis- 
matics; and marble sculpture. By Alexr. Rea, u. Rr. a. 5. 
superintendent, Archeological survey, Madras. Madras, 
Printed and pub. by the superintendent, Government 
press, 1894. 

1p i.vp.21, Sip xuvi pl (incl front) 34. (Archeological 
survey of India. (Reports New imperial serics, vol. xv 
Half-title. A survey of India. (New imperial series) vol- 
me Southern India, volume vi 
survey of Southern India 
Antig. 2 Topes (Monuments) 3. 





Coins, Indic. 1. Title. 


13-1451] 


Library of Congress DS4171M vol 15 


Rea, Alonso de la. 


Cronica de la orden de N. serafico P. 8 Francisco, pro- 
vineia de San Pedro y San Pablo de Mechoacan en la 
Noeva Espaiia. Compuesta por cl P. lector de teologia 
Fr. Alonso de la Rea de la misma provincia ... Dedicada 
4 N. P. Fr. Cristébal Vaz, ministro provincial de ella. 
Afio de 1639. Con privilegio. En México por la viuda 
de Bernardo Calderon. Afo de 1643. Ed. de la ‘Voz de 
México." Mexico, Impr. de J. R. Barbedillo y ¢.*, 1882. 

xv, Bp. 1™ 





1 Michoacan, Mexico 2 Franciscans in Mexico. 1 Title 
18-6222 
Library of Congress F136. R28 
— Copy 2 BX312 MSR4 


Rea, Caleb, 1727-1700. 

The journal of Dr. Caleb Rea. Written during the ex- 
pedition against Ticonderoga in 1758. . by his great 
grandson, F. M. Ray. Salem, Mass., 1881. 


7ip. 2a. 


Keprinted from Essex institute Historical collections. Salem, Mass., 
11 vol. 1A 


1. Ticonderoga, Rattle of, 1758. 2 U S—Hist—Prench and Indian 
war, 1755-1763-—Personal narratives. 3 Ray family 
a37 od um. Title. 


1. Ray, Fabius 
Maximus, 1837 - 
616 
Library of Congress E199 R2S 
a 

Rea, Carleton. 

British Bastdiom : a handbook to the larger Brit- 
ish Fungi. B: Pub. under the aus 


By Rea .. — 
of the Bri mycological society. Cambridge, Univer- 
sity press, 1922. 

ai, hh, Wp 2 
Biblugraghy p 746-754 


1 Basidiomycetes, 2 Botany. Brit. 2 Gt. Brit—Bowuny, = +. Brit- 
teh mycological society 
Agr 23-45 
Library, U.S Dept of Agriculture 462R22 
au 


Rea, D B. 

Sketches from Hampton's cavalry, embracing the 
principal exploits of the cavalry in the campaigns of 
1862 and 1863. By D. B Columbia, 8. C., South 
Carolinian steafn press, 1864. 

188 p. 22° 


Reprinted in UR. Brooks, Stories of the confederacy Columbia, 
wiz 


1. U. S—Hist—Civil. war—Regimental histories—H fo camsiey 
division (©. SA.) 2 Hampton's cavalry division (C.S A) 1. Tithe 

15-2446 
Library of Congress ES46.5 H2R28 
Rea, David, 1831- 


The financial problem and our foreign trade. Econ- 
omy and reform. Speech of Hon. David Rea, of Mis- 
souri, in the House of representatives, May 3, 187! 
Washington Govt. print. off., 1876. 


Wp 257 


1. Finance—U. S.—Speeches in Congress 


ca 9-519 Unrev'd 
yah 


Library of Congress HJ256.R35 


Rea, Ella M. 

Castaways of the Yukon, by Ella M. Rea ... Boston, 
Meador pubtishing company, 1936. 

296 p. front. (port.) 20)". 


1. Tithe. 39¢-10871 
Library of Congress PZ3.R2192Cas 
— ———~ Copy 2 
Copyright A 94567 sh 
Rea, Ella M. 


Mutiny on the long trail, by Ella M. Rea ... King chi- 
nook: saga of the Columbia river. Portland, Or., Printed 
by the Metropolitan press, 1933. 


6p. L, B08 p. 209". 


1. Title. m. Tithe: King chinook. 


83-11682 
Library of Congress PZ3.R2192Mu 
— —— Copy2. 
Copyright A 62401 8 
Rea, Ella M. 


Witchery isle, by Ella M. Rea. Boston, Meador publishing 
company, 1931. 
2p.1, 7-261 p. front. 20)". 


Mosc: p. 230. 
1. Tithe. 
31-25042 
Library of Congress PZ3.R2192Wi 
—- -—~— Copy 2. 
Copyright A 42017 3) 
Rea, George Bronson, 1869-1936. 


The case for Manchoukno, y George Bronson Rea ... New 
York, London, D. Appleton-Century company, incorporated, 
1945. 


wip. 21, 8-425 p. front., platen, ports, fold. map. 21. 


1. Manchuria, 2 Eastern question (Far Kast) 3. U. &—For, ret 
Chins. 4 China For. ret. —U. 8 4. U8 —Por, rel.--dapan, 6 Japan 
¥ ~ 


‘or. rel. —U. 6. Tithe. 
35 4204 
Library of Congress DeTa4 HST 
~~ Copy 2 
Copyright A T00TO adOw?, wos 











~~ @ 





Rea, Bronson, 1960-1996. 
Facts and fakes about Cuba. A review of the various stories 
circulated in the United States concerning the present insur- 


rection. By Georgy Bronson Rea Illustrated by William 
De La M. Cary, from photographs taken by the author. New 
York, G. Munro's sons ,1897, 

xix, 21,836 p. front, 6 port. 10)" 

1 Cuba—Hist —Revolution, 1996-1908 1 Tithe 

acca 
Library of Congress FITS RS 
Copy 2 n37g1 


Rea, George Bronson, |869- 
The highway to hostilities in the Far East, by George Bron- 
son Rea. Shanghai, The Japanese association in China, 1982. 
cover-title, 85 p. 214. 


1 U. &-—Poreign reiations—China. 2. China—Foreign relations — 
us aus 


Foreign relationsJapan. 4 Japan ae reiations— 


U. 8 5. Chine—Poreign relations—Jepen. 6. Japan—Foreign rele- 
tions China 7. Mencharia—History 1 Title 
spDmws 
Library, U. 8. Dept. of State DSTT7T40.R4 
SBR 


Rea, George Bronson, 1969-1 

The independence of Manchoukno Paper read by George 
Bror Rea before the members of the legal! fraternity of 
Gamma eta gamma, the George Washington law school, Wash 
ington, D. C., on November 23, 16 Washington? D. C., 








193. 
ip ..5Tip. my 
1. Mancharia-—Pol. & govt. 2 Manchur For. re Tithe 
24—10057 
Library of Concrem DSTS4. RIS 
Copy 2 atte ooLs 
Rea, George Bronson, 1869 
Japan’s place in the sun; the menace to America ; comp. 
from authoritative Japanese » aoe by Geo. Bronson 
Rea Washington, D. C., W. L. Bass, 1915? 
er-title, 4p. 2" 
Reprinted from various newspapers 
1 U. S—For. rel-—Japan. 2 Japan—For. rel —U. S 1. Title. 
14246 
rary of Congress Dsa849 U6R4 
Rea, George Bronson, 1°*9 
Manchukuo; back to first principles! Address delivered t 


George Bronson Rea, counsellor to the Ministry of foreign 
affairs of the government of Manchukuo, before an assembly 


n the hall of the Athénée at Geneva, on October 14. 1992 
Genéve, Kundig, 1932. 
Ip is 1,2 we 
1. Manchuria--Pol. & govt. 2 Manchuria—For ret t Title. 
$5714 
Library of Congress DST. Re 
3 ws 


Rea, Hope, 1560, 
Donatello, “il maestro di chi ~anno™ 
don. G. Bell & sons, 19) 


by Hope Rea Taw 


ti, 100 p front 
paleting and seulprore 


Bibliography 


38 pl Y™. Malf-titte: Toe areut 





1. Denatetio, Denate 4 Nicoold di Berto Bardi. 1386) ca.) 


1408. 


6 ae 


Library Af Congress NBEZL TRY 





CATALOG OF PRINTED CARDS 


Rea, Hope, 1260 
Donatello, by Hope Rea 


si, 100 » front, plates 20)" 
painting and acuiptare) 


London, G. Bell & sons, 1904. 


Half-titie: The great masters ip 


Bidtiograyhy p si 
jogne of the wo 
to the artist 
contained 





2 of Donatel 
arranged according to 





is atrribered 
ries in which they are 





1 Denetel ¢ Donato di Nicroit 41 Retto Bard!. ca. 1388-1468. 
22 anne 
Litrary of Congress 


NPA OTR? 1004 


a (9273) 730945 


Rea, Hope, 1560- 
Peter Paul Rubens; by Hope Res 


sons, 1906. 


London, G. Bell and 


tivp. 11, 8p. 1h front on -~- 


( Half tithe: The great mas 
ters of painting and sculpture 





ene of the principal worke of Rabena p. 127-184 
ma pix 


1. Rubens, Sir Peter Paul, 1977-1660 


wii 
Washington. D brary 
for Library doupan ND673 RORZ 
awel 
Rea, Hope, 1860- 
Rembrandt van Ryn, by Hope Rea London, G. Bell 
& sons, 1903 
25 @ p. ftront.. plates, ports. 16° (Bell's miniatare series of 
painters 
Where the artist's chief works are to be found”: p 54-57 
Looks on Rembrandt” p 30-46 
Rembrandt Hermenazeon van Rijn, 1607-1668 
+313 
Liprary of Congress NDOMB R4RZ 
a3xbi 
Rea, Hope, 1360- 
Titian; by Hope Resa. London, G. Bell and sons, 1904 
vili, 56, d, p. fromt. (pert.) Tp. 1597 Bell's mintarure series of 
painters) 


Rooks on Titian: p. viii 
List of the artist's chief works: p. 52. 
Chronology of the artist's life. 


1. Tistano Verellt, 1477-1574. 


Washington, D.C. Pub. libe. 


for Library of Congress a891 
Rea, Hope, 1960— 

The Tuscan & Venetian artists, their thonght & work, by 
Hope Rea _. with an introduction by Sir W. B. Richmond 
New and enl. ed.. with 38 illustrations. London, J. M. Dent 
& company; New York. E. P. Dutton & co., 1904 

sl, 182 p. 38 pl (incl. frome.) 199" 

Originally published ander rhe ritle Tuscan ortists 

L Artists. [taliao—Tusesmy 2 Artist, Italian—Venice t. Tithe. 

—_— 

Library of Congress NBL RO 

eatel 


Rea. Hope, | 360- 

Tuscan artists: their thought and work, with notes on other 
schools; principally for the use of travellers, by Hope Rea; 
with introduction be Sir W. B, Richmond With 31 plates. 
Zi ed. Lomdon, G. Relway, 1996. 

< 1-188 p. eeet pl 


Pudlishe inter unter rite: The Tusrse & Venetian artiste 


1. Artists, Irettea—Tusraay 2. Artists, [tallon— Venice. 1. Titte, 
al 
Library of Congress N@pIS RS 
adel, 


391 





Rea 
Rea, James H. 
“(Of battles.” Army Potomac. By James H. Rea,esq. (1. p., 
1906 
ip t.@p 27. 
verse. 
Cover-titie As epic 
1. 0. &—Hiet —Civil war—Poetry 1. Title 
7 sanoR 
Library of Congress Bast RE 
03% 1, 
Rea, James Muse. 
The money of the equitist by, James M. Rea. Lititz, 
Pa., The Express printing co., inc., ‘1921 
cover-title, 2p. L, 7-42 p 1 illus, 23° 
il. Money Title. 
22-A724 
Library of Congress HG6ILRS 
Copyright A 656116 2 
Rea, John 
\ lett te Wilham Bainbridge, esqr., formerly com 
mami the United States ship George Washington; 
latiy some transactions, on beard sad ship, during 
a voyage to Algiers, Constantinople, &. By John Rea, 


an ordinary seamar 
r the author, 1902. 


mm bea Philadetphia, 





Bainbridge, William, 1774 1833 Gunmen 
7-28731 
Library of Congress G59 R2 
py 2 Duane lets. 6. no. & 
ACI en oOo 

Rea, John, ¢. 16#1 

Flora: seu, De forum cultura. Or, A complete florilege, 
furnished with all requisites Belonging to « florist. In mt 


books. I John Rea, gent. London, Printed by J. G. for 
R. Marriott, 1665 
wo ms. @ 


Added tp, Mus. Flora. Ceres & Pomona, by John Rea 
Ceres and Pomona each Lave seperate (.-p. “Tritie page for Ceres sot 
Briuded \p paging, 


Floriculture. 2 Gardening. & Fruit-culture 3. Pomology, 
Title. 1-08 
Agriculture S0R222 

035i, 


Library, C. 8. Dept. of 


Rea, John, d. 1681. 
Flora: seu, De florum cultura. 


Or, A complete florilege 


rnished with all requisites belonging to a florist. The 
nares impression corrected, with many additions, and 
several new plates. In m books. By John Rea, gent. 
London, Printed by T. N. for G. Marriott, 1676. 
eat 2.7ae Se Bem 
\dded t.-p., engr.- Flora, ceres & pomona 
Head preces 
Florreulture. 2 Frust-culture. 1. Tithe 
1114687 
Library of Congress sB7 RB 
adbel, 


Rea, John Todd. 

How to ostimate ; being the analysis of builders’ prices, 
giving full details of estimating for every class of build- 
ing work, with thousands of prices, and 3 useful 
memoranda, by John T. Rea 4th ed., and eni., 
with over 400 illustrations. London, B. T. Batsford, Itd. 
1919) 


avi, 544 p. incl 
matter in 





he. ott, 2 
piume appeared o« orugnaily as a serves of articles in 
.* CPrefece to the’ ist edition, dated ist October, 


\ reprint of the 4th ed. rev Co Sey ge A petans am 
2 Busiding-—Gt. 





| Boriding-— Estemates. 


2-10087 
Library uf Congress THAISRS 1919 


a 





Rea, Leonard Owens, 1{%)1- 
The financial history of Baltimore, 
Owens Kea Kaltimore, 1929. 
129 p. Incl. tables, diagrs. 
——_ (Pum) 


1900-1926, by Leonard 


7. 
Jvbns Hopkins university, 1928. 
Pita also as Johns “| oa university studies in historical and 


political sctence, ser XLVIL no 
Bibliography p. 127, 


1. Finance -Maltimore — Hist 1. Title 
218142 
Library of Concres HI925B. R2N+ 1928 
Johas Hopkins Univ Liber 
39e1, 
Rea, Leonard Owens, 1%) 1- 
. The financial ra = | of Baltimore, Y age me by Leon- 
ard Owens Rea ... Baltimore, The J: ohns Hopkins press, 
1929. 


incl. tables, diagra 24)”. 
to tea aans nad atbead eoionse 
Issued also as thesis (rn. 0.) Johns Hopkins university 
Ribiiography : p. 127. 


(Johns Hopkins university studies 
ser. xLv1i, no. 3) 


1 Finance —Baltimore—Hist 1 Title. 
2918141 
Library of Congress H31.36 ser. xurm, no. 3 
—— —— Cops 2. HJ9253 B2R4 1929 
Copyright A 11475 oy 
Rea, Lilian. 


The enthusiasts of Port-Royal, by Lilian Rea; with twelve 
illustrations. New York, C. Scribner's sons, 1912. 

xiv p. 21, 3-854. 11. front. pl, ports, plan. 25". 

“List of authorities” | p. 330-845. 


1. Port Royal. 2 Jansenista 1. Title. 
13—10823 
Library of Congress BX 4730.R3 
10e1, 


Rea, Lilian. 

The life and times of Marie Madeleine countess of La Fa- 
yette, by Lilian Rea. With twenty illustrations, London, 
Methuen and co. 1908, 

xi, 336 p. 20 pl (incl. fromt. ports.) 23". 

“List of sutburities” : p. 323-329. 


1. La ee a Mareleine (Ploche La Vergne) comtense de, 
1634-1008. 2. ore Hie —Lonate xiv, 1043-1715, 3. France—Court 
and court ee Frapee—Intetiectua! life. 
O27 4 
Library of Comzress C190, LORS 
38d), 
Rea, Mrs. Lorna. 
First night, by Lorna Rea .. New York and London, 
Harper & brothers, 1932. 
Sp.l,828p my. 
“Piret edition.” 
- 52-25843 
Library of Congress PEA. R2198F) 
———— Copy 2. 
Copyright A Sos0s o 
Rea, Mrs. Lorna. 


prisoner, by Lorna Rea; wood engravings by 
Lake benk London, W. Heinemann, itd. ,1931, 


Sp. 1. 3-136 p. froat, iitus 19°. 


1. Tithe. 
uw 
Liprary of Congress PZ3 R2198Hep 
Copyright A ed tot 15910 & 


LIBRARY OF CONGRESS 





Rea, Mrs. Lorna. 

The happy prisoner, by Lorna Rea; wood engravings by 
Lesley N. Smith. New York and London, Harper & broth- 
ors, 1932. 

6 p. L.. 3-184 p, 11. Incl. front., itu, plates. 199 

“First edition.” 

1. Title. 

32-8079 

Library of Congress PZ3.R2193Hap2 
—_ Copy 2. 

Copyright A 50345 5) 
Rea, Mrs. Lorna. 


Rachel Moon, by Lorna Rea ... 
Harper & brothers, 1931. 

4p. 1, 422 p. 20 

“First edition.” 


New York and London, 


1. Title. 
31-528 
Library of Congress PZ3.R2193Rac 
— -— —~— Cops 2. 
Copyright A 32562 1315, 
Rea, Mrs. Lorna. 


Six Mrs. Greenes, by Lorna Rea. New York and London, 
Harper & brothers, 1929. 


Sp. 1, 318 p, 11. incl. geneal. tab. 20° 


1. Title. 
206663 
Library of Congress PZ3.R219381 
— ——— Copy 2 
Copyright A S847 (3263, 


Rea, Mrs. Lorna. 
The Spanish armada, by Lorna Rea . 


New York, G. P. 
Putnam's sons, 1933 


175 p. tnel. front. (port.) itius. 109°. (Half-title: “Great veca 
sions”) 
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Library of Congress Pages eRe 
—- — Copy 2. 
Copyright 0 pub. 4071 a ma 





Reach 


Reach, James 

The Darktown jamboree, a complete minstrel by James 
Reach ... New York, N. Y., Los Angeles, Calif., S. French; 
London, S. French, itd. ; ,etc., etc., "1939. 


3p. 16>. 


1. Negro minstrels 1. Tithe. 


30-4837 
Library of Congrene PN4905. NGR42 
— —— Cue 2 
Copyright D pub. 61912 8 701.1 
Reach. James 


. Th 
OTB 
Library of Congress PSSS85.E12D5 1987 
——— Copy 2 
Coprright D pub 51238 2; 8125 
Rench. James 
Don't tell « soul, s comedy for gy ent 
Reach .. New York, N. Y., Los Angeles, ; 
London, S. French, ltd. ; ete. ete., 1940. 
Tip Gage. 1. 
i Tithe 
O-8TI4 
Library of Congress PSS EWZDSS 1060 
— ——— Copy2 
Goprright D pub THB 2 a5 
Reach, James. 


Double trouble; « farce in three acts, by James Reach 
New York. N. Y., Los Angeles, Calif. 8. French; London, 
8. French. itd.: ,etc., ete, “1986. 


4, p Gagr 169° 


1 Tithe 
‘37-29008 
Labrary of Congress PSIGSS E1ZD8 1986 
~— —— Copy 2. 
Coprright D pub. see0e 2 e125 
Keech, James 
Dress parade; s comedy in three acta, by James Reach 
New York, N. Y., Los Angeles, Calif, S. French; London, 
8S. French, itd. ; pete., ete., “1940. 
Lap Ge wer 
i Tithe 
© 1008 
Library of Congress PREOSS.I2DT 1960 
a Cag 2 
Coprrign Dpeb Tel a s125 
Hames, bomen 
bleven the ese ; 2 melodrama in three acts for an all 
abe cas, Jemes .. New York, N. Y., Los Angeles, 


dba of mere 


LIBRARY OF CONGRESS 


Reach, Jamea 

A fourth for bridge; a one-act play for women, by James 
Reach New York, N. Y., Los Angeles, Calif., 8. French, 
ine.; London, S. French, ltd. ; ,ete., ete. “1937. 

28 p diagr. 19°. 


1. Tithe 
87. $2284 

Library of Congress PSS585.E12F6 1937 
— -— — Copy 2 
Copyright ID pad. 52282 a 8125 
Reach, James. 

Fright. a mystery play in one act by, James Reach New 
York, N. Y., Los Angeles, Calif., 8S. French; London, 8. 


French, Itd.; ,ete., etc. 1937 
2p. diagr 18) 





1 Tithe 
3T-17214 
Library of Congress PSSS8SE12FT 1087 
—- Copy 2 
Copyright D pod. 50050 2) e125 
Reach, James. 


Georgie-Porgie ; a one-act comedy of youth, by James Reach 
New York, N. Y., Los Angeles, Calif., S. French; London, 
S. French, itd. ; ,ete., ete., *1939, 


33,1, p Ginger. 184°. 





1 Title 
‘30 828% 
Library of Congress PSS585.£12G4 1989 
— Copy 2 
Copyright D pub. 6as04 2 8125 
Reach, James. 


by Ce gh ey Ay tow James 
ork, N. Y., Los Angeles, Calif., 8. French; 
don, re Freche ‘Vtd.: rete., ete., °1986. 


Sp dingr, 10" 


Reach 
Lon- 


Ga 36-90 Unrev'a 
Library of Congress PS3585.E1206 1986 
— ——- Copy 2 
Copyright D pub. 43208 a 812.5 
Reach, James. 
Good 


1, Tithe. 

41-28281 

Library of Congress PS8586.6120%5 1941 

ay 8125 
Reach, James. 

Grantee on8 Gp Aanainn wap, 9 comely in Goce, ty 
James Reach New York, N. Y., Los Angeles, Calif., 
French ; etc., otc., "1941. 

1, d)p. Gage, wy. 

1. Tithe. 

41-26727 

Library of Congress Peeess £12008 1041 

a, 25 
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Reach, James. 

The green ghost; a mystery comedy in three acts, by James 
Reach New York, N. Y., Los Angeles, Calif, 8. French, 
ine.; London, 8. French, ltd. ; ,ete., ete., "1985 

Sp diagr, 19° 


1. Title 
ca 96-10 Unrev'd 
Library of Congress PSINBS.1207 1985 
Copy 2 
Copyright D pub, 40007 \301, 8125 


Reach, James. 

Her first flame, a comedy of youth, in three acta, by James 
Reach. New York, N. Y., Los Angelos, Calif, S. French; 
cote., ete., “1942. 

Ol p dingr, 19° 


1, Title. 


Library of Congress PS8885. 61204 


a ° 912.5 


Reach, James. 

His first date; a comedy in one act, by James Reach 
New York. N. Y., Los Angeles, Calif., 8. French; London, 
S. French, itd.; ,ete., ete. 1997 





31, (ly p. dingy. 19% 


1. Title. 
386R10 
Library of Congress PMSI85. F125 1987 
--- Copy 2 
Copyright 1 pub. 51463 a 8125 
Reach, James. 


House of horrors; a mystery farce in three acts, by James 
Reach ... New York, N. Y., Los Angeles, Calif., 8S. French; 
London, 8. French, Itd.; ,ete., ete., *1987. 


M1, a) Dp. Gingr. 189" 





i Title. 
‘BR 4AT4 

Library of Congress PS2535. E1206 1967 
— Copy 2 
Copyright D pub. 51233 12) 6125 
Reach, James. 

T'll remember you; a comedy in three acts, by James Reach 

New York, N. Y., Los Angeles, Calif. S. French, inc.; 


London, 8. French, Itd.; ,ete., ete., 1935. 
78 p. diagr. 19. 


1. Title. 
33-12334 
Library of Congress PS3535.E1212 1935 
Copyright D pub. 36061 2, 8125 
Reach, James. 
aan - hak span éen b Sono Y 
+ — ow Yet, § , Los Angeles, Calif. 
a (ete. ete., on. 
2p. diagre 18)". 
Tithe 
41-15745 


Library of Congress PSS 121 T ee 


2 m25 














Reach, James. 

Sabie; pana S gm, in one act, by James Reach 
New York, N. Y., Los Angeles, Calif., S. French; London, 8. 
French, itd. ; sete., ete., *1989 


7.a,9 Meg. 1 


1 Title. 
148 
Library of Congres: PN@120 ASRBIS 
Copy 2 
Copyright D pub 672m 2 s125 
Reach, James. 


Little Miss Dreamer; a comedy im three acts, by James 
Reach New York, N. Y., Los Angeles, Calif., 8. French, 
ine.; London, 8. French, itd. ; ,ete., ete., “1935. 


Sp. Megr. 187”. 


1. Tite 
on 9-122 Cnrew'd 


Library of Congress PSSS85 E1215 1985 


Copyright D pub. 40457 812.5 


Reach, James. 

Lunatics at large; a mystery comedy in three acts, by James 
Reach New York, N. Y¥., Los Angeles, Calif., S. French 
London, 8. French. itd.; ,ete., ete., 1986. 

2 p. dingr. 19° 


t Title. 
37 29en@ 
Library of Congress PRANKS. IIS 1988 
Copy 2 
Copyright D pub. 46579 2, 25 
Reach, James. 


Meet the Duchess; a comedy in three acts, by James Reach 
New York, N. Y., Los Angeles, Calif. 8. French; London, 
S. French., Itd.; ,ete., ete., “1996 


2 i, @agr i 


t. Title 
ST-29801 
Library of Congress PS3h85.£12M4 19548 
_— — Copy 2 
Copyright D pub. 46573 2 125 
Reach, James. 


The missing witness; a courtroom melodrama in three acts, 
by James Reach New York, N. Y., Los Angeles, Calif., 
8. French; London, 8. French, itd.; ,ete., ete., "1936. 


Sl) p diagr 19" 


1. Title. 
5. -29800 
Library of Congress PSSSRS.E12M5 1988 
—- —— Copy 2. 
Copyright D pub. 44585 2, 125 
leach, james 
Mr. Snoop ; pinay in one act, by James 


. Tithe, 


CATALOG OF PRINTED CARDS 


The night was dark; a mystery comedy in three acta, by 
James h New York, N Les Angeles, Calif 


» & 
S. French ; London, 8. French, ied > ote., ete., “1940. 
74) @egr 187° 


Title. 
o- 0a 
Library of Congress PSRSSS. BINS 1960 
Copy 2 
Copyright D pub mAh 2 25 
Reach, James. 


Now that April's here; a comedy of youth in one act, by 
James Reach New York, N. Y., Los Angeles, Calif., 8. 
French; London, S. French, itd.; ,ete., ete. "1939. 


2. a),9 disgr, 1 


tL Title. 
1514 
Litrary of Congress PN@120 AGRSIA 
- Copy 2 
Copyright D pub. 67202 2 w125 
Reach, James. 
Ob! Clarissa! A comedy in three acts by James Reach 


and Tom Taggart New York, N. Y., Los Angeles, Calif. 
8. French, ine.; London, 8. French, itd. ; ,ete., ete., °1988. 


Sp diegr, 187”. 


1. Taggart, Tom, joint author a. Title. 


3 san 
Librery of Congress PARAS H1205 1088 
— Copy 2 F 
Copyright D pub. 4781 a 25 
Reach, James. 


One mad night; a mystery 
Reach New York, N. Y., 
ine.; London, S. French, itd. ; 


Tp diegr. 18. 


By in three acts, by James 
in Calif., 3. French, 
, ete, “1985. 


ahaa o-12885 
Library of Congress PRISBS.L12IO6 1985 
Copyright D pub. 3672 2 s125 


. Title 
o nme 
Library of Congress PSOSRSRIZP4 1960 
—— — — apy 2 
Copyright D pub. eat a as 


> sseeet 
Library of Congress PRESSES 168 

—— ——— Usps 2 

Copyright D pub. #0159 al a2 
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Reach, James. 

Quick tricks ; diatem playlists for the cheb or sched ange, 
by James Reach. New York, N. Y., Los Angeles, Calif, S 
French ; London, S. French, ltd. ; ,ete., ete., “1986, 


wp wy 
1. Title. 
ca 3808 Vnrev'd 
Library of Congress PN@120. ASRS? 
—~ Copy 2 

Copyright D pub. «8219 Mel, mas 
Reach, Jamea 

Shadows in the comedy in three acta, 


night, » 
by James Reach New York, N 
S. French ; ,ete., ete, "1042. 


Mp der we. 


i Tithe 


Tithe 
1-2? 
Library of Congres PRRRSIZTS 1041 
a 25 

Reach, James, 

‘The wagon to the star, » comedy in three scts, by Jeanette 
Cart adapted from the novel of same 1ame 

Mildred Foulke Meese New York, N. 


wm 
Galif., 3. French; London, 8. French, itd. ; ete., ete.; “I! 
OT. Ay Ginger. 184". (On cower: French's standard library edition) 


labrary of Congress 


f 
4 


Reach, James. 
Wallflowers; a comedy for five women, in one act. by James 


Reach New York, N. Y¥., Les Calif., 3. French; 
London, 8. French, itd. ; ,cte., ete., "1987. 

Wp. lk diag 1 

Title. 
anno 

“abrary of Congress PSSSS.EITWS 17 
——— Oop 2. 

Sopyright D pub. S8388 J 25 
Reach, james 


Litrery of Congress PRESSES ELIWES 





Reach, James 
Welcome. danger! A melodramatic farce in three acts, by 
James Reach .. New York, N. Y., Los Angeles. Calif. 


S. French. inc.; London, S. French, Itd.; ,ete., ete, 1937. 
7, A,B ding. 189°. 


1. Tithe. 

37-8285 

Library of Congress PSSS35.E12Ww4 1987 
— --~— Cayy 2 
Copyright D pub. 52233 * 8125 
Reach, James. 

West end high, « comedy in three acts, by James Reach 
New York, N. Y., Los Angeles, Calif, S. French; London, 
S. French, ltd. ; ,ete., ete, *1939. 

6. ,p diagr, 19° 

1 Tite. 

39-4087 

Library of Congress PNG120.45R823 
— —— Copy 2. 

Copyright D pub 62192 2 8125 

Reach, James. 

‘The window; s drama in one act, by James Reach... New 


vee ST, ‘Los Angeles, Calif, 8. French; London, S. 
French, itd.; ,ete., etc., “1936. 


23, a) p dingr. 189° 

& Tithe 

Litrary of Congress PSS3S5.E12W5 1996 
sineniiel 
Copyright D pub. 40617 2 8125 
The Reach officia! American league base ball guide for 


an annual compendium 
of base bal) records 
18 -19 

7. fronts, ius (incl porta) 17 


‘Tithe varies Reach's official base ball guide 
Reach's officia) Awerican league base bal! guide 


Philadelphia, A. J. Reach company, 


1908- The Keach official American league base bal) guide 
Editor 1 F.C Richter 

1 Base-bell— Year-beoks. Francis C, 1854- 
m Beach's oficial base ball guide: Pa ~y ty ty th - 
base bal) guide 

ca 5—TH Unrev'd 

Library of Congress Over? R28 

Copyright (Bec, 


Reach official basket bell guide 
see 
«++ Cfficial book of rulesfor the 


government and protectin of the 
game of basket bell... 


Reache, Léo Gerville 
see 


Gerville-Reache, Léo. 


LIBRARY OF CONGRESS 
Réeache, Maxime Gerville- 


Gerville-Reache » Maxime. 


Reach's official base ball guide 


see 
Reach's official American league base 
ball guide. 


The reactionary revolt and the revolution for liberty 
in Mexico. ;Washington, D. C., The Marvin S. Young 
company, printers, 1915, 


cover-title, 16 p. 23°. 


1. Mexico—Hist —Revolution, 1910- 


Library of Congress 
—— Copy 2. 


F12M. R2B 


; @ quarterly eaieiee devoted to the science 
of aluminothermics. v. Ist quarter 
1908- 


New York city, Goldschmidt thermit company ,1908 


ius. 27)°° 


1 Wek ding Period. 2. Thermit 1. Goldschmidt thermit company, 

New Yor 
18-17718 

Library of Congress TS227.A2 
Read, A B. F 

Lighting the home, by A. B. Read ... line illustrations by 
C. P. Warren. London, Country life Itd., 1938. 

Ti.) p Mus. 42 pl on 211, diegra 254". 


“First published 1968." 


1. Blectric lighting. 2 Electric light fixtures. 3. House decoration. 
1 Title. 


39-9822 


Library of Congress TK+s8 Ra «1088 


2 644315 


Read, Albert M. 

Warehouse fires, their causes and prevention, by Albert 
M. Read Read before the American wa: s 
association at its tenth annua! convention, St. Louis, Mo., 
October 18th, 1900. New York, American warehouse- 
men’s association (190-1, 

Mp ae 


1. Fire prevention. 


$390 
Library of Congress TVR 





Read, Alfred Frank Charles, 1907- 

... Balti grammar, by A. F.C. Read .. 
Asiatic society, 1934. 

ivy, WE p. 25". 


London, The Royal 


(James G. Forlong fund, vol. xv) 


1. Tibetan language—Dialects—Balti, 2. Tibetan language—Grem- 
mar. 1, Title. 


B04 


Library of Congress PL3651. B2R4 


2 405.47 


Read, Alice 
see 


Rouse, Urs. Alice Riddle (Read) 


Read, Ambrose. 
The A BC of finance. By Ambrose Read ... Des Moines, 
Ia., Mills & co., 1876. 


6p 224". 


1. Paper money—U. 8. 

ca T—OOA1 Uorev'd 
HGS88.R28 
(42b1, 


Library of Congress 


Read, Angelo M. 


David's lament, a song of love; cantata for soli, 
chorus and organ, with two cornets ad libitum. New 
York, G. Schirmer, 1902. 

2p.b, 7p. Bey". 


mar ponds cornet parts for “ Let God arise’’ (2 1.) 
‘oe! 


Dim 
Library of Congress, no. 

Read, Arthur Davis, 1882- 

The profession of forestry, by Arthur D. Read ... New 
York, The Macmillan company, 1934. 

vilip. 21,68). front. plates. 19). 

1. Foresters. 2. Fi and fe 3 |. Tithe. 

orests ‘forestry. 1 oo 
Library of Congress SD873. R28 
42w2, 634 OUD 


Read, Benjamin. 

The history of Swanzey, New Hampshire, from 1734 to 
1890. By Benjamin Read ... Salem, Mass., The Selem press 
publishing and printing co., 1992. 

xiv, S85 p. front. Mus, plates, ports, fold. map, fold. plan. ue. 


“Geneslogies”: p. (200)-004; } and Pw 
p 506-573. 





1. Bwaneey, N. 11st. *. Swansey, N. Honest 


Library of Cougress 


Fes SOTR? 
(28dt, 











Read, Benjamin Maarice, 1853— 

Chronological digest of the “Documentos inedites del 
Archivo de las Indias” (unedited documents of the Indies) by 
Benjamin M. Read Albuquerque, N. M., & Ander 
son, printers, °1914. 

mip 0 

1. Spanish America—Hist—Sourceh, 2 America—Dise. & explor~ 
yanish. 3 Spain—Colonies, 4 Spain—Hist-—Sources. 1 Colec- 
1én de docur-entos inéditos, reietivos al descubrimiento 


de América 
y Oceania. vv. Title 
14-8121 
Library of Congress B123.c7 
~ Copy 2. 
Copyright A 361823 ie, 


Read, Benjamin Maurice, 1852- 
Guerra mexico-americana (Por, Benjamin M. Read 
Santa Fe, N. M., Compania impresora del Nuevo 
Mexicano, 1910. 


299 p. front. (port.) facsims. 23° 


1. U. S—Pol. & govt —War with Mexico, 1845-132 
10-1827 
Library of Congress FAO? R2B 


© July 12, 1910, 2c. July 16, 1900; A 268344; B. M. Read, Santa Fe, N. Mex. 


Read, Benjamin Maurice, 1453 
Historia ilustrada de Nuevo Mexico, por el lic. Ben- 
jamin M. Read Cuatro libros en an tomo. Santa Fe, 
N. M., Compania impresora del Nuevo Mexicano, 1911. 
616 p. incl. illus, ports. 28°. $1000 


1. New Mexico—Hist 


11-10360 
Library of Congress 


Read, Benjamin Maurice, 1853— 

Illustrated history of New Mexico, by Benjamin M. 
Read ... tr. into ane under the direction of the author, 
by Eleuterio Baca . (Santa Fe, New Mexican printing 
company) 1912. 

812 p. incl. iflus, pl, ports, facsims 257. $1000 

p 805-08, advertising matter 


1. New Mexico—Hist t. Baca, Eleuterio, tr 


F796. R27 
——— Copy 2 ae! 
Copyright A 316065 


12-14970 


Read, Benjamin Maarice, 1853- 

Popular elementary history of New Mexico, 
by Benjamin M. Read Santa Fe, N. M., B be heed, 
1914. 


186 p incl front (port) illus, maps 2y™ so 


1 New Mexico—Hist 


i+ 089 
Library of Congress 


Copyright A ea 


F796. R29 


Read, Benjamin Maurice, 1853- ied * 
A short histo: of slavery in America, by 

Read ... St. Lewis, Mo. *“Amerika”’ priat, TT 
cover-title, 7p. 224™. 


Pens See St. Louis, Mo. 
ai 


1. Slavery in America. 


Library of Congress HT. R¢ 
Copyright A SS8R9 db 
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Read, Benjamin Maurice, 1453- 
A treatise on the disputed points of the history of New 

Pr oie Benjamin Read Santa Fe, N. M., B. M. 
a 


Ip lL Wp. 2 


1. New Mexico—Hist 


‘ : 19-14113 
Library of Congress F7O RB 

— — Copy 2. 

Copyright A 53249 ay 


Read, Bernard Emms, comp. 


Botanical, chemical, and pomaties reference list 
to Chinese maveria medica, comp. by B. E. Read 


Peking, Printed by Burean of engraving ‘and printing 


“Chemica! and pha ~ a7 > references”: p. ii 
By! of cmtwle ie and medica! botany other than cited nm 
this reference list” 


dD ime. 

1. Botany—China. 1. Chine—Botany: 2 Botany, Medical 2 Medical 
botany) 

Agr 23-1155 
Library, U.S. Dept. of Agriculture 396R25 
7) 

Read, Bernard Emma, | 287 

Chinese materia medica _. by Bernard E. Read Peiping, 


Peking natural history bulletin, 1931- 

*. plates (lcol) 2”. 
From the Pen ts'ao kang mu by Li Shih-Chen, « 9. 1507 
Pert 1 reprin om the Peking netural Merory halletin, 
a oe | vee. 

Containa Dibiiographies 

Conrerts.—pt. 1-5. Animal droge—pt. & Avian druge—pt. 7. 
Dragon anc snake drugs. —pt. 8. Turtle and shellfish drugs 


1. Materta oe 2 Therapeutics. 1, 2 Materia medica and 
Tithe. 


therapeutics 
Agr 32-870 Revined 
U. 8. Dept.ofagr. Library 396K22 ® 
for Library of Congress rir? 


Read, Bernard Emme, | 4*i- comp 

Chinese medicinal plants from Pen tao kang mu A. B® 
1506. 3rd. edition of a botanical. chemical and pharmacolog 
cal reference lixt compiled by Bernard E. Read Pei ping, 
China, ng uo history bulletin, 1936 

2p.k 


iii p—4, beth compliers, in Chinese introduction in English 
1 Chinese 





““ageund sairton pubis under. ti Planter medictnalis Sinenst« 
a aes 
wy vetorenses wetptal to « erudy of Chinese materia medica” 


ry a 
Materia medica—Chiaa, 2 (oa Medical. =< Metics! botany, 
3 Borany nian 3. Chine- t Lin, Jectteng, 1986- 
c ou. Petting satura! — bulletin. at. Title ow. Title 
reo twee kang mu. 
Agr 6-713 
U8 Dept ofeer Library mane 
for Library of Congress ReIAO.CORe 1058 
ma. 615.32 


Read, Bernard Emms, 1487- 

Hospital dialogue ; English-Chinese sentences in dialogue for 
use by foreign practitioners in North China, with an outline of 
Chinese medical history and English bibliography, by Bernard 
E. Read. 2d el. 1990. Peking, The French bookstore , 1930, 

Ip td, 9p 

Bibtiography p. 61-79. 


L Gua» \anguage— Conversation x phrase books 2 nation 
language — Conversation and phrase books — Chinese 3 Medicine — 
bine 7 Title 


Library of Congress 


Materia . E. ons 
ed. Publish@l by Council on publication, the Chinese med- 
ical aspociation. Shanghai, Kwang Hsueh publishing house, 
1934. 

ptm pil Ws 

‘Title and text also tn Chinese. 


Read 


Read, Bernard Emma, | 387- 

Plantae medicinalis Sinensis, 2d ed. Bibliography of 
Chinese medicinal plants from the Pen Ts’so Kang Mu ... 
1596 4. »., by Bernard E. Read and, Liu Ju-ch’i 
Peking, Dept. of pharmacology, Peking union medicai 
in collaboration with the Peking laboratory of natural his- 
tory, 1927 

pA, x 1009.11. 090 (Flora Sinensia, ser. a, v. 1) 


Further helpful to « study of Chimateria medica”: p. x-x1. 
Bibliographical abbreviations” p. rill-ix 


1 Chim Botany 





1 Ue, bfan, 1906- 
joimt author Calon medical college. Dept of 
m. Peking iathocnnery of satoral bistory. rv. Flora Sinensi«. 

Agr 1208 
Agriculture 460 14R22 
a83e1, 


Library, U 8. Dept. of 


Read, Burton Lester, 1879- 

The public, the investor and the railroads of New England ; 
an unprejudiced anaiysis of the affairs of the Boston & Maine, 
and New York, New Haven & Hartford railroads, and an 
appeal for justice and sound finance, by Burton L. Read. Bos- 
ton, Mass., The Financial publishing company ,“1913, 

“ip 2H". 


Rallroade-New England 2 Boston ryt ~ railroad 3 New 
York, New Haven and Hartford ratiroad 


13 23 
Library of Congress HE2T71 AllRe 
Cops 2 
Copyright A 948819 391, 


Read, Carveth, 1948- 

Man and his superstitions, by Carveth Read ad ed 
Cambridge ,Eng., The University press, 1925. 

wi 278 p we 


rected impression of the last 
superstitions 


See te ot 
nan aod of his Mia 


seven 
pobliahed in 1820" — 


|. Ethnopeychology 2. Superstition 3. Magic 4 Auimiem. 5 To 
omiem 1. Title. 


Library of Congress ON«S1 Re 1925 


Read, Carveth, |348- 


The metaphysics of nature, by Carveth Read London, 
A. and C. Black, 1905. 


vil, 34 p. 2”. 


Costenwts.lntroduction.-beek 1. Canonte —beck 1. Cosmology — 
book ut. Peychology —Seek (v. The categories. 


1. Metaphysics. 2 Philosophy. 3. Keowledge, Theory of. 


> Seser 
Library of Congress BDILR 


3a, 


Read, Carveth, 1948- 


Natural and social morals, by Carveth Read .. Lenacm, 
A. and C. Black, 1909. 


=v, it4p 2. 


1, Ethics. 2 Social ethics. i Tithe. 


10480 
Library of Congress Bs1BI1.RA 
2m, 
Read, Oarveth, 1848- 
the of loge: an essay. By Carveth Read. 
Lendon, C. K. & co., 1878. 


xii, BB dingra 1yT. 


ope 


Library of Congress 








Read, 1548 
The origin of man, by Carveth Read ad rev. and 
enl. dge, The U = 





seen Met eittden (00 part of The ovigtn of mas end of his euperetitions 
Second edition (as separate book) 1925.” , 


1. Men—Origia. & Tithe. 
2525105 
Library of Congress GN400 R43 
Atel 
Read, Carveth, 1848- 
Seoarigin of saan and bio experetiiens, ty Corveth Bend .. 
Cambridge, The University press, 1920. 


xt, 850 p. diagr. 23°. 


1. Mam—Origin. 2 Superstition 3. Magic 4 Animism. 5. Totem- 


im. =. ‘Tithe 
21—28419 
Library of Congress GN#0.R4 
Mm, 

Read, Cecil Byron. 

... Efficiency of methods in solving algebraic equations, by 
Cecil B. Read Wichita, Kan., 1937. 

29 p incl tables 22°. (Wichita, Kao. Municipal university, Uni- 
versity studies Bulletin po. 8) 


t heed of title: Bulletin. Municipal university of Wichita. vol. xu, 
no. 11. November, 1887 


1 Equations 2 Equations—Numerical solutions. 1. Title. 
Aa#@-—11T5 
Johns Hopkins univ. Libr. 
for Library of (f2c1, 


Read, Charlies Alexandre, 119-1895. 

Henri rv et le ministere Danie! Chamier, d’aprés un journal 
inédit du voyage de ce dernier & la cour en 1607; 
histoire lu & Académie des sciences morales et politiques, le 
25 mars 1854. Précédé et suivi de quelques considérations et 
documents, pour servir & l'étude du caractére de Henri rv, par 
m. Charles Read ... Paris, A. Durand ,etc., 1854. 


ep = 


1. Heort rv, king of France, 18-1610. 2 Chamier, Daniel, 1565-1621. 


sD19—-™ 
U. & Dept of state. Libr. CT.HB06.R2 
for Library of Congress ye4lbl, 
Read, Charlies Alexandre, 1819-1898. 
Mé secrets et té Chute de 





Charles x. Royauté de juillet. "24 février 1848, Accompagnés 
de remarques sur la part de nos gouvernements dans nos révo- 
Ivtions et d'un fac-simile de l’abdication de Louis-Philippe, 
pub. pour la premiére fois d’aprés l’original. Paris, Librairie 
des bibiiophiles, 1875. 

=> 2 

At bead of tithe: AJ. de Marney pared, 


1. Freace—Hiet —Lovls Philip. 1630-1868. 1 Title 
mm 
Librery of Congress DCI R28 
a36e1, 


Read, Charles Anderson, 1541-1875, ed. 
‘The cabinet of Irish literature: selections from the works of 


sketches and literary notices by Charles 
oir pow om geen Bar mA cer nog Tacs FQ 
yy — reeds 1905. 


a 
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Read, Charles Hercules. 


On an ancient Mexican headpiece, coated with mosaic. 


Communicated to the Nw antiquaries ...  West- 
minster, Nichols and sons, 1 

lp. 1, 169. ilus, col pl 4 

Reprint from Archacologia, v. 54, p. 383-398. 

16460 

Library of Congress 

Read, Charles, H,ercules, 1857- 
By C. H. 


On antiquities from Huasco (Guasco), Chili. 
Read ... ndon, Harrison and sons, 1889. 


cover-title, 57-42 p, 11 illus, 2 pl 219™ 
wt from the Journal of the Anthropological institute, August, 


1. Huasco, Chile—Antiq 


Library of Congress F 3069.1. H8R2 


Read, Charles Richard, 1889- 
Squash rackets, by Charles R. Read ... 


mann limited, 1929. 
xvi, 153, (1) p. incl. plates, diagrs. 


London, W. Heine- 


front. (port.) 22° 


1. Squash rackets (Game) 1. Title. 
30-1007 
Library of Congress 3V1008.R4 
Copyright A ad tnt. 13155 2) 
Read, Charles Stanford, 187! 
Fads and feeding; by C. Stanford Read New York, 


E. P. Dutton and company, 1909. 
vill, 143, 4) p> 109" 


1, Diet 

WO-188 Revised 
Public Library 
173002, 


Washington, I) C. 


Read, Charles Stanford, 1871- 
ae | oy egdiony in peace and war, by C. Stanford 
2 charts. London, H. K. Lewis and co., Itd., 


vii, 168 p. charts, tables. 
Bibliographica! foot-notes 


254° 


1. :Paychology, Military, 2. Insanity :im soldiers; 3. Psychology, Patho- 
logical p war) 1 Title , - - 


SGM186 
Library, U.S Surgeon- General's Office 


a 


Read, Charles Stanford, 1871- 
The struggles of male adolescence, by C. Stanford Read 
London, G. Allen & Unwin 1928, 


Tp. 2. 
1. Adolescence. 1 Tithe. 

A 30-083 
‘Title from Univ. of Cht- cago HQS5.R3 Printed by LC. 


1, 


400 


Read, Chester Louis, 1901- 

Rapid reactions. The velocity and heat effects involved in 
the neutralization of sodium dichromate ... by Chester 
Read ... New York city, 1930. 

16 p, 11. Milus, diagrs, 234= 

Thette (Pm. p.)—Columbia university, 1930. 

from the J i of the American chemical society, vol. 52 

__Tigetn tl journal ry 


1. Chemical reactions, 2. Sodium dichromate. 3. Sodium bydroxide. 
31-11878 
QD501 RIS 


Library of Congress 
Columbta Univ. Libr. 8) 


1980 
4189 


Read, Clifford Kingsley. 

New ideals of social justice and social service, by Clif- 
ford Kingsley Read, delivered before the Wesley brother- 
hood, August 19, 1910. Ridgefield Park, N. J., The Wes- 
ley brotherhood, 1911. 


np. 9" $0 25 


1. Sociology, Christian 


11-2101 
Library of Congress HN3LR4 
© Feb. 11, 1911; 2c. Feb_15, 1911; A 280803, Wesley brotherhood, 
Ridgefield Park, N. J 


Read, Collinson, 1751-1815 

An abridgment of the laws of Pennsylvania, being a com 
plete digest of all such acts of Assembly, as concern the com- 
monwealth at large. To which is added, an appendix, con- 
taining a variety of precedents (adapted to the several acts) 
for the use of justices of the peace, sheriffs, attornies and con- 
veyancers. By Collinson Read Philadelphia: Printed for 
the author, specer-04. 

2. 219". 





imprint: Philad gy! Tas and published by H. Max- 
Second st 


Pennsyiva nia— Digests. * _ aw 
1 Gunaiaaie Laws, statutes, ete. 1 





Pennsylvania 


34-8288 
Library of Congress 


—- Copy 2 a 


Read, Collinson, 1751-1815. 

The American pleader’s assistant, being @ collection of ap- 
proved declarations, writs, returns, and proceedings in the 
several actions now in use within the United States. By Col- 
linson Read ... Published by Hugh Maxwell, no. 198 Market 
street, Philadelphia; and I. Riley, & co. no. 1, City hotel, 
Broad-way, New-York. 1806. 


Sp...40p. 22 


1, Pleading—U. 8. 2. Forms (Law)—U. 8. 2 Forms—U. 8, 
Title. 


L 
31-12426 


Library of Congress 12) 


Read, Collinson, 1751-181. 

The American pleader’s assistant: being a collection of ap- 
proved declarations, writs, returns and ——. in the sev- 
eral actions now in use in the United States. By Collinson 
Read ... With notes and additions, together with a short sys- 
tem of conveyancing, by A. Jordan ... and Wm. M. Rocke- 
feller & M. L. Shindel ... Sunbury ,Pa., W. M°Carty; Phila- 
delphia, Sold also by M. Poloek rete., 1853. 

xi, Lay a IL, G4 p. 

rms of conveyancing, alot other instruments: to which are added, 
other. various its, wseful and convenient. By A. Jordan 
it ; or“) p. at 


end. 
ing—U. 8. 2 Forms (Law)—U a, a Forms—-U. 8, 3%. 


quasi 3. Con. veyanc!ng— 8, 1 Jordan, 
Alexander, 1708-1878 u Rockefeller, Wiliam M. 1830- 
1917. mi. Shindel, M. L. tv. Tithe. 
B1-1z42s 
Library of Congress th 
Read, Collinson, 1751-1815. 
The American pleader’s tant: being a collecti 





of approved declarations, writs, returns and proceedings 
in the several actions now in use in the United States. 
By Collinson Read ... with notes and additions, together 
with a short system of conve — by A. Jordan .. 
Wm. M. Rockefeller & M. L. Shindel .... Sunbury, W. 
M’Carty, 1853. 

2p 1, xi, 12-435, 74, ip. 28 


Pleading- 


S. 2 1. Jordan, A. 
ut. Rockefeller, Willen M 


Forms ('aw) 3. Conveyancing 
mt. Shindel, ML. 


Alba 
Libr 


Title from Yale Law Printed by L. C. 








Read, Collinson, 1751-1815. 

Precedents in the office of a justice of peace. To which is 
added a Short system of conveyancing, in a method entirely 
new. With an appendix, containing a variety of the most 
useful forms. By Collinson Read, esquire. Philadelphia, 
Printed by Hall and Sellers, 1794 

2p. 1, 33,1) p20 


Errata slip at end 


1. Justices of the peace—-Pennayirania. 2 Forms (Law) 


Pennsyl- 
vania 


123167 


Library of Congress "TI 


Read, Collinson, 1751-1515. 

Precedents in the office of a justice of peace 
added a short system of conveyancing 
new. With an appendix 
2d ed, 


To thich is 
in a method entirely 
containing a variety of the most 


useful forms. with considerable additions. By Col 





linson Read Harrisburgh: Printed and sold by John 
Wyeth. for the author. July—1801 

2p. 1, 68, 36p. 11 20" 165" 

1. Justices of the peoce ennsyivenia. 2. ( onveyancing—lennsy! 
sania Forms (1aw) —l'ennsy!vania 1. Title 

87-24667 

Library of Congress 2 

tead, Collinson, 1751-1815. 


Precedents in the office of a justice of peace. To which is 
dded, a short system of conveyancing, in a method entirely 
ew. With an appendix, containing a variety of the most use- 
ul forms. 4d ed., with considerable additions. By Collinson 
tead, esquire. Philadelphia: Printed for Mathew Carey, no. 
22, Market-street, 1810. 

2p. 0p. 1h 2x1 
First published in 1794 
1. Justices of the peace--Pennaylvania. 2. Conveyancing—Pennsy! 
&. Forms (Law)-—Pennaylvania 1. Title 





41-416 


library of Congress 


Read, Conyers, 1881- ed 
Bibliography of British history, Tudor period, 1485-1603, 
issued under the direction of the American historical associa 
tion and the Royal historical society of Great Britain, edited 
by Conyers Read. Oxford, The Clarendon press, 1933. 
exit, (ly, 467, 1, p 254". 
Claas| fied and wpe with author and subject index 
“Forms the second volume of a series of bibliographies of Britian bis. 
wy 4 of which Charles r— Sources and literature of English history 
1485, forms the and Godfrey Davies, Bibliography of British 
ihistory 1008 to 1714, the third.” 


1 Gt Brit. —Hist.—Tudors, 1485-1408—Ribi. t 


American histori 
cal amociation. mo. Roya! historical society, London. 


3322708 
Library of Congress Z2018 R2R 


— ——— Copy 2. 40q2 016 94205, 


Read, Conyers, 1831 - ed 

The Constitution reconsidered, edited for the American his 
torical association by Conyers Read. New York, Columbia 
university press, 1938. 

xvili, 4244p. 24". 


Contents. . 1. The ee of —- economic and soctal 
ideas behind the Constitution yt Constitacion and its influence 
thought. ry tt Constitution 


upon Amer'can out- 
side the United States — logue Afterthoughts on constitutions, by 
Car! Becker 


LU Ss we — history. 2 U.S Constitution 3 U. 5. 
history. 5. Politica! science— Fist 





American Mscerical association nm, Title. 
38 gone 
Lidrary of Congress JK271 RS 
41g, 42.738 


Read, Conyers, 1881- 
Ii, The University of Chicago press ,°1918, 
14 p. 23". (The University of Chicago war papers, so 6) 


1. U. S—Por. rel—Gt. Brit. 2 Gt Brit—For. rei—O. & & Gt 
1 Tithe 


Brit.—Pol. & govt. 


1814842 
Library of Congress D608.C5 n0.6 
—- -- — Copy? E188.8.G7R28 
Copyright A SO10TS S71 
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Read, Conyers, 1881- 
Factions in the English privy counci] under Elizabeth, by 
pape Read 


.. for the year 


Anoual 
wii” ‘Weskington 1913. 1913. | v. Lp. 108-18 


1. Gt. Brit. Privy council 2 Gt. Brit—Politics and goverament— 
1568-1408 
oD11—s 
Library of Congress. Card div. BIT2ZA®) 1611 
240r34i1, 


Read, Conyers, 1881-— 
Mr. Secretary Walsingham and the policy of Queen Eliza- 
beth, by Conyers Read Oxford, The Clarendon press, 1925. 


3¥. fronts. porta, 3 facsim. (2 fold.) 234”. 


1. Walsingham, Sir Francis, 15807-1500. 2 
land, 1533-1608. 3. Gt. Brit —Hist.— Elizabeth 
Pol. & govt. — 1558-1608. 1. Tithe 





aheth, queen of Eng- 
140 4. Gt. Brit.- 


26-082 
Library DAS5B.W2R4 


39p2 


of Congress 


Read, Conyers, 1881- 

The Tudors; personalities and practical politics in sixteenth 
century England, by Conyers Read. New York, H. Holt and 
company ,°1936, 

xi, 264 p ports 22)” 

Ribliography p. 258-25% 


1. Gt. Brit —Hist.—Tudors, 1485-1608. 1. Title 
3810887 
Library of Congress DASIS.R4 
41fl, 7 942.06 
Read, Curtis Seaman, memorial 


publication fund 
see 


Yale university. Curtis Seaman Read 
memorial publication fund. 


—_ D H Moutray. 
Highways and byways in Hampshire, by D. H Moutray 
Read with illustrations by Arthur B. Connor. London, Mac- 


millan and co., limited, 1908 

xvii p. 1 1, 444 p inet. front. titus fold. map 20" (The high- 
ways and by ways sertes 

L. Hampehire, Eng.—Deser, & trav 1. Connor, Arther [B. iia 
m. Title. 

a 21S 
Library of Congress DATO H2R« 
at2fl, 


Read, D Ez 

One garden; the intimate chronicle of its making, by 
D. H. Moutray Read ... with plans, illustrations from pho- 
tographs and drawings by the author. London, Williams 
& Norgate, 1923. 


3p itlus. (incl. plans) plates. 22" 


ix-xii, 51S, ch p. front 


1. Gardening t. Title. 


SB4SS RAS 
ih 
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Library of Congress 


Read 


Read, Daniel, 1805-1878 


Address on the means of promoting common school 
education: delivered in the hall of the House of repre- 
sentatives, at Indianapolis, on the evening of Dee. 30, 
1851. By Daniel Read Pub. by the House of repre- 
sentatives. Indianapolis, J. P. Chapman, state printer, 
1852 






Ho 2" 


1 Education—Indiana 


E 14-1654 


Library, U S. Bur. of Education LA2ZB3.R22 


Read, Daniel, 1805-1875 
A memento to the students of the Indiana university. 
An address delivered before the Philomathean society, at 


the annual commencement, August 5, 1856. By Daniel 


Read Bloomington, Pub. by order of the Society, 
1856. 
Rp ZW 


Library of Congress LD2S25 1856 


Read, Daniel, 1305-1878. 

Oration, commemorative of the life and services of General 
Andrew Jackson, delivered in compliance with the request of 
the citizens of Monroe county, at the celebration of the 
funeral solemnities in honor of his memory, at Bloomington, 


Indiana: August 8, 1445. By Daniel Read Bloomington, 
Printed at the Christian record office, 1945 
Sip 2 
1. Jackson, Andrew, pres . &, 1767-1845 
22TH) 


Library of Congress Bae Ka" 


Read, Daniel, ‘805-1878. 


University of the state of Missonri, at Columbia. Ad- 
dress by the president, Daniel Read, ur. v., on the onea- 
sion of the annual commencement, June 29, 1870. a. p., 
1870? 


ap 2 


Caption title. 


1. Missouri. University 


ca 11-1453 Unrev'd 


Library of Congress 


LDMe2 187 


Read, David, 


Nathan Read: his invention of the multi-tubular boiler 
portable high-pressure engine, and diseovery of the 
mode of applying steam-power to navigation and 
railways A contribution to the history of the 
steamboat and locomotive « . By his friend and 
nephe w, David Read. New York, Hurd and Houghton, 





99-1881 








early 











18 70 
xv, hh, ip front. (port ae 
Preface dated 1 
Read” Nathan, 1759-1840 oats 3. Locomotives 
. 1-908 
Library of Congress VM6ls R2B 
3201 


Copy 


Read, David Breakenridge, (23-1904. 
The Canadian rebellion of 1837; by D. B. Read, @ o. 


Toronto, C. B. Robinson, 1896 
i S72 pt fromt. (pert) 24° 
wows — Mist — 17-0807 2 Canade—tlist.—Rebellion, 1897 
1" 
2 10mz5 
Library of Congress F082. B25 
a3Tbl, 





Read 


Read, David Breakenridge, 1923-1904. 
Lectures on the Judicature act, delivered by D. B. Read 
to the law students, in the week before the long vacation, « ©. I 


Read, Eaton Van Wert, | 


ago, The University of ¢ 


OF CONGRESS 


LIBRARY 


retail trading relationships of Elgin, 
by Eaton Van Wert Read Chi 


“hicago press, 1938 


An analysis of the 
a satellite city 


Elizabeth Fo Read 


corporated (1925, 





7 Read, Elizabeth Fisher. 


International law and international relations, prepared by 
(New York, The American foundation in- 











1881. Toronte, Rowsel! & Hutchison, 1881 
a2. = x, 87, 31, p inet {ties mage) tables 24". ( Half-title: Studies tn Ip, vii, ap. 20" 
Errata sip inserted. ssinees administration. vol Suggestions for reading” =p. :10T)-201 
Part of thesis (rat University of Chicago, 1888. 
Private edition, distributed by the University of Chicago lbrartes, 
Chicago, Iiinots” 
1 Intern on ” < tons A eo 
1. Courte-mtario, 2 Court rulee—Oatario — 1. Title: Judicature 1 Retail trade—Bigin, 1 2 Bigin, 1- Comm. 1, Title ee a ee < Ss Ce on 
25241 
. 30- 12878 Library of Congress JX2160.RAS 
«-agsre Library of Congress HPSIG3.RASR4 1908 phan 
Univ. of Chicago Libr ‘opy 2 
Library of Congress 2 Cops 2 r @58.870077R23 «= Copyright A aa18i¢ 401, 
Read, David Breakenridge, 1623-1904. Read, Eaton Van Wert, i 1 Read, Elizabeth Fisher. 

The lieutenant-governors of Upper Canada and On An analysis of the retail lies relationships of Elgin, Illi- Mezinérodni prave a mezindrodni yztahy Uvodem a 
tario, 1792-1899. By D. B. Read With 22 full-page nois: & satellite city, by Eaton Van Wert Read ICAO, poznamkami opathil dr. Emil Dufek, prelo#il dr. O. Butter 
portraits by J. E. Laughlin. Toronto, W. Briggs, 1900 LiL, The University of Chicago press ,1938, Praha, Nakladatelstv{ “Orbis”, 1926 

xv (i. ¢. xvi) p, 11, 19-253 p, 11 22 port. (incl. front.) facsim. 224°. ix, 87, 31) p. incl. tlius, (maps) tables, 24°. (Helf-title: Studies in 0 pp. 20" (Added ¢ p.. Politiek’ knibowna ... feda 1 len, ax) 

business administration. vol 1x, no. 1) 
lesued also as part of thesis (rH. p.) University of Chicago. Death 7. Se r 102-267 
cone 1. ahi 1 
Teter gations! haw ated retetlom t Petter, (eker, taa6 tr 
1. Ontario, Can—Biag. 2 Ontario—Pol & govt +. Title 1, Retatl trade—Rigin, I. 2 Bigin, UL-—Comm. —. Title Tithe 
1-709 4) 18798 a 92-844 Vorev dl 
Library of Congress FIOS6. RB Library of Congress UFSICORASR4 10888 Litvery of Com IX 2100 1A 
aees 2 658.8700TTR23 2, ” 
Read, David Breakenridge, 1823-1904. Read, Edward B., & son, Baltimore Read, Emily 
The life and times of Gen. John Graves Simcoe, commander Labels and boxes. Baltimore, Md. “1892 Jasper, the carver; and Aunt Gracie’s trust ... Phila 
es the “Queen's rangers” during the revolutionary war, and f sche a deiphia, New York, American Sunday-school union ;*1877, 
rst governor of Upper Canada, together with some account — ’ ©, 7-198» front, pletes. 179° 

pr Major André and Capt. Brant. By D. B. Read To 

ronto, G. Virtue, 1899. 

EY, (1), 805 p front. plates, ports. 22° 
1. Stmoce, John Graves, 1752-1906. 2 U. 8. — Hist.—Rerolution 
histories—American loyalist. 3 Queen's rangers, 1776-1781 
4 1. Labels (Pharmacy) 2 Pharmacy—Supplies a. Gata, ta. Tillo: Aust Grass ee 
_—— 92455 Unrev'd Lib fC P27.R23 weer! 

5 ca 0.2455 U Abrary of Congress "2? 5 

Saeae Cage sioemageael Library of Congress RSI6RR — . ar ’ 
401, (Copyright 1893: 25504) Copyright 1877; 7766 

Read, David Breakenridge, 1993-1904. Rest, Giuard Cota. ; , Read, Ernest, 1870- 

Life and times of Major-General Sir Isaac Brock, x.» By A domine in Bible lands, by Rev. Edward Griffin Read . Exercises in aural homme, a supplement to written har- 

D. B. Read ... Toronto, W. Briggs; ,etc., etc, 1894. Somerville, N. ]., Unionist-gazette association, 1894. mony, by Ernest Read ... London, J. Williams, limited pref. 

1%41,- 


Sp lL, wp-vill p. 1 1, Alp-B88 p. 11 incl. ies, 2 pl front. (port.) 


Ribiiography leaf at end 


1. Brock, Sir lesec, 1763-1812. 2 U. S—Hist—Waer of 1812. 
3. Canade— Hist —1763-1887. 
T—12888 


‘E388.1 B&R2 
1S8et, 


Litrery of Congress 


Read, David Breakenridge, 1823-1904. 

The lives of the judges of Upper Canada aud Ontario, 
from 1791 to the present time. By David B. Read 
Toroute, Rowsell & Hatchisun, 1888. 

iv, 


D2 


fromt. (port 


1. Ontario Mieg 2 Judges — Ontario. 


FUSM.RO 
a2 


Library of Congress 


Read, Donald Nearing, 1906- 
Rotational and vibrational structure of the fourth positive 
N Read ... 


cover-tithe, p. (671,75. 2842 20" 
onGenset from thesis (rm pe ge py. 1904 
eee , second series, vol. 46, so. 7, 


1. Gpectrom ansiysia. 2 Carbon monoride 
Livrery of Congress Queencans 10% 
Princeton Ustv Libr. 


— -—— Copy? 2 


21, 2M p. incl. front. plates. 214". 


viii p., 


¥. tus. (music) 219°. (Mt Aural training series, no. 3) 


Publisher's plate nos. : v. 1, W.4T3. 


t. Tithe: Aural harmony. 





1, Egypt—Deser. & trav. 2. Palestine—Descr. & trav eee 1. Bar training. a 
Library of Congress MTSO.R28E9 
Library of Congress DS48. R28 (2) Tes 
Read, Eliphalet Allison, d. 1900. a Read, Dagens Bruce, 1837- 
. The idea of God in relation to theology .. y Eliphal Devoti poems for the 
quiet hour, Eugene B. 
Read. Chicago, The University of Chicago prem, 1900. Reel Boston, Sherman, French & p~—¥ 4 1911. 
en = Spi 1%. $100 
Thesis (ru. o.)—University of Chicago, 1806. 
1. God. 2. Theology, Doctrinal. 
11-15328 
Library of Congress BT2Z2 R2 Library of © 
eal, Copyright \ 289451 
Read, Faye Myrtle, 1888- 


Read, Elizabeth, comp. 
. Borrowed thoughts, compiled by Elizabeth Read ... Bex- 
hill-on-sea 1933, 
30.1, 19, dp 19. 
At bead of title: A good companion. 


1. Quotations, English. 


Library of Congress 
Copyright A ad int. 18450 


Around the year with the president ;by, Faye Read. 
In National education association of the United Btates. Addresses 
proceedixgs, 1934. p. 329-337) 


1% Title. 


Es 36 
Library, U. 8. Office of Education LISNT12 19% 
Library of Congress (Ligne 1964) 
a 











Read, Faye Myrtle, 1888- 
The classroom teacher's resp 

terpretation ;by, Faye Read. 
o - Nationa! education association 

and proceedings, 1934. p. 187-141) 


ibility for leadership and in- 





of the United States. Addresses 


1. Teachers—-U. 8. 2 Leadership. 1 Tithe 


Bs 98 


Library, U. 8. Office of 
Library of Congress 


Béveation LIS.N2Z12 1954 
{Lig.N4 1964) 


2 


Read, Francis, 1811 ?- 1896. 

Westminster street, Providence, as ii was about 1824, 
from drawings made by Francis Read and lately pre- 
sented by his ‘danghter, Mrs. Marinus W. Gardiner, to 
the Rhode Island historical society. Providence, Printed 
for the Society, 1917. 


1p. l, 7 pl. (4 fold.) 27) x15" 


1 Providence—-Streets—Westminster street. 2. Providence—Deser — 
Views 1. Rhode Island historical society 


17-23200 
F890 PORZB 


Library of Congress 


Copy 2 


Read, Frederick Brent, ed 


Up the heights of fame and fortane, and the routes taken 
by the climbers to become men of mark. Edited by Fred’k 
Brent Read. Cincinnati, W. H. Moore & company, 1873 

vill, 9772 p. incl. filos., feceime. front. plates, porte 22" 


1. Biography. 1. Title. 
82-85708 
Library of Congress CT104. BS 
Copyright 1872: 5840 om 


Read, Frederick H. 

... Bookkeeping, business arithmetic and corres; . 
ence, by Frederick H. Read ... Philadelphia, P. W. 
Ziegler & co. 1902, 


ix, 11-262 9. mel. illus, forms. 234°. (Success in business, vol. 1) 


2 Arithmetic, Commercia! 3. Commercial correspond- 
sh language —Grammar — (270 


ence. 4 
4 228aS 
Library of Congress HFS351 S9 
Copyright A 41161 254i 
Read, Frederick William, 1963- 


Egyptian religion and ethics, by F. W. Read London, 
Watts & co. ,1925, 

vill, 153 p. fromt..* pl. 19°. 

fibtiography =p. itl 


1. Reypt—Retigion. 2. Mythology, Egyptian. 3. Ethics, Eqyptien. 
1 Tithe 


2180 
BL2641.R4 


son, 


Livrary of Congress 


Read, George, 1765-1836. 

Eulogium on Capt. James Lawrence and Lieut. A. 
Ludlow. Delivered at the request of the Grand lodge 
Delaware. By brother G. Read, jan’r ... Wi 
Printed by R. Porter, 1813. 

v. hh, 7-18 


Q 


it 


1. Lawrence, James, 1781-1813. 2 Ladiow, Augustus C, d 1813. 


62155 
Library of Congress 
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Read, George Everett. 
Reflection of positive rays by a platinum surface ... by 


George A. Read (Minneapolis, Minn., 1928, 

cover-title, p. 620-433. 1 iftus, diagre 257" 

Thesis (pw » )—University of Chicago, 1028. 

From Physical review, ¥. 81, April, 1928. 

1. Tone 

28100 

Literary of Congress QoTma R« 108 

Univ. of Chicago Libr. 

— Copy 2. a. 
Read, George H. 

The new salexmanship. by George H. Read Chicago, Ti., 
Associated authors service ,“1931, 

4plL@p 1 

“First edition.” 

1 Salesmen and ealesmanship 1 Title. 

Library of Congress HPS" R35 — 
Copyright A 43576 2) waa 
Read, George H. 

The new salesmanship, by George H. Read Chicago, Til., 
Associated authors ,“1936, 

op 2 

‘Firet edition copyrighted 1981.” 

1 Saleemen end salesmanship 1 Title. 

37-46 

Library of Congress APS488. R35 1986 
— ———-Copy2 
Copyright A 102189 3 OAR 
Read, George Henry, 1343-1924. 

The last cruise of the Saginaw, by Hi. Read ... with 
illustrations from sketches by Lieutenant (after 


wards Rear-Admiral) Sicard and from 
graphs. Boston and New York, Houghton Mifflin company, 
1912. 


xiv p11, 127, a) 9,11 front, plates, porta, 19°. 


1. Shipwrecks. 2 Saginaw (Steamer) % Kore istend. 1 Tithe. 
Library of Congress Gna 82 

— — — Copy? 

Copyright A 30e2R4 est. 


Read, George Henry, 1843-1924 
Some of the descendants of John Read, senior, of New 
port, Rhode Island, and Freetown, Massachusetts. 1646- 


1924. Compiled by Commander George H. Read ... edited 
by George Holmes Read n. p., 1924 
@, Sp front. pl. ports. 23° 


"Privately printed, 150 copies only. This copy is number 100.” 


1. Read family (John Read, 4 1721) 1. Read, George Holmes, 1877- 
n 


ed Title 


25-11280 
Library of Congress CS71. Rms 1924 


> 
2 


Read, George Willis, 1419-1880. 

A pioneer of 1450, George Willis Read, 1819-1680; the ree- 
ord of a journey overland from Independence, Missouri, to 
Hangtown (Placerville), California, in the spring of 1850, 
with a letter from the diggings in October of the ame year 
and an account of » journey from New York to California, 
via Panama, in 1962, capture by the Confederate raider Ala- 
bama, etc, and a visit to the Nevada silver mining district in 
1863, edited by Georgia Willis Read. [lustrated from old 


mts. Boston. Little, Brown, and com . 17 
xvi ip f pert.) plates, fold. map. 2 
-o tcurd) 
20s 


Read, Willian, 1519-1880. A pioneer of 1850 
1927. (Card 2) 
Bibtiography: p 161-172 
! Overland }oormeys te the Pacific, 2. Californie—Gold disroveries. 
& Voyages Pactfie comet 4, Georgia Willits, od. m. Title. 
7 Imes 
Library of Congress F588 RS 
Copy 2 
Copyright A 1007317 (B%p1 


(Read, George Windle, 
The automatic instructor, a practical system for home study 
St. Paul, Minn., Wm. Kennedy printing co., 1898. 


Bp mm. 


1. Self-cultare 1. Tithe. 
> mrs 
Library of Congress Losi Ra 
—Cops2 184”. 4101 
Read, Georgia Willis 


Médoc in the moor, by Georgia Willis Read. Boston, 
Sherman, French & company, 1914. 


4p lt 9p 2m $125 


Title 
F 1416483 
Library of Congress 
Copyright A 379709 


PZ3.R219M 


Read, Grantly Dick. 
Natural childbirth, by Grantly Dick Read 
Heinemann, |td., 1988 


ix. 127 p Mus, diagr 2™ 
RMtiography p. 14-15. 
1. Obstetrics, 2. Labor (Obteretries) t Tithe: Chfiébtrth, Neteral 
3S SB70T 
ldbrary of Congress ROS R4 
3, ane 


Read, H Ww. 

The lives of our presidents in a few words, giving date 
and place of birth and historieal incidents in the lives of 
each of the twenty-three presidents. Comp. by H. W. 
Read. Hudson, Mich., Post steam printing rooms, 1889. 

So is 


1. Presidents—U. S—Biog 


Library of Congress E161 RB 
Read, Hartan Eugene, | 580 
The abolition of inheritance, by Harlan Eugene Read. New 
York, The Macmillan company, 1918 
™ 


xxvii p. 41. 3-812 p 


HIMieceaphy 2p following » rvtt 
1. Inheritance and suecession 2 Wealth, Ethics of 3 Inheritance 
and transfer tax . Title 
1 Lm 
Library of Congrem HBTS Re 
= —— Copy 2 
Copyright A 4e0esT ei, 








Read 


Read, Harlan Eugene, 1880- 

The sbolition of inheritance, by Harlan Eugene Read. New 
York, The Macmillan company, 1919 

Sp. L, m-axvil p. 41, 3-312 p. 109™ 


Bihiiography =p. x xIx)-)xex 


1. Inheritance and succession 2. Wealth, Ethics of. 3. Inberitance 


and tronsfer tat 1 Title 
885082 
Library of Congress APTISRG 1919 
3, sm02 
Read, Harian Eugene 
Alarm talks, by Harlan Engene Read. ,Peoria, Ill, 
Business monthly publishing co., ‘1908. 
Ip i,S6ip ia 
8-15142 
Library of Congress (Copyright 1908 A 204402) 


Read, Harlan Eugene, | 890 


A beggar or « king, and other essays, 
Read. , Peoria, Ill 


2pL.3@p 


by Harlan Engene 
. Business publishing co. °1909 
1° $0.30 
Converts. —A beggar or ao king. The market price of success 
2 guarantee — Our sense of sha Concentration. —— The 
Treasure --The waking-op time - The miracle of ownership 


Responsibility ~ ‘The trust thet was not betrayed axle find the 
stingy —Passing « on — to complain Vulgsr money —Money 
mirecies —Dieventh bour failures. 
1. Guccess. % Tithe. 
® 2921 
Livrary of Congress HPS586.R2 
Coprright A 260410 a28e1, 


Read, Harlan Eugene, 1450. 

Bookkeeping and accounting, by Harlan Eugene Read and 
Charles J. Harvey: script illustrations by E. C. Mills 
York, The Macmillan company, 1924. 

xiv, 207 p ne 


New 


itu (forms) 


1. Bookkeeping. 2 Accounting 1. Harvey, Charies J., joint author 


2414759 
Library of Congress TIPS. R25 


Coprrizcht A 74072 





Read, Harlan Eugene, 1880- 

Essays for workers. by Harlan Eugene Read 
Springficid, T1., Minois state register, ‘1917. 

Mp 


17> 


Success 1 Title 


18-3822 
Library of Congress 


Copyright A 490487 


HFS3#1 R3 


Read, Harlan Eugene. 


Read's lessons in salesmanship, by Harlan E. Read 


Chicago, New York, 1. \. Lyons & company 1910 
ip wa wes 
1 Saleamen and salesmanshop 
1022128 


Library of Congress IIPSIA RS 


© Sept. 25, 1910; 2c. Det. 3. 1910; A 273171, J. A. Lyons & co, Chicago, Il 





LIBRARY OF CONGRESS 


Read, Harlan Eugene, 1880 





Read's salesmanship. yy Harlan Eugene Read. Chicago, 
New York. Lyons & Carnahan “1915 
26 p. 
salesmanship 
15—19618 


Library of Congress HPMSS R4 1915 


Copyright A 410442 38) 


Read, Harlan Eugene, 1820 
Read's salesmanship, a s 


entific treatment of salesmanship 
emphasizing 


personal te teen and the cultivation of the 


snecess qualities, by Horlan Engene Read. Chicago, New 
York, Lvons & Carnahan “1990, 
350 p. tilas. dingrs, 194° 
1 Salesmen and salesmanship 
a) lene 
Library of Congress HIPS498 R4 1990 
Coprright A STam 8 ANS 


Read, Harlan Eugene. 


Thurman Lucas, by Harlan Eugene Read 
Macmillan company, 1929 


2p. 4188p. 20= 


New York, The 


1. Tithe 
29 9704 
Library of Congress P73. R21075Th 
Copy 2 
Copyright A 7641 3 


Read, Harlan Eugene, 1880- 


Read's world history chart since 1000 a. p., by Harlan 


Eugene Read. St. Louis, °1921 
tab. 19< 121% fold. to 19% 12)" 
Title from cover 
Chronology. Historical--Tables Title 
2120761 
rary of Congress DILR3S 
Copyright A 629809 
Read, Harmon Pumpelly, 1560-- 


Rossiana; papers and documents relating to the 
history and genealogy of the ancient and noble 
house of Ross, of Ross-shire, Scotland, and ite 
descent from the ancient earls of Ross, together 
with the descent of the ancient and historic 
family of Read, from Rede of Troughend, Reade of 
Barton Court, Berke and Read of Delaware. Also 
some account of the related families ... By Major 
Harmon Pumpelly Read ... Albany, N.Y. Press of the 


Argue co. 1908, 
xiii p., 11., ([xv]-xix p., 11., 431 p. inel. 
col. front., illus. plates, ports., geneal. charts 
(Continued on next card) 9-5692 


Rossiana ... 

(Card 2 
(partly fold.-) 

“The Argus company certifies that there have 
been three hundred copies of, this book printed 
from type in the year nineteen hundred and eight, 
of which this is no. 2.” 

l. Roses family. 2. Ross family (George Ross, 
1679-1754) 3. Read family. 4. Read family (John 
Read, 1686-1756) I. Reid, Francis Nevile, 146- 
1892. 9-5692 

Library of Congress CS71.R&5 1908 

(Copyright 1908 A223124) 


Read, Harmon Pumpelly, 1860-- 
) 


kom, 


404 


Read, Harold James, 191! 


Silver membranes by 
1929 


Harokl James Read Philadel 
! Nia, 
Sp. 1, 4p. inet. iu@, tables, diagre 237 


Thesis (pu. p) 





University of Pennayt 
Reprint from Tranaactions of the Flec 





saciety vel. 74 
1. Osmosis, 2 Silver 4. Tithe 
39-onnaa 
Library of Congress QcMa Re 1080 
Univ. of Pennaytvanta Libr 
Copy 2 % 541.941 


Read, Harriette Fanning. 


Dramatic poems, by Harriette Fanning Read 
Crosby and H. P. Nichols, 1848 


vip. 31, 27 p 


Roston, W 
front. (facsim.) 234% 14°. 
Frontispiece is « facsimile of letter by Dolly Madison 


ContTerrs...Medea.—-Erminia; a tale of Florence —The New world. 


1. Tithe. 


28 2648 
Library 





of Congress 


Copy 2 


Read, Harriette Fanning. 


The haunted student 
eentury 
dC 


106 p 


A romance of the fourteenth 
By Harriette Fanning Read Washington, 
, The author, 1860 


19", 


Library of Congress PZ3 R2198H 


Read, Harry Cyril, 1892- 
Manual of parliament 

case illustrations; forew: 

cago, H. ©. Read ,“1941, 
Sp. UBp 2a. 


law, by Harry Cyril Read, with 
by Judge George L. Quilici. Chi 


Reproduced from type written copy 


1 Parliamentary practice U.S. 


42ers 
Library of Congress JFGIS.R2B 
12) R21 
Read, Harry Stafford. 
An effect of temperature on X-ray absorption ... by H. 8. 


Read 
Ipip 


:Minneapolis, Minn., 1926, 





3-380, dingrs. 259" 


Thesis (rn. p.)--Cornell university, 1924 
“Reprinted from Phystent review, vol. 27, no. 4, April, 1926." 


1, X-rays. 


27-1210 
Library of Congress QOssLR4 1924 


2, 


Read, Helen Appleton. 
Robert Henri, by Helen Appleton Read 


%, 2 Pp inet = (port.) plates. 26". 
Whitney frum American art) 


New York ,“1931, 


(American artists sries, 





Demeriptive letterpress on versos facing plates. 
Hibliography : p 16-18. 


1. Henri, Hebert, I> 1020, 








3228 
Library of Congress NDZ3T.MSi4 
Copy 2 
Copyright A 4sae aui2, (70.1) 925 
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Read 
Read, Helen 8. : Read, Helen S. ‘Read, Henry 
An airplane ride, by Helen 8. Read, illustrated by El Mr. Brown's grocery store, by Helen S. Read, illustrated Young American's arithmetic made easy. New York, 1944 
eanor Lee edited by Patty Smith Hill and, Mery M by Eleanor Lee ... edited by Patty Smith Hil and, Mary M —— ; én 
Reed New York, Chicago ete., C. Scribner's sons “1928 Reed New York go ete. C. Scribner's sor wn wertits, 15 p 9 ¥ 
Published anonymous! 
98. 1) p col Moe 1792107" (Social science readers) 174 < 19) oes ts sunita " ~~ ! anonym y 
1 Ain, oot Sate 1 od. =m. Reed. Mary Maod, 1980 “ ans R 
int mt. Title . 1. Arithmetic Before 1868 
2319534 
. Tw 
Library of Congress PR1119. RSS Library of Congress QA101 RIT or 
Coprright A Te 8222 oy amy 
Read, Helen 8S. Read, Helen S 
Billy's letter, by Helen S. Read, illustrated by Kleanor My blue bouk; adventures for young children, by Helen 8, 04 Henry B 
Lee ... edited by Patty Smith Hill ... and, Mary M. Reed ms heated tw Cheanet Les ... cltiel Go faaie Gale r t f Florida illustrated, by Henry 
New York, Chicago ,ete., C. Scribner's sons 1999 Hill war Mary M. Ree ‘ rk. London. C. Scrib Read | trated fr ann I surveys, re. 
96, 1) p. col. (Mas, 1792197" (Social ecience readers) rs sor 1 ‘ t nducted by staticticians of the Read 
. mss 199° rk, Sovannah, ete. The Read presse 
ran] 
Primers _ 1870 t, Hill, Patty Smith, 1968 ey Reed > Smith, 1¢ ' R : " 
Mery Maud, 1880 joint od. a. Title _ a a! Reed, Mery Mond, 1gS 
” RS " ala 
Lr ¢ - ' + ree 
Library of Congress PRI1G. RAB > Ser 
pie, 1284 rie weit) any 1C107_P6R4 
Read, Helen 8S. 
An engine's story, by Helen S. Read, illustrated by Elen Read, Helen S. F ; Read, Henry H 
nor Lee edited by Patty Smith Hill and, Mary M. Reed 2 A story about big trees, by Helen S. Read ilustrated } Florida illustrated; a review of the 
ew York, Chicago ,ete., C. Scribner's sons “1998 ty - mg my . 4 - by Patty oe = and ~y ?- ! t of the wa ways of Florida since the Span- 
34.1, p col Mus 17) 2199". (Rectal science readers ses se senge ete Scribner's sons ;*19 , ’ ritte ‘our ¢ epochs and chapter to each 
Map o tus, 17 x 20 Yocial acience readers fHitior it the diseovery—improvements 
1am ¥) 1800 development in 1900 and the present 
t ment By Henry H. Read. With maps 
r Soronnah, Ga. ete, The Read presse 1921 
t. HIN, Patty Smith, 1948 od Reed, Mary Mand, 1880 ns 
solet ed. in Hill, Patty Smitn, 1868 4 
—_ n 1. 1880 joint ed. mm. Title oe Parte Sinden Sittin 
Library of Congress PF1119. R94 ca 38-1908 ( =| 
ary of ¢ oss 3 . HEM , 
Copyrieht A 1082811 41p1 ongres: PE1119 R3586 4 
Copyright A STOST 724 > 
Read, Heien 8. Read, Helen S. 
1894. 
Grandfather's farm, by Helen S. Rea trated by A story about boats, by Helen S. Read trate Read bar ge Edward, 
Eleanor Lee ... edited by Patty Smith Hall ... ,and, Mary M Eleanor Lee ... edited by Patty Smith Hill and, Mary M Ambush, by Herbert Read. London, Faber & Feber itd 
Reel New York. Chicago ete. C. Scribner's sons “1928 Reed New York, Chicago ,etc., C. Scribner's s« P al) 
4% iP Hila 17) © 109" Racial acience teaders ws ’ " ‘ “" Sow new te pre al riterion mitecectlany ne. 14) 
Ts Mire 1Men melodion, amowfinkes —Killed in ac 
° raid pid’s evertasting boneymoon 
1 HUM, Patty Smith, 1968 ed. om Reed Mary Maud, 1880 WM, Patty Smith, 1908 “4. 1 Reed. Mes nud , 
jotot e4. rt. Title o. y m 4. ise i) Reed. Mary Mand, 189 Y 
2819835 _ 
Labrary of Congress PE1I9. RS brary of rrems E1119 RBA — ——— 34-21502 
Copyright A 1082812 BR? myrigt \ 108=10 vr P am 
Read, Helen S. Read, Helen S. Read, Herbert Edward, (293 
Jip and the firemen, by Helen S. Read, illustrated by A story about tall buildings, by Helen S. Read Ih The anatomy of art: an introduction to the =. of 
Eleanor Lee ... edited by Patty Smith Hill ... yand, Mary M trated by Eleanor [ee ... edited by Patty Smith Hill ,and ert and aesthetics. by Herbert Read New . Dodd, 
Reed New York, Chicago ,etc., C. Scribner's sons ,1929 Mary M. Reed New York, Chicago ete., C. Seribner Mead & company. 1932 
sons ,°1935. _ _ _ 
M1) p. col. ue 179 21997 Sorta) eclence readers =tp plates 
98.1) p col ue 17220" (Social science readers) pnfion edition (Vater & Paber limited) hes title: The atag of 
1. Prt 1870 1 Fm, +4 Smith, 19n8 od * Reet 1 Primere—1 HN Patty Smith 12 “a « Reet Art. 2 Art— Hist Pethetios Title 
Mary Maud, 198- joint od oor. Tit Mary Maud. 18a0- joint 4 «=m. Tithe as 
Ce 36—1807 Uorer't brary of Congress NT4%5 R4 1982 
313278 
Library of Congress PR1119 RB Library of Congress PE1110 RRAS Copy 2 
40g1 4208 Copyright A STSAR 2. q24 myright A se7T81 37m? 704 
Read Helen 8. Read, Henry. Read, Herbert Edward, 1893— 
Mary and the policeman, by Helen S. Read, illustrated by The American federation of arts. \nnals of innocence and experience, by Herbert Read. Lon 
Eleanor Lee ... edited by Patty Smith Hill and, Mary M In Notions! edecetion seseciation of the United States. Journe! jon, Faber & Faber , 1940. 
Reed New York, Chicago ,ete., C. Scribner's sons ,1929. of proceedings and addresses, 1909. p. 668-472) aLT-ML ap 2 
9A. .1) p. col. (Mus, 17} x 199". (Social science readers) Inclades The nnorent eve. and comtinves bis reminterences: 
First pabliahed 0 November Menx! 
197 1. FM, Party Smith, 188 od. m Reed, Tite 
Mary Maud. 180 joint ed. amt. Tithe 
\. American federation of art» A 4) 408 
3O— 18277 
£16718 Harvard unis 
Library of Ce * PR1119. RST Library, U. 8. Bur. of Kducation heary of Coogress PRONE R24e+ 
wy? a8 mat a42et aa 2 








Read 


Read, Herbert Edward, 1893- ed. 

The anthology of English prose, lected and ordered by 
Herbert Read and Bonamy Dobrie. New York, The Viking 
press inc., 1981. 

Sxxvill, Op 1m™ 

Printed \n Great Britain 


1 Dintirde, Ronamy, joint ot 
32 —2A0T4 


1 Ragtieh prea literature 


PRIS 
el, ROR 


Library of Congres 


Read, Herbert Edward, 149:- 


Art and industry, industrial design, 
Herbert Read. Lacdlon, Fiber & Peter lemined, 194. al 
20 L1G p Me, a 
Tithe 00 2 waves. 
1. Art industries and trade. 2 Design 1. Tithe 
3+ 270m 
Library of Congress NK1106.R4 
owe, 145 


Read, Herbert Edward, 1893— 

Art and society, by Herbert Read. New York, The Macmil- 
Jan company, 1937. 

xix, 282 p. incl. tus. plates 214 x 17. 

“Printed in Great Britain.” 


1 Art and society. 2 Art and religion. 


Library of Congres NT2. R28 


4x2, 01 


Read, Herbert Edward, |893- 

Art now; an introduction to the theory of modern painting 
and sculpture, by Herbert Read. London, Faber and Faber 
limited 1933, 


144 p. incl. front. 128 pl. on 641. 204° 


1 Art—Hiet- -Seh cont. 2 Esthetion Hist 1. Title 


33— Sum 
NUON 108B 


Copyright A ad int. 18482 nz 70004 


Litwary of Congress 


Read, Herbert Edward, 1893- 

Art now; an introduction to the theory of modern painting 
and sculpiure, by Herbert Read. New York, Harcourt, Brace 
& company , 1937, 

Spl.O10p Wpletsi 2 

“Printed in Great Britain.” 


1 Art—Hist —20th cent 2 Eathetice—Hist 1 Tithe 
s7—28T 
Library of Congress NHR 1967 
ihl, 700.04 


Read. Herbert Edward, 193- 
essays in literary criticiem, by Herbert Read 
Faber and Faber itd. ,1938, 
ap |, 6-368 p = 
ie October momaxxavinl 
wd esmays fret published in the ‘cutters She sense of glory. 
of Shelley. The 


appeared in Look ef. 

— theories The mature of poetry. The nature of 
efiticiam. Particular studies; Frotasart Melory. Descartes Swift 
Vauvenargues Tobias 


Bterne Charlotte and 
Emily Broo. Bagenot. Covestry Parmore Gerard Menley Hopkins. 
Henry Jomes 


1. Literature— Addresses, eumnys, lectures 2 Criticiom 1 Title. 
18 
Lbrery of Congress PNSILESSS 1008 
Copyright Aad tnt 24544 % Co 


LIBRARY OF CONGRESS 


Read, Herbert Edward, 1893- 

Collected poems, 1913-25, by Herbert Read. London, Faber 
and Gwyer, 1926. 

115, 1; p. 20". 


27-2610 
Library of Congress PROOSS.E24A17 1926 


Coprright A ad int. ST86 2 


Read, Herbert Edward, 189:- 
The end of a war, by Herbert Read 
Faber ,1933 


Sp 24". 
In verse 


(London, Faber and 


1. European war. 1914-1918— Poetry 1. Title. 
34-1617) 
Library of Congress PRO E24E6 1983 
a $21.91 


Read, Herbert Edward, 1893- 

English prose style. by Herbert Read. London, G. Bell and 
sons, Itd., 192%. 

v1, 2Ip we 


1. Engtish tanguage-—Mtyie, 1. Title. 
25-- 19763 
Library of Congress PE1421.R35 
Copyright A ad tnt. 11472 Sigl-, 


Read, Herbert Edward, 1893 

English prose style, by Herbert Read 
and company ,“1928, 

s¥, 3), 229 p. 21”. 


New York, H. Holt 


1. English language—Style. 1. Title. 


Library of Congress 
— a Gage 6. 
Copyright A OM fiji, 


PE1421.435 19288 


Read, Herbert Edward, 1893— 

English stained glass, by Herbert Read ... London & New 
York, G. P. Putnam’s sons ,1926, 

xvii, 250, ;1, aden plates. col. front, col plates 20)”. 


1 Glags painting and staining—Engiand. & Tithe. 
z1—11688 
NKSS43 R4 


140e1, 


Library of Congress 


Read, Herbert Edward, 1893— ed. 

Se ae en oo eee Sey See oe. 
London, Eyre & Spottiswoode Itd., 1 
2p... Mi-cizp.11,2-eep we. 
“My aim bas been to present the 
as by representative 

poetry." —p. viz. 


idea! tp Its various aspects 


1. Gt Brit—Civilisation, 2 National characteristics, English. 
1 Tithe 


8706 
Library of Congress DAIO.RS 
4141, O42 
406 


Read, Herbert Edward, 1893- ed. 

The English vision, an anthology, edited by Herbert Read 
London, G. Routledge & sons, Itd., 1939. 

2p.L, Ul-avil pp, 11, 2864p. 179". 

an aim bas bebo to the English ons in its various aspects 


present 
by ae Englishmen” 
“* Fitet published in 1983. 


4 Gt. Brit.—Civilization 2. National characteristics, English 
1 Title. 


a 245, 


Library of Congress DAO R« 180 


3 9142 


Read, Herbert Edward, 1893- 

Essential communism, by Herbert Read 
ltd. 1935, 

32 p. 29". (Half-title: Pamphlets on the new economics, no. 12) 


Discusses, from the point int of view of an artist, the trend toward col 
— concludes by advocating social credit as “a mode for sttatetng 
communism.” 


London, 8. Nott 


1. Collectiviem. 2. Art—Hist.—20th cent. 3. Credit. 1. Title 
346 9T90 
Library of Congress HX246.R4 
3) 3854 
Read, Herbert Edward, 1993- 
.. Form in modern poetry, by Herbert Read. London, 
Sheed & Ward, 1922. 
x1, 81p. 18)". (Ranays in order: no. 11) 
1. Poetry. 2. English poetry—Hist. & crit 1. Tithe 
2M 
Library of Congress DXIQM.ET no. 11 
(4102, (24) M81 


Read, Herbert Edward, 1898— 

The green child; ee London, To- 
ronto, W. Heinemann, ltd. 

2p.l. 6p my. 


1 Title. 
96-758 
Library of Congress PZB.R2190Gr 
Copyright A ad int. 20064 a 


Read, Herbert Edward, 1893- 

Henry Moore, — an ee by Herbert Read; 
with thirty-six plates. London, A. Zwemmer, 1934. 

90 do 8 0 toch eee. tgs sp Ue. 


1. Moore, Heary Spencer, 1898- 


Library of Congress NB497 M6R4 


(3x2, ‘738.0042 


Read, Herbert Edward, 1893- 

In defence of Shelley & other essays, by Herbert Read. Lon- 
don ,etc., W. Heinemann, itd. ,1936, 

Sp.L,S-282p. 224". 


Contents. —In defence of Sheiley.—Coventry Patmore Gerard Man- 
.—T-wo notes on Swift. Diderot's love 


—Obecurity 

= Ar om Picasso —Paraitee ta English painting and poetry —-Fng- 
Mah art. 

1 Literature, Modern. ya, lectures, 2 Art—Addresses, 
emeays, lectures. 3. Shelley. 1 Ryeshe.” 1792-1822 1. Tithe, 

36 10135 

Library of Congress PNSILRS4 1986 

Copyright A ad int. 21820 *1g1, 520.4 








Read, Herbert Edward, 19% 


In retreat, by Herbert Read. London, L.. & Virginia Woolf, 
1925. 
42, 2p fold map. 22". (The Hogarth emays +1 


Caption title: In retreat; « journal of the retreat of the Fifth army 
from St. Quentin. March 1918. 


1. Bure im war, 1914-1918 Campaigns France. 2. Ot Rrit 
Army Fit t Title 


bh army. 1915-1918 
21 4A Revised 
Library of Congress DM65S. Sth. R4 
342, 


Read, Herbert Edward, 1893 
In retreat, by Herbert Read. London Faber & Faber ,1930, 
46 p. incl double map. 20" ( Half-title: Criterion miscellany. no. 8) 
Caption title: tn retreat; a journal of the retreat of the Fifth army 
from St. Quentin, March, 1918. 
Published In 1925 ox the Bogarth essays, vi Reprinted in 1990 by 
Faber and Faber limited: seeond impression September 


1. Buropean war, 1914-1918 Competens France. 2. Gt. Brit. — 
Army— Fifth army, 1915-1918. Title 
mm 80126 
Library of Congress DH65.5th R4 19808 
(381 940.41242 


Read, Herbert Edward, 1893 

The innocent eye, by Herbert Read. 
limited ,1933, 

81, a; p. 1 Mes, pt. 229" 

Title vignette 


London, Faber & Faber 


f the suthors eerty youth 


“First published in April mows tens 


1 Title 


PROBS RAZ 
2, PAR2 


LAbrary of Congress 


Read, Herbert Edward, 1993 
Julien Benda and the new humanism, by Herbert Read 
Seattle, ng of Washington book store, 1930 


23 ay" = ( Half-title: University of Washington chapbooks. ed 
by G Hughes no. 37 


1. Benda, Julien, 1867 2 Homaniam--20th cent 


W174 
Library of Congress F242) RIMRS 
Copyright A 23300 i. ine 
Read, Herbert Edward, 1893- ed. 


ee ee & pocket-book of prose and verse, edited by 
Herbert Read. London, G. Routledge & sons, itd. ,1939, 


=, @22p,1L 1™ 


“First published 1980." 
Plank leaf for “Notes and additions” at end 


1, Literature—Collections. 1. Tithe. 
41-11572 
Library of Congress PN@O14 Ras 
2% wna 


Read, Herbert Edward, 1393- a 

The London book of English prose, selected and ordered 
by Herbert Read and Bonamy Dobré. London, Eyre and 
Spottiswoode itd., 1931. 


srsvill. [Sp we 


1. English prose literature. « Dobrée, Sonamy, joint ed. u Tithe 


PRIS Be 198le 
a us 


Library of | cagres 





CATALOG OF PRINTED CARDS 


189% 
y Herbert Read 


Read, Herbert Edward, 
The meaning of art 
Faber limited ,1981 





London, Faber & 


<-x0). 1p Woe 19 


New York, Dodd, Mead & company) has fit ne 


American o 
anatomy of art. 


Copyright Aad int 156m if ™ 


Read, Herbert Edward, 1393 
The meaning of art, by Herbert Read 
& Faber limited ,1936, 


224 p. incl. front.. Nias. 19°. 





London, Faber 


Second edition; first published 1931 
American edition (New York. Dodd, Mead & company) bas title: The 
anatomy of art 


1. Art. 2. Art-—Eiiet. 3. Eathetics 1. Tithe. 


36- 18047 
Library of Congress NT425.Ra 1906 


5. 74 


Read, Herbert Edward, 1893 

Phases of English poetry, by Herbert Read. London, 
L. & V. Woolf, 1928. 

158 p11. 19. (Malf-titie: Hogarth \ectares on literatare. @o.7)) 


1. Rngliah poetry—Mist. & crit. 1. Tithe. 


im) 
Library of Congress PROOLRA 1907 
Copyright A ad int. 12166 Gy 
Read, Herbert Edward, 1893- 
Phases of English poetry by, Herbert Read. New York 


Harcourt, Brace and company ,°1929, 


158 p. 199". (Malf-titte: Hogarth lectures on literature, wo 7 
English peetry—— Hist, & ert 1 Title 
22-2940 
Library of Congress PRSO2.R4 1920 
— Copy 2 
Copyright A 41 Om 


Read, Herbert Edward, i393— 
ey See & Sates hak London, 
Freedom press distributors, 1940. 


Sp mir. 
“Special edition limited to 500 copies.” 
Bibliographical foot-sotes. 


1. Asarchiam and anarchiste t Tithe. 
aa-1988 
Barverd univ Liorary 
for Library of Congres 2 


Read, Herbert Edward, 1393— 

The philosophy of anarchism, by Herbert Read. 
Freedom press 1941, 

so =. 

“First published Seprember 1940 Second \mwpreasion June 1941.” 


Landon, 


1 Anarchism aod asarchists. . Tithe 
42-16578 
Library of Congress AX aa8 RS 
2 = 
407 


Read 


Read, Herbert Edward, 1393- 
Poems, 1914-1934. New York, Harcourt, Brace & com- 
pany ,1935 
mp Ti. 
At head of title: Herbert Read 
Printed in Great Britain 


Conwrerta—-Eelogves (1914 1918)— War poems (1916-1982) — Satirical 
verses (1919-1934)—Lyrical poems (101 —Longer poems (1920- 
1984) 





aS 13720 
Library of Congress PROOGS.E2MAIT 1985 
13) mm 
Read, Herbert Edward, 1893- 
Poetry and anarchiem, by Herbert Read. London, Faber 
and Faber ,1938 
2p.,7-18p Bye 
First published in June wcwrernm.” 
1. Aparchiam and anarchists, 2. Poetry 1. Tithe 
sm Tao 
Library of Congress PNW081.R4 1968 
Copyright A ad int. 24152 4013, a) 
Read, Herbert Edward, 1893— 
Reason and romanticiam, by Herbert Read London, 


Faber and Gwyer 1926 

vi, 29 p. 199" 

Comrenta— The attribntes of eriticiaun 
poetry Pure poetry The furure of poetry 
1am ——The disciples of Diderot 
ogne- Charlotte and Emily con 
novel (cursory notes) 





ure of imetaph) stew! 
analysts and crith 
The definition of comedy —The dle 
Toblas Smotiett The modern 





Literature Addi 


1 emmys, lectures, 2. English literature 
fist & rit 


3 Criticiam 1. Title. 
ve ans 
Lavrery of Congress VNSI) RS 
Copyright A ad int. S827 40m) 


Read, Herbert Edward, 1293- 

The sense of glory; essays in criticiem, by Herbert Read 
Cambridge ,Eng., The University press, 1929. 

Sp l.@aip a 


Cowrenrs. —Frplenart.--Malor: Dearartes — Swift — Vauvenargues.-- 
Sterne -- Hawthorne — Ragehot "henry James 


French literature Addresses. by lectures. 2 English ltere- 


ture Addresses, essays. lectures, Title. 
wm 12416 
Library of Congress PNS11. R36 
4ibt oO 
Read, Herbert Edward, 1993- 
Staffordshire pottery figures, by Herbert Read London, 
Duckworth, 1929. 
tv, 249 col front, 75 pl. (partcol) 289222" 
“Books” : p 24. 
L. Staffordshire pottery 
> Zane 
Library of Congres: NK 40@T 84R4 
ale, 
Read, Herbert Edward, 1893— od. 


Surrealism ; edited with an introduction by Herbert Read ; 
contributions by = eS ee ae 
Siuard, Georges H London, Faber and Faber limited 
1936, 

2ol.7-p Sane a 


1. Surreatiom. 2 Art——Eitst. — 20th ceot—1s08- 1. Breton, 
André, 1808— @. Davis, Hogh Sykes. ct Bluerd, Pent. cy. Bugnet, 
Genrer, 1908- 

ser 
Library of Congress NOOR 1956 








Read 


Read, Herbert Edward, 1593- 
Thirty-five poems, by Herbert Read 
Faber ,1940, 


Sp 1. Sesame books, 


London, Faber and 


Most of the poems wore teenies » bis Poema, 1914-1804 
iret eed eee in Novernber 
Select bibliography” p.5 


1, Title, 
A 41-47 
Harvard univ Library 
for Library of Congress 2. 


Read, Herbert Edward, 180— 
To hell with culture; democratic values are new values. 
London, K. Paul, Trench, Trubner & co., Itd. (1941 


vi, 7-8 p (The democratic order, ed. by Francis Williams, 
bo. 4) 


1847 


At head of title: Herbert Read 
“First poblished 1941." 
“Note on the author”: p il 


1, Culture. 2. Democracy. 8 Socialism, 1, Title. 
41-131 
Library of Congress HM101 R¢ 
3 a1 


Read, Herbert Edward, 1893- 
Unit 1, the modern movement in English architecture 


painting and sculpture, edited by Herbert Read. London, 
Toronto ,etc., and company, itd. ,1934, 
Sp lL. @-124 p. 1 |. twcl. Mes. plates, ports. 29°. 
1. Unit one, London. 2. Art—Englend 
35-2657 
Library of Congress NOTEBR.RG 
3 708.42 


Read, Herbert Edward, 1893- 
Wordsworth ... by Herbert Read ... London ,etc., J. Cape 


,1930, 

271 p. 2 port. (incl. front.) 209°. (The Cierk lectures. (Trinity 
college, Cambridge, 1926-1830) 

“List of books”: p. ,261;-204 

1 Wordeworth, William, 1770-1850. 

3) 4293 

Library of Congress PRSS81L.R« 1930 

Copyright A ad int. 14607 (Rad wna 


Read, Herbert Edward, 1+93- 
Wordsworth by Herbert Real. New 
H. Smith ,“1931 


York, J. Cape and 


21 p. 2 port. (inel 


front.) 2197. (The 
iege Chatrinee 192% 9G 


ark lectures Trinity cc 


‘List of books”: p. 201,204 


1. Wordsworth, William, 1776 1850 
31-134 
Library of Congress VRS 1981 
— Copy 2 
Copyright A S34 son sea 


Read, Herbert Harold. 
British regional enclogy oy Grampian pote, by 


H. H. Read Edinburgh, H Stationery o 
vl, 61 p. fect meepe. tole & pl. (ine! fold map “ue 
At bead of tite: Department of scientific end industrial research. 


Geological sorve) and Museum 
MbiograpDies interspersed 


Geowey -Sovtiand——Grempiap high'eade 
“. wl Mus om of practice! geviug) 
Ureumpiap highlands 


1 Gt. Br. Geological 
us. Tithe tv. Tithe: 





C823 
Library, U. ® Geological Bervey (630) Bigr 
Library of Congress [Qk2h k } 
iS, 


LIBRARY OF CONGRESS 


Read, Herbert Harold. 

y of central Sutherland o- ~— Suther- 
land and south-western Caithness) . By Read 
Edinburgh, Printed under the authority of i Me Stationery 
off., 1931. 


vill, 238, a tt. incl ee 8 tadtes ¥ pl. (incl. frowt.) 26°. (Scotland 
Geological 


At bead of title hoes of ectentific and industria) survey 
Explanation of sheets Eanes 108 


Bibliography 
1. Geology — Scotiand— Southerland co 1. Scotland. Geological sur- 
vey. Memoirs 
G832-7 
Library, U. 8. Geological Survey (512) E no. 106-100 


3a, 


Read, Herbert Harold, 1589- 
The geology of Strath Oykell and lower Loch Shin 


(South Sutherlandshire and north Ross-shire) By HH 
Read ... J. Phemister and G. Ross With contributions 
by C. H. Dinham and M. Macgregor Edinburgh, 


Printed under the authority of H. M. Stationery off., 
vi 2p. les. 0 pl, map, tables. 25° 
At head of tithe: Memoirs of the Geological survey of Scotland. 


1926. 


Explanation of sheet 102 

Ribliography p 198-200 

1 Geology Scotland 1 Phemister, J. mm Ross, G ot. Dinham, 
Charies Hawker, 1888 tw. Macereror, Murray. v¥. Scotland. Geo. 
Memoirs vi. Tithe. vi. Tithe: Strath Oykell and lower 


Gsa 


U.S Geol. survey. Library 
crews 


(012) DSt8r 
for Library of Con yaatal 


Read, Herbert Harold, 1889- 

The geology of the country around Golspie, Sutherland 
(Strath Fleet, Strath Brora, & Glen Loth) Explanation 
f one-inch sheet 103. By H. H. Read G. Ross ... and J 

Phemister including a description of the Mesozoic rocks of 

east Sutherland & Ross (Helmsdale, Brora, Golspie, Shand 


shire 





wick, and Ethie) By G. W. Lee Edinburgh, Printed 
under the authority of H. M. Stationery off., 1925 
’ ». front. illus. tables, diagrs 249° 
At hend of title Geological survey, Scotland 
Ribliography © p. 131-135 
: Scotland—Sutherlandshire 2. Geology. Stratigraphic 
' a J. Lee, Gabriel Warton, 1880- mt 
Geologicn survey 
Gsm" 


U. 8 Geol survey. Library 


(M2) DOSS 
for Library of Congress af2el 


Read, Herbert Harold, 1889- 
The geology of the country round Banff, Huntly and 
Turriff. (Lower Banffshire and northwest Aberdeenshire) 


(Explanation of sheets 86 and 96). By H. H. Read Edin- 
d under the authority of H. M. Stationery off., 








24 p, Mus, tables, 25°. 


At head of title: 86 and 06. Memoirs of the Geological survey, Scot- 
and 
Hibiographical references. 
1 Geology—Scotland 1. Title. 
GS824—ST 
U.S Geel surver, Library (512) F no 86496 
for Library of Conzress QE R4 


adicl, 


Read, Hollis, 1902-1887. 

The hand of God in history; or, Divine providence histori- 
cally illustrated in the ext of Chris. 
tienity. By Hollis Read 

x fly p11 aye 

“Some of the authors consulted”: leef at end 





Hartford, H. Huntington, 1849. 


1. Providence and government of God 1. Title 
36-29111 
Library of Congress BRI48. R4 1848 


Read, Hollis, 1802-1887. 
The hand of God in history; or, beret omen histori- 
cally illustrated in the ex Chris- 
tianity. By Hollis Read Hartford, H. E. Robins re co., 
1851 
x, (11,402 p. plates, 109° 
Rome of the eutbors consulted” 





port 


1. Providence and government of God 1. Tithe se-sent 
Library of Congress BRI46.R4 1851 
—— Another issue Without plates. 
BRI48.R4 18510 
a 270 


408 


Read, Hollis, 1802-1887. 
The hand of God in history; or, Divine providence his 

torically illustrated in the and 

Christianity. By Hollis Read 
E. Robins and co., 1856 
X, (11)-408 p. plates, porta ai= 
= cover: God in history . 


Supplement» the author's aed ieten same title) re in 140. 
‘The two were combined in one FH. Philadelphia, 1870. 





of 
Part second. Hartford, 


1. Providence and government of God 1. Title 
ST-1T428 
Library of Congress BRI48 R42 
a 270 


Read, Hollis, 1902-1987. 
_ The hand of r in history ; or, Divine providence illustrated 
of Christianity throughont 
Philadelphia, J. E. Pot 
New York etc., J. W. Goodspeed & co. 1870, 
880 p. incl. INus., 24 pl, 5 port. front. plates, ports. 224°. 





n the 
the world. By Rev. Hollis Read 
ter and company ; 


1. Providence and government of God. 1, Title. 


BA-25165 
Library of Congress BRI48R4 1870 


2) 270 


Read, Hollis, 1802-1887. 

The negro problem solved; or, Africa as she 
and as she shall be, Her curse and her cure. 
Read New York, A. A. Constantine, 1864. 

2p 1, dita, 13,418 p 2 pl. 19" 

Added t.-p., Mhustrated 


was, as she is, 
By Rev. Hollis 








1. Negroes—Cotontzation 1, Title 


Library of Congress E448. R28 
18241, 


Read, Hollis, 1502-1887. 

The palace of the Great King: or, The power, wisdom, and 
goodness of God, illustrated in the multiplicity and variety 
of His works. By Rev. Hollis Read New York, C. Serib- 
ner, 1859. 


408 p. 19° 


1. Natural theology 1. Tithe 
30-24824 
Library of Congress BLASS 210 
Read, Horace Emerson, 1898- 


Recognition and enforcement of foreign judgments in the 
common law units of the British commonwealth, by Horace 
Emerson Read Cambridge, Mass., Harvard university 
press, 1938. 

xiv, 37ip. 2”. 
vol, st) 

“Until now no one has systematically examined ye three bodies 4 
relevant case and legislative authority which have been 
the dominions of Canada, Australia, and New Zealand with the ject 
of welding them with those of ph a and Ireland into oe the oe 
io partial — to om ‘Anglo-American common 
ventures ao ‘Anglo domiaies common law’ of foreign t~ 
menta"—p. 


( Half-title: Harvard studies in the conflict of laws, 






(Continued op next card) 


‘8818887 
4012, 
Horace Emerson, 1595- Recognition and en- 
forcement of aye judgments... 1938. (Card 2) 





completed as a thesis in April, 1084; It has since 
to ta ecount of ow decisions ané Gtataten. —yecowers 
Appendices «. Uniform foreign — act. & 
( Reciprocal enforcement Note concerning ‘charecterization’ 
of things as movable, or immovable 

“Cases cited. Statutes cited. Treatises and articles cited”: p. 820,- 


Judgments, ——- 2 oa of laws 8. International law, 
Private Ht. Brit Common la’ 5. Jurisdiction—Gt. Brit. 6. Gt. 
t. —Oolonies- t. SI. 7. Gt. Brit. — Colon! ustralia. 6 4 
Brit —Colonies—New Zealand 
io the common law unite of the Brit! 


Library of Congress 
—— —— Copy 2. 
Copyright A 119088 


. Tithe o Title: Foreign 
lab common weal 
3818887 


re, 











Read, Humphrey. 


The birth of ome, being a call to the ballot, by 
Humphrey Read ilkes-Barre, Pa., Printed by E. B. 
Vordy co. 1915 


4p M«ti* 910 


1. Woman— Suffrage 1. Title 
Library of Congress 


Copyright A 396502 


JK1IM1.R3 


Read, Humphrey 
... The national clean up; the modern community build- 
ers, by Humphrey Read . 
(Boston, Pinkham press; "1915- 
v. 1x 11* 


1. Hygiene, Public 1. Title 
15-14216 
Library of Congress 
Copyright A 407052 


RA43)_R4 


Read, J A illus. 


Journey to the gold diggins by Jeremiah Saddlebags. Tilus 
trated by J. A. & D. F. Read. Cincinnati, U. P. James, °1849 


63 p. of Mus. 1342 229" 


1. American wit and humor. Pictorial 


t. Read, D. F., tts 
1. Title 
24 4822 
Library of Congress NC1429. R42 
(281 
Read, J A lus. 


Journey to the gold diggins by Jeremiah Saddlebags. Illus- 
trated by J. A. & D. F. Read. New York, Stringer & Town 


send ,°1849, 

3 p. of titus. 14) 2 29°" 

American wit aod humor, Pictorial 1. Read, D. F., Mus. 
n Thine 
244821 
Library of Congress NOD. R4 
291 

Read, James Bond. 

Dissertatio medica inauguralis, de typho. Quam pro 
gradu doctoratus in Academia Lugduno Batava erudi- 


americanus Ad diem xvt. novembris “pcexcv 
duni Batavorum, apud fratres Murray, mpccxcv 
2pni.@B@p a 


torum examini submittit Jecobus Bond Read, Georgiw civis 
Lag- 


1. Typhus fever. 


37-35818 


Library of Congress RCI98.R4 


Read, James Burton, 1885- 

. The law of sales, prepared in the Extension division 
of the University of Wisconsin, by James B ‘ 
New York, 'ondon, D. Appleton and company, 1923 


xvii p. PL, 2299. 199°. (Commercial education series) 
1. Salex« t Wisconsin. University. University extension division 
23-5300 
Library of Congress 
— -—~ Copy 2 
Copyright A 8410 ch 


CATALOG OF PRINTED CARDS 


Read, James C. 


Reed, James Calvin, 1369- 


Read, James Marsh 
The Royal agricultural society's commended essa 
the resulta of steam cultivation. By James Marsh 
Showing from practical experience that steam power 
reduces the cost of cultivation : facilitates the drainage of 
land; makes a deeper and better tilth ; and increases crops 


London, H. Allnut, 1963 
2o UY" With Greig, David On steam cultivation Leeds, 1867, 
1. Tillage Roval agricultural society of England 
Agr 71589 
Libra Dept of Agriculture S8G86 
Read, James Morgan. 


Atrocity propaganda, 1914—1919, by James Morgan Read 
Published for the University of Louisville. New Haven, Yale 
university press; London, H. Milford, Oxford university press, 
1941. 

ix p., 21, 819 p. Incl, tables. 23)”. 

Bibliography : p. :287 -$10. 


European war, 1914-1918 — Propaganda. 2. European war, 1014 
su Atrocities. 1. Loutevilie, Ky. University. a, Title. 
41-24138 
Library of Congress DeB9. PERIT 
125, ‘ 940 488 


Read, James Morgan. 

Das problem der deutschen vermittlung beim ausgang 
der bosnischen krise, von dr. James Morgan Read. Berlin, 
E. Ebering, 1933. 


9 p 237" (Bistorische stodien 
“Literaturnachwets”: p. 6,4 


nft. 229) 


1. Rurope—Poltties— 20th cent. 
3. Bosnia and Hersegovina—Pol 


2 Eastern — (Balkan) 
u Tithe. 


& govt. 


3B Oe 
Library of Congress D445.R4 
Copyright A-—Foreign 21485 
& aod 


Read, Jane Maria, 1353- 


Between the centuries, and other poems, by Jane Maria 
Read. Boston, H. A. Young & co., 1887 
206, A; p. 199". 





1. Call 7 medicine, San Franciaco. 2 Medical soct- 
eties—Ca!ifornia—Sun Fraacteco. 3. Physiciane—Sen Francisco. 
22711 
Library of Congress Ris.cise 180 
_ Copy 2. 
Copyright A 30590 3 noe 


Read 


Read, Jay Marion, |889- 
Observations on the suckling period in the guimes-pig, 
by J. Marion Read. Berkeley, University of California press, 


cover-tithe, p 41,85) Ps id 
soology 


diagre 
lieations in vol. 9, ne. 7) 
“Literetare cited”: p 351 


(Catveraity of Californie pub 


1. Guimes-pigs. 2 Lactation. 
A 187% 
California. Univ Library 
fer Ldarary of Congress ie vol. @ a0 7) 
- ‘opy 2 (QLT87T RAR) 
e371, (580.%s) 


Read, John. 


Elementary textile design end fabric structure, by John 


Read New York, Longmans, Green & co.; London, E. 
Arnold & co., 1931 


& p. incl. ites. plates, diagr, 287" 


1. Textile industry and fobrice 2 Textile design 


© Titte 
2-11" 4 
Livrary of Congress TS14T5 Re 
(Ahel, ‘ATT (QR24 
Read, John. (Knightsbridge) 


A summary view of the spontaneous electricity of the earth 
and atmosphere; wherein the causes of lightning and thunder, 
as well as the constant electrification of the clouds and vapours, 

in the air, are explained. With some new experi- 
ments and observations, tending to illustrate the subject of 
atmospherical electricity; to which is subjoined the —— yd 
ico-electrical journal, kept during two years, as presented to 
and published by the Royal = of London. By — = 
of Knightsbridge, London. London, Printed for 
of whom ~~ ee was ty Saniap ales A 
vi, 100 p. fold. pl 
(Continued om next card) 
12 28880 
(31, 


John. A summary view of the spontaneous electricity 
of the earth and py 1798. (Card 2) 
Errata, ome leaf, 
Refereace te De. rookie p. 6. 
journal ceastpatty relating to 
from 


tricity? a the @th of Many. 178 
": p> 108-160. 


1 elec. 
to the th 
of May | 


1 Klectricity—Rarty woke 


Library of Congress QcsiT Re 


Read, John, 1760-1847. 


An appeal to the medical profession, on the atility of 
the improved patent syringe, with as for its sev- 
era! uses, shewing, by a statement of facts, the validity of 
the rights and claims of the ntee. By John Read 
London, Printed by W. Gi 18241, 

27 p. incl from 2 
18, v. SZ: 


With The London medical and physical journal. 


Read, John, 17469-1854. 
Cine ete ee 


land. “During the :revolutionary; war the debtors ... paid to the executor, 

their debts im the lawful money of the state, which was depreciated at the 

ome Por this difference ... the residuary a British subject) cow 
for from the Umited States, st ought to be awarded 

Ly ander amay ot 1794...” . 

L. Jay's treaty, 17 2u 3 — Hist —Reveletion—Claimn, 

3. Tasker, Ann. of Mary- cand 1. Tithe. 

Library of Congress E314. R28 See 

a 





Read, John, 194+ 
a chapter in the chemistry of essential oils, by John Read 
London, 1936. 


Mp. 11. front. (port) 219°. 
1936) 


At bead of title 


(Streatfeild memorial lecture. 1th, 


‘The Institute of chemistry of Great Britain and 
od 
Bibliography: p. 33-34 


and essential oils, 2. Eucalyptus. 8%. Piperitones. 
1 Institute of of chemistry of Great Britain and Ireland. 1. Title 


38-22471 


Library of Congress QD416. R35 


3, AT 


Read, John, 1884- 

Historic St. Andrews and its university, ae Se Bae ~. 
St. Andrews, W. C. Henderson & son, Itd., 1939. 

1p 1,5-80p front, lua, plates 25". 

Bibliography: p. 20-30. 


1. St. Andrews. Unlversity—Hist 2 St Andrews, Scot.—Descr. 


A0-8561 


Harvard univ. Library 
for Library of Congress 2) 


Read, John, 1884— 

. An investigation of the ‘‘marine fibre’’ of Posidonia 
australis, by John Read ... and H. G. Smith ... Pub. 
under the authority of the Executive committee of the 
Advisory council. Melbourne, A. J. Mullett, government 
printer, 1919. 

lp ys a =x Si fot part >. 244". (Australia. Institute of 


science and industry. 
At head of tone” ay a Australia. Institute of science and 
“Literature” : p oo. 


Pe Fibers. 2. (Posidonia australis: 1. Smith, Henry George, joint au- 


Agr 21-515 
Agriculture 514Au72B no. 14 
2 


Library, U. 8. Dept. of 


Read, John. 

... An investigation of the ‘‘marine fibre’’ of Posidonia 
australis, by John Read ... and H. G. Smith ... Pub. 
under the authority of the Executive committee of the 
Advisory council. Melbourne, A. J. Mullett, govt. print- 
er, 1919. 


Ip ksi Op xx pl 2 


. Institute of science and 
industry. Bulletin no. 14) 


(Australia. 
1. Smith, Henry George, joint author 
22-91 


Library of Congress SB241.P7R4 


Read, John, 1 


884- Ant ed. 
Monographs on modern chemistry 


Monographs on modern chemistry. 


Read, John, 1854— 

Prelude to aay aay ba an outline of alchemy, its literature 
and relationships, by J: London, G. Bell and 
sons, Itd., 1936. 

xxiv, 827, ) p col, front, iia (incl. music) 43 pl (inci. ports, 
map, facsima.) on 821, 2 diagr. 224°. 

“The music in ‘agttente totes, be ©. © Sawyer": p. 281-290. 

“Bibliography and notes”: p. 


1, Sawyer, Frederick Beary, 
bl 


1 Aichemy—Hist. 2 Alchemy—Bibi. 
mn. Title. 


QDS. RSS 1986 
efiv2, 


Library of Congress 
0.1 


LIBRARY OF CONGRESS 


Read, John, 1484 
Prelude to chemistry; an outline of ag ite literature 
and relationships, oy John Read New York, The Mac- 
millan company, 1937. 
xxiv, 327, (1; p. col. front. 
maps, facsims.) on 32 1. 2 dingr. 


“The music ip ‘Atalanta ER 
“Bibliography and notes”: p. 206-318. 


. ‘inel. music) 63 pl (incl. ports, 


1, Alcbemy—Hist. 2. Alchemy-—-Bibl. 1. Sawyer, Frederick Henry. 


o Title 
871516 
Library of Congress QD12.R88 1987 
—-——- Copy 2 
Copyright A 102430 (37 pb, 540.1 


Read, John, 1854- 
A text-book of organic be ~~ 4 historical, structural & 

economic, by John Read ... London, G. Bell and sons, Itd., 

1926. 

ities 2. 


ai, 679, ;1, p. (Half-title: Bell's natural science series) 


1. Chemistry, Organic. 
27—1M417 


Library of Congress QD! R4 


(S81, 


Read, John Elliot, 1545- 

Farming for profit. A hand-book for the American farmer. 
A practical work, devoted to agriculture and mechanics, fruit- 
growing and gardening, live-stock, business principles, home 
life, and showing how to make money, preserve health and 
secure happiness on the farm. By John E. Read ... Illus- 
trated with 140 engravings. Philadelphia, Cincinnati ,ete., 
J.C. MeCurdy & co., 1880, 

860 p. incl. tlus., plates (part col.) front. 23%. 


1. Agriculture—Handbooks, manuals, etc. 


4 -30873 
$501. R28 


s27fl, 


Library of Congress 


Read, John Elliot, 1845- 

Farming for profit. A handbook for the American 
farmer, a practical work, devoted to agriculture and me- 
chanics, fruit-growing and gardening, live-steck, busi- 
ness principles, home life, and showing how to make 
moncy, preserve health and secure happiness on the farm. 
By John FE. Read ... Dlustrated with 140 engravings. 
Philadelphia, Cincinnati ;ete., J. C. MeCurdy & co., 1881. 

860 p. incl. illus, plates (part col.) front. 23° 


1. Agriculture— Handbooks, manuals, etc 


Library of Congress $501.R28 1881 


Read, John E,liot, 1845- 


Life triumphant; a study of the nature, origin, and 
C. H. 


destiny of man ... with an introduction 
Parkhurst ... Philadelphia, A J. Holman 


Ip. L,505p. pl 8°. 
June 14 1900-54 





Library of Congress, no. Copyright. 

oe John x 

deli d on the 22d of Feb- 
mm 1800, on ‘tee feat of General George Washington, 
before a numerous assem! ~~ of the citizens of Norfolk 
and its —> tolunteer co! United States 
a ey no. 1, and of Napali, * “* 

e request of ord, 
hd y Dr. J. mayor of the bo oh of Nien 
folk. (Norfolk, Augustus . Jordan, printer (1 
Sp 16". 


1. Washington, George, pres. U. S.—Aacresses, sermons, ete. 
17-4859 


Library of Congress E31263.K28 
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Read, John Lioyd, 1398- 

The Mexican historical novel, 
Read New 
Unidos, 1939. 

Spl, ts-ziv, 337p,11 199" 

‘Thesis (ru. o.)—Columbia university, 1989. 

Vita. 


1826-1910, by John Lloyd 
York, Instituto de las Espafias en los Estados 


Published also without thesis note 
Bibliography : p. 320-837 


1. Mexican fiction—Hist. & crit. 2 Historical fiction. 1 Instituto 
de ins Espafias en los Estados Unidos. 1. Title. 
40-3108 
Library of Congress PQT207.HSR4 1989 
Columbia Univ. Libr. ‘lel, 863.00 


Read, John Lloyd, 1598- 
The Mexican historical novel, 1826-1910, by J. Lloyd Read 
New York, Instituto de las Espaiias en los Estados Unidos, 
1939 
3p. i. ix-tiv, 37 p. Wy". 
Issued also as thesis (ru. vo.) Columbia university. 
Bibliography : p. 320-837 


1. Mexican fietion—Hist. & crit. 2. Historica! fiction 1. Instituto 
de las Espafas en los Estados Unidos. n. Title 
40-3102 
Library of Congress PQT207 TISR4A 193048 
— ——- Copy 2 
Copyright A 130142 5, 863.00 


Read, John Meredith, 1797-1874 

Argument of Hon. John M. Read, in favor of the consti- 
tutionality of the subscription by the city of Philadelphia, 
to the capital stock of the Hempfield, and Philadelphia, 
Easton, and Water Gap railroad companies, delivered be- 
fore the Supreme court of Pennsylvania, on Monday, the 
25th July, 1853. In the ease of Sharpless and others v. 
the mayor, aldermen and citizens of Philadelphia. Phila. 
delphia, C, Sherman, printer, 1853. 

3p. 23". 
‘ J. HemeGeld railroad. 2 Philadelphia, Easton and Water Gap railroad 

A 15-1841 


Title from Bureau of Railway Economics. Printed by L. C. 


Read, John Meredith, 1797-1874. 

Opinion of John M. Read, esquire, against the right of 
the city Councils to subseribe for st in the Pennsyl- 
vania railroad company, and to increase the city debt and 
taxes for that purpose. Philadelphia, Printed for the 
Committee, 1846. 


Hp 2 
Pennsylvania railroad company 


1, 
delphia. Councils 
rar 


Finance—Philadelphia. 1. Phila- 
Joint special a, in relation to the Pennsylvania 
A 18-1842 
Title from Bureau of ‘ailway Economics, Printed by LC. 
Library of Congress HF2791.P43 1846c 
ta23el) 


Read, John Meredith, 1797-1874. 

Opinion of John M. Read, esq., against the right of the 
Legislature of New Jersey to impose tolls upon the navi- 
gable waters between New York and South Amboy. Phil- 
ndelphia, United States job printing office, 1849. 

16 p. 20" 


Relates to the Camden and Amboy railroad and transportation com- 
pany and the Delaware and Raritan canal company 


1. Inland nay igation 
transportation compan 


New Jersey. 2. Camden and Amboy railroad and 
lelaware oa Raritan canal company 


ca 17-3710 Unrev'd 


Library of Congress 


HEI93.5 NSR4 


Read, John Meredith, 1797-1874. 

Remarks of John M. Read, one of the deputation from the 
general town meeting of the citizens of the city of Philadel- 
phia, held January 16, 1830, relative to the termination of the 
Columbia and Philadelphia rail road; before the Committee 
on inland navigation and internal improvement of the House 
of representatives, at Harrisburg, on Wednesday the 17th 
February, 1830. Philadelphia, Printed by L. R. Bailey, 1830. 

4p 2-. 


1. Philadelphia and Columbia ratiroad. 2 Railroed—Philadelphia— 
Stations. 


A 15-1848 
‘Title from Bureau of Ratiway Economics 
Library of Congress HEI613 PSRE 
1@35b1) 











Read, John Meredith, 1797-1874. 

Speech of Hon John M. Read, on the power of Congress 
over the territories, and in favor of free Kansas, free white 
labor, and of Fremont and Dayton. Delivered on Tuesday 
evening, September 30, 1856, at Philadelphia. Philadelphie, 
Printed by C. Sherman & son, 1856. 

«% p. 22, 


.—Pol. & govt.—-1848-1860. 2 Slavery in the U. 8.—Contro 
wad literature—18™. 3. Campaign literature, 1856—Republican 


6-18 


Library of Congress JKS1S. RS 


adie), 


Read, John Meredith, jr., 1837-1896. 

The death of Philip Henry, 5th earl Stanhope, p. c. L., 
F. &. 8., president of the Society of antiquaries of London. 
A memorial letter to the Archwological society of Greece. 
By General John Meredith Read ... Athens, 1876. 

Mp 24° 

From the Proceedings of the Archwological society of Greece. 


1. Stanhope, Philip Henry Stanhope, Sth earl, 1805-1875. 


Library of Congresy DA3.S7R3 


Read, John Meredith, 1837-1896. 

Historic studies in Vaud, Berne, and Savoy; from Roman 
times to Voltaire, Rousseau, and Gibbon. By General Mere- 
dith Read With illustrations. London, Chatto & Windus, 
1897. 


2+. 81 pl (inel. fronts, ports. facsim.) 23°. 


. Vaud—Hist, 2. Bern—Hist. 3. Savoy-—Hist. 4. Voltaire, Francois 
marie Arouet de, 1604-1778. 5. Kouxsseau, Jean Jacques, 1712-1778. 6. 
Gibbon, Edward, 1737-1704. 

10208, 

Library of Congress DQST.R2 


Read, John Meredith, jr., 1837-1896. 

A historical enquiry concerning Henry Hudson, his 
friends, relatives, and early life, his connection with the 
Muscovy company and discovery of Delaware Bay. 
Abridgee from the work of John Meredith Read, ¥ 
and ed. by Edmund Goldsmid ... (Edinburg) riv. 
print. for the Clarendon historical society, 1 

88 p. 238™. In The Clarendon historical society's ser. 1, 


( 
u no. x1) 

Fd within ornamental J. 1. 

irst published Albany, js unsell, 1866. 

-p~ pity Lt yy and four 

pe jenty a paper 

L Hodson I enry,d 1611. 1. Goldeenid ed. 1. Tithe 
417263 

Library of Congress DA300.C30 


Read, John Meredith, jr., 1837-1896. 

A historical inquiry concerning Henry Hudson, his friends, 
relatives and early life, his connection with the Muscovy com 
pany and discovery of Delaware bay. ly John Meredith 
Read, jr. Albany, J. Munsell, 1866. 

vip. 11, 5)-200p. front. 24”. 


Amplified from an address delivered hefore the Historical society of 
Delaware, Oct. 18, 1804. 


1. Hudson, Henry, 4. 1611. 2 Hudson family. 3. Russia company, 
Leadon L Detaware historical society 


4812 
Library of Congress F129. HSR19 
—— —— Copy 2. 40e1, 
Read, John William, 1885— 


The effects of ultra-violet irradiation on the chemical and 
nutritive properties of baked products ... by John William 
Read ... (Washington, D. C., 1933, 

cover-title, p 99-128 Incl. filus, tables. 224°. 

—_ (rm. ».)—University of Minnesote, 1831. 

By J. W. Read and C. H. Bailey. 

“Paper no. 1140, Journal series, Minnesota Agricultura! experiment 


station 
“Reprinted from Cereal Ke -= sq vol. x, no, 2, March 1933." 
“Literature citations” : 


1, Bisevita. 2 Vitamins. & Ultra-viclet rays. 4 Nutrition. 
5. Rickets. 1. Bailey, Clyde Harold, 1887- joint author. 
34-11768 
Library of Congress TX760.R35 1981 
Univ. of Minnesota Libr. 
— —— Copy 2. 3) (641.13) @12.20274 
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Read, John William, 1885- 
Topline chlorinated milk to the albino rat. By J. W. 
Read ... and Harrison Hale .. 


Ss. of agricult! journal of research. vol. 
of on ont 1, 1925, p. 889-892. oa arora . Washington, 1925) 


Contribution from A: sas agricultural experiment station (Ark —7) 
Published July 30, ha 


isinfection and disinfectants. :1. Germicides; 2. Milk, (Chlorinated: 
1 tile Harrison, 1879- jomt author 
Agr 25-971 
Agriculture 1AgB4) vol. 30 
a” 


Library, U. S. Dept. of 


Read, John William, 1885- 
Nutritive value of o Goatia velvet bean (Stizilobium 
deevingianum) By J Read ... and Barnett Sure . 


(Ue U.S. Dept. of oo? we of ey research. vol. 
XXIV, no. 5, p. 433-440, diagrs. Washington, 1923) 


c eoertunion from Arkansas agricultural experiment station Jy > 

Published by courtesy of the American chemical society read at 
New ve ork T, 

“Literature cit p 440 


1. Velvet-bean 1. Sure, Barnett, joint author. 


Agr 23-1190 


Library, U. S. Dept. of 1Ag84J vol. 24 


Agriculture 
4 


Read, Leonard E. 

The romance of reality, by Leonard E. Read. New York, 
Dodd, Mead & company, 1937. 

sivp.11,10p 19. 


1. U. 8.—Beon. condit —1918- 2, Wealth. 1 Tithe. 
‘37-22840 
Library of Congress HC106.8. R35 
——— Copy 2. 
Copyright A 100005 5 330.973 
Read, 


Margaret. 
From field to factory; an introductory study of the Indian 
peasant turned factory hand, by Margaret Read. London, 
Student Christian movement, 1927. 

3 p.11 1. 


Bibliography : 1 p. at end. 


& Labor ,and iaboring classes,—India. 2. India—Soctal conditions. 
© Title. 


L2-817 
Library, U. 8. Dept. of Labor 
2 
The Indian peasant u ; & study of the yay -y tH 
wit « fororrd ‘by the Right 


xiv, 256 p. front. plates. 19”. 


Based on the Report of the Royal commission on labour in India, 
fasued in 1981. 


india. 2 India—Soe. condit. 


1. Labor and laboring classee—I ot 
Brit. Royal commission on labour in India. Report. a. Tithe. 


Library of Congress Hpe6s86. n+ 


(3243, 


Supplement to ‘Africa,’ ¥. 11, no. 8 


1. Angoal. 


for Livcery o¢ Oungrens 


Read 
Read, Margaret Helen 
see 
Read, Nargaret. 
Read, Mary Lillian, 1878- 
‘The mothercraft manual, by Mary L. Read Boston, Little, 
Lrown, end company, 1916. 
xvilip.. 11, 40p. front. plates, diagr. 19)* 
Libtiegraphy . p 281 4208 
1. Children-—Care and hygiene. 2. Child study. 3. Mothers. 1. Title. 
16—21567 
Library of Congress HQ750.R4 
—— Copy 2 
Copyright A 415203 a30w2, 


Read, Matthew Canfield, 1825- 
Ancient mound near Chattanooga, Tennessee. By M.C. 


(Jn Smithsonian institution. Annual report. 1867. Washington, 1968 
2". p. 401-402) 


1. Mounds—Tennessee. 2. Tennessee—Antiq. 


(33b1 $ 15-223 


Pi ses. 1967 


Read, Matthew Canfield, 1825- 
Archeology of Ohio, By M. C. Read .. 

Western Reserve historical society ,1888, 
119 p. incl. ius, plates 234~. 


ry of Congress 


‘ary 
Library, Smithsonian 


Cleveland, O., The 


1. Ohio—. . 2 Mounds—Obio. 

‘Antiq o-1 

_Lderary of Congress 
_—— Copy 2. 


Read, Matthew Canfield, 1825- 
. Archmology of Ohio. By M. C. Read ... 


In Western Reserve histerical seciety. metas 73. Cleveland, 
wit! nr Ap eS eek ene psig 


Read, Matthew Canfield, 1825- 

Geology of Knox County, Ohio, by M. C. Read ... from 
adv: ay Ad of the Geological rt of pb Ohio state 
survey, 1877. Petroleum, and the ~ dy one: 
Diamond black. ‘April, 18 1878. Vernon, Ohio, ‘ 
publican’’ printing house, 1878. 

1p.1, 23,7) p illus (incl maps) 23". 


ee es Se 2. Geology—Ohio—Knox Co. 3. Lamp- 
4. Kokosing oi! company. 


6—17442 


Library of Congress TN872.03R3 





Read 


Read, Matthew Canfield, 1825- 
ray stone of Grave Creek mound. Report of 
M. C. Reid ... on the inscribed stone of the Grave Creek 
mound, read at the meeting of the State archeological so- 
ciety, held at Wooster, Ohio, September 25, 1878. 


(Jn The American 0., 1879. 
p lap tee. ; antiquarian. Cleveland, 23)". v.1, no. 8, 


1. Grave Creek mound, Marshall Co, W. Va 


7-1202 
_ aan of Congress ESI.ASI 
~ Copy 2, de- tached 
Library of ngvess E74.WSR3 


Read, Melbourne Stuart. 
maa evolutionary ethics ... by Melbourne Stuart 
.. Hamilton, N. Y., Republican press, 1902. 
4p. 1,.9p 2" 
Thesis (ri. 0.) —Cornell university 


1, Ethics—Hist.—Gt. Brit. 2. Evolution. 1. Title. 


Library of Congress BI@03.E9R3 
Read, Melbourne Stuart. 

An introductory psychology, with some educational + od 
tions, by Melbourne Stuart Read ... Boston, New York ,etc., 
Ginn and company ,*1911, 

vill, 300 p. tus, 194". 

“References” at end of each chapter. 


1, Paychology. 2. Educational psychology. 

11—16482 
Library of Congress BF131.R35 
#11, 


Read, Nathan, 1759-1849. 


A diequisition on creation, annihilation, the 


future existence, and final happiness of all sent- 


tient beings ... 


Belfast, Maine. Printed by E. 
Fellowes, 1828. 


24 p. 22 cm. 


Library of Congress. 5-21278 


Read, Newbury Frost, ed. 


The story of St. Mary's; the Society of the free church of 
St. Mary the vee | New York city, 1868-1931, edited by 
Newbury Frost Read ... New York, Pub. for the 
trustees, 1931. 


4p. 1, 7-281 p. incl. front. plates, ports. 234". 


pT a York. Society of the free church of St. Mary the Virgin. 
1 . 


31-0021 
Library of Congress BX5080 NOM3S 
—- ——— Copy 2 
Copyright A 35501 ‘288.7471 


Read, Opie Percival, 1852- 

The American cavalier, by Opie Read . 
by J. J. Gould and F. RB. Gruger. 
Thomas ,*1904, 

aiv, 15-235, 105 p. inet. front, plates. 20°. 
Contents.—The spirit of the (eemtne. = — 
chevalier of industry —The New 


man —After the war —A cavalier of i cartons "Attics —The 
bestne== men — ~ulioes 6 and epigram: Read 


. with illustrations, 
Chicago, Thompson & 


1 National characteristics, American 1 Tithe 
Tt 
Library of Congres» E17) R28 
Coy) right aT, 


LIBRARY OF CONGRESS 


Read, Opie Percival, 1852- 

An American in New York; a novel of to-day, by ie 
Read ... illustrated by Emlen McConneli and Howard Heath. 
Chicago, Thompson & Thomas, 1905. 

Sp. t, 17-356 p. front, 7 pl 20. 


© Tithe. 
5-24182 Revised 
Library of Congress PZ3.R22Am 
Copyright a 110628 1186b2, 


Read, Opie Percival, 1852- 


An Arkansas planter, by Opie Read Cover and illus- 


trations by W. W. Denslow and Ike Morgan. Chicago and 
New York, Rand, McNally & company ,“1896, 
315 p. front.. ius. 20°. 
1. Title. 
736625, 
Library of Congress PZ3.R22ar 
—— ———— Copy 2. 
Copyright 1896: 65062 \37el, 


SS 
Arkansas planter, by Opie Read ... Chicago and New 
York, Rand, AcNally & company ,*1899, 
1p... 5808p 184". (On cover: Oriental library, +. 1, no, 14) 


L Title 


Library of Congress 


Read, Opie Percival, 1852- 
Bolanyo; a novel, by Opie Read . 
liams, 1897. 


Sp.1, 3008p. front. 179". 
Title within ornamental border 


Chicago, Way & Wil- 





1. Title. 
138624 
Library of Congress PZ3.k22Bo 
_ Copy 2. 
Copyright 1997: 23006 m32el, 


Read, Opie Percival, 1852- 
Bolanyo, by Opie Read . 
Rand, MeNally & co. ,1902 


2p. 1, %-266p. 19 


Chicago and New York, 


(Oriental library, no. 49) 


1. Title. 
2-5223 Revised 
Library of Congress (@) (PZ3.R22Bo2) 
Copyright ir22e2) 
Read, Opie Percival, 1852- 
“By the eternal”; a novel, by Opie Read ... Special illus- 
trations. Chicago, Laird & Lee ,°1906, 
Spl, til-vp. 11, 7-808 p. col. front. plates. 20°. 
1. Jackson, Andrew, pres. U. S., 1767-1845-——Fiction 1 Tithe. 
6-20777 Revised 
Library of Congress PZ3.R22By 
Copyright A 152467 17392, 


412 





Read, Opie Percival, 1852- 
The captain's romance; or, 


(Miss Madam) By Opie Read 
1894 


IW p 19 th cover: Neelys 


Tales of the backwoods 
New York, F. T. Neely 


popular library, no. $4 


Old Luxton 
ofessur Ol 





n W sol 
‘Old Bill's re 





ve years--A strange experience mar farm house —The 
radish king —Brought the money.—Zozi—Dan Miters —Clem, the outlaw 
Tit 
49—S801 Unrev'd 
Librar Congr PZ3.K22Cap 2 

Copyright 1896: 10470 a23b1 
ae e auiie 

she qapinayn 0 by Opie Read and Frank Pix- 


® Calnentaiteater’ (°1899, 
‘in front. plates. 19°. 
Novelized from the play of the sane name. 


1. Pixley, Frank, 1965- Joint author. um. Title. 


94105 
Library of Congress PZ3.R22Car 
Copyright 1890: 58187 nsorzigi, * 
Read, Opie Percival, 1852- 
The Colossus ,a story, by Opie Read Chicago, F. J. 
Schulte & company ,°1593, 
26 p. 199°. (On corer: The Ariel library, vo. 26) 
1 Tithe. 
T6823 
Library of Congress PZB.RZWo0 
Copyright 1808: 11466 a37bi 
Read, Opie Percival, 1952- 
“Come on Buck’’, on Read ... Chicago, The 
Blackhawk press, inc., 1 
2p.1, 3516p. 19”. 
1. Title. 
26-5826 
Library of Congress PZ3.R22Com 
—- ——- Copy 2 
Copyright A 883528 12, 


Read, Opie Percival, 1852- 
Emmett Bonlore, by Opie Read 
& company ,*1891, 
=, 9-371 p. 20)" 


Chicago. F. J. Schulte 


1 Title. 
736503, 
Library of Congress PZ. R2Em 
Copyright 1901: 36152 (a33d1) 


Read, Opie Percival, 1852- 

The gold gauze veil, by Opie Read. Chicago, The Canter- 
bury press, 1927. 

ip. 1, 383 p. 209". 


1. Title. 
27-29024 
Library of Congress PZ3.U2G0 
on Gagy 8 
Copyright A 1013740 2 

















Read, Opie Percival, 1852- 
The am a novel, by Opie Read . 


Chicago, Laird 
& Lee ;*1903 ’ 


353 p. incl. a front. plates. 20°. 
1. Title. 
3-17532 Revised 
Library of Congress PZ3.R22H 
Copyright A 60711 1T28e2; 
Read, Opie Percival, 1852- 


I remember, by Opie Read. New York, R. R. Smith, inc., 
1930. 


vip, 11, 3385p. 209". 





1 Title. 16 
Library of Congress PS2679.R6Z5 1930 
-——- Copy 2. 
Copyright A 81588 36k1 o28 
Read, Opie Percival, 1852~ 


In the Alamo, by Opie Read ... 


Chicago and New York, 
Rand, McNally & company ,“1900, 


2p. 1, 387p. front. 20°. 
A novel. 
1. Title. 
1-21", 
Library of Congress P73.R22 In 
Copyright 1900 A 25808 (29r21e1) 


Read, Opie Percival, 1852- 
The Jucklins, a novel, by Opie Read ... Chicago, Laird & 
Lee (1896, 


lp. 1, @-201 p. fromt. 184°. (On cover: The pastime series, no. 
24) . 
L Title. 
324489 
Library of Congress (®) (PZR) 
(a32d1, 


Read, Opie Percival, 1852- 

The Jucklins; a novel, by Opie Read ... 
Lee (1896, 

2p. 1, 291 p. front, pl. 20". 


Chicago, Laird & 


1 Title. 7~s0002 
Library of Congress PZ3 R22J ve 
—-—_— Copy 2. 
Copyright 1806: 6965 18241, 
Read, Opie Percival, 1852- 
Die Jucklins; ein roman von Opie Read .. 's deutsche 
fibertragen von Annette Klokke. Paicnon, Laird a Los (inet, 
256 p. incl. front. 194°. (On cover: German-American series. no. 27) 
Tilustrated cover. 
1. Klokke, Annette, tr. om. Tithe. 
2) 25548 
Library of Congress PS2679.R6J8 


Copyright 1497: 66600 


CATALOG OF PRINTED CARDS 


Percival, 1852- 


Read, Opie 
Judge Elbridge, by Opie Read Chicago and New York, 
Rand, McNally & co., 1899. 


205 p. front, plates. 19°. 


1 Title. 


99-5537 Revised 
Library of Congress 


Copyright 1800: 68125 


PZ3.R22J0d 


Read, Opie Percival, 1852- 


A Kentucky colonel, by Opie P. Read. Chicago, F. J. 
Schulte & company, 1890. 


M2 p. 2™ 
1. Title 
7-401 
Library of Congress PZ3.R22Ke2 
Copyright 1889: 4456 3b) 


Read, Opie Percival, 1852- 


Len Gansett, by Opie P. Read ... Boston, Ticknor and 
company, 1888. 


Bp. 1. 


1. Title. 


1238416 
Library of Congress 


Copyright 1888: 9709 


PZ3.R2Z2Le 


Read, Opie Percival, 1852-1939. 

Mark Twain and I, by Opie Read. Chicago, Reilly & Lee 
(1940, 

4pL%p tien 227°. 


1. Clemens, Samuel Langhorne, 1885-1910. Title. own 
Library of Congress PS1838.R4 

——— Copy 2 

Copyright 118, ella 


Read, Opie Percival, 1852- 
Miss Polly Lopp, and other stories, by Opie Read. Chi- 
cago, E. A. Weeks & company ;1895, 
247 p. front 2" (On « 
Contents. me] Polly 1 


over: The enterprise series, no. 51) 


gop The a wife —Under a sassafras 
Knew 


ree —A oa 1 — Jou Tabi where a coon lived.- 
x thirty-two a judge's weakness. — H. 
dream was Ay: art. — The s ome Worth! Nick. — The strange 
preacher —Little Bit—From the front —Had her foul—The luxury of a 
gre! —The history of a —An shman’s — 
rry —Pleased the chills—Why the machine was ic was 
such a fool —His literary < fe hero of Goose Creek — fall of 
the picture —Told h ory —His second it. Govern: Jobn. 
P his fare. 
ca 9-574 Unrev'd 
Library of Congress PZ3.R22Mi 


(Copyrght 1895: 62366) 


Read, Opie Percival, 1852- 

Mrs. Annie Green, a romance. By Opie P. Read (“The 
Arkansaw traveler”) ... Chicago and New York, Rand, Mc- 
Nally & company, 1890. 


Ip bl, 5-26 p. 199%. (On cover: Globe library, no. 111) 
Title 
: ca 9—6798 Uvrew 
Library of Congress PZ3.R22Mi« 
Copyright 1889: 85890 wt8b1-, 
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Read 


Read, Opie Percival, 1852- 
. My young master; a novel, by Opie Read ... Chi- 
cago, Laird & Lee (1896, 


30S p. front. 20. (On cover: The pastime series, no. 45) 
At head of title: Opie Read's select works. 


1. Title 
ca 9—S792 Unrev'd 
Library of Congress PZ3.R22My 
Copyright 1896: 54833 cal%l, 


Read, Opie Percival, 1952- 


The new Mr. Howerson, by Opie Read. Chicago, The 
Reilly & Britton co. “1914 


>» »™ $1.35 


1. Title 

14-12629 
Library of Congress 
Copy 2 
Copyright A 376705 


PZ3.R22Ne 





Read, Opie Percival, 1852- 
Odd folks, by Opie Read ... 
897; 


is 


New York, F. T. Neely 


192 p. 20. (On cover nea popular library, no. 93) 

ConTents. — superin: example. — The Lamy office. — The 
Greek god Pet Urly Rachel we My - in the picture —His sixteen 
cighty-nine—Big Hep and Little Lady. — poy ol ‘wory Smee —Old Oe yay 
on Billy —Swinging in the dusk—A memorable meal 

1 imperious court.— His C eemetnen the spring. L- r> y A hundred 
docu —Her sweet drea 


1. Title 
, ca 9—$800 Unrev'd 
Library of Congress PZ3.R2204 

Copyriaht 1897: 43756 1a26b1; 


Read, Opie Percival, 1852- 
.. Old Ebenezer by Opie Read 
(1897, 
345 p. front. plates. 194”. 
At head of title: Opie Read's select works. 


Chicago, Laird & Lee 


1. Title. 
7 36500 
Library of Congress PZ3.R22014 
Copyright 1897: 58084 83f1, 
Read, Opie |P ) 1852- 


Old Lim Jucklin; the opinions of an open-air philoso- 
pher, 7. Read. New York, Doubleday, Page & com- 
pany, 


vi, M2p. Mn. 
a) 
Library of Congress PZ3.R2Z201 (Copyright A 128574) 
— — —Copy2 


Read, Opie Percival, 1852- 

On the Suwanee River ; a romance, by Opie Read ... Golden 
rod ed., Chicago, Laird & Lee 1895, 

254 p. inci. front, ius, 187". 


1. Title 
7 36488 
Library of Congress P73. R2O0n 
Copyright 1885: 42657 e281, 








Read 


Read, Opie .P ) 1852- 

Opie Read in the Ozarks, ineluding many of the rich, 
Tare, quaint, eccentric, ignorant and superstitious sayings 
of the natives of Missouri and Arkansaw, by Opie Read ; 

ctures. by F. I. Wetherbee, Chicago. Chicago, R. B. 
MeKnight 1 & co. (1905, 


%p Mus 195)™ 


$-773S 
Library of Congress 


Read, Opie Percival, 1852- 
ast Read on golf. (Chicago, Golfers magazine bo., 


45) p. illus. (incl. port.) 184™. 


1. Golf. 


Library of Congress GV967.R35 
Copyright A 822552 12) 


Read, Opie Percival, 1852- 

Opie Read on golf. ,Chicago, Golfers magazine co., "195, 
38 1. incl. mounted pl. plates, port. 18)”. 

Printed on one side of leaf on opposite pages. 


1. Gott, 
2825335 
Library of Congress GVOCT.RIS 19250 
a 
Read, Opie Percival, 
New York 


. Tite. 
‘3 20824 Revised 
Library of Congress PZ3.R2200 
Copyright A 83255 082, 
Read, Opie Percival, 1852- 
Selected stories, by Opie Read ... Chicago, F. J. 
Schulte & company (1891, 
vip. 11, 1-199 p. 18. 
Bill and Little Bill—The same pistol—A coat like 


Cosme 
Proctor’s — 
fool —The a te ae oh dust —No mo’ 
the Diser —Big Lage — te was a end 4 was amusing —John and 
Jack. —The tear in 


7- Seamer 


Library of Congress R2Se 
“ (Cora 1891: 36153) 


Read, Opie (P ) 1852- 
Sage dé & opine a romance, by Opie Read 
Chicago, Laird & Lee 1905, 


es ool from, 7 pl (lel) 2 


(Copyright A 119456) 


LIBRARY OF CONGRESS 


Read, Opie Percival, 1852-1939. 
The Starbucks; a new novel by Opie Kead 
Laird & Lee ,1902, 
S22 p. 11. Inel. col. front, 
book was written from the drama of “Ihe Starbucks, produced 


“This 
at the Dearboro theatre, — The illustrations ... are made from 
Skstupeghn of the eusee) sosues and people of the play.” 


Chicago, 


Teol pl 1. 


\ Title 

2—heae 
PmB RRs 
cagigt, 


Library of Congress 


Read, Opie Percival, 1852- 

The tear in the cup, and other stories, by Opie Read ... 
Chicago, Laird & Lee , 1894, 

= p. front., plates, 2°". (On cover: The library of choice fiction, 
no, 76) 


Cowrents —Big Bill and Little BuL 
Proctor’s—An Arkansas hanging. “Ri 


The same pistol—A coat like 
im along, now "—There wane a 


fool.—The to mire - Run dust.—No mo’ widders.—A “sca! 
Little Diser.--Big —te was s —— mite was amusing. —Jehe 
and Jack.—The tear in the cup.— Cypress View 
Drawing color line — Sunes , his Dosiness.—A careful man. 
& Title. 
ca O—5T708 Unrev'd 
Library of Congress PZ3.R22Te 


Copyright 1894: 35231 a34b1, 


Read, Opie Percival, 1852- 


A Tennessee jndge; a novel, by Opie Read . 


Chicago, 
Laird & Lee 1893, 


wis front, plates. 20°. (On cover: The library of choice fiction, 
1. Title. 
ca 9—S797 Unrev'd 
Library of Congress PZ3.R22Ten 
Copyright 1893: 42961 
Read, Opie Percival, 1852- 

Tom and the squatter’s son; a ym by. tale of adven- 
tures in the mony days for boys from 7 to 60, by Opie 
Read ... Chicago, Laird & Lee (1910, 

193 p. incl 9 pl. front. 20. 90 

10-S219 

Library of Congress PZ3.R22Tom 

— —— Copy2 


© Feb 11, 1910; 2c. Feb. 14,191, A 256877; William H. Lee, Chicago, Ill. 


Read, Opie Percival, 1852- 

“Turk’’; a novel, by Opie Read ... 
Lee (1904, 

389 p. col. front., plates. 20°. 

Published later under title: “Turkey egg” Griffin. 


Chicago, Laird & 





Title. 
oo 4-19873 Revised 
Library of Congtess PZ3.R22Tu 
_ Copy 2. 
Copyright A 91880 
Read, Opie |P ) 1852- 


on ” Griffin (‘"Turk’’) a novel by Opie Read 
. mia 


389 p. incl. front. plates, 20™. (On cover: Opie Read's select works) 


$-26231 


Library of Congress (Copyright A 118780) 


414 


Read, Opie Percival, 1852- 


Twenty good stories, ie P. Read . 
J, 8. Ogilvie, 1891. aes 


lp. L, 5-89 p. ils. 18°. 


New York, 


1. Title. 


Library of Congress PZ3.R22Tw2 


Read, Opie Percival, 1852 


Twenty good stories. By Opie P. Read 


, New York, 
J. 8. Ogilvie, 1891 


192 p. illus 199. (‘The sumnyside series. no 24) 
cA 9-S796 Unrev'd 
Library of Congress PZ3R22Tw 
(Copyright 1891: 24093) 
Read, Opie Percival, 1852-1932. 


Up Terrapin river. By Opie P. Read. Chicago and New 
York, Rand, McNally & company, 1889. 

226 p. incl. front. 1f*. (On cover: The Rialto series, no. 13) 
Up bene =p river.— Behind a bugier._-In the Cumberland 
—A commercial rip-snorter.— His frieod Flanders.—H: — 
knew nena out the carpet.—A bridegroom.— Dave Summers. — 
captain's romance.—Old Tlidy. 


1. Title. 
ca 9 —5705 Unrev'd 
Library of Congress PZ3B.R22Up 2 
Copyright 1888: 27804 ad0ecl, 


Read, Opie Percival, 1852- 

The waters of Caney Fork; a romance of Tennessee, by Opie 
Read ... Chicago and New York, Rand, McNally & company 
(1898, 

Bip 2. 


1 Title. 


Library of Congress 
Copyright 1806: 19087 


P2B.R2wW 
S741-, 


Read, Opie Percival, 1852- 
The wives of the prophet; a novel, by Opie Read ... 
Chicago, Laird & Lee ; 1894, 


2 p. L, 7-287 p._ front., illus, plates, 20°. (On cover: Library of 
choice fiction, no. TT) 


1. Title. 
ca 9—5T80 Unrev'd 
Library of Congress P73.R22Wi 
Copyright 1804; 35607 al¥bl, 


Read, Opie Percival, 1852- 
A Yankee from the West; a novel, by Opie Read . 
Chieago and New York, Rand, Me Nally & company (1898) 


277 p. 194". 
1. Title. 
W-1879 Revised 
Library of Congress PZ3.R22Y 
Copyright 1898: 68521 120c2) 








Read, Orin A 
159% 


b. 181 


Descendants of John Read. 1859. Published by 


Orin A. Read Providence, R. I C. Greene, printer, 
1859. 
geneal. tab. 1362 &* fold. to 582 41°" 
1, Reed family 
36-21358 
Library of Congress CST. Ras 1900 
Read, R Y. 
Thoughts from Scripture, by R. Y. Read ... New-York, 
G. Mitchell, 1843. 
4p. iios. 229° 
In verse. 
1. Dible—History of Biblical events— Poetry 1 Title. 
20-28675 
adbrary of Congress PS2679. R88 
Read, Ralph Harlow, 193- ed 


The younger churchmen look at the church, edited by Ralph 
H. with an introduction by Kirby Page. New York, 
The Macmtllan company, 1935 


xvi, 45 p. 204™ 
Reference books”: p. 335-836. 
1. Sertolegy, Christian — Addresses, essays, lectures 2) Church 
&. Socialiom, Christian. —¢. Title 
2 A02e 
Library of Congrens RY A004 
itm bi) 
Read, Ralph W. 
The Calostro mind yy + act; a new, complete, improved 
4 


system for ng 
mentalism”, or “thought cowed, conceived and « 
by Ralph W. Read .... New York, N. Y., Calostro publications 
(°1934, 

Sp. 209° 





1. Mind-reading. & Title 
3S 4088 
Library of Congress GV1S3.R4 
—— ———_ Onpy 2. 
Copyright AA 154882 e 793.8 


Read, Samuel, 7. 1829 
Political economy. An inquiry into the natural grounds 


of right to vendible property, or wealth. By Samuel 
Read. Edinburgh, The author; ;etc., ete. 1829. 
xxxiv, 3968 p. 22 
1 Economics. 2 Property 
s20404 
Library of Congress HB161 R2s 


Read, Stanley E. 

A bibliography of Hogarth books and studies, 1900-1940, 
with an introductory essay on trends in Hi criticism, 
1764-1940, by Stanley E. Read. Chicago, De Paul university, 
1941. 


il, 82 27g". "De Paul university, Chicago. Graduate school. Pub 
Heations 


Reproduced from type written copy. 


1 Bogarth, William, 1697-i764— Bibi 
Library of Congress ™™12 Rs 
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Bead, Thomas. 


Sateeeeting Sects about plumbing, by Thomas Read. 
(Brooklyn, 1 


cover-title, 41 p. incl tables 1S™ 


1. Plumbing. 2 Brooklyn—Water-supply 
ca9-S212 Unrev'd 


Library of Congress TH6126. RB 


(Copyright 1883: 1566) 


Read, Thomas Albert, 1913- 
The internal friction of single meta! crystals, by Thomas 





Albert Read ;Lancaster, Pa., Lancaster press, inc., 1940, 
cover-titie, p. 871,880.11 Giagra 264 20”. 
Thesis (ru. o.)—Columbia university, 1940. 
+ anaemia vol 58. 00. 4... August 15, 1940." 
1 2c€ 8. Friction. t Tithe. 
-24117 
Library of Congress ‘TNG@BO R4 
(2, SHB 8 


Read, Thomas Buchanan, 1822-1872. 
Brushwood. By T. Buchanan Read 

signs by Frederick Dielman. 

pincott & co., 1882. 
16 1. Mus, 7 pl 


Tilustrated from de- 
Philadelphia ete. J. B. Lip- 


192 19" 


1 Dieiman, Frederick, 1847-1985, illus. mm Tithe 


2 28840 
Library of Congress PS2684.BT 1882 

Copyright 1881; 10083 (n37b1, 

Read, Thomas Buchanan, wos oy 





a Frederick Dielman. Philedsiptia, J. B. ce: & co., 


4, & p. incl. us, plates. 18)™ 
Added ¢-p.. \Dustrated. 


14489 
Library of Congress PSs2esK.CS 1888 
—— —— Copy 2. 
Copyright 1882: 18742 (40b1, 


Read, Thomas Buchanan. » 1088-1878. 

Christine. By T. B Read. Ill d from de- 
signs by Frederick biaaun Philadelphia, J. B. Lippincott 
company ,18851, 

38, 2p. Mus 21°, 

Mastreted cover. 





t Dielman, Frederick, 1847- ities a. Title. 


32-2187 


S135 


The closing scene. By Thomas Buchanan Read ... 
delphia, J. B. Lippincott company, 1887. 

45 p. incl. front. ius. pl. 27*. 

Diustrations by W. Hamilton Gibson, Howard Pyle, Will H. Low, 

Printed on one side of leaf ony. 


Phila- 


i Gideon, William Hamilton, 1850-1808, illus. u. Pyle, Howard, 
1863-1911, ilies, ut Low, Will Hicok, 1853- illus ry. Title. 
De TO 
Library of Congress PS2064.08 1887 
pitet, 


Copyright 1886: 13906 


415 


Read, Thomas Buchanan, 1822-1872. 

Drifting. By T. Buch Read. Til d from de- 
signs by Miss L. > Humphrey. Philedelphis ,etc., 7. B. Lip- 
pincott & co., 188 

17. Mus, 5 pl. 19215" 

Added t.-p.. Diustrated. 





1. Hompbrey, Lisbeth B, as 1. Title. 


Library of Congress 
Copyright 1880: 15608 


Ps2684.D7T 1881 
Aw 


Read, Thomas Buchanan, 1822-1872. 

Drifting ,by, Thomas Buchanan Read. Anacapri, Italy, 
The Italian ‘iterery guide service, 1929. 

8. 17. 


In verse 


1. Title. 


Library of Congress . a1135 


Read, Thomas Buchanan, 1822-1872, ed. 

The female poets of America. With portraits, biographical 
notices, and specimens of their writings. By Thomas Buchan- 
an Read. Philadelphia, E. H. Butler & co., 1849. 

xvi, (17,420 p. front, ports. 2° 


Added t.-p.. engraved, with vignette (portrait) 
“Proem” by the editor within illuminated border. 


1. American poetry (Collections) 2 Poets, Women. © Tithe. 
A 19-471 
Stanford univ. Library 
for Library of Congress PS580.R4 1860 
04041, 


Bee pee: pee 


E.H. Butler & co., 1852. 
3p. 1, owt D, 11, pat-evt, (11,482 p. col. front, porta 249". 


Added t.-p., \lustrated in colors. 
“Poem” by the editor, within illuminated border. 


1. American poetry (Collections) 2 Poets, Women. © Tithe 
2 ae 
Library of Congress PSse.Re 162 
ya4idi, 


Read, Thomas Buchanan, 1822-1872. 
The female poets ob —_. With portraits, biographical 
notices, and f their writings. By Thomas Bu- 


chanan Read Philadelphia, E. H. Butler & co., 
1857 


7th ~%¢ rev 


svi, 11,478 p. imel. froot. ports. 21°. 


Added ¢-p.. engraved with vignette (portrait 


1. American poetry (Collections) 2. Poets, Women. Title. 


2 2ews 
Labrary of Congress PRO.R4  186T 


a ge 
Good Samaritans. A pam te ee Saas Read. 
Cincinnati, R. Clarke and company, 1867. 
Dp. x15 
Gilt tine borders. 


“Written . Fe atMiateas of the Good Samaritan hoapital of Cincin- 
naci”—p ry 


1 Tithe, 


Library of Congress 








Read LIBRARY OF CONGRESS 


Saat, Thence Beaman, 00-200 Read, Thomas Buchanan, 1822-1572. 


The house by the sea. A poem. y Thomas Buchanan _ Poems, by Thomas Buchanan Read. Illustrated by 
Read . ne"Philadelpbia, } Parry & McMillen, 1855. Kenny Meadows. London, Delf & Triibner, 1852. 

182 pp. 1. vii, 275, dip. illus, 18°" 

1. Meadows, Joseph Kenny, 1790-1874, illus 
1 Title. 

1-12997 
29-20088 Library of Congress PS2680.F52 

Librery of Congress PS264.H6 1855 al%cl, 


Read, Thomas Buchanan, 1822-1572. 
Lays and ballads. Thomas Buchanan Read. Philadel- 
phia, G. S. Appleton ; _ York, D. Appleton & co., 1849. 
vil, @-14 p. 19". 


Read, Thomas Buchanan, 1822-1872. 
Poems by Thomas Buchanan Read. A new and enl. ed. 
Philadelphia, A. Hart, 1853. 


vill, 13-352 p. 179". 


u Tithe. 

1—1201 
Library of Congress PS20H.13 1840 
132b1, 


Library of Congress PS2680 E53 


—— —— Copy 2. m33b1, 


Read Thomas Buchanan, 1822-1872. 


The new pastoral. By Thomas Buchanan Read. Phil- 
adelphia, Parry & M ‘Millan, 1855. 


1p L, xiv, 15-252 p. front. (port) 197. 


Read, Thomas Buchanan, 1822-1872. 


Poems, by Thomas Buchanan Read. A new and enl. ed. 
... Boston, Ticknor and Fields, 1860. 


2. 18)" 
Firs: edition, with author’s autograph, in original cloth binding. Cowrents.—t, Lyric poems. Sylvia; or, The last . Miscella- 
rat Airs from er SSS sSTonse ty oho one. 








1. Title. 
Library of Congress PS2684.N4 1855S secs 7 1-12995 
— —— Copy 2 (2b1, aso, 
Library of Congress PS2684.P6 1860 
Read, Thomas Buchanan, 1822-1872. Read, Thomas Buchanan, 1822-1872. 
ward versary poem. Besieed before the The poetical works of Thomas Buchanan Read ... Phila- 
yong ont mo atile Lb ; nati, in delphi, J. B. Lippincott & co., 1866. 
honor of its eigt h y: By T. } Buch Read. Sy. 179". 
Cincinnati, The Association, 1852. 
¥ Trap 1. 
1 Tithe. 1—1206 
29-25554 Library of Congress PS2680. E66 
Library of Congress Ps2684.05 1882 138e1, 


ay tepagne e 1822-1872. 


a tale of the Brandywine. By T. B. Read. 


Read, Thomas Buchanan, 1822-1872. 
Paul Redding: 
Qded. New York, Philadelphia, E. Ferrett & co., 1845. 


The poetical works of T. Buchanan Read. New rev. ed. 
Illustrated from drawings by Dielman, Fenn, Humphrey, Mur- 


6p 19)". my. and others. Philadelphia ,etc., J. B. Lippincott & co., 

oo front. (port.) 12 pl. 214". 

Lne borders. 
Some ot of {lustrations misplaced 
‘Prefatory memoir”: p. ix-xx. 

1. Dielman, Frederick, 1847- illus. om. Fenn, Harry, 1888-1911, 

1 Tite 4 
11—s20T 
1-12902 
Library of Congress PZB. R22IP Library of Congress PS82880 ESS 
a@b1, Copyright 1882: 11804 (n30d1, 


Read, Thomas Buchanan, 1822-1872. 


Poems, by Thomas Buchanan Read. Boston, W. D. 
Ticknor & company, 1847. 


Read, Thomas Buchanan, 1822-1872. 
‘The poetical works of T. Dales, Pe New rev. ed. 
Dielman, Fenn, Humphrey, 





126 ~- Murphy, and others. Piiedeiphin yete., J. B. Lippincott 
iy, 1246p 18y 4 
=x, 346 p. front. (port.) 12 pl. 21™ 


Red line borders. 
Some of tilustrations misplaced. 
“Prefatory memoir”: p. tx-xx. 


1. Dietman, Frederick, 1847- Mites. o. Fenn, Harry, 1838-1911, 
Milas. 


1-12083 
Library of Congress 


Copyright 1804: 426 


416 


Libr-ry of Congress Ps2eao £47 


Read, Themas Buchanan, 1822-1872. 


Sherid&n's vite, by T. Buchanan Read. 
Priv. print., 


6p. 32™. 


New 


York, 


1. Sheridan, Philip Henry, 1831-1888. 2 Cedar Creek. Battle of, 1864. 


10-14422 


Library of Congress E481.C2R2 


Read, Thomas Buchanan, 1822-1872. 
Sheridan's ride. By T. Buchanan Read. Illustrated with 


engravings on wood, from designs especially prepared for 
this edition. Philadelphia, J. B. Lippincott company, 1891. 
111. front, 7 pl. 239°. 


eaten. a Hen; 1831 -1888-—Poetr: 2. Ceda: 
a! a . wnat. & 7. © Creek, Bat- 


25555, 
Library of Congress - 


Copyright 1890: 25268 


PS2684.85 1891 


Read, Thomas Buchanan, 1822-1872. 

A summer story, Sheridan's ride, and other poems. 
Thomas Buchanan Read. 
co., 1865. 


By 
Philadelphia, J. B. Lippincott & 


iz, 11-16% p 20". 


1. Sheridan, Ld ane. Lt ~1888—Poetry. 2. Cedar creek, Bat- 
Poet 1 um. Tithe; Sheridan's 





tle of, 1864 try. : A summer story. 
ride. 
7—2801 
Library of Congress PS2684.88 1865 
~—— Copy 2. 183° (93641, 


Read, Thomas Buchanan, — 
Sylvia; jor, The last Tho lan chaphend. An And othe 
} aay Buchanan Read. Philedelpie, Parry & McMillan, 


Spl, 0158p. 18” 


4 Tithe. 1. Tithe: The last shepherd. 
30 500 
Library of Congress PS26H4.89 1855 


Albi, 


Read, Thomas Buchanan, 1822-1872. 


The wagoner of the Alleghanies. A oad “¢ the pea of 
seventy-six. By Thomas I Read . 
J.B. Lippincott & co., 1862. 


2716p. 18°. 





1. U. 8.—Hist.—Revolution—Poetry. 1. Tithe. 


Ubrary of Congress PS2684.W3 1862 
fifi, 


Read, Thomas bucnanan, 1822-1872. 

Se wate So Seen. £ em ft Ons 
seventy-six. By Thomas Buchanan Read ... Philadelphia, 
J. B. Lippincott & co., 1863. 

276 p. 18). 


1. U. S.—Hist.—Revolution—Poetry. 1 Title. 
—2176 
Liprary of Congress Paes. WS 1868 
371, 811.35 











Read, Thomas Buchanan, 1822-1572. 

The wagoner of the Alleghanies. A poem of the d 
seventy-six. By T. Buchanan Read Illustrated from 
ings by Hovenden, Fenn, Gaul, and Low. Philadelphia 
Lippincott & co., 1885. 

74 p. front., plates. 21°. 

First published tn 1863. 


ist. —Revolution—Poetr, 


-Hi 1. Hovenden, Thomas 
u. Fenn, Harry, 1835-1011 


1.U. & 
1805, tllus. m1. Title. 


le 
Library of Congress PS2084.WS 1885 


—— Copy 2 


Copyright 1884; 12104 (a35b4, 


Read, Thomas Buchanan, 1822-1872. 

The wagoner of the Alleghanies. A poem of the days of 
seventy-six. By T. Buchanan Read ... Illustrated from 
— Thy Peer cume Fean, Gaul, and Low. Philadelphia 
jete., Ppincott company, 1890. 

74 p. front, 5 pl. 21°. 


1. U. 8.—Hist.—Revolution—Poetry Hovenden, Thomas, 1840- 

1895, titus. m. Fenn, Harry, 1838-1011, tilus. m1. Title. 
30-510 

Library of Congress PS2084.W3 1800 
Copyright 1800: 31061 2 
Read, Thomas Thornton, 1880— 

The amalgamation of gold-ores... Author's ed. «a. p. 
1906. 

Dp, 11 illus, 234° 

Thesis (rH. ».)—Columbia university. 


Biographical 
Reprinted from Transactions of the American institute of mining engi- 
neers, (467,495, 


1 Gold—Metallurgy. 


All-81 
Title from Columbia Univ. Printed by L. C. 
Read, Thomas Thornton, 1880— 
eee © Sp Seem Seuaiien ty See F. Read; a 
vocational booklet for use in secondary schools. New York, 


Pub. by the American institute of mining and metallurgical en- 
gineers through the Seeley W. Mudd memorial fund, 1939. 
a2 . 2. 


P i 

“Prepared wit he coopera: and under the general 
of a special a ST ie 
American institute of pee cal engineers.” — 

‘Directory of mi pry - | emma the United Seater" ne. 


reading ier" <% 26-27. 

1. Mineral industries. jon, Choice of. American nsti- 
tute of mining and metallurgical engineers. Minera! industry education 
division. 1. American institute of mining and metallurgical engineers. 
Seeley W. Mudd memoria 


nd. mm. Title. 
304335 
Library < Congrenn TNISSRG 
Copyright QT bacons 4041; 622.080 
Read, Thomas Thornton, 1880— 


Careers in the mineral industries, by Thomas T. Read; a vo- 
cational booklet for use in secondary schools. Ist rev.ed. New 
York, Pub. by the American institute of mining and metallurgi- 
cal engineers through the Seeley W. Mudd memorial fund, 


genera! supervision 
comm! ineral industry education division of the 
American institute of mining and metallurgical engineers.”—Int 
‘Directory of mineral technology schools in the United States” : p. ba 
(Continued on next card) 


3921680 
(4002, 


Read, Thomas Thornton, 1880- 
industries... 1939. (Card 2) 


“Suggested reading list" : p. 26-27. 


Careers in the mineral 


1, Mineral industries. 2. Profession, Choice of. 
tute of mining and metallurgical engineer, Minera) | 
a 


1. American inati. 
education 
mt. American institute of mining and metallurgical engineers. 


Seeley W. Mudd memorial fond. us. Title. 
a 21a 
Library of Congress TNUGRA 198008 
ee. 
Coprright AA Sra (re, vad] 1) 
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Read, Thomas Thornton, 1880- 

Careers in the mineral industries, by Thomas T. Read; a 
vocational booklet for use in secondary schools. 2d rev. ed. 
New York, The American institute of mining and metallurgical 





Bip. diagr. 

“Pul Srcngh the Satteg W. Mudd memorial fund.” 

“Prepared with the under the general supervision 
of @ special ittee of the Mineral industry division of the 
American institute of mining and metallurgica) engineers.”—lotrod. 

“Directory of mineral technological schools in the United States”: 
a “Suggested reading list” p 24-25. 

1. Mineral industries. 2. Profession, Choice of. 1. American tn- 
stitute of mining and Mi 1 in- 
dustry education Givision. 1. Title. 

TNISS.RA 1941 — 

Li of Congress 

— 622.060 


Read, Thomas Thornton, 1880- 

The development of mineral industry educatior in the United 

States, by Thomas Thornton Read ... Foreword by Herbert 

Hoover. Ist ed. Sponsored by the Seeley W. Mudd memorial 

fund. New York, The American institute of mining and metal- 

— engineers, 1941. 
Fito 


404 _ front. tus, tables, 234°. (On cover: The 


“This study = Y} a direct result of the activities of the Mineral indus- 
try, education division of the Institute ref. 
“References” : p. 287-280. 


1. Mining schools and education—U_ &. American institute of 
mining and metallurgical engineers. Mineral industry education divi- 
sion. mmerican inst! tute of — and metallurgical en- 

w. memoria | mm. Tithe 
41—27803 


Library of Congress TN173.R4 


A2e2, 622.071 


Read, Thomas Thornton, 1890- 
Mineral technology ; fifteenth century, by Thomas T. Read 


(In The pa rh tea I society of America. Chicago, 
™. (1982, mim ¥. 26. pt Toe 1082,» 119-127) 


“Notes”: p. 126-127 


1. Mineralogy — Bibliography. 
CDs 


Lidrary of Congress 71008. BSIP vol. 26, pt. 1-2 


Card div 
n3Te1, 


Read, Thomas Thornton, 1480— 

. Our mineral civilization, by Thomas T. Read ... Balti- 
nore, The Williams & Wilkins “~~ in cooperation with 
the Century of progress exposition, 1932. 

xp. WW". (A century of progress series) 


1. Mineral industries. 2. Mines and mineral resources. 8. Petroleum. 
1. Title. 


32 88044 
TNT 
42193, 


Library of Congress 
338.2 


ee 1880- 
ion of mining eng by Thomas 
T. fied .. New York, American poe bey pers be fe met - 
allurgical engineers, inc., ‘1941. 
Sp 2”. (American institute of mining and metallurgical engineers. 
Technical publication no. 1270. Class A, Metal mining, no. 128. Class J, 
Mineral industry education division, po. 5) 





1. Mining engineers. 1 Tithe 
PO41-21 
U.S. Patent office. Libr. 
for Library of Congress {TN1.A525 no. 1279) 
2 (@22.08273) 


Read, Thomas Thornton, 1880- ed. 
Recent copper smelting, ed. by Thomas T. Read. 1st 
San Franciseo, Mining and scientific press; ,ete., 
ete., “1914, 


499 p. illus., fold. plates, tables (1 fold.) diagrs 2™ 2s 
Reprinted in part from Mining and scientific press. 

1. Copper—Metallurgy. 1. Title. “4-1 
Library of Congress ‘TN780.R3 


—— ——— Copy 2. 
Copyright A 374793 
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Read 
Read, Vincent, comp. 

Motherhood” a i A pam ol cae Goe® 
ject beautiful, by Voss Read Brisbane, The Read press 
Itd. ,1926, 

Sp. ius. 27". 


“Original prose and verse written exclusively for this book by Grant 
Madison Hervey”: p. 40-43. 


1, Mothers. 1 Hervey, Grant Madison. 


77-4227 
Library of Congress 


Read, Warren W. 
... Comparative essays, present and past, edited iy Warren 
W. Read ... illustrated by Decie Merwin. New York, Noble 
and Noble "1933, 
vii p. 11,42 p. front. illus. 194, (Noble's comparative cinasics) 


en eS 


1. Moglish essays, 2. American essays. 1 Tithe 
a 11530 
Library of Congress PR196 RSS 
2h, 2408 


Read, William, 12201-1889. 
A letter to the consulting physicians of Boston, by William 
Read ... Boston, Printed by A. Mudge & son, 1866. 


2p 2 


1. Cholera, Asiatic. 


Library of Congress RCIM.RA 


Read, William, 15207-1889. 


Placenta paste; ie history and treatment. By Wil- 
liam Read ... Philadelphia, J. B. Lippincott & oo., 1861. 


1. tables. 234". (Added 1. tine practical medicine. 
Pub by over ot he wdsesactnatinn exattech souk. the use of its fellows. 
. aan 


1. Labor, Complicated. 


Library of Congress RINLM4 wl23 


1826e1) 


Read, William, 18201-1889. 


The treatment of diseases of the air-passages by inhalation. 
By William Read... ;Boston! 1866, 

6p itu 24. 

Caption title 


sag Sommunicated for the Boston medical and surgical Journal, May 31, 


1 Respiratory organs— Diseases. 2 Inhalation (Therapeutics) 


Library of Congress RM161 R4 


2 


Read, William, 1925-1900. 

The re-strung harp; poems, by Rev. William Read... Bos- 
ton, Lakeview printing company, 1889. 

OT p. front. (port.) 20”. 





Read, William, 125-1900. 


re-strung harp, poems by Rev. William Read Rev. 
ed. with added poems. Boston, J. H. Earle, 1898. 
118 p. front. (port) 19° 
Preas natices ,etc,: p. 115-118. 
1 Title. 
4500 


Library of Congress 
Copyright 1898: 10076 


Read, Mrs. William A. 
see 


Read, Mra, Caroline (Seaman) 1868-1929, 


Read, Wm. A., & co., New York. 
Private telegraphic code of Wm. A. Read & co. Comp. 
by Joha W Hartfield. New York, Press Hartfield telegraphic 
code publishing co., 1905. 


2pl, tx, 8p 177". 


1 Hartfield, 
ca 6—OH4 Unrev'a 


1. Cipher and telegraph codes—Bankers and brokers. 
John W. comp. 


Library of Congress 
Copyright 


HETCTT B2R3 


Read, William Alexander, 1569- 
Florida place-names of Indian origin and Seminole personal 
names, by William A. Read ... Baton Rouge, Louisiana state 
university press, 1934. 
Sp. +, 88p 2". (Hel/-titie; Louisiana state university studies ... 
mo. 11,) 
“List of publications *.ost frequently consulted” p. 80, 
Florida. 2 


1 Names, Geographical — Indians of North America— 
Names 3 Seminole 


indiane—Names. —. Title 
34—17881 
Library of Congress + 30b KS 
— —— Coy 2 
Copyright A 73179 inl, 294 


Read, Wiliam Alexander, 1569- 

Indian placenames in Alabama, by William A. Read . 
Baton Rouge, Louisiana state university press, 1937. 
xvil, 86 p maps (1 fad) 27". (Helf-title: Louisiane state univer- 
sity studies ... edited by C. W. Pipkin mo. 2) 

Series tithe in part on t-p. 

Bibliography: p S04 


_2TmH0 
Lévrary of Congress res Ras 

— ———_ Copy 2 

Copyright A 10seT (31g vm04 

Read, William Alexander, 1569- 


a ~ Heidelberg, Printed by E. Gei- 


2a Bde Zn. 


“Literature” : p. 9. 


1. Keats, John, 1795-1821. 2. Spenser, Edmund, 1552?-1999. 
19-6311 
Library of Congress 
— —— Copy 2 


LIBRARY OF CONGRESS 


Read, William Alexander, 1569— 
- Louisiana-French, by William A. Read... Baton Rouge, 
Louisiana state university press, 1931. 


xiv p. 1b a. hy! a tus. (incl. maps) 23". 
state universt| 


camara 
ae See eae 8 late. — The aative ele 
Geographical names. — Surnames from 


—Conclusion. 

1 Wnguage—Dialects—-Loutsiana 2. Creole Louiai- 
ana. 3. French language—Gilossaries, vocabularies, etc. 4. Names, Geo- 
grapbica)— Louisiana. 1. Tit 

32-5804 

Library of Congress PC3680, UTLTS 
—— ——- Cop) 2. 

Copyright A 48161 fit, “79 


Read, William Alexander, 1869- 
.-- Louisiana place-names of Indian origin, by William A. 
Read Baton Rouge, La., The University ,1927, 

xii, 72 p. front. (fold. map) 244°. (Unlversity bulletin. Loutsi- 
ana ——— and agricultural and mechanical college. vol. xix, 
n. 8, Bo. 


Bibliography : p. x. 


1. Names, Geographical—Lovisiana. 2 Indians of North America— 
Names. 1. Title. 


2727150 
Library of Congress F367. R20 
———— Copy 2. PMSOLLTRA 
(391, 


Read, William Alexander, 1969- 

Some variant unciations in the new South, by Wil- 
liam A. Read . Louisiana state university, 
1912. 


cover-titie, 1 p. 1. p. 497, 


- 
Stote university ... rol =< 


368. 
m—o. 8, no. 
“Reprinted from Dialect notes, vol. m1, part vm, 1911." 
Bibliography p. 533-535. 


(University bulletin, Louisiana 


1. English language—Dislects—Soutbern states, 2. English lengusge— 
Pronunciation. 


1388261 
Library of Congress PEW23.R4 
(3141, 
Read, William Alexander, 1869- 
The southern R, by William oe Baton 
Rouge, La., The Independent press, 1910. 
‘ 13 4-3 (University bulletin, Louisiana state university. vol. 1, 


Reprinted from the Louisiana school review for February, 191v. 


1. English language—Wronunciation 2 English \»nguage—Dialects— 
Southern states. 1 Title. 
10—14876 
Library of Congress Pe2w24.R3 
— —— Copy2 a3Tbi, 


Read, William Augustus, 1558-1916. 

The splendid lilrary of the late Mr. and Mrs. William A. 
Read including a set of the first four folio editions of 
Shakespeare, first editions of Shak Milton, Goldsmi 
Burns, and other famous authors, « “superb collection of his- 
torical autographs and manuscripts ... to Le dispersed at pub- 
lic sale, January 8 ... and January 9... (New York, Amer- 
ery ant gegeciation, A galleries, inc., 1986. 

a bi Pp. inet. 2, (inel. porfs., facsims.) 274° 





fanie: title: 

485 titles. 

1. Bibliography — re books. 2. Autographs—Collections. 1. *Read, 
Mre Caroline "essa 1868-1929. Gy — 1. American art asso 
ctation. Anderson . New York, 

36-15627 

Library of Congress Zae7 R28 

ca 016.08 


Read, William Franklin, 1494 
She Cronyn aan, te by William F. Read, Latin Amer- 
States Department 


ican division. United of commerce. Bu- 
reau of foreign and domestic commerce. ,Washington, Govt. 
print. off., 1926, 

ti, 52 p. inet. tables. 25°. (U.S, Burean of foreign and domestic 
commerce (Dept. of (Trade bulletin, no. 408,) 





“Commercial reports”: p. 51. 


1. Uraguey—Comm. 1 Title. oo~ennes 
Litrary of Congress HF106,C285 20. 408 
—— ———— Gag 8 HF376.R4 
anal, 
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Read, William George. 

Oration, delivered at the firat commemoratian of the 
landing of the Pilgrims of Maryland, celebrated May 10, 
1842, under the auspices of the Philodemic society, of 
Georgetown college, by William George Read ... Balti- 
more, J. Murphy (1842 


Bp. 23" 
1. Maryland a. Colonial period 1. Georgetown university, LC 
Phiiodemic socke! 
Re-3i27 
Library of Congress Fis4 R2 
al9e2 
Read, William George. 


x. Fe mer ‘of Mary tal the “Piladelphn, May 1 of 
pilgrims of Mary at Phil ia, May 10th, 
1843. By W eo. Read’... Phil adelphia, Priated by 
M. Fithicn, 1 a. 


Dp 2. 


1. Maryland—Hist —Colonia! period. 


S41, 
Library of Congress FIs.R2i 
Read, William George. 
An oration delivered before the Pennsylvania Catholic 
total abstinence society, at a, on the 4th of 
Fidles <I ae oe Geo. Read . lelphia, M. 


Up. pan 


1, Temperance—Addresses, essays, lectures. 1. Title. 
19-5408 
Library of Congress HVS295.R38 
Read, William George. 


Testimony of William G. Read, taken before the joint com- 
mittee of the Senate and House of delegates of Maryland in 
behalf of the civil authorities of Baltimore, to which was re- 
ferred the memorials of John B. Morris, Reverdy, Johnson 
and others, praying indemnity for losses sustained by reason 
of the riots in Baltimore, in the month of August, eighteen hun- 
dred and thirty-five. Annapolis, W. M‘Neir, printer ,1836, 

Ip lL. @-28p 2. 

The riots grew out of the failure of the Bank of Maryland. 

me oe 5, Bash of Marytend, Rettimeve, L 

General assembly. Joint committee on the Baltimore riots, 


124881 
Library of Congress F'180.B1R28 
141b1, 
(Read, William Henry M‘Leod, 1819- 
ana” and politics, recollections of yo By an old resi- 


London, W. Gardner, Darton & co. ;1 
4p. L178 p 19. 


é Straits Settlements. 2. Gt. Brit —Colonles—Straits Settlements 
1 Title. 


Biel, 


Library of Congress 


Read, William T. 
Biographical sketch of Caesar Augustus Rodney, 
before the Grand lodge of Delaware, by William "Heed 
June 27th, 1853. Published by order of the Grand 
lodge. Wilmington, Del., Printed by C. P. Jobnson, 1853. 


cover-title, 21 p. 2247 


1. Rodney, Caesar Augustus, 1772-1824. 


Library of Congress EM26 R6IR2 











Read, William Thompson. 

Life and correspondence of George Read, a signer of the 
Declaration of independence ; with notices of some of his con- 
temporaries. By his grandson, William Thompson Read. 
Philadelphia, J. B. Lippincott & co., 1870. 

vill, 0-575 p. front. (port.) 249”. 


1. Read, 1733-1798. 2 Delaware—Hist.—-Revolution. 
3. U. 8 —Hist.—Revolution—Biog 
14—oo71 
Library of Congress 302.6. R27R2 
(3901, 


Read, William Thornton, 1896- 

Hoiler waters: their chemical compositicn, use, and treat- 
ment, by W. T. Read ... with « preface by E. P. Schoch 
Austin. Tex., The University ,1917, 


105 p. iitus., 2". (Unversity of Texas bulletin. mo. 1752 
Sept. 15, 1917) 

At head of tithe: ... Bureau of economic geology and technology. Divi- 
sion of chemistry 


1. Feed-water. 2. Feed-water purification. 
economic 


Texas. University 
Bureau of geology and technology 
Tithe 


Division of 7 a 


18-7718 
Library of Congress TIST7 RA 


(38h1, 


Read, William Thornton, 1886— 
Industrial chemistry, by William Thornton 


New 
York, J. Wiley & sons, inc. ; London. 
1983. 


, Chapman & Hall, limited, 


3p. 1, v-vil, 736 p tllus, diagra 234. 
of information for chemists and chemical engineers”: 
wv 


chap. 


1. Chemistry, Technical. 1. Title. o- 
Library of Congress TP145.238 

—— —— Copy 2. 

Copyright A 615a2 137q2, 0 


Read, William Thornton, 1886— 
Industrial chemistry, by William Thornton Read 2d ed. 


New York, J. Wiley & sons, inc.; London, Chapman & Hall, 
limited, 1938. 


ix, 0065p. ius. diagre. 234 
“Sources of information”: chap. ly 


1. Chemistry, Technical tL Tithe 
38-1888 
Library of Congress TPI4O.RSS 1988 
4232, ep 


Read, William Thornton, 1486- 


... Researches on hydantoins. Synthesis of the sopo- 
rific, 4, 4-pheny lethyl-hydantoin (nirvanol) by William T. 
Read. Easton, Pa., 1922 

cover-title, p. (1746)-175S. 239°". 

om a dissertation presented 


“Constructed fr oy William Thornton Read in 
June, 1921, to the faculty of the Graduate school of Yale university in candi 
dacy for the degree of doctor of philosophy.” 


Thesis note on cover 
“Reprinted from the Journal of the American chemical society, vol xurv 
fo. 8. August, 1922." 
1. Hydantoin. 2. Nirvanol. 


Library of Congress 


QD R2S 
Yale Univ. Libr A 


Read, Willie Harold | 908— 

Accounting manual for counties of Tennessee. Research 
council of the University of Tennessee ... Knoxville, Tenn., 
Univ. of Ti Division of university ion, 1938. 

127 p. forma, tables. 25" (Study no, ¢ of the Duress of research, 
School of business administration) 





The University of 


Tennessee recurd ¥. 41, a0. 4 
By W. 1. Read. cf. p. (1) of cover 


1 Finance—Tennessre— Accounting. . Tennessee. University. 
Research council 1 Tithe 


Ame 
Tennessee. Univ. Libr. 


for Library of Congress adie), 


CATALOG OF PRINTED CARDS 


Read Cabral, Guilherme. 


Glorias ¢ primores de Portugal por, Guilherme Read Cabral 
;Porto, Typ. da Casa editora Alcino Aranha & ¢* .n. d., 


Mp.il 2m 


1. Portagal—Descr. & trav 


1 Tithe 
BS 72408 
Library of Congress DPS25 RST 
— ———. Copy 2. nem 
Read and circulate! mn. p., 1872, 
8. a= 


Caption title 
North Carolina Republican campaign tract 


1. Campaign literature, 1872—Republican—North Carolina. 


12 924 
Library of Congress F299 RB 
Read and reflect! m. p., 1856, 
6p. 
Caption title. 
1. Campaign literature. 1856—Democratic. 
20-18282 


Library of Cougress EAM. R2B 

—— Copy 2 — 

Read at a luncheon given by Fannie Hurst, Anne O'Hare 
Cormack & H. L. Mencken to Blanche W. Knopf on 
cember 18, 1940. Norwood, Mam, The Plimpton 
1941, 

8. Mun 2. 


“Five hundred copies were 
Contains poem by Robert 


1¥F 


and remarks by Thomas Meno. 


1. Koopt, Mra Blanche (Wolf) 1. *Nethan, Robert, 180+ 
‘Thomas. 


1 Mana, 1sT3- 
414083 
Library of Congress 2sTR. KTIRA 
s 6.17471 
Read brothers, London 
A bottle of beer... Rev. ed, 1890. New York, H. P. 
Finlay & co., 1890, 
cover-title, ISp. 14™. 
1. Beer. 
‘Sees 


Library of Congress TPS77 Ras 
(Copyright 1890: 40146) 


“Read! Read!"’ ‘Thou hypocrite, vast out first the 
beam out of thine own eye, and then thou shalt see clearly 
to pull out the mote that is in thy brother’s eve.""—Lake 
vt, 42. Being a y to ‘A statement proving Millard 
Fillmore, the candi mo of tho Wits pony Se Gocin 
1 ids to be an abolitionist.” hing Tow- 





vice p 
ers, printer 18—, 
4p 2. 
Caption ttle 
A statement proving Millard candidate of the Whig 
Bez Loe oR see ae tobe an sre 2. Fillmore, 
ores, U.S, 1800-1874 5. Campaign literature, 16—Wiig. 


10-1772 
Library of Congress EaDsy 
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Reade 


Reade, Aleyn Lyell, 1876- 
The Audley family, by Aleyn Lyell Reade. ,London, 1997, 
Tap 1 
“Reprinted from Notes & queries, November 12, 1927." 


1. Adley family 


Library of Congress CaaS eT 


Reade, Aleyn Lyell, 1876- 
Johnsonian gleanings, by Aleyn Lyell Reade. 
Priv. print. for the author. London, Francis & co., 1909- 
¥. front. (lus. plates, ports, facsim 22" 
Each plate and portrait accompanied by leaf with descriptive letter. 
a 3%) coptes have been printed. 


1. Johnson, Samuel, 1706-1784. 2 Johnson family 


3 Barber. Fraa- 
cia, 4 1801 


> sn, 


Library of Congres PRIS R4 





Johnson family 4 Mulock 
198T8 
Library of Congress 3489 RB 
ST, 
Reade, Alfred Arthur, 1851- 
How to write English: a treatise on English 
position. By A. Arthur Reade 3d ed. Philadel- 
phia, J. B. Lippincott & co. :1883, 
2p ..7-5p wm 
2 es 


Literary success being a gwde to practical jouraaliam. By 
A. Arthur Reade... 2d ed. London, Wyman & sons ,18857, 
xi, 1609p 19". (On cover: Wyman's technica! sortes) 


| Journalism Handbooks, wanenia ete =| Titi. 


Laébrery of Congress 





Reade 


—_—- Alfred Arthur, 1851- 
i ay of life am by A. Arthur Reade ... 


Wilmslow, A A. Reade ;1 
105, (1) p. Mlus. (incl. ports. facsim.) 19°. 
MMustrated tp. 


1. Insurance, Life. 
410444 


Library of Congress NGsT773.R2 


\a3Tb1-, 


Reade, Alfred Arthur, 1951- ed. 
Study and stimulants; or, The use of intoxicants and 
nureoties in relation to intellectual life, as illustrated by 
rsonal communications on the subject from men of 
letters and of science. Fid. by A. Arthur Reade. Rev., 
with additions. Manchester - Eng.) A. Heywood and son; 
rete., ete.) 1883. 


2 p. L, wwiir-xv, (17:-233, chi p. 199. 
1 Stimulants 

OH 
Library of Congress RM421.R* 


Reade, Alfred Arthur, |x5!- od 

Stady and stimulants; or, The use of intoxicants and 
narcotics in relation to intellvetual life, as illustrated by 
personal communications on th subject, from men of let 
ters and science. Ed. by A. Arthur Reade. Manches 
ter, A. Heywood and son; ete, ete. 1885 


2 pL, vil, %-206 p11 





mm 


1, Stimulants. 1. Title 


S— 22017 
RM421 KBs 
alk! 


Library of Congress 


Reade, Alissimon, lady. 

The answer of the Lady Alissimon Reade, wife to Sir John 
Reade, late the widow of the Honourable Francis 

unto printed papers entituled, A true state of the case betwixt 
Sir John Reade and Dame Alissimon his wife; which papers 
pony Ep me Age meng at pe me flay 4 nome bad 
Sir John Reade, she conceives her self bound in defence of her 
Se Oe RS Gi Se NY Dee Sees eves & Ee 
Court of the Arches and delegates. ,London! 16701, 

broadside. 47 x30" fold. to 24 x 38". 


1 Reade, Sir Joba, bart, 1616-1604. 1 Tithe 
41-408T2 
‘brary of Congress 12) 
Reade, Amye. 
Slaves of the sawdust \a story, by Amye Reade New 
York. J. W. Lovell company ,"1592, 
Ayd. Twp. Oy, 
1. Title 
7 ses 
Libeary of Congress PZ R212 
Coprright 1802: 724 eel, 
Reade, Arthur. 


Finland and the Finns, by Arthur Reade . 
Dodd, Mead and company, 1915. 

xi, 315, hi) p. front, 11 pl (4 col.) ports. 

Map on front end-papers 


New York, 


2a 


1. Finland—Deser. & trav. 2 Finland —Soc. life & cust 
A1S-2514 


Title from City Library, 


ab) 
Springfield, Mass. Printed by L. C. 


LIBRARY OF CONGRESS 


Reade, Arthur. 

Finland and the Finns, by Arthur Reade ... New York, 
Dodd, Mead and company, 1917. 

vip. 31, 336 p. front, plates. 21%. 

1. Finland 1. Title. 

17—28087 
Library of Congress DK 49.3 
~ Copy 2. 

Copyright A 476571 (36e1, 
Reade, Arthur. 

Russia, by Arthur Reade ... (London. The Council for 


the study of international relations (1917 
Sp 2" 


‘ (On cover: (Council for the study of international relations: 
Countries series 1) 


“References for further reading”: p. 6 
1. Russia. 

24-528 
Library of Congress DKA RIS 


Reade, Arthur. 
Russia under Nicholas 1 
L. Nelson & sons ,19227, 
wp 244% 


By Arthur Reade. London ,ete.,, 


1. Kussia—Hist.—Nicholas 0, 1804-1917. 


Library of Congress DK200.R35 


Reade, Arthur Robert. 
Main currents in modern literature, by A. R. Reade, ™. a. 
London, I. Nicholson and Watson limited, 1935. 


223 3 19. (Helf-titie: The university extension library, edited by 
Dr. C. Kimmins) 


1. Engiied ier cent. Hist. & crit. 2. English literature— 
20th cent —Hist. & crit 1. Tithe. 


Library of Congress PR¢T1L RA 


a 820.4 


Reade, Charles, 1814-1884. 
.. The autobiography of a thief, and other histories. 


The wandering heir. Library ed. London, Chatto & 
Windus, 191 ” 
4p. l, 08 p, 1k me. 





texts —The autobiography of a thief —Jack of all trades —A hero 
and a martyr —The wandering ete. 


1. Tithe wu. Tithe: The wandering heir. 


15-17396 


Library of Congress PZ3 R2224 


Reade, Charles, 1514-1884. 

Bible characters, by Charies Reade 
brothers, 1889. 

2p hp 1. 


New York, Harper & 


Library of Cougress BSsT2 R4 





Reade, Charles, 1514-1884. 

Christie Johnstone. A novel. By Charles Reade ... Bos- 
ton, Ticknor and Fields, 1855. 

308, (1) p18. 


1. Title. 


22080 
PZ3.R222Ch 2 
Niel 


Library of Congress 


Reade, Charles, 1514-1584. 


.. Christie Johnstone. By Charles Reade. New York, G. 


Munro, 1878. 
18. S247. (Seaside library, v. 19, no. 371) 
Caption title. 
1. Tithe. 
ca O—6123 Unrev'd 
Library of Congress P73. R222Ch 4 
(391, 


Reade, Charlies, 1814-1884. 
... The cloister and the hearth. By Charles Reade ... 
New York, G. Munro, 1878. 


® p. B24°*. (Seaside library, v. 11, no. 203) 
Caption title. 
1. Tithe 
ca 9—6127 Unrev'd 
Library of Congress PZ3.R222C14 
130e1, 


Reade, Charles, 1814-1884. 
The cloister and the hearth; a tale Y? = middle ages, 


by Charles Reade ... A new ed. wi t illustrations 
by Charles Keene. London, Chatto ond’ indus, 1888. 
2p. 1, 509 p. front, plates. 184°. 
Title vignette 
1. Keene, Charles Samuel, 1823-1891, illus. 1. Title. 
21-1222 


Library of Congress PZ3.R222C16 


Reade, Charles, 1814-1884. 

The cloister & the hearth: or, Maid, wife, and widow; a 
matter-of-fact romapce, by Charles Reade. Illustrated from 
drawings by William Martin Johnson New York, Harper 
& brothers, 1894 

2. fronts. (ports.) Mus. 21°. 

Paged coptinuousty 


Le sm Martin, 1862 Mus. 1. Title 
12 -37998 
Library of Congress (®) (PZAR22CI9) 
Copyright 180). A904, Se 
fl, 


Reade, Charles, 1814-1884. 

The cloister and the hearth; a tale of the middle ages, by 
Charles Reade, with 16 photogravure and 84 other illustrations 
by Matt. B. Hewerdine. London, Chatto & Windus, 1902. 

ix, 1), 655 p. front. itus., pl 21=, 

oy portion bey? this tale appeared is ‘Once a week’, July-Septem- 
ber 1%, under the title of ‘A good fight.’ 


1. Tithe. 
2-122 


Library of Congress 











Reade, Charles, 1514-1554. 


The cloister and the hearth; a tale of the middle ages. 


Library ed., with an introduction by Sir Walter Besant. Lon- 
don, Chatto & Windus, 1903. 
vi, (2), 683, Gd) p. 20". 
1. Title 
4—16571 


Library of Congress PAAR 


aaj, 


Reade, Charles, 1514-1884 
The cloister and the hearth, a tale of the middle ages, by 
Charles Reade; with 16 photogravure and 84 other illustra- 


tions by Matt. B. Hewerdine. New ed. London, Chatto & 
Windus, 1905. 

4p. L, pvitp-ix, 1), OS p. front. Mus, 14 pl. 21 x 164% 

Added t.-p., engraved 

1. Title. 

e410 
Library of Congress PZ3.R22201 13 
833b1, 


Reade, Charles, 1814-1854. 

The cloister & the hearth; a tale of the middle ages, by 
Gharles Reade. London, J. M. Dent & co.; New York, FE. P. 
Dutton & co. ,1907, 


708 p. <4" (Half title: Everyman's library, ed. by Ernest Rhys 
Fiction. no, 20, 
Illustrated Nning. 54 
“First edition, Feb, 1906. inted April 1907, 
Introduction by Algernon ( charles Swinburne 
Bibliography : p. 12 


1, Tithe 
‘eee 
Michigan. Univ. Library 
for Library of Congre== (P73.k } 
4202, 


Reade, Charles, 1814-1884. 


.» The cloister and the hearth, a tale of the middle ages 
Library ed., with an introduction by Sir Walter Besant. Lon 
don, Chatto & Windus, 1910. 


4p. 1, 83, 1) p. 109". 





1. Title. 


15—17387 
Library of Congress P73. R222C1 15 


(3501 


Reade, Charles, 1814-1884. 
. The cloister and the hearth ; a tale of the middle ages, by 
Charles Reade; ed. for school use by A. B. De Mille... Chi- 
cago, New York, Scott, Foresman and company ,°1917, 
767 p inet, map, chart. 17. 


(The Lake English classics) pw 
Suggestions for extra reading”: p. 24. 
1 De Mille, Alban Bertram. 1873- ed. nu. Tithe 
17—15287 
Library of Congress PZ3.R222C1 18 
Copyright A 467364 a2@d1, 


Reade, Charles, 1814-1884. 

... The cloister and the hearth; a ~ of the matte 
ages, by Charles Reade, ed. for school use by A. B. d 
Mille... Chieago, New York, Scott, Pecemmen and —_ 
jany “1920, 

3-778 »_ illus, 17" 


36. 
General ry L. T. Damon) 


t head of t 
Revised edition ‘with helps to study 


(Half-tithe: The Lake English classics. 


Serivs tithe im part a! 
\t head of title 





We Mi \than Rertram, 1873- ed. 1. Title 
2-750 
Li of Congress P73.R222C1 20 
Copyright A 565716 3 


CATALOG OF PRINTED CARDS 


Reade, Charles, 1814-1884. 
The cloister and the hearth, by Charles Reade. Abri 


idged ; 
ed. with introduction and notes by Olive Ely Hart New 


York, The Macmillan company, 1920. 


xilip. 11 404p front. (port) 149°. (On verso of half-title: Mac 
rylllan’s pocket American and Engtish classics) 


1. Hart, Olive Ely, ed. 1. Title. 
2 18608 
Library of Congress P23. R222 21 
Copyright A 01336 (301, 


Reade, Charles, 1814-1884. 

The cloister and the hearth; or, Maid, wife, and widow; « 
matter-of-fact romance, by Charles With an appre- 
ciation of Algernon Charles Swinburne. New York, 

Y. Crowell company ,1922, 
sili p11, 7229. front. plates 21° 
Added t-p.. engraved 


1. Tithe. 
24—1980 


Library of Congress PZB. R222C1 23 


r4lgl, 


Reade, Charles, 1814-1884. 

The cloister and the hearth; a tale of the middle ages, by 
Charles Reade. With sixteen coloured illustrations by Eve- 
lyn Paul. London ,ete., G. G. Harrap & co., Itd. ,1923, 
col. front. col. plates. 234". 


4p. 1, 708, 1) p. 


1. Paul, Evelyn, tilus. 1m. Title. 
am -22 
Stanford univ. Library 
for Library of Congress (PRS214.c ' 
asia, 
Reade, Charlies, 1814-1584. 
The cloister and the hearth, by Charles Reade. Simplified 


by Michael West Iilustraied by Mrs. Michael West. Lon 
don, New York ,ete., Longmans, Green and co., 1931 

Op ius > th (On cover: New method readers .. Seoved sup 
plementary reader 4 


“The story been simplified and brought within the vocabulary 
ot toe aoed ender a —p ch of cover. 


1. West, Michael Philip, u. Tithe 
Teachers college brary, Columbia univ. 
for Library of Congress (P73.R 1 


Reade, Charles, 1814-1884. 

The cloister and the hearth; « tale of the middle ages, by 
Charles Reade; with an introduction by Hendrik Willem Van 
Loon and illustrations in photogravure by Lynd Ward. New 

Tork. The Limited Ly che 1932. 


by George 
were printed by the chromatic gravere company of New York 
from the 4 of Lyod Ward, who bere signs this copy 
Lynd Ward. This is copy number Copyright copy.” 

1. Ward, Lynd Kendall, 1906 {us mo Limited editions 
club, tue., New York. mt 

ry of Congress PHRozi4.CS 1982 ‘3217308 

—-—- 2. 
Copyright A 51911 Bel, <0 


Reade, Charles, 1814-1864. 

The cloister and the hearth ,by, Charles Reade. London, 
J. M. Dent & sons, itd. ; New York, E. P. Dutton & co., ine. 
(1983, 
Fiction 

mene im this edition, 1906; reprinted ... 1983." 

Bibliogra, 


708, (2) L- 17y™*  ( Bal/-titte: Bveryman's library, ed. by Broest Biys 
no. >) 


Reade, Charles, 1514 i~*1 
The cloister anil the hea 





a tale of the middle ages, by 


Charles Reade. New York. The Modern library ,1937, 
Spl.503p 17 ‘ t+ The modern Worary of the world's 
best book«) 
First Modern library edition. 1437 
1. Title. 
37-27407 
Library of Congress PZ3.R22201 87 
3, 
Reade, Charles, }<14-1444 
Clouds and sunshine. .\nd Art: a dramatic tale. By 


Charles Reade 
> we 


Boston, Ticknor and Fields, 1855. 


1. Tithe 


Litwary of Comaress PZ3.2222Cl0 3 


aJofl 


Reade, Charles, 1%14-1884. 


Clouds and sunshine, and other tales. By Charles Reade 
New York, G. Munro ,1882, 


Tp 3 ¥. 58, no, 1204) 


Coxrexts —Clouds snd sunshine—Art: a dramatic tale—The box 
tapne! 


Reaxide Hbrary 


1. Tithe 


‘27-13888 
Library of Congress PZ1S44 vol.5D 
(Reade, Charles, 1814-1834. 


Come over and stay till Domesday ; from The cloister and the 
hearth. New York, The Golden cross press, 1937. 


wp wr 


“One hundred copies printed at the Timothy press, Meriden, Coan. 
for Valent! Angels 


. Title. 
‘3910840 


Library of Congress PR5S214.C5A2 1967 


Reade, Jharles, 1914-1884. 


The coming man, by Charles Reade. Letters contrib- 
uted to Harper's weekly. = York, Harper & brothers, 
1878. 


Lp.b. 7-85 pp. 13%. (On cover: Harper's half-hour series. ww m) 
1. Tithe 
13-3995 
Library of Congress ACLH2 vol @ 
Copyright 1878 2661 


Reade, Charles, 1314-1884. 
The course of true love never did run smooth. By Charles 


Reale London, BR. Bentley. 1857. 
2 ap me 
1. Title. 


Library of Congress res 196T 


atten 





Reade 


Reade, Charles, 1814-1884. 
. The course of true love never did run smooth. 
and My wh << amma 
ed. London, Chatto & Windus, 1911. 
4p, M2 hp I. 


Sin- 
Li- 


1. Tithe. «1. Tithe: Singlicheart and Doubleface. 


Library of Congress PZ3.R222Co4 


;Reade, Charles, 1914-1884. 
Cremona violins. Four letters descriptive of those exhibited 
in 1873 at the South Kensington museum. Also giving the 


data for producing the true varnishes used by the great Cre- 
mona makers. Reprinted from the “Pall Mall gazette,” by 
(Gloucester, J. Bellows, 


George H. M. Muntz, Birchfield. 
steam press, 1873. 
3Tp. 214" 


Cover-title: A lost art revived. Cremona violins and varnish, by 


1. Vietis — Construction. 2 Varnish and varnishing. 1 Moots, 
George H. M., od. 
o-14246 
Library of Congress MLA&30 R31 
31d), Ts71 


Reade, Charles, 1814-1884. 


London Ohette & Winds’ —* iaatraas dons 


2p. MA dhp mm 


1. Tithe. 
13-1790 
Library of Congress PZ3.R222D 
Reade, Charles, 1814-1884. 
The eighth commandment. Charles Reade. London, Triib- 
ner & co., 1860. 


2 p L, 161, (11), 181-379 p. port. fold. facsim. 2". 
Cn ogra, with equttal sefovense to Bagiich tenastetions trem the 


1. Copyright—Drama. i Title. 
6 42068 
Library of Congress 2051 B28 
ono Gyyh, 036d, 
oe 
arts oh wr PR tay Sm yh 
Boston, Fields, Osgood, & co., 1869. 
sap ww. 
1 Boertcasit. Dice, 1822? 1890, jotnt author. 
1083 


Litrery of Congres PTA RIZ2F 8 
1, 


Reade, Charles, 1514 1554. 
-- Foul play. A novel. By Charles Reade and Dion 
Boucicault. New York, G Munro, 1877. 


4p. S27". (Benside lbrary, +. 2. 00. 21) 
Caption Utle 


1 Boucteaalt, Dion. 18227-1880, joint author 1m. Title. 
cs O81 MUerev'a 
Librery of Congress Pz R227 6 
(2, 


LIBRARY OF CONGRESS 


Reade, Charles, 1814-1884. 
Foul play, by Charles Reade, p. c. . and Dion Boucicault. 
A new ed. With illustrations by George Du Maurier. 
indus ,1882, 


2p.1, 4314p. front. plates, fold. map, facsima (1 fold.) 19)”. 
A povel. 


1 Boucicault, Dion, 1820-1 joint author. om. Du Maurier, George 
Letts Paimiia Besson, 1606-1508, thes, mm. Tithe. 
41-424688 
Library of Congress Pm R22F6é 
a 


Reade, Charles, 1814-1854. 


Foul play. A novel. By Charles Reade and Dion 
Boucicault. New York, G. Munro (1884, 


28 p 184%. (On cover: Seaside library. Pocket ed. no. 216) 


1. Boucicault, Dion, 1822?-1890, joint author. u. Title. 


ca 9—S827 Unrev'd 


Library of Congress PZ3.R222F 7 


Copyright 1884: 7396 


Reade, Charles, 1814-1884. 


Foul play, bi 4 Charles Reade ,and Dion Boucicault, ... 
New York, J Lovell company (1886, 


Ip, Mp. 18). (On cover: Lovell’s library, v. 15, no. 759) 


1. Boucicault, Dion, 1822?-1890, joint author 
ca 10-1509 Unrevd 


Library of Congress PZ3.R222F 5 


Reade, Charles, 1814-1884. 

. Foul play. New York, Metropolitan publishing com- 
pany, 1895. 

S40 p. front. illus, plates. 22". (Hie Works. Library edition) 

Frontispiece and piates accompanied by guard sheets with descriptive 
letterpress. 


1. Tithe. 


Library of Congress 


Reade, Charles, 1814-1884. 
-». Foul play. Libraryed. London, Chatto & Windus, 1902. 
2p1,8781)p Mus, fecsima 10). 
Written in collaboration with Dion Boucicault 


1. Boucicault, Dion, 18227-1890, joint author. mm Tithe 
+1672 
Library of Congress P73. R222F 11 
aati, 828.80 


Reade, Charles, 1814-1884. 

Foul play, » novel by Charles Reade and Dion Boucicault. 
New York, A. L. Burt company ,1903, 

Ip... 422p. frost. 19°. (On cover: The home library) 

First published 1868. 


Bowcica: 18201- author, a. Tit. 
L ult, Dies, ‘1860, jotnt a 
Library of Congress P2S.R2ZZF 12 


a 
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Reade, Charles, 1814-1884. 

— Foul play. Library ed. London, Chatto & Windus, 
2 p. L, 378, «1; p. illus, map, facsims. 199. 

At head of title: Charles Reade and Dion Boucicault. 


1. Boucicault, Dion, 18227-1890, joint author. 1. Title, 


18-1791 


Library of Congress PZ3.R222F 13 


Reade, Charles, 1814-1884. 
Foul play, by Charles Reade ... and Dion Boucicault. New 
York and London, G. P. Putnam's sons ,1917, 


2p.1.475p. front. 19°. 


1. Boucicault, Dion, 18227-1890, joint author. «. Title. 
18—26178 
Library of Congress PZ3.R222F 15 
(391), 
Reade, Charles, 1814-1884. 
3 geek Ot by eine Depts the ori version of “The 
cloister and the hearth,” with an introduction by Andrew Lang. 


London, H. Frowds, 1910. 
xt, 208p. Mus 179". 


1. Lang, Andrew, 1844-1912. mm. Title. 


16—25081 
Library of Congress PZ3.R222G 8 
@lbl, 
Reade, Charles, 1814-1884. 
Good stories, by Charles Reade ... New Y: Harper & 
brothers, 1884. i 


819 p. incl, front., plates. 18)”. 
ConTEnTs.—Good stories.—Good stories of man and other animals. 


1 Tithe. a. Title: Good stories of man and other animais. 
41 83249 
Library of Congress P73. R226m 


a 


Reade, Charles, 1814~1884. 

Good stories of man and other animals, by Charles Reade, 
»D. c. L.; with illustrations by E. A. Abbey, Percy Macquoid and 
Joseph Nath. London, Chatto & Windus, 1884. 

2p.1,287p. front. plates. 19)”. 

Conrents.—The picture.—Reality.—Tit tat.—Raus.—Rorp 
ruc Toarg any ip rt the cop andthe ip“ Pro Laura 
Samet Han — Mesto Hite caved by Soule, end women 
pig —Exchange of an!mais. ii 


1 Tit. 


Reade, Charles, 1814-1884. 
Good stories of man and other animals. By Charles 


Reale New York, Harper & brothers ,1884, 
@ p tite Wy". (Harper's Fravklin square ‘brary, no. 374) 
Portrait of author on t-p 


Conrumre.—The knight's secret —A special cuneate ~Gunpeaied ant 
mation —Lambert's leap. — Man's life eaved by fowls. and woman's 
Exchange of animais—The two Lears — Doubles. 

TM for tat —Rua—Born to good-teck —“There's many & slip ‘twixt 

~The picture —What has become of Lord Camel- 


i 


ford’s body? 
1 Tithe. 
ca O—4135 Unrev'd 
Library of Congress PEA REBO0 3 
—- —— Copy 2. (STD, 











Reade, Charles, 1814-1894. 
Griffith Gaunt ; or, Jealousy. 
‘Ticknor and Fields, 1866. 
ip... 214p. ates, 2". 
“Author's edition.” 


By Charles Reade ... Boston, 


Reade, Charles, 1814-1884. 
.. Griffith Gaunt; or, Jealousy. By Charlies Reade ... 


f New 
York. G. Munro, 1877 


42 p. 329". (Renside library, v. 4, mo. 78) 
Caption title 
1 Tithe 
ca O—-4126 Unres a 
library of Congress P23. K222Gr 5 
e371, 


Reade, Charlies, 1814-1884. 

(iriffith Gaunt; or, Jealousy, by Charles nan A 
new ed. With eight illustrations by S. L. Fildes and William 
Small. London, Chatto and Windus 1882, 


2p.1,410p. front, plate 10)”. 


1 Title. 
41- 42508 


Library of Congress P73. RZZ20r 6 


Reade, Charles, 1514-1884. 
Griffith Gaunt; or, Jealousy. 


By Charles Reade. 
York, G. Munro ,1884, 


New 


209 p. 18°. (On cover: Seaside library. Pocket ed., no. 231) 
1. Title. 
ca 95829 Unrev'd 
Library of Congress PZ3.R222Gr 7 
Copyright 1884: 14826 a2901, 


Reade, Charles, 1414—1884. 


Griffith Gaunt, by Charles Reade New York, J. W 


Lovell company 1887 
Tp L. 279 p. IRI. (On cover: Lovell’s library, v. 19, no. 913) 
1. Title 
ca 9—SB2B Unrev'd 
Library of Congress P73.K222Gr 9 
salddly 


Reade, Charles, 1814-1884. 


.. Griffith Gaunt. New York, Metropolitan publishing com- 
pany, 1895. 


480 p. front. plates, 22°. (Works. Library edition) 


Frontispiece and chee with 
plates accompanied Sy guard Gascrtpti ve 


L Tithe 


Library of Congres ‘PB REDO 10 


CATALOG OF PRINTED CARDS 


Reade, Charles, 1514-1884. 


«» Griffith Gaunt: or, Jealousy. Library ed. London, 
Chatto & Windus, 1896. 
2p1,46,1,p 2 
1. Title. 
+ 16573 
Library of Congress PZ3.R22Gr 11 
a38b1-, 423 88 


—_S 1814-1884. 
hy ra nae, Sestomy. Library ed. London, 


Chatto & Wind 
2p. L, 46, hp _ 
1. Title 
1S-17398 
Library of Congress PZ3.R222Gr 13 
Reade, Charles, 1814-1884. 
Hard cash. A matter-of-fact romance. By Charles Reade. 
Household ed. Boston, Fields, Osgood & co. ,“1868, 
5p 1. 
Sequel to “Love me little, love me long” 
& Title. 
A180 
Duke univ. Library 
for Library of Congress (P23.R } 
a38b1) 


Reade, Charlies, 1814-1884. 


.. Hard cash. A matter-of-fact romance. By Charles 
New York, G. Munro, 1877. 


799. 32). (Seaside library, v. 6, no. 112) 
Caption title 
Sequel to “Love me little, love me long” 


ca9—6145 Unrer'd 


Library of Congress PZ3.R222H 3 


Reade, Charles, 1814-1884. 


Reade, Charles, 1814-1884. 
Hard cash, « matter-of-fact romance. Library ed. Lon- 
don, Chatto & Windus, 1903. 
3p... p 2 
pe RA to: “Love me little, love me 


long” 
ished originally as @ serial in “All the year round”, under rrte 
Very hard cash. 


1. Title. 


Library of Congress P73. R226 
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Reade, Charles, 1514-1884. 
. Hard cash; « matter-of-fact romance. Libraryed. Lon- 


don, Chatto & Windus, 1913. 
Spl, 45 d)p.21 199% 
1 Tithe. 
18—1 7808 
Library of Congress Pz3 R228 8 
(881) 
Reade, Charles, 1814-1884. 
“It is never too late to mend."’ A matter of fact ro- 
mance. By Charles Reade ... R. Bentley, 1856. 
adv. 194°. 
7-39660" 
Library of Congress PZ3.R2221 


Reade, Charles, 1814-1884. 
.. “It is never too late to mend.” A matter-of-fact ro- 
mance. By Charles Reade. New York, G. Munro, 1877. 


76 p. 324°. (Seaside library, v. 2, mo. 24) 
Caption title 
1 Title. 
ca O—4128 Unrev'a 
Library of Congress PZB.RI214 
ya31b1, 823 8 


Reade, Charles, 1814-1884. 

> & ene ue he © onl! one dts ome 
Charles Reade, v.c.1. A new ed., with a frontispiece by G. J. 
Pinwell. London, Chatto and Windus ,1882, 

2p. ., 2p. trot, tite 199°. 


INustrated tp. 
Firet edicion published 1866. 
1 Title. 
onm 
Library of Congress PraRemié 
2 


Reade, Charles, 1314-1884. 

It is never too late to mend, by Charles Reade ... 
York, J. W. Lovell company ,1887, 

Ip, 8p. 187%. (On cover: Lovell’s library, +. 19, no. 916) 


4 Tithe. 


ca 96108 Unrev'd 
Library of Congress 


Reade, Charles, 1814-1884. 
eh ge tea 
Charles Reade. Chicago and Ni 
company (189 


600 p front. 2 pl 199=. 


matter-of-fact romance, by 
jew York, Rand, McNally & 


. Tit. 


Library of Congress Pee Roi 





Reade 


Reade, Charles, 1814-1884. 


... It is never too late to mend; a matter-of-fact romance, by 
Charles Reade. New York, The Century co., 1902. 


Spl, ep — 21*. (On cover; The English Comédie 
humaine. ,lst series, v. 10)) 


Series citle also at heed of tp. 


1 Tithe. 
2-260 
Library of Congress Pz3.R22 112 
Copyright A 46872 )30f1, 
Reade, Charles, 1814-1884. 


.. “It is never too late to mend”; a matter of fact romance. 
Library ed. London, Chatto & Windus, 1913. 
3p. 1, 583, \1,)p Ue 105°. 


L Title. 
15—1T34 
Library of Congress PZB.RI1M 
133d1, 
Reade, Charles, 1514-1884. 
The jilt. A novel. By Charles Reade... New York, 


Harper & brothers, 1877. 
2p. lL. 106 clk. fi ~ ph = " je 
aL. ae L. front. plates 1294 (On cover: Harper's half. 


1. Title 


Library of Congress PZ3.R222) 3 


Copyright 1877: 2661 


Reade, Charles, 1514-1984. 


-« The jilt. A novel. By Charles Reade. New York. G. 
Munro, 1878. 

Op. 32y™. (Rennide lorary. v. 14. ne 270) 

Caption title 

1 Title. 

ca O—4129 Unrev'a 
Litrary of Congress P73.R2221 4 
ARB, 


Reade, Charles, 1814-1884. 
-- The jilt, &e. Good stories of man and other ani- 
mals. Library ed. London, Chatto & Windus, 1912. 


49.1, SB yp 1m. 


4. Tithe. 1. Title: Good stories of man and other animals. 

Library of Congress PZ3.R222) 6 aes 
Reade, Charles, 1414-1484. 

‘The jilt and other stories, by Charles Reade, 0. c. .; with 
four illustrations by Joseph Nash. London, Chatto & Windus, 
1884. 

2p.1, 282 p. frost, plates, 19)". 


Reade, Charles, 1814-1884. 





LIBRARY OF CONGRESS 


Reade, Charles, 1814-1884. 
Love me littie, love me long, by Charles Reade, p. c. tL. 
A new ed., with a froutispiece by M. Ellen Edwards. 


... The Knightsbridge mystery. By Chrries Reade ... 
882 London, Chatto & Windus, 1893. 


New York, G. Munro, 1 


* 
17 p 324°". (Seaside library, v. 65, no. 1322) 2p.1, 337 p. front. 19). (The Piccadilly novels: 
t Title. 
ca 96130 Unrev'd 4-1665/2 
Lisrary of C ‘ Pzs 3 Library of Congress 
f 1882: 11310) 823 Yr 
<= = Copy 2 Zi 
Reade, Charles, 1814-1884. Reade, Charles, 1514-1884. 
A novel. By Charles 


The Knightsbri mystery, and The picture also Tit “Love me little, love me long.” 
xs ~) = yn ak New York, G. Munro ,1894, 


New York, J. W. Lovell —_ Reade. 


for tat; by Charles Reade ... 
company ,1887) Ap be. (TOS p 19H. (On corer: Seuside Hbrary. Pocket ed., uo. 
1p. 1,91. 18)*. (On cover: Lovell’s library, v. 19, no. 917) » 


1 Tide. 
ca O—-6110 Unrev'd 


PZB. R2Z2L0 8 
asTbl, 


CA9-6109 Unrev'd 
Library of (Congress 


Library of Congress PZ3 R222K $ Copyright 1803: S6Gr9 


Reade, Charles, 1814-1884. 


Reade, Charles, 1814-1884. ... Love me little, love me long. New York, Metropolitan 


Reale New York Guard aay, “Tet! YF Charles publishing company, 1896. 
188 p. 18. (On cower: Seaside library. Pocket ed., no. 232) 4020p. front., Iltus., plates. 23°. (Works, Library editicn) 
Frontispiece and plates accompanied by guard shests with descriptive 
wSeyual "Hard cash, 
1 Title. 
cA 9-6108 Unrev'd oun 
Library of Congress PZB. RI2Lo 10 
a 


Library of Congress PZ3R222L 4 
(Copyright 1884: 14827) 


Reade, Charles, 1914-1884. 





Reade, Charles, 1514-1884. 
“Love me little, love me long.” By Charles Reade... New Love me little, love me long, by Cherles Reade. New 
York, Harper & brothers, 1859. York, Doubleday, Page & pany, 1907. 
Sp. i". xvi p. 21, 526 p. 219°. (On back of cover: Large print library) 
Sequel Hard cash. Bibliography : 1 |. following p. xvi. 
1. Tithe 
789088 
7-38600 
Library of Congress PIB. R223L0 2 Library of Congress PZ3.ReaaLo 18 
(40e1, © 
Reade, Charles, 1814-1884. Reade, Charles, 1814-1884. 
“Love me little, love me long.” By Charles Reade. House- ... Love me little, love me long. Library ed. London, 
hold. ed. Boston, Fields, Osgood & co., 1869. Chatto & Windus, 1910. 
2p. 1, M1, yp. 1 1 illus, 199". 


Bp uw. 
Mequel Hard Cash. 


1. Tithe _ 
Av 
1. Title. 1$.17900 
Duke uaty. 
for Clears of Oongnees (~3R } 
ya4ibl, Library of Congress PZ3.R222Lo 14 
Reade, Charles, 1514-1884. Reade, Charles, :1814-1884. ra 
“Low little, | long.” By Charles Reade ... Margarita de la 0, novela escrita en inglés por Carlos 
a Reade; tr. al espaiiol por F. Ramirez. Narva York, D. 


New York, G. Munro, 1877. 
43 p. 327". (Benside library, v. 2, no. 81) 


Caption title. 
Bequel: Hard cash 


Appleton y compaiia, 1891. 
ip. 16 


1. Tithe. 1. Ramirez, F, tr. ue Title Transiation of Peg Woffingtoa 
ca O—6181 Unrev'a 
18-9243 
Library of Congress PO.K2221e5 Library of Congress PRS214 P4S7 
e38b1, Copyright 1891: 3755 
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Reade, Charles, 1814-1884. 


Peg Woffington. A novel. By Charles Reade ... Boston, 
Ticknor and Fields, 1858. 
M8 p 189° 
1 Tithe, 
Library of Congress PZ3.R222P 8 . 
fi, 


Reade, Charles, 1814-1884. 


and Windus ,187-1, 
5p. froot 19)”. 


1 Woffingtoo, Margaret, 4. 1760—Fiction. t Title. 


Library of Congress PZ3.R222P 5 
2 


Reade, Charles, 1814-1884. 
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John Edmund Reade... 2d ed. London, C. Olllier, 1847, 
av. 2. 


Subject entries Eorope—Deser. & tray 
Library of Cong-ema, no. 


Reade, Joseph, 


Reade 
Reade, Philip — . 
Dedication ex: S ae military 
monument, Valley oy Fores, Pa, erected — common- 
wealth of M ber, 1911, 





in grateful memory of the officers Pow phn from Massa- 
chusetts who served there between 19th Dec., 1777, and 
19th June, 1778; also list of officers in Mi 
in the r y war and list = officers 
Mi h izati who served at Le ad 
Saat Abstract by Brigadier-General Philip Reade . 


(Continued on next card) 








13.9735 

Reade, Hildreth, 1344- Dedication exercises 
at the Massachusetts military monument, Valley 
Forge, Pa.... (Card 2) 


Boston, Wright & Potter printing company, state print- 
ers, 1912. 


85 p. front, plates, ports, plans 259™. $10 


2 Massachusetts — Hist — 
histories Mase 


13-3735 


1 Vi F Hist. — Revolution 
A. 4 TOs tiie Revo 


Library of Congress 
— —— Copy2 
Copyright A 332630 


Reade, Philip Hildreth, 1844- 
_Epochs in U. S. history ; a series of military, historical, 





Invasion! A poem, familiarly didactic and 
Carmarthen, Printed for the author, 


1. Gt. Brit.—Hist.—1789-1820-— Poetry L Tithe. 


Library of Consress PRS210 RISS 1 T 
Reade, Joseph Bancroft. 

AAtrere ddfivesed telese Go Beg aimee <= 
ciety, at the anniversary meeting, . 9, 

Rev. J. B. Reade ... London, Prated by W. Clowes and 
sons, 1870. 

cover-title, 23.» 21™. 

Half-title: The president's address. 


1. Royal microscopical society, London. 


7-16169 
Library of Congress QHD Ras 
Reade, Joshua, pseud. 
see 
Brown, William R 1855- 
18-1 BRS 


Library of Congres. 


Reade, Oswald A. 

Plants of the Bermudas, or Somers’ Islands. By 
Oswald A. Reade Hamilton, Bermuda, Printed at the 
“Royal gazette”’ office, 1883. 


112, vii p. fold. fromt. 194° 


|. Botany— Bermuda Isiands. 


Library of Congress 
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| and interesting lectures. te with narra- 


tives and personal reminiseences. Over fo o Reade serv- 
ice in the U. 8. jae. (By, > Gen. Phili 
Boston, Eastern lyceum bureau 19101, 

4 2p tus Bn 

Pages ad not numbered. 

on tp 
1. Title. 
17-2456) 

Library of Congress Eisi. Rw 

Reade, Philip Hildreth, 1544 


ne ee ne ad Ba - or Scotland, 
nie by Beenie Genera Pip iret Rede sted 
States army~.. -Lowell, Mass. 
cover-title, 38 p. incl port. illus, facsime 2 
mF e" to “Origin and genealogy of the Hildreth family of 
| Hildreth family (Richard Hildreth, (605-1608) 

w7s9 
Library of Congress CS7LHew™ 19 
Reade, Philip Hildreth, 1944- 
_Himary of the by Lieut.-Col. Philip Reade 
- Pub. by suthority the Hon. the secretary of war. ,Chi- 


1—-Ua 
Library of Congress cCcaze.cTRS 
Copyright 4 lsmS (ea, 
Reade. Philip Hildreth. .+44— 
and genealogy of the Hildreth family. 


). Hildreth family (Richerd Hildreth. 1605-1688) 


08 
Library of Congress CST a6 1st 


(a0et, 





Reade, Robert, bp. of Chichester, ds» 
1415 


Rede, Robert, bp. of Chichester, d. 1415. 


Reade, Rolf 8. 
Registrum librorum | eroticorum ; vel (sub hac specie) —_ 
et 


hibli 





rum: opus iis 
natum, compiled by Rolf 8. Reade .. . London, Priv. print. 
for subscribers, 1936. 


2. 2. 

Paged continuously. 

Preface signed: T. O. I. 

“Limited to 200 copies, printed on hand-made paper, of which this 
fe number 26.” 

“Bibliographical reference books”: v. 1, p !-v. 


1, Brotic Literature —Bibi g1-s8108 
Library of Congress 75865.1228 
ra 016.176 
Reade, 1 


1. Morris, Samuel, 1873-1898. 1. Title. 
1388 
Lébrary of Congress ‘1186.97. Ms7 
Copyright 1896: 67228 e371, 
Reade, Thomas Mellard, 1832-1909. 


of eg oy | t B 
T. Mellard Reade .. tod eg hana 4 


3p. 1, evrvi, 7-61 p. Foam poe mam. 


pe perianal stdress to the Liverpect Geclogical society. Session 


1. Denudation. 2 Geologic time 
GSli-32 


Library, U. S. Geol. survey 315 R22 


Reade, Thomas Mellard, 1832-1909. 

The evolution of earth structure with a theory of geomorphic 
changes by T. Mellard Reade ... London, New York and Bom- 
bay, Longmans, Green, and co., 1903. 

xv, 842 p. x pl (3 fold.) 2y. 


ContTarts.—1. Geomorphic changes —t. Dynamics of mountain struc- 
ture and experimenta! geology. —tit. Reprints, speculations, and closing 


1. Geology, Structural. 


4—19115 
Library of Congress QE001.R28 
103301, 
Reade, Thomas Mellard, 1832-1909. 
Notes on the scenery and of Ireland, (with illus- 
trative sketches.) By T. Mellard Reade ... Liverpool, C. 
Tinling & co., printers, 1879. 


28 p. front. plates. 25)”. 
from the of the society, 
ee Proceedings Liverpool geological 


1. Geology—ireland. 2. Ireland—Descr. & trav. 


Library of Congress 


QE Ri 
083, 


LIBRARY OF CONGRESS 


Reade, Thomas Mellard, 1832-1909. 





The origin of tai swagne id t 
ally, structurally, dynamica > Me and in selation to tour 
goo history. B: = lard Reade ..._ London, 

‘aylor and Francis, 1 


a 399 p. xt pl. (part fold, incl. front. maps, profiles, diagrs.) 
1, Mountains 
Library, U. S. Geol survey 293 R23 — 
—— —— Copy 2 
Reade, Thomas, Mellard, 1832- 


Sands and sediments ... By T. Mellard Reade ... and 
Philip Holland ... Liverpool, C. Tinling and co., Itd., 
printers, 1904-06. 


3 pts. plates, fold. tables. 21). 
om from the Proceedings of the Liverpool geological society, 


1. Sedimentation. 1. Holland, Philip, joint author. 


Library, U. S. Geol aatacael 


Reade, William Henry Vincent, 1872- 
A criticism of Einstein and his problem, by W. H. V. 
Reade ... Oxford, B. Blackwell, 1922. 


3p. 1, 1269. diagrs. 19°. 


1, Relativity (Physics) 
Library of Congress QC6.R3 
2 


Reade, William Henry Vincent, 1872- 
Dante’s preparation for the Divine comedy, by W. H. V. 
(In John Rylands library, Manch 
254°". v. 21, p. 215-248) 
“A lecture delivered in the University of Manchester.” 


Butletin. Manch 1937. 





1. Dante. Divina commedia. 1. Title. 

A 40-432 
Princeton univ. Library 
for Library of Congress (Z921.M18B vol. 21) 
12) (02744272) 


Reade, William Henry Vincent, 1872- 
Dante’s vision of history, by W. H. V. Reade ... London, 
H. Milford ,1939, 


The 257". (Annual Italian lecture of the British academy, 
» 


a oe ee 
the Proceedings of the British academy, Volume xxv.” 


1. Dante—Knowledge—History 1 Title. 
41-16820 
Library of Congress PQH2.R4 
co 115 
Reade, William Henry Vincent, 1872- 
.. Dante’s vision of history, by W. H. V. Reade .. 
ot British academy, London. Proceedings, 1939. Londen (1940, 
26". «v.25; p. (187;-215) 
At head of title: ; Annual Italten lecture. 
“Read 14 June 
1. Dante—-Know ledge —Hist. sewn 
Wisconsin. Univ. Libr. 
for Library of Congress {AS12215 vol. 25) 
12, (062) 


Reade, William Henry Vincent, 1872- 


The moral system of Dante's Inferno, by W. H. V. Reade ... 
Oxford, Clarendon press, 1909. 


465, ,p. 2m 


¢ pom. Divina commedia. Inferno. 2. Dante—Religion and ethics. 
1, Title. 


18619 
Library of Congress PQ4443 RS 
asifl, 
Reade, William Henry Vincent, 1872- 
Oxford, 


The problem of inference, by W. H. V. Reade ... 
The Clarendon press, 1938. 


5p. L, 8-173, 2p. 224". 


1. Logic 1. Title. 1. Title: Inference, The problem of. 
395040 
Library of Congress BC108. R37 
1382; 160 


Reade, William Henry Vincent, 1872- 
The revolt of labour against civilisation, by W. H. \ 
Reade. Oxford, B. H. Blackwell, 1919. 


8p. 19". 
On verso of t-p.: New York, Longmans, Green & co. 


and laboring classes. 2. Intellectuals. 3. Bolshevism. 1. Title. 


Labor 
m. Thies Civilisation, The revolt of labour against. 


20-9138 


Library of Congress HD4904.R4 


1S 


Reade, William .inwood 


see 
Reade, dinwood i.e. William Winwood, 
1836-1875. 
Reade, Willoughby. 
Notes on elocution, by Willoughby Reade. (Ri Kk 





Va., The Stone printing & manainctoring co., "1924 
cover-title, 39, (i p. 24 


1. Elocution. 1. Title. 
24-29110 
Library of Congress PN4130.R4 
Copyright A 813207 2) 


Reade, Willoughby, 1865- 

Notes on the Arthurian epic and the Idylls of the king, 
by Willoughby Reade, «. m. Alexandria, Va., Bell's Po 
tomac press, ‘1908, 

cover-title, 31, ;1) p. 229". 


1. Tennyson, Alfred Tennyson, Ist baron. Idylis of the king. 


8— 12165 
PRSSOO R4 


Bb, 


Library of Congress 
Copyright A 202780 














Reade, Willoughby. 
Waifs: gathered on the banks of silent streams. And verses, 


by Willoughby Reade. ,n. p., 1881, 
Op. 2. 
1. Title. 
294510 
Library of Congress P82689.R6 


Copyright 1881: 3102 


Reade, 
When hearts were —— by Witenity Bot le... New 
York and Washington, The Neale publishing company, 
1907. 


140 p. 19". 


Cowrants.—His last 
ghost 


.—Forgive us our trespasses—For the child's 
sake. —The of Oak ¥ 


; ms 7-25510 
Library of Congress t L.R2277W 1907 A ) 
Reade, Winwood, 1838-1875. 


The African sketch-book, by Winwood Reade. With maps 
and illustrations ... London, Smith, Elder & co., 1873. 


2¥. fronts., iNus., plates, maps (2 fold.) 20". 


1. Africa, West —Deser. & trav. i. Tithe. 
(Pull name: William Winwood Reade, 
514681 
Library of Congress D471. RB 


ya4ibl, 


Reade, Winwood i. «. William Winwood, 1838-1875. 


The kingdom of Dahome: mgt (In Bates, H. W., ed. Tlus- 
trated travels. London ) 37. v. 2 (1870) 
p- 


ca 52099 Unrev'd 
Library of Congress 


Reade, Winwood i.e. William Winwood, 1838-1875. 


The martyrdom of man. By Winwood Reade. 
York, A. K. Butts & co., 1874. 


S43 p. 194. 
Ist edition, London, 1872 


New 


1. Civilization—I ist. 
815842 

Library of Congress 

Copy 2. 





CBS7. R245 


ag ete ty e. William Winwood, 1838-1875. 


The f man. By Winwood Reade. 2d ed. 
New York, C. P. > Somerby, 1 1876. 
3p. Di”. 
1. Civilization—Hist. 1. Title. 
82433 
Library of Congress CBS7.R2S 
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Reade, Winwood, 1838-1875. 


The martyrdom of man. By Winwood Reade. 12th ed. 
New York, The Truth seeker company ,189-, 

3p 2. 

First edition, London, 1872. 

1. Civilization—Hist. 1. Title. 

(Pull name: William Winwood Reade, 
45725 
Library of Congress <#) = (CBST.R28) 
42r82g1, 

Reade, Winwood, 1838-1875. 

The martyrdom of man; by Winwood Reade. 18th ed., 


with introduction by F. Legge. New York, John Lane com- 
pany, 1910. 
tv, 553 p. port. 199". 


1. Clvilization—History. 
(Pull name: Willian, Winwood Reade, 


A 10-3081 
Pub. Libr. Printed by L. C. 
e320, 


Title from Scranton 


—_ Winwood, 1838-1875. 


1, Civilization—Hist. 1 Title. 
ell name: William Winwood Reade, 
38-11% 
Library of Congress CBST.R4 1912 
12) eo 


_ Winwood, 1838-1875. 
The martyrdom of man, by Winwood Reade. New Ameri- 
can ed. New York, E. P. Dutton & company, inc. ,1931, 


2p. L, ii-aliz, 46 p. 107". 
é fourth English edition with 
“First printing, July, 1926 ; second printing, May, 1931." 
1. Civilization—Hist. 1 Title. 
(Poll neme: William Winwood Readq, 


32-16008 
Library of Congress CBST.R4 1981 
3 on 
Reade, Winwood, 1838-1875. 
Savage Africa: being the narrative of « tour in equatorial, 
south - north-western Africa; with notes on the 
habits of the gorilla; on the existence of unicorns and tailed 


Africa. By 
map. London, Smith, Elder and co., 1963. 
xiv p. 11, S87, (1) p. imel. front, plates, fold. map. 22°. 


1. Africa, West—Descr. & trav. 1. Title. 
Pell nome: William Winwood Reade, 
514680 Revised 
Library of Congress DTMT1.R27 
(782c2, 


ee oe 
See-saw ; a novel. By Tounsesre Abed qosed, BS 
W. Winwood Reade .. Lee ee ae 
2. oo. 


Library of Congress 
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Reader 


Reade, Winwood i. ¢. William Winwood, 1838-1875. 
The any. of the by Winwood 
Reade .. ndon, facuh Eider @ on ete. 


1 p. L, ewrvili, 433, (hp. fold. map. 19°. 


1. Ashanti war, 1873-1874. 
Library, U. S. Dept. of State DTS07.R2 
2 


Reade historical and genealogical 
association 


Reade society for genealogical research, 


Reade society for genealogical research. 
Proceedings of the Reade hist: 1 and 
association, with eae on the a history read at 
its first three annual meetings ... Boston, Printed for 
the Association, 1907. 
52 p. front, ports. 28™. 


ee 





ett ent. 2 Read family (William Reade, b. 1605) 3. Deacon 
y. 


10-1488 Revised 
CS71.R24 1907 


«22d2) 


Library of Congress 


Reader, Arthur. 


(Catalogues of rare and curious book le 
Arthur Reader, eg Pr 


tLondon, } 
nos. in ‘v e. 
7999. R28 
| Oe 
Reader, Emily BE. 
Priestess and queen ; a tale of the wnite race of Mexica 
the adventures of Ignigene and her eix fair 
By Emily E. Reader ... illustrated by K 
frontispiece by William Reader. London, 
York ,etc., Longmans, & oo., 1899. 
2p. 1, 08 p incl plates from. 199°. 
Library of Congress PZ3RZEIP nied 
Reader, Francis Smith, 1842- 
ga laws in F. 8. 
ow ‘ dow Brighton! Pa, an 
eos 1% x 127. 
1. Election law—Pennsytvania. 2. Primaries. 
oles 
Library of Congress JK2006.P4R4 
Copy 2 acl, 





Reader 


Reader, Francis Smith, 1542- 
History of the Fifth West Virginia cavalry. formerly the 
Second Virginia infantry, and of Battery First West Va 





light artillery. by Frank S. Reader New Brighton, Pa, 
F. 8. Reader, 1890. 

M4 ppl, ports, 24% 

1. West Virginia cavalry. Sth regt. 1883-184. 2 West Virginia 
artiliery. Battery A 1961-194. 3. U. S-—Hist —Civil war—Regimen- 
ta) histories —Weet Vt. cav.—Sth 4. U. &--Hist—<ivil war—Regi 
mental histories Weet Va. art. —Battery G. 

21002 

Library of Congress PAwM6th 

35h, 


Reader, Francis Smith, 1842- 

History of the aoweny rs of Beoves Cc cunty, Pennsy!- 
vania, by Francis S. eke . . New Brighton, Pa. 
F. S. Reader & son, 1905. 


4p. 1, 176, 4p ius, ports 21° 


$-18817 
Library of Congress Copyright 


Reader, Francis Smith, 1>42- 


“Old Brighton’’: sketch of settlements forming Beaver 


Falls, Vennsyivania. By F.S. Reader New Brighton, 
Pa.. F.S. Reader & son 1908 
4p 159” 
i Deaver Falis. Pa 1. Titie 
I-12 
Library of Congress F159 BUIR2 


Reader, Francis Smith, 1542- 

Some pioneers of Washington County, Pa. A “y} 4 
tory, by F. S. Reader. New Brighton, Pa., Press o! 
Reader & son, 1902. 


4p. 15 p. iius, port. 21. 


1. Washington Pe —Genen! 2 Wallece famil: . 
tly. 4 ender teach > So 
Library of Congress Fist. W3R2 a2 
Copy 2 23001, 92 
Reader, G. F. g@- 1°91 
see also 


India. Bureau of mines inspection. 





Reade: , James. 
.. Mathematics for civil service candidates, by James Keader 
.. wad Hubert Watson ... London, Sir Isaac Pitman & sons, 
led., 1939. 
=x. S28 p. tact. tables dingrs, 10°. (Civil service preparation series. 
Kéiter: Hubert Watece) 


“Anewers” : p. 00" -228. 





1. Civil serviee —Gt Brit 2 1 Wet 
sen, Hubert, jotot author. m. Title 
A 0 Bee 
ber <7 Onivy, Livrary 
Library of Congress a 


LIBRARY OF CONGRESS 


Reader, William, 1782-1852 
New Coventry guide; containing the history and an- 
tiquities of that city, from the earliest authentic period to 
esent time; with a description of the antiquities, 
— buildings, remarkable occurrences, &c. “By V 
eader. Embellished with engravings. Coventry, Printed 
and sold by Rollason and Reader (1824) 


xiviii, (v)-vi, 287, (1) p. fold. front., pl. 179°. 


Subject entries: Coventry, Eng. —Descr.—(Guide books. 


Library of Congress, no. DA690.C75R2. 


The Reader; a review of literature, science, and art. 


v. 1-8; Jan. 3, 1863-Jan. 12, 1867. 
Tv. and 2 now, in Ty. MM. 


London, 1863-67 
weekly. 


tle varies: Jan.-March, 1863, The Reader; a review of current literature. 
Apr 1863-Jan. 1867, The Reader; # review of literature, science, art. 
Ed. by D. Masson, J. Dennis, and T. Bendyshe, 


successively 


21M 2 


Library of Congress, vo. 


The Reader; an illustrated bulletin. v. 1- 
Oct. 1924- 
«New York, Louise E, Hogan, etc., 1924- 
’ iitus. (inel. ports.) 279°. 


Vol 1, mo, 1 is dated Oct. 1924; ¥. 1, mo. 2, May 1825; ¥. 1, Bo. 8, 


Mar 1926. Beginning with Mar. 1926 (he publication appears quarterly. 
Subtitle varies. 
Editor : Oct. 1924- Loulse E. Hogan 
1 Hogan. Mrs. Loulse Eleanor (Shimer) 1855-1929, ed. 
34-755, 
Library of Congress AP2.R24 
a) 061 





Reader, « onthly i v. 1-10, v. 11, 
no. 1-3; ov. 1902-Feb. 1908, New York, The Reader pub- 
lishing company; ,ete., ete., 1902-04, Indianapolis, The 
Bobbs- Merrill company 1904-08, 

Ji v. ftus. (part col.) plates (part col.) porte. 


Vols. 3-5 have title: The Reader magazine. 
Merged into Putnam's monthly 


24-25. 





526875 

Library of Congress APL RS 

4041, 
The Reader magazine 
wee 

The Reader, an il) d monthly mag 

5 — 20060 
Library of Congress 1#0e1, 


Reader's bulletin; the bi-monthly 
magazine of the Coventry public 
libraries 


Coventry, Eng. Public libraries. 
Reader's bulletin. 
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‘The Reader's digest... v. 1- 
Pleasantville, N. Y., ete., 
1922- 


Feb, 1922- 
The Reader's digest association, 


v. 197. 
Volume oumbers irregular 


monthly 

Feb. 1922-Apr. 1980 called +. 1-8; May 
¥. 17- 

From Sept. 1923 to Apr. 1025, cover-title reads: The Reader's digest 


service. 
Editors: Feb. 1922- De Witt Wallace, Lila B. Acheson, 
and others. 


Published in New York Feb.-Sept 1922; Pleasantville, N. ¥. ete, 
Oct. 1922 


1. Wallace, De Witt, e.. o. Wallace, Mre. Lila Bell (Acheson) ed. 


Library of Congress AP2RIO 


pa42k2, 061 


The Reader's digest. . 
Reader's digest books, selected and condensed by the editors 
of Reader's digest. Pleasantville, N. Y., The Reader's digest 


First edition.” 
NTENTS. Wilderness wife, by Kathrene Pinkerton.—Asylum, by 
. Byrd.— Dry —— by René Bel. 
benoit. —How to live on twenty-four ‘ a day, by Arnold Bennett. 


KF. D, by CA rt.— Man, unknown, by Alexis Carrel.—Reach- 
ing for the stars, Nora Wain Wake up and live! By Dorothea 
Brande. —Singing in the wilderness, by D. C, Peattie—Four hundred mil- 





Mon customers, by Carl Crow.—The return to ey my by H.C. Link.— 
North to the Orient, by Anne M. Lindberg! 2 American doctor's 
odyssey, by Victor Heiser. 


1. Literature, Modern— 20th cent. 2, American literature— 
20th cent. 1. Title. 
41-8600 
Library of Congress PN44.R4 
2) $10.822 


The Reader's digest. 

The Reader's digest reader, selected by Theodore Roosevelt 
and the staff of the Reader’s digest. New York, Doubleday, 
Doran & company, ine., 1940. 

stip, 11, 4p. 24". 

“First edition.” 


1. American literature (Selections: Ext: ate.) 2 ant Mt 
Roosevelt, Theodore, 





erature—20th cent. L u. Title. 
83248 
Library of Congress PS650.R35, 
(42%, 810 822 
The Reader's digest. 
. Twentieth anni os ille, N. Y., 
The Reader’ s digest association rd 
Ip.b,7-125p. Mus 20 
“First edition.” 


1. Literature, Modern —20th cent. 2. American Iterature—20th cent 
Title. 





41-25534 
Library of Congress PN44. R42 
a 810. 822 

Readers’ guide; a weekly su to News digest. v. 1-8, 

v. 4, no. 1-9; Jan. 4, 1 4, 1989. London, Periodical 

press, Itd., 1 

4¥.in1, 27. 

Caption title. 

No more published? 

1. Books —Reviews. 

40-20061 
Library of Congress 71219. RB 
2 062 

A Reader's guide to books. v. l- Jan. 1934- 

iP , The Provid public library ,1934- 

¥. Mus 17°. monthly (except Aug Sept.) 
Supersedes Hooks for ali. 
1. Providence. Public library 
41-27479 
Library of Congress ZABLPOTRA 
a 016 











Readers’ guide to literature ... Author and sub- 
ject index to a selected list of —_— v.1- 
Feb. 1901- 


way EY Minn., H. Ww. "Wileon yete., 1901-13; White 


Plains, N. Y., and New York city, The H. W. Wilson com 
pany, bens 
’ 20°. monthiy. 
December py center contains annua) .umuiation for poceetion year. 
Noa, ;1-2, of v. 1 were issued as supplements to the M commu 
lative book index, aaen a title: A monthly cumulative index to impor 
tant 
Subtitie varies. 
(Continued on nert cerd) 
5 -14769 
1p", 
Readers’ - to periodical literature... 1913- 
(Card 2 
1914) 


Editors a 14, Anna L. Gothrie (2 Marion a Knight 
m1 Marion A. Koight, Estella E. Pain 
asa the Cumulative index 0. — November 1908 
The volume numbers of thie publication were continued in the Readers’ 
guide til) 1908 


1. Periodicals—-Indexes. 1. Guthrie, Anna Lorraine, ed. 1. Koight 
Marion A., ed. 1m. Painter. Ratella E., 4. 
514760 
Library of Congress AIS.RA 
41p%3, ono 


Readers’ guide to periodical ne <cumulated> ... v. 1- 


900 /04— 
ey The H. W. Witeon company, 1905-10; White 
Plains, N. Y., and New York city, The H. W. Wilson com- 
pany, 1915- 


indexes ... begins with this volume |1900- 








toa 
fected That of periodicals end the Renew gules to partoaieal inane. 


(Continued on next card) 


6 R232 
forts, 


Reader’s guide to periodical literature... 1905~ (Card 2) 
©. B Go tate & stearate ete, 08 oe an index to 490 


}o the second edition 
of the A. L. A. tt ——, O-. 
: S fe aaties ont CEES lites to S58 patedianty and expats ant 
aT 


compesive 
Editors: v. 1-2, Anna L. Guthrie—v. & “Miss Marion A. Knight has had 
genera) supervision part of the editorial work 
has been done by Miss Bertha Tannehill and Mrs. Nel! Shimer.” 


American library amoctation. 
eral literature. "baed Supplement 


Library of Congress 


The Reader's index. The bi-monthly magazine of the 
Croydon public libraries 


Croydon, J. W. Ward, printer ,ete., 1899-19 
illus, plates. facsim 214™ 

Editor L. S Jast 

Published by S Russell & co, 1908- 

bhography — Penrod Croydon, Eng. Public libraries. Jast 
Lours Stanley, 1868 ed 
ca 14-314 Unrev'd 
Library of Congress 72921. C9SR 


Readers’ ink, Indianapolis library service. ¥. ,1,- 
May 15, 1922- 
Indianapolis, Indianapolis public library, 1922 
. Qiu. 36°. monthly (except July and Aug.) 


May 1922-June 1924 (v. \1-2)) called no. 1-20; ¥. 3 begins with Sept 
194 
Supersedes Book bulletia of = Indianapolis public library 
Editor: Mar 1923- lary D. Lemon. 
Oct. number for 1923, = Nov. number o. A,X and the Sept 
pumbers, 1925- consist of Annual reports, 


1. Lemon, Mary Dyer, e¢. «. Indianapolis. Pubic library. 


mT 


Library of Congress ‘Zse1.1 43 
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The reader's library 
see 


Dawson, /illiam James, 1554- ed, 


The Readers’ review ; a monthly guide to hooks and read- 





ng 
London, Sherratt & Hnehes, 19 10 
ue 
Oct 1909-Sept 1910, issued with the Cardiff libraries review Earlier 
numbers issued separately 
4 for the Fditorial hoard of the National home reading union 
ciation 

So move publiched 

jonks—Reviews 2 Bibliography—Period 1 National nome 

reading umion Library assneiati 
ca 12-295 Unrev'd 

Library of Congress 797 CR 


Readey, J Cc. 


Field-crop oomestitions, 1913 ... Vietoria, B. C., 
Printed by W. H. Cullin, printer to the King’s most ex- 
cellent Majesty, 1914 


‘eR ifus. 2 British Columbia Dept. of agriculture Bulletin 
no. 56) 
1. Agriculture—Competitions. (1. Field crops t. Title 
Agr 14-1044 
Library, US. Dept. of Agriculture 7B77 no 56 
(Readey, J Cc i 


Field-crop competitions ... 1915 Victoria, B. C., 
Printed by W. H. Cullin, printer to the King’s most ex- 
cellent Majesty, 1915. 


27 p incl. illus, ports. 26" 


(British Columbia. Dept of agriculture. 
Bulletin no 61) 
“Prepared by J. C. Readey"-—Letter of transmittal 
1. \Field crops 
Agr 15-1720 
Labrar S. Dept. of Agriculture 7877 no. 6l 


Readey, John Campbell, 








A manual in Canadian agriculture, by J. C. Readey 
Toronto, The Ryerson press ,“1930, 
xvi, 300 p. inet. front.. i/lus.. ports. diagre 204". 
Bitliography at end of chapters 
calture—Stady and teaching. 2 Agriculture—janada. 
2 \ertonlture 1 Tit. 
Agr 32-142 
Library, U.S. Dept. of Agriculture 30.2R22 
3 
Readfield, ¥- 
Annual report of the town officers .. 
Auburn, Me. 
* odie 2. 
Report year irregular. 
‘Tithe vartes stightiy 
ca 38-1888 Unrev i 
Library of Congress ISIS RB 
a s82.07416 
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Reading 


Readhead, Monty. 
Ice dancing, by Monty Readhead Fally illustrated with 
photographe by Robert Ogilvie. London, P. Davies ,1939, 


ix, 1), 11-127 p. incl. frent. (port.) ius, plates, diagre 22" 


1. Skating. 1. Tithe. 


A 41-108 
Wesleyan univ Library 
fer Library of Coogrem 2, 


Readhimer, Jerome Edward, 1869- 


The impertanee of clover, causes of failare and rem- 
edies, by J. FE. Readhimer and W. L. Burlivon. Urbana 
University of Iinois, 1919 






tite, 7p 237 University of College of agriculture 
Extension service in agriculture and } in cooperation with 
the Unrted States Department of agricr Extension acter no % 


Dept of agriculture 


1uU. $s tt. Burlison, William 
jomt author 


1 Clove 
Leonidas, 1882 


A 19-1022 
Title from Itinois Univ Printed by LC 
Readies for Bob Brown's machine, by A. Lincoln —— jr. 
Alfred Kreymborg, Axton Clark and others, ‘agnes- 


sur-Mer (A.-M.) Roving eve press, 1931. 
3p). 5208p 1 Mus, pl 2. 


Appendix Sear eee res 
machine) by Bob Brown 


1 Reading machines 1. Brown, Robert Carlton, 1886- 


M32 
Library of Congress PSS.R« 1981 
Copyright A int. 16238 10928 
The Anglo-Russian commercial treaty of 1754, by Dou 





K. Reading New Haven, Yale university press; London, 
H. Milford, Oxford university press, 19:48 
ix p. 1 ip 2 Hali-title: Yate histor 
Miscellany. xxxir) 
“This study, in an cartier form, 
tion at Yale university 
ppendix *Traité de commerce et d'amitié entre les couronnes de ia 
we. 


yi publicutions 


was submitted a6 u dectoral disserta 





Russie et de la Grande Bretagne” 











Bibliographical note”: p. 314,-828. 

1. Ge. Brit. — Comm. — Russ Russia—Comm—Gt Brit. 3. Gt 
Brit. -eammerctal treaties. 4 a— Commerctal treaties: ua 
Brit Treaties, ete. 1TIT-1780 (George i) Hume a Treaties. ete. 
1730-1740 |Amme) 1 Tite 

ao zane 

Carers @ cC _ HFSS. ROR4 1988 
Copy ight a 12 74298 Soe 
Reading, Gerald Rufus Isaacs, 2d marquis of , 1889- 

Rafus Isaacs, first marquess of a ae ee ar, 
4c, c. *. 0, by his son, the Marquess of Reading, «. c. 
New fork, G. P. Putnam's sons ,“1940,- 

¥. front. ports. 234°. 


1. Reading, Rufus Danie! Isascs, lst marquis of, 1880-1935, 


OMT 
Library of Congress DAS@R 0 RSR4 
—- —— Copy 2 
Copyright 10, oes. 242 
Reading, Johannes de 
see 

John of Reading, 14th cent 

15-1a76 


Library of Congress 





Reading 


Reading, John, 1588-1667. 

A sermon lately delivered in the cathedral church of 
Canterbury, concerning church musick. By John Read- 
ing ... London, Printed by T. Newcomb, 1 


2p 4.B8p 27 


1 Masse m churches 


O23 


Library of Congress MLMOL Rosi 


teading, John G. 


Williamsport’s banking facilities and 
tion. Address by John G. Reading . 
Pa., Grit press, 19081, 


cover-title, ® p. illus, 15) x17" fold to 18) x84™ 
Text runs parallel with back of volume 

Portran on cover 

Issued by the Board of trade 


(Williamsport, 


1 Banks and banking—Willhamsport. Pa 1. Williamsport, Pa Board 
of wade 


1-144 
4b 


Library of Congress HG2513 W7R2 


Reading, Joseph. 
Trial for murder 


Annesley, James, and Reading. 


a 
pants 10 geanetine of Aftinen toned, ty So 


vest Philadelphia, Reading & company, 


xv, 278 p. incl. fromt. plates (1 col.) ports. 2 maps, plan. 23)™. 


1. Africa, West—Deser. & trav. 2 Missions—Africa, West. 1. Title. 
S— 14629 
4b), 
Library of Congress Drei Re 


Reading, Joseph Hankinson. 

A voyage slong the western coast; > Cue, Ans s 
descn puon of newest ne ee, 6 Se See Ole the 
immediate future, by Joseph H. Reading ... Philadelphia, 
Reading & company, 1901. 

1 p 1, vil-aill, 213 p. frost. plates, ports. 234. 


1. Africa, West—Deser & trev L Tithe. 


1-2 
Library of Congress DT«T RD 
Copreight « 10008 a32e1, 
Reading, Miler K 1540- 
William Bowne, of Yorkxhire, England, and his deseend- 
by Miller K. Reading, «..v. Flemington, N. J., 
H. E. Deata, 1903. 
@p Bis 


1. Bowne family (Willian Bowne, 4 1677) 

Literary of Congress 
am oe Copy 2. 
Copy rege alk!) 


CS71. B70 1905 


LIBRARY OF CONGRESS 


Reading, Nathaniel, #. 1680, defendant. 

The tryal of Nathaniel pepe bp oe for attempting to stifle 
the King’s evidence as to the horrid plot: had before the com- 
missioners of Oyer and terminer at vae Kings- bench - barr at 
Westminster, on Thursday the 24th. of April 1679. Who 
convicted upon full evidence, received judgement to be 
1000 |., imprisoned for one year; and to be set in the pillory on 
Monday then next following. London, R. Pawlet, 1679. 

2pi..T1p aH 

No. 5 in a volume lettered : Tryals, vol. 1 

1. Popish plot, 1678 1. Gt. Brit. Court of King’s bench 


42 20024 
Library of Congress 2, 


Reading, Paul McKendree. 

The case-conference method ; a device for school use in prob- 
lems of everyday life, by Paul McKendree Reading \To- 
ledo, *1927, 

op 2. 

Bibliography: p 44-45 


1. Moral education 1 Title. 
27-14504 
Library of Congress Lomas RE 
Copyright A ge4416 oy 
Reading, Philip. 


The Protestant’s danger, and the Protestant’s duty. 
A sermon, on oceasion of the present encroachments of 
the French. Preached at Christ-charch, Philadelphia, on 
Sunday, June 22,1755. By the Reverend Mr. Reading .. 
Pub. at the request of several of the congregation before 
whom it was delivered. Philadelphia: Printed 72> 
Franklin, and D. Hall, at the New-Printing-Office. 17 

2p 


1. U. S—Hist —French and Indian war, 1755-1763—Addresses, sermons. 
ete 1. Title. 


638055 
Library of Congress E199. R27 
ra23el) 


Reading, Rufus Daniel Isaacs, lst 
Berauis of, 1660-1935 


see also 


rs —) eel Carl 


Reading, William, 1674-1744. 

The history of Our Lord and Saviour Jesus Christ .. With 
suitable meditations and prayers. Also The lives of the 
apostles and evangelists. To which is prefix'd, The life of the 
yey Virgin Mary, mother of Our Lord. By William Read- 

.. The 4th ed., rev. and cor. by the author. London, 
Printed for J. Osborn, m.poc.xxxv11. 

7p L, 684, 2p incl ius, plates. front. 20)”. 

“The lives of the aposties .. London, Printed for J. Watts, 
M Boo xxvi", has special t-p. 


L Jesus Christ — Blog. — Early works to 1800. 2 Mary, Virgin. 


3 Aposties. se-18007 
Library of Congress BT300.R26 
2 mo 
SS 
The Mietey of Gn costes end state of Sion-college 
; and of the London "s library 
2 mag ae Printed 
wo. Roberta, 1794. 
pes int) ~~ i iente, i ee ey | Bibiiothecs 
‘ecdateiaemanaeiatane 
1. London. Sion college Hist. 
ca 14-258 D 
Library of Congress ‘ZTTSBLI2 
4ib1, 


a Eng. Free public library, museum and art gal- 
... The Public libraries; a retros < on ea 
1882-1912, by Wm. H. _ ch Vibrarian” 
Reading Printed by E. Poynder & son; a 

2p, tk Sp 27 
At head of title: The county borough of Reading. 








1. Greenhough, William Henry. 


1s-10911 
Library of Congress 7792 R2H 


Reading, Eng. Free public , and art 
library, museum 
Report. 
Reading, 
¥. plates, plans. 21™ 


Library of Congress Z792 R22 


Reading, Eng. Institution of railway signal engineers 


Institution of railway signal engineers. 


Lamaary or Cowoness Rarezance 


pa} t- -X 5, ttt iE peattory eatalags. 
Xa 4000 


a 
Reading, Eng. National institute for research in dairy- 
ing 


Reading, Eng. University. National institute for research in 
dairying, Shinfield. 


Leary or Cowoarss Ravwxance 
Coe LS SE aS eat tptas as Meatiags in Mapeatiory catalags. 
x04 
ay 


Reading, Eng. St. Giles (Parish) 
The vt cag rare account book for the parish of 
Transcribed from the manuscript by 
L. Nash. Pari 1 (1518-46) Containing the accounts 
pt 9, Bt ears of the reign of King Henry 
the Eighth. (Reading, ie. 1881, 
224% &p 7. 


1, Churchwardens’ accounts. 1. Reading, Eng St. Luke (Parish) 
u. Nash, Walter L. 1. Title. 


1S-13837 


Library of Congress DAG@O.R2BA3 
Reading, Eng. St. Mary the Virgin (Parish) 

The registers of the parishes of St. Mary, Reading, Berks, 
1538-1812 .. Transcribed by Gibbs Payne Crawfurd ... 
Reading, Bradley and son, 1891-92. 

ay. 2. 

Cowrants —1 Baptisms —tt. Marriages and burials. 


1, Registers of births, etc. —Resding. Eng. 
Payne, 1853 0r4- ed. 


\ Crawfurd, Gibee 


Library of Congress CBee RE 














University esllege. 


Reading. Eng. 

Annual report on the soils of Dorset. 
(Heating? 

at head of title Dorset County council. Reading college - 
84, 1902, Dorset University Reading -—— 
Dorset County council. University college, (Department of 
egricultere) 

84 reports, 42, by Douglas A. Giichrist and ©. M. Lor- 
J. Percival Wand o M. Loxmoore 


“Ts cont, “Supplement x to the Journal of Reading college.” 
? one fnfene Dorset 1. Gfichrist, Douglas Alston. 1m. Lax- 
Perctval, J. 


moore, C. 
On O—SH43 Unrev'd 
Library of Congress 8500 DERS 
a@Tb1, 
Reading, Eng. University college. 
Calendar. 
Reading, 
vy im 
15-2010 
Library of Congress LF79S. R3A3 


a my Eng. University college. 
y Jame of agricultural! education in America and 
i. England with special reference to a policy of develop- 
the work carried on in higher agricultural and horti- 
a tural education at University college, ing, and 
in connexion with the counties which contribute to its 
support. Report of a deputation appointed by the Coun- 
cil of University college, Reading, to visit selected cen- 
tres of agricultural clonticn and research in Canada, 
ond te the United States. Reading, University college, 


in = 
1 Agri we—Teaching—U. S 2 ture—Teaching—Engiand. 
culeere—_'Tead ino a -™ 

E 12-787 


Library, U. S. Bor. of Education S531 R22 


Reading, Eng. University college. 
University college, Readii 
Michaelmas day, 1913. 


Bp olan Bw. 


Twenty-first anniversary, 
‘Oxford, H art, printer, 19137 


15-2870 


Library of Congress LP795.R3AS 


National institute for research 


Milk and nutrition: new experiments reported to the Milk 
nutrition committee from the National institute for research 
in dairying (University of Reading) and the Rowett research 
inetitute, Bucksburn, Aberdeen Reading, Printed by 
Poynder & son, 1937- 

©. plates, tables (part fold.) diagra 25" 
references 
eS en 6 a ee 
Aetermined by laboratory exper’ ment. 

2 Mile Stertiiaation 3 Rowett research 

A . Scotland. nm. Gt. Bric. Milk sutrition committee. 
‘A 32-085 Reviaed 
lowa Lerern 


for Ri of Congrem r4ic2, 


Reading, Eng. University. ational institute for research 
a daly Sanat 

The National institute for research in dairying, 1912-1937 ; 
twenty-fifth anniversary review by the staff of the Institute. 
Reading ,Eng., Printed by the Philip Palmer prem, itd. and 
published by A. R. Wolfe, itd. for the National institute for re- 
search in dairying , 1937 

=. @. x}-2x! p. incl. plates tables 2447 

Pages || » cxl. advertising matter 


1 Dalrying—<x. Brit. 1. Tithe. 
A 3B 1208 Revinet 
lowe. 


eh ae Bn tie, 
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Reading, Eng. University. 
in dairying, Shinfield. 
Studies concerning the handling of milk. By the staff of 
the National institute for research in dairying, University Col 
lege, Reading. (2d ed.) London, H. M. Stationery off., 1925. 
Sp. 8 pl on 21. om ue (oe -~ Ministry of agrical- 
tare and fisheries. Research monograph no. 


“Comp. by Dr. Stenhouse Williams and the staff of the National in- 
stitote for research ip dairying” —p. 4 
“References” : p. 


National institute for research 


Agr 2 1084 Reviaed 2 
U.S. Dept. of agr. Library 1007 201 B42 
for Library of Congress r4le2, 
Reading, University. National institute for research 


Eng. 
in dairying, Shinfeld. 
Studies concerning the handling of milk. By the staff 
of the National institute for research in dairying, University 


of Reading. (3d ed.) London, H. M. Stationery off, 
"1 Ma io ano cd and 
> « —- are, 245 ) Ministry of agriculture 


De Sen ame he ao he Mate 
dairying” 


a University. National institute for re- 
search im dairying, Shinfleld. "ouiligan dale 


Imperial bureau of dairy science, Shinfield, Eng 


Lasaaey or Cowonnes Rarenewce 


paps A yt tO fF, ba 
x4 
dy 
Reading, ing. University extension 
college 
see 


Reading, Eng. University. 


Reading, Mass 
Annual report of the receipts and expenditures. 


Reading ete. 18 


Library of Congress JSI3R23S 


Reading, Vox 

Historical address and poem. delivered at the bi-centennial 
celebration of the incorporation of the old town of Reading 
May 29. 1944, with an appendix. Boston, Printed by 5. N 
Dickinson. 1944 

mip we 

Histories! address by J. Flint; poem by L. Baton. 


Mass —Hist 2 South Reading. Mass —Hist t Baton, 
Litler |. James, 1 TTS LASS. 
1—11982 
Librery of Congress rs RRS 
-eS8d1, 
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Reading 


Reading, Moss 

Vital records of Reading, Massachusetts, to the year 
1850. Comp. by Thomas W. Baldwin Boston, Mass. 
(Wright & Potter printing company, 1912 

Mp Be 

Alphabetical index them records supple 
mented by inform ~~~ + Fy &. soma Laeiphsea a 
other sources 

Cowrewts —Births — Marriages —Deaths 


1 Regietere of births, ete —Reading. Mass t. Baldwin, Thomas Wil- 
hams, 1) comp 


13-470 
321, 
Library of Congress F74 RRS 
Reading, Mase Board of public works 
Annual report 
(Reading, 19 
+. tables 2" 
1 Reading, Mase- Public works 
37 S483 
Library of Congress ‘TD2S.RST AS 
2, (628.007 444 


Reading, Mass. Public works, Board of 
see 


Reading, Mass. Board of public worka. 


ca 6-100 Unrev'd 
7733. RS 


a2ibly 


Library of Congress 


sap Pa ee 





Catalogue 0! to the Public | ’ 
Reading, thd = 16, 1870. Boston, Press of 
& Gunn, 1870. 
Zp 2 
 (mh47 
Library of Congress zai R27 





Reading 


Reading, Pa Board of education. 
Report. 
Reading, Pa.. 


v. plates. 24). 


1. Education— Pennsyltvania—Reading. 


Library of Congress L195 R3A3 


Reading, Pa. Board of education. Dept. of research. 
.. Annual report. ist- 
1928 /29- 
(Reading, Pa., 1929- 
¥. tables, diegrs. 22° 


At head of title — © saiead of Reading. Penna 
Report year ends J 


Education —Peansyivania-- Reading 


1 Education Reading, Pa, 
2 Research, (Educational 


E 34-881 
Library, U. 8. Office of Education L195.R3431 
2, 
Reading, Pa. Board of school controllers 
Minutes. 
Reading, Pa. ,19 
v 2a 


1. Education— Pennsylvania— Reading 


ca 7—1619 Unrev'd 


Library of Congress L195.R3A2 


Board of school controllers. Dept. of 


Pa. 

practical arts, 
_ «+ A survey of manual, domestic and vocational train- 
ing in the United States... (Reading, Pa., 1915, 

13% p 23™ 
ov). head of title: Public schools, Dept. of practical arts, Reading, Penn- 
, 

Wallace F. Hackett, director of practical arts. 


economy—U. S. 3. : Vocational 


1. Manual craining—-U. S. 
anon—U. Ss 4 1. Hackett, Wallace E 


2. Domes 
iEducational surveys: 
E 18-1065 
Library, U. S. Bur. of Education LCIO4S R3 


Reading, Po. Board of «hool controllers. Dept. of re- 
search. 


.. Annaal report. First- 
1998 /29- 
Reading. Pa., 1929- 
*. tables, diegrs 22)". 


At bead of title: School district of Reading, Peona 
Report year ends June 30. 1929. 


1 ye Meeetienst, 2 Mental tests. (2 Educational teats; 
3. Grading and marking (Students), 
E 31-325 


Library, U. 8. Office of Education LB1028.R342 


Reading, Pa. City controller's office. 
Annual! report of the city controller. 


Reading, Pa., 18 
+. ae 


1 Finance—Reading, Pa 
7aas 


Library of Congress HyS13 R44 


LIBRARY OF CONGRESS 


Reading, Pa. Fire dept. 
Annual report of the chief engineer. 
(Reading, 
v. port. 24". 


1. Reading, Pa—Fires and fire prevention. 
11-31096 


Library of Congress TH9SOS.R401 


Reading, Pa. Office of city control- 
ler 


Reading, ia. City controller's office. 





Reading, /’a. 175th anniversary committee. 


Souvenir program of the 175th anniversary of the 
founding of Reading, Pa. September 30th, October 1, 2, 
3, 4 and 5, 1923; edited by the chairman of the Publicity 
committee ; [age oy authority of the Executive com- 
mittce. (Reading, 1923, 


th-166 p. illus. (incl. ports) M47 


1. Reading, Pa. 


ca 25-112 Unrev'd 


Library of Congress F1S9.R2R28 
The city of Reading digest ... (Reading, The Reading eagle 
. ag front. (v.1) 28-28". 
mm ereernnen of es eomannens and tor the 





Compiled the Bureau of municipal research. of. ¥. 1, p. itv) 
Contants.—v. 1. The and genera) administrative ordinances 
(eneupt the Bal ).—¥. 2. Building code. Prepared by A &. 


¥. 7. Opinions of city'solicttors. 3 ¥.— 


Reading, Pa. Bureau of ‘municipal research. 
; ” 42-7329 
Library of Congress J81385.A27 
2 352.074816 


Reading, Pa. Ordinances, etc. 
\ digest of the laws and ordinances for the govern- 
ment of the municipal corporation of the , ° ~y~4 


ing, Pennsylvania, in force June 1, 1886. ib. by a 
thority of the City councils.» Comp. by teal Richards. 
Reading, Pa. -,Eagle book print, 1886. 
Mi ednion ' 
re pels St OS Sat eS iat ch 
She" conantutinal provisions as are of special municipal application 


is “Niunicipal law— Penns, teen 1. Pennsylvania. Laws, statutes, 
ete. 1. Richards, Louis, | comp 


11-18992 
Library of Congress JS1335.A3 1886 
Copyright 1886: 17726 


Reading, Pa. Ordinances, etc. 


A digest of the laws and ordinances for the government 
of the municipal corporation of the city of Reading, Penn- 
sylvania, in force April 1, 1897. <Pub. by authorit: 
the City councils.» Comp. by Louis Richards. ing, 
Pa., agile book print, 1 97. 


xvi, 9p 2" 

34 edition 

“Includes all the laws applicable to cities of the third class.”—Preface. 

1. Ma \ ~~ ' Pennsylvania. Laws, statutes, 
ete. on Tickerde Louie - comp. i 


Library of Congress 
Copyright 1897. 41586 


11-183993 
JS1335.A3 1997 
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Reading, 
iapro Rao. a Dept. of 
see 


Reading, Pa. Dept of streets and public 
improvements. 


Reading, Pa. Water dept. 


Annual report of the Board of water commissioners ... 


Reading, Pa., 18 
v. plates, plans, fold. diagrs. 234° 
Report year ends in April 


1. Reading, Pa —Water-supply 
ca 7-3059 Unrev'd 
Library of Congress TD225 R3A2 


Readin;, Pa. Berks County chapter. 
Daughters of the American revolu- 
tion 

see 
Daughters of the American revolution. 


e 
Reading. 


Reading, Pa. Berkshire knitting mills 
see 


Berkshire knitting mills, Reading, Pa. 


Reading, Pa. Board of trade. 


Annual report. 
1881- 
Reading, Pa., 1882- 


let- 


v. 23%, 
lst report includes A description of the city of 
Reading ... By De B. R. Keim. 
7-42121}- 


Library of Congress HF296.R26 


Reading, Pa. Galleon writers’ guild 
see 


Gallion writers’ guild, Reading, Pa, 











Reading, Pa. High schools. Alumni association. 
Graduate catalogue of the Reading high schools, 1856 


to 1899... Reading, Pa. Pub. by the Alumni association, 
1899 
2% p. front. plates, 17 port. 24™. 


7-15781t 


Library of Congress LD7S01. R3H6 1899 


Reading, Pa. High schools. Alumni association. 
on eatalogue of the Reading high schools, 1856 to 
905 ;Reading, Pub. by the Alumni association, 1995. 


8328p. front. (port.) pl. 29" 
Geo M Jones, chairman of publication committee 


t. Jones, George Miller 
> Tam 


Library of Congress 4ibl 
Reading, Pa. Historical society of 
Berks County 
see 


Historical society of Berks County, 
Readin 


Readin;, Pa. Narrow fabric company 
see 


Narrow fabric c.Myany, Reading, Fa. 


Reading, Pa. Public library. 


-.- Annual report... Ist~ 1899 
Reading, Pa., 1900- 
¥. Plates. 234°. 
Title varies: 1890, Report 
1900-19 Annual report (On cover: 1900-1908, Report ...) 


8 26447 Revised 


Library of Congress Z733 R287 


\P34b2, 


Reading, Pa. Public museum and art gallery 
ace 


Reading pubtic museum and art gallery. 


Lrarary or Cononess Reverence 


pe 


Users cate rye that references ma 
(Congress secondary rairies pot appear 


x 42-1147 


oft 
‘a! Kenttons ia depesttory cotslegs 
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Reading, Pa.-Society of natural 
sciences 


Society of natural sciences, Reading, Pa, 


Reading, Pa. Textile machine works 
see 


Textile machine works, SJeading, Pas 


Reading. J/oman's club 
see 


joman's club of Reading, Pa. 


maintenance and functional exercises for 
(Chicago, New York, 


Reading activities . 
use with the Laidlaw basic readers. 
etc., Laidlaw brothers, inc., °1940- 

v. Mus. 2" 
Cover-t! 
Toclodes r preliminary volume with title potas réadiness « pre 

primer and primer (ia one volume) and books 1 


1 Readers and speakers 187 1 The Laidlaw basic readers. 


41-873 
PE1117. 128 


3. 3724 


Library of Congress 


Reading and collecting; a monthly review of rare and recent 
books. ¥. 1, v. 2, no. 1-3; Dec. 1996-Feb./Mar. 1958. ,Chi- 
cago, 1936-38, 
2+. in 1 ius, (incl. ports, fecsime) 30”. 

Edited and published by Ben Abramson 
No more published 
1. Book collecting—-Period 2. Bibliography —-Period. t Abramaon, 

Ben, od. 

41-8240 
Tébrary of Congress 721007 Raz 
ol) 105 


Reading and Columbia railroad company. 

The by-laws and charter of the Reading and Columbia rail- 
roal company; together with the general railroad laws of the 
commonwealth of Pennsylvania. Columbia, Pa., Printed at 
the Spy office, 1861 

Zp 2. 


1. Kallroad law—Peonsyivania 1 Pennerivania. Laws, statutes, 
© 


A 28 O08 


Title from Bureau of Liailway Zeonomies. Printed vy L.C. 
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Reading and Col 


Reading and Columbia railroad 
corporation and supplement. 
printer, 1 


Readirg 


railroad pany. 
ort to the president and managers of the 
May 4, 1860. Act of in- 
Reading ;Pa. J. Knabb, 





Engineer's re 


Dp. fold map 2 


Signed M. E. Lyons, chief engineer 


t. Lyons. M. E Teun ania.” Laws, statutes, ete 


A204 
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of farmers for Berks Coun s..0 in Reading company ... Seientific publications no. 1- 
Reading, Pa., Strickland ~ A 18 ese alee Reading, Pa., 1941- 

. oy" ¥. plates. 26°. 
Pubhshed ik Ps At head of title: Reading public museum and art gallery. 
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rent (each _ inaked Teper) of the Board of man- Reading room society. 
1. Lecomotives—Hist. 2 Reading reliroad 1. Tithe. 
41-15818 
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Library of Congress 


Readings anil rvitations; » conection of poems and 
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;Réal, Pierre Francois, comte, 1757-1834. 
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Paris, J. Tallandier “1911, 
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1820. 1. Hayward, arthur csenaen 1S ed. and tr. om Tithe. 
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Degli Uberti Real, Roland. 
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Real Aprecio, hivaro Aleala Galiano, 
conde de 


Alcala Galiano, Aivaro, conde del Real 
Aprecio, 1873= 


Real de Arda, Gabriel Alejandro, d. 1889. 


Poesias diversas de Don Sees Alejandro Real de 
Azia... Paris, V. Salva, 1839. 


vill, 4p. 16". 
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Real de Curban, Gaspard de, 1682-1752. 
“# sience du gouvernement, ouvrage de morale, de droit 
t de olitiqne, qui contient les principes du 
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< de VoLemsance ; of l'on réduit toutes les matieres de gouverne- 
pont 9 un COrps wi unique, entier dans chacune de ses parties; 
& os “om explique les droits & les devoirs des souverains, ceux 
des sujets, ceux de tous les hommes, en quelque situation qu’ils 
se tr-avernt. arm, de Réal ... A Paris, Chez Briason etc. 


1761-66. 
Sy port my 
(Continued on next card) 
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Biel, 
Réal de Curban, Gaspard de, 1682-1752. Ls science du 
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. La Sierra Nevada y los getelinaice de la Goajira, 
por ‘al re nemo del Real de Gandia, misionero 
seat oficial. Bogota, Imprenta nacional, 


Library of Congress Fz281 G8S2 
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Geracfa del Real, cduardo, 1870- 


Real y de la Vega, Eduardo Gonzalez 
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Gonzalez del Real y de la Vega, Eduardo. 
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-.. Juventud en el mundo antiguo (crucero universitario por 
Madrid, Talleres Espasa-Calpe, s. a., 1934. 
S10 p plates. 22y. 
At bead of title: Carios A. dei Real, Julléo Marias, Manuel Granell 
Conrents.—Dinrio de un estudiante viajero, por Carlos A. del Real 
y Ramos. —Notas de un viaje « Oriente, por Julién Marias Aguilera. — 
o del diario, por Manvel Gravell Mafia, 
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Recurso de i lidad., por el 
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del letrado Emilio del Real y Tejera, a nombre y en representa- 
cién del sr. Angel Antonio Calvo y noventa y un ciudadanos 
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Caso y co., imp., 1937. 
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Academia de amadores de musica, Lisbons 


a S geacente de bellas artes de la 
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Academia de bellas artes de Valladolid. 


Real academia de bellas artes de 
San Carlos, Valencia 


Academia de bellas artes de San Carlos, 
Valencian 


Real academia de bellas artes de 
San Fernando, 


Academia de bellas artes de San Fernan- 
, 





Real academia de bellas artes de San 
Luis, Saragossa 


Academia aragonesa de nobles y bellas 
artes de San Luis, Saragossa. 


Real academia de bellas artes y 
ciencias historicas de Toledo 


Academ§a de bellas artes y ciencias 
historicas de Toledo. 


Real academia de buenas letras de 
Barcelona 


Academia de buenas letras de Barcelona, 


Real academia de ciencias, bellas 
letras y nobles artes de Cordoba 


Academia de cienciag, bellas ietras y 
nobles artes de Cordoba. 


Real Academia de clencias exactas 
fisicas y naturales de Madrid 


Academia de ciencias exactas, fisicas 
y naturales de Madrid. 


Real Academia de ciencias médicas, fisicas y naturales 
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Academia de ciencias médicas, fisieas y usturales de is 
Habana. 











Real Academia de ciencias morales 
y politicas 


Academia de ciencias morales y politi- 
cas. Madrid, 


Real academia de ciencias y artes 
de Barcelona 


Academia de ciencias y artes de Barce- 
lona. 


Real Academia de la historia, Madrid 
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Academia de la historia, Madrid. 


Real academia de la Purfssima 
concepcion de matematicas y nobles 
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Academia de bellas artes de Valladolid. 
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Academia nacional de medicina, Madrid. 
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do, Madrid. maguatne coder the came Gia 7.7. imap? . 
of no. 1-2 reads: Real America. 
Bite by A L. Kirby. 
No more published? 
AL 
1 Kirby, 
Library of Congress aPL ee 
2 oo 


Real academia capalioys 
ne 


de arqueologfa 
y geografia del pr Real America; “the cutepeten magasine”. ¥. 
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Real academia nacional de mgedicina, The Real Americans’ magazine 
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see Democracy; a magazine of opinion. 
Academia nacional de medicina, Madrid, 
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Academia provincial de belles artes de Associag&o central da agricultura 
Malaga. por tugueza,. 
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letras Filipinas 
see see 
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Real audiencia de Santiago 
see 


Santiago de Chile. Real audencia. 


Rea’ audiencia, Vueva Galicia, Verico 
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Nueva Galicia, Vezico. Real audiencia. 
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Real bibliotheca publica do Porto 
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Oporto. R. Bibliotheca publica. 


Real casa pia de Lisboa 


Lisbon. R. Casa pia. 


The real character of the age. In a letter to the Rev 
Dr. Brown. Occasioned by his Estimate of the manners 
and princi of the times. 2d ed London, For M 
Cooper, 1757 
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Signed: C. L. St. 
Jette 
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erp authors and pocts ... London, Printed for W. Bing- 
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At bead of title: The authority on charm and 
Published in East Stroudsburg, Pa. ; editorial New York. 
Béitors: Aug. 1987- Spier, Josephine Duna. 
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Leon, Spain (City) Real colegiata de 
San Isidoro,. 


Real colegio de Alfonso XII 
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Escorial. Real colegio de Alfonso XIIe 


Real colegio de escribanos de mexico 
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Colegio de escribanos de Mexico. 
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Buenos Aires. Real colegio de San 
Carlos. 


Real colegio seminario de 
instruccion, Tepotzotlan. 
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see 


Nunez de huro y reralta, A. 


Real collegio das artes, Coimbra 
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Coimbra. Collegio das artes. 


Real collegio militar, Lisbon 
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Lisbon. Collegio militar. 
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Real compaiia de comercio para las islas de Santo Do- 
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Real compafiia de comercio, Barcelona. 
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Real compania guipuzcoana de 
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Compania guipuzcoana de Caracas. 
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Academia de clencias y artes de 
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i und medicinal H - 
geben von dr. Ewald Geissler ....und dr. Josef Moeller ... 
Wien und Leipzig, Urban & Schwarzenberg, 1886-91. 
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National real estate and postal herald. 
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1941. 
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American institute of real estate 
appraisers. 
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Real estate board of Baltimore. 
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(Baltimore, Year book publishing co., 1916 
v. front. 24". 
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Real estate board of brokers of the 
city of New York 
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Real estate board of New York. 


Real estate board of New York. 
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Diary and manual. 
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21-As2 
Library of Congress HJ 4653. RAR4 
Copyright A 60609 & 


Real estate beard of New York. Management division. Ac- 
cownting and exchange committe 


San Francisco real estate board. 


Real estate directory of Manhattan 
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The real estate directory of the 
borough of Manhattan. 


The real estate directory of the borough of Manhattan 
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Real estate board of New York ex- 
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New York real estate securities ex 


Rte change, 
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ers real Conn., Educational 
i eo. 1926, 
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estate map publishing co., 1908. 
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Real estate news. 
Chicago, Real estate news company, 19 
¥. 347. monthly 
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about bui ae one 


1. Offece buildings. 2 Apartment houses. 1 McCaled, Charles A. 
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Real estate publishing company, [08 Angeles. 
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procedure. Los Angeles, Calif, The Real estate publishing 
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“This book is copy no. 1089." 
Label of “The Res! estate publishing co.” mounted om tp. over en- 
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Real estate salesman 
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Twelve interesting years, 1890-1902, with a glance at his- 
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1. Wilhelm 1, German emperor, 1859- 
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Real love magazine 
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Street & Smith's real love magazine. 


Real museo borbonico, Naples 
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Naples. Museo mazionale. 


Real observatorio astronomico de 
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Lisbon. R. Observatorio astronomico, 


Real obseryatorio astronomico y 
meteorologico de Madrid 


Madrid. Observatorio, 


Real observatorio de Wadrid 
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Madrid. Observatorios 
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Real property inventory of metropolitan Cleveland. 
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Real sociedad economica de amigos 
del pais, 


Sociedad economica matritense. 


Real sociedad econdaica de amigos 
del pais, 


Sociedad economica filipina de amigos 
del pais, Manila, 


Real sociedad economica de amigos 
del pais, Santiago de Cuba 


Sociedad economica de amigos del pais, 
Santiezo de Cubs 


Real sociedad economica de amigos 
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Real sociedad economica de amigos 
del pais de las Islas Filipinas 


—e economica filipina de amigos de) 
s, ° 


Real sociedad economica de la 
Habana 


Sociedad economica de amigos del pafs de 
la Habana, 
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Real sociedad economica de las Islas 


Filipinas 


Real ~~ vascongada de amigos 
del pais 


ont, tains economica filipina de amigos del 32- Sociedad vascongada de ami,os del pafs 


Real svciedad economica de los 
amigos del pais de Segovia 


Sociedad economica segoviana de amigos 
del pais, Segovia. 


Real sociedad econgmica filipina 
de amigos del pais, 


Sociedad economica filipina de amigos 


del pafs, Manila, 


Real sociedad espafiole de historia 
natural, 


Sociedad espafola de historia natural, 
Madrid 


Real sociedad geografica, Wadrid 
see 
BSociedau gecgrafica, Madrid. 


Library of Congress 


Reai sociedad patriotica de la 
Habana 


Sociedad economica de amigos del pafe de 


Havana. 


The real story of a bootlegger. 
Liveright ,“1923, 
6p. 1, 237, yp. 21a. 


New York, Boni and 


1, Prohibition—U. S. 
Library of Congress 
—— Copy 2. 


Copyright A 711893 (30c1, 


Connecti 
Seupenoet Mentinanen, Sie Bowe, Miss Harvey, Mr. Perin, 
— Smith. Hartford Conn.,: Printed by John Babcock. 


Sp 16. 


1. Meditations. 1 A sdy of Connecticut, comp. 


‘Title from H. E. Huat- ington Libr. Printed by L.C. 


a 


a 


A real treasure for the pious mind. Com by a lady 
Connecticut. From the collections — writings of the 
 eeang of —_, Mrs. Rowe, Miss Harvey, Dr. 

Mr. Mr. Smith, and others. Second edition ... 
heer dary Printed by John Babcock, 1799. 


ep. 1™. 


A 82-2904 
Lite, BV4831.R4 Printed by L. © 
12 


mind. fo 
ae en 
i Mrs. 
fon Published by John Babcock & son. Sidney's press. 
1820. 


Sp uw 
Verse and prose 


1, Devotions, nterature, =. A lady. 


41 85230 
Library of Congress BV 4882. R82 
2) 
Rea] universidad de México 


see 
Mexico (City) Universidad. 














Aealanstalt in Cannstatt 
see 


Cannstatt, Ger. Realanstalt. 


Realanstalt Stuttgart 
see 


Stuttgart. Realanstalt. 


Realanstalt zu Reutlingen 
see 


Reutlingen. Realanstalt. 


Reale, Egidio. 
wa. Liarbitrage j jonal. Le regl judiciai 
conflit de l'Alabama; mémoire présenté pour le dipléme 
VInstitut universitaire de hautes études internationales, 
Lausanne etc., Payot & c*, 1929. 
2p, fridip.ik a, 
“Bibliographie” : p. (188-141. 





Pee 


1. Alabama claims. 2 Washington, Treaty of, 1871. 8. Geneva ar- 
Ditration tribunal, 1871-1672. 4. Arbitration, International. 





90-18425 
Library of Congress 7X28A7T 1929 
—— ——— Copy 2. 2) 
Reale, Egidio, 1888— 
Le droit d’asile, par Egidio Reale ... 
a Academy of international law. Recueil des cours, 1938, 
Pane t800. Sepa 9 Gap neaeeaet pert) 
“Notice Principales : p. 71,472. 
“Bibliographie” : p. ;568,-507. 4 
4. Asylum, Right of.2 Refugees, Political. +. Title. 
Aw 04 
be vol @ 
for of Congreay (sx vol @8) 
(80c2; (941.082) 
Reale, Egidte, 


«+ LItalie, par Egidio Reale... Paris, Delagrave, 1934. 

108 tuck fromt. (map) 104%. Gane ee 6 oS 
) 

“Bibitegraphte commatre” : p. 156, 


1. Pasctsm—tItaty. 2 Italy—Pol. & govt —10a3- 

sours 
DOSTL.RST 
a 8D 


Library of Congress 
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1. Italy—Foreign relations, 2. League of nations. +. Title 
AC aB-s16 
New York. Public library 
for Library of Congress 


sccoaasiaaes As6-1001 
Fp tay ~~ FS (axTas vol 0) 
aon 
Reale, Miguel. 
Actualidades de mundo antigo (com introducgio 


Reale, Miguei. 


... Teoria do direito e do estado. Séo Paulo, Livraria Mar- 
tina, 1940. 


xii, S37 p12. 26. 
Bibitographica! feot-actes. 


1 State, The 2. 1 a 





1 Tithe 
«a ew 
Library of Congress 7 
Reale accademia Albertina di belle 
arti in Torino 


Turin. Accademia Albertina di belle 
arti. 


Reale accademia d'Italia, Rome 


A A 





1. Greece—Pol. & govt. 1 Title. 
‘31-S7e82 
Library of Congress DFSLR4 
s a8 
O capitalismo internacional (introducgio & economis 
nova) Rio de Janeiro, J. Olympio, 1988. 
Sp. sl 1. 
1. Capitalion. 1 Tithe " 
Labrary of Congress ‘HBS01.B3 
a 5BO 16 
... O estado moderno (libereliamo-fasciemo-integraliemo) 
8. ed. ,rev.eannotads, Rio de Jansiro, J. Olympio, 1985. 
on™ 184°. (Ow cover Probiemas politices contemperances, 
ot 27k “TR.* Liberatiom. 4 Corporate stste 
- eeT 
Library of Congress JCRTLEG 1995 
ry ty 


aromas dey Sagem, nena wo eta 
moderno) de J. 1984, 


Ja»** 184° (On cover: Prebiamas politicss coutemporemecs 
a 


1. Politien) eclenco—Mist. 2 State, The. 8. Middle clases. 
2 Tite. 


a ma. 
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ia d'Italia, Rome, 


Reale accademia dei Lincei, Home 
see 


Accademia dei Lincei, Rome. 


Reale accademia delle srienze, Ma- 
ples 


Accademia delle scienze, Naples. 
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Reale accademia delle scienze e 
belle lettere di Napoli 


Accademia delle scienze, Naples. 


Reale accademiu delle scienze fi- 
siche e matematiche, Naples 


Accademia delle scienze fisiche e 
@Matematiche, 2 


Reale accademia delle scienze mediche 
ai Genova 


Accademia della scienze mediche di 
Genova. 


Reale accademia di archaeologia, 
lettere e belle arti 


Accademia di archeologia, lettere e 
belle arti. 


Reale accademia di belle arti, 
Bologna 


Bologna. Accademia di belle arti. 


Reale accademia di belle arti, 
Carrara 


Carrara. Accademia di belle arti. 
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Reale accademia di belle arti, 


Florence. Accademia di belle arti. 


Reale accademia di scienze, lettere 
@ belle arti di ‘alermo. 


Accademia di scienze, lettere e belle 
arti di Palermo. 


Reale accademia di scienze, lettere 
ed arti degli Zelanti, Acireale 


Accademia di scienze, lettere ed arti 
degli Zelanti, Acireale. 


Reale accademia di scienze morali 
@ politiche di Napoli 


Accademia di scienze morali e politiche, 
aa 


Reale accademila economico-agraria 
dei georyofili. Florence 


Accademia economico-agraria dei georgo- 
fili. Plorences 


Reale accaiemia filarmonica romana 
see 


Accademia filarmonica romana. 


Reale accademia lucchese di scienze, lettere ed art. 
see 
Accademia lucchese di scienze, lettere ed arti. 


Library of Congress 
Reale accademia medico-chirurgica, 
Nadles 


Accademia medico-chirurgica, Naples, 


Reale accademia nazionale dei Lincei, 
Rome 


Aceademia dei Lincei, Rome, 


Reale accademia Raffaello, Urbino 
see 


Accademia Raffaello, Urbinos 


Reale accademia valdarnese del 
Poggio, Montevarchi 


Accademia valdarnese del Poggio, 
Montevarchi. 


Reale accademia Virgilians di scienso, lettere ed arti, 
Mantua 


eee 
Accademia Virgiliana di sciense, lettere ed arti, Mantua. 














Reale aero club d'Italia 


Aero club \'Italia. 


Reale biblioteca borbonicea. Naples 


Naples. Biblioteca nazionale. 


Reale biblioteca palatina. Parma 


Parma. R. Biblioteca palatina, 


Reale comissione Colombiana pel 
quarto centenario dalla scoperta 
dell’ America 


Ttaly - Commissione Colombiana. 


Reale commissione geodetica 
italiana 


Italy. Commi ssione geodetica. 


Reale Commissione pe'testi di 
lingua nelle provincie dell’ 
Emilia 


see 
Bologna - &- Commissions,.« 
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Reale commissione vinciana, Italy 


Ttely. R. Commissions vinciana, 


Reale deputazione di storia patria 
see 


Deputazione di storia patria. 


Reale deputazione romana di storia 
patria 


Societa romana di storia patria. 


Reale deputazione sugli studi di sto- 


ria patria per le provincie di 
Toscana, dell’ Umbria e delle 
Marche, Florence 


Deputazione sugli studi di storia patria 
per le provincie di Toscana, dell Um 


brie e delle Marche, Florence. 


Reale deputeazione veneta di storia 


patria 
see 


Deputazione veneta di storia patria. 


Reale galleria antica e moderne, 
Florence 


Florence. Galleria antica e moderna. 
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Reale galleria degli Uffizi, Florence 
see 


Florence. Galleria degli Uffizi. 


Reale galleria del palazzo Pitti 
see 
Florence. Galleric paletina. 


Reale galleria di Parma 


Parma. Galleria. 


Reale galleria nazionale d‘arte 
antica e gabinetto delle stampe, 


Rome 
see 


Rome (City) Galleria nazionale d'arte 
antica e Gabinetto delle stampe. 


Reale galleria palatina, Florence 


Florence. Galleria palatina. 


Reale istituto 4’ incoraggiansnto 
ai Napoli 


Istituto d'incoraggiamento di Napoli. 








Reale 


Reale istituto di archeologia e 
storia dell’ arte 


Istituto di archevlogia e storia dell’ 
arte, 


Reale istituto di belle arti, Siena 
see 


Siena. Istituto provinciale di belle 
arti. 


Reale istituto di studi superiort 
pratici e di perfezionamento, in 
Firenze 

see 


Florence. R. Istitute di studi superiori 
pratici e di perfezionamento. 


Reale istituto lombardo di rcienze 
@ lettere, 


Istituto lombardo di scienze e lettere, 
Milan. 


Reale istituto lombardo di scienze, 
lettere ed arti, Kilan 


Istituto lombardo di scienze e lettere, 
Milanese 


Reale istituto orientale in Napoli 
see 


iaples. R. Istituto orientale. 
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Reale istituto weneto di scienze, 
lettere ed arti 


Istituto veneto di scienze, lettere 
ed arti. 


Reale museo archeologico, Venice 
see 


Venice. Museo archeologico. 


Reale museo di fisica e storia 
naturale 


Florence. Kuseo di fisica e storia 
naturale. 


Reale museo industriale italiano 
see 


Turin. R. Museo industriale italiano 


Reale museo nazionale di Firenze 
868 


Plorence. Museo nazionale. 


Reale museo nazionale romano, fome 
see 


Rome (City) Museo nazionale romano. 


Reale osservatorio di Brera in Mi- 
lano 


Milan. Osservatorio di Brera. 


Reale osservatorio di Napoli 
see 


Naples. Osservatcrio astronomico di 
Capodimonte. 


Reale pinacoteca di Bologna 
sea 


Bologna. Pinacoteca. 


Reale pinacoteca di Brera 
see 


Kilan. Pinacoteca di Brera. 


Reale pinacoteca di Parma 


Parma. Galleria. 


Reale scuola d'ingegneria, Pisa 


Pisa. Sevole d'ingegneria. 














Reale scuola di musica in Parma 
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Reale societa toscana di orticultura 


Parma. R. Conservatorio di musica "Arrugc Societa toscana di orticultura, Flo- 
rence 


Boito". 


Reale scuola normale superiore di 
Pisa 


Pisa. Scuola normale superiore. 


Reale societa didascalica italiana 
see 


Societa didascalica italiana. 


Reale societa geogrs*ca italiana 


Societa geografica italiana, Rome. 


RAs 
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Reale sscieta italiana d‘igiene, 
Milan 


Societa italiana d'igiene, Milans 


Reale societa romana di storia pa- 
trie 


Societa romana di storia patria. 


Reale universita romana 
gee 


Rome. A. Universita. 


Reales, baron de Juras 
see 


Juras Reales, baron de. 


31-171 
Library of Congress DAS. W2R4 1981 
Univ. of Pennsyiventa Libr. 
— Copy 2. 
2 42.071 


L lalpole, Robert, earl of Orford, 1676-1745. 2G Brit—Po & 
govi—IT14-1727. I. Tithe 
si—1714 

Library of Congress DASOLW2R4 1981b 

(30a1 42.071 
Realey, Charles Bechdelt. 
The early ion to Sir Robert W: 1790-1721, by 
Charles ws ne . 


no. 8; Humanistic studies, vol. rv, oe + 
of Kansas, Department of yey a 
Bibliography © p. 
wi Robert, carl of Orford, 1676-17465. 2. Gt. Brit—Pol. & 
govt—IT1¢-1727. 1. Title. 
31-1T188 
Library of Congress DASOL.W2R4 18810 
——- —— Copy 2. 
Copyright A 39001 a oaon 
Realey, Charies Bechdelt. 
The London journal and its authors, 1720-1723, by Charles 
Bechdolt Realey Kan, Kansas, 


L 2 Jenn, 1683-1733. 8 Geréen, 
‘Thomas, 4 1750 CT tS S Motesworth, Rebert 
oS s1008 

Library of Congress PNS190. LARA 

——— Copy 2. 
Copyright A 1008 ml, ora 
Realf, Richard. 

A fragment of the Symbolisms, by Richard Realf ; 
designed by Mary Moulton Cheney. Minneapolis, Che- 
mith press, 1906. 

11 double L 20)~. 

Only the first page of each double leaf is printed 

79050 


135 p. 12° (Twentieth century classics and school readings so. 12) 


Library of Congress 
Copyright 1900 A 26211 


Realf, Richard, 1834-1878. 

Poems, by Richard Realf ... with « memoir by Richard 
J. Hinton. New York and London, Funk & Wagnallis 
company, 


2p |, im-cxili p, 11, 282 p pl, Sport (incl from.) I. 
“Memoir”: p. oxxi-cxili. 


1 Hinton, Richard Josiah, 1830-1901. 
WII! Revised 
Library of Congress 
Copyright 1008: GBI98 


PSA@0Al 168 
(32d, 








Lamaary or Cowonrss Reranence 
ee ee eee ainpaat as Wendings in depenitory cotslogs. 
XK 42-1565 


K. Realgymnasium, Ula 
see 


Uls. Realgymnasium. 


K. Realgymnasium, Zittau 
see 


Zittau, Ger. Reelgymnasium. 


Realgymnasium des Johanneums zu 
Hamburg 


Hamburg. Johanneum. Realgymnasiun. 


Realgymnasium in Magdeburg 
see 
Magdeburg. Aealgymnasiua. 


Realgymnasium zu Basel 
see 


Basel. Realgymnasium, 
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Realgymnasium zu Karlsruhe 
see 


Karlsruhe. Reaigymnasium, 


Realgymnasium zu Krefeld 
see 


Krefeld, Ger. Realgymnasium, 


Realgymnasium zu Lahr 
see 


Lahr, Ger. Grossherzogl. Gymnasium, 





Reali, Eusebio. 
Della liberta di i nelle sue atti col potere 
rale de’ papi, per a Reali ... Torino, Tip. 
Franco e feh e comp., 1861. 
4p.1, 193, dip. 18° 
83042 


Library of Congress 


Reali deputazioni di storia patria 
see 


Deputazioni di storia patria. 


Reali deputazioni di storia patria 
per le provincie dell’ Emilia 


Deputazione di storia patria per le pro- 
vincle dell’ Emilia. 
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Reali deputazioni di storia patria 
per le provincie modenesi e par- 
mensi 


Deputazioni di storia patria per le pro- 
vincie modenesi e parmensi. 


La realidad industrial de) Peré ... Lima, Pert, Editores: 
Federico Bolafios, César A. Belatnde, 1935- 
¥. Mlus. (incl. ports, plans) tables. 25°. 
matter 





Conterts. 
gusto Maurer, 7 
ractones, informactones. ‘anne industrial, ete. 


1. Pera—Industries. 
AC 36-3601 
‘Title from N.Y. Pub. Libr. Printed by L.C. 


a 


Realidades econémicas del Ecuador. Quito, Ecuador, Lito- 
grafia e imprenta “Romero,” 1938. 
@p. 24". 


“Conferencias . el paraninfo de pe Sescenges pant, pee 
los sres. dn Lespeide Rivas B. y an. Manuel A. Navarro.”—p. 


Ecuador—Econ. condit.—1918- 
n Savesne Manvel Adrién. 


Library of Congress 


1. Rivas B., Leopoldo. 


41-2040 
HC202.R4 





1, West Indies, Dutch—Descr. & trav.—Mags. 1 Tite 


sDe241 
o. pa ee Libr. 
for of Congress 


A realist 
Life ... in a nutshell 


1081. W4BS 
a 


Francis, 2dward Charles, 1906- 
Life ... in a nutshell. 


The Realist; « jourral of scientific humanism. v. 1-2, v. 3, 
no. 1; Apr. 1929-Jan. 1930. London, Macmillan & com- 
pany ltd. for the Realist publishing co. ,1929-30, 

Sv.in 4 fins. 247°. monthiy. 


Arehibald Charch, editor. 
No more published. 


1. Church, Archibald George, 1886- ed. 
30-22008 


Library of Congress AP4. R216 068 











Realites 
see 


Collection "Realites 


... Réalités coloniales. Paris, Mercvre de France, 1934. 
4p aap mm. 
At head of title: XXX. 


1. France — Colonies — Administration. 1 Mercure de France. 
m Xxx 
4085-2181 


Title from N. ¥. Pub. Libr. Printed by L. C. 


Realities of life: ~~ for the i 
ya | Bya PE 
8. Babcock, 1839. 

3p 1, O17 p “. 

Library ot Congress PZ3.R2295 7 


Reality ... 
1933, 


2p... 2Tp. iy. 
Mesanges from a “friend so recently gone to the new life”. 


;Boston, Priv. print. (The Merrymount press, 


1. Spiritualism. 


33-22701 
Library of Congress BF 1301 R35 
—— Copy 2. 
Copyright A 64765 2) (150.96178] 133.93 


Reality; the universal magazine advocating the 
elimination of racial and religious intolerance 
+ ¥. 1-17; [Apr.?] 1919-Apr. 1929. New York, 
Reality publishing corporation [1919-29] 
17 v. in 10. illus 23°, monthly. 


Vol. 1, no. 1, undated. 
Subtitle varies. 
31-908 
(Continued on next cari) 


Reality; the universal magazine ... (Card 2) 


Editors: 1919--Mar. 1922, Wandeyne Deuth, E. 


Deuth. --Apr. --Sept. — M. H. Ford.--Oct. "19%2- 


Jan. 1929, H. G. 
No more published. 


1. Bahaiem--Period. I. Deuth, Bugene J., ed. 
II. Deuth, Wandeyne, ed. 
1866-1929, ed 

31-908 


Library of Congress BP300.R4 


III. Dyar, Harrison Gray, 
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Realty; the world’s searchlight on Germany. 
London, Printed by G. B. Dibblee, 19 
nos. illus. 26)-274° 
1. European war, 1914- 
Library of Congress DSO1.R« ” ’ 
—— 2d vet. 


Reality in preaching ,by, Russell D. Snyder, Otto A. Piper, 
Oscar F. Blackwelder ,and, Fred C. Wiegman .. 
phia, Muhlenberg press ,1942, 


vil, 168 p. 20°. (The Kessler lectures) 


1 1 Snyder, Russell Dewey, 1908- 1. Piper, Otto, 
— tm Blackwelder, Oscar Fisher, 1806- rv. Wiegman, 
Fred Conrad, 1890— 
42-12807 
Library of Congress BV4211 RM 
3 m1 
v. 1- 
Nov. 1900. 
Washington, D. C., 1900- 
v. 19. bimonthly. 
Editor: Nov. 1900- Joseph Stewart. 
1. New thought—Period. 1. Stewart, Joseph, ed. 
10-2576 
Library of Congress BF63BR3 


fachgelehrter herausgeg wet Dex Eedlog wad 

Bruno Meissner ... 

Berlin und Leipzig, W. de Gruyter & co., 1928- 
pistes. 20". 

Insued tn parte. 





1, Asmayriology. 2 Aasyria—aAntiq. 


& Ebeling, Erich, 1988- of 
m™ Metemer, Bruno, 1866- joint ed. 


Library of Congress Dse0.1.R4 


a 


Reallexikon der deutschen literaturgeschichte, unter atte 
von 
Merker und Wolfgang Stammler ... Berlin, W. de Gruy- 
ter & co., 1925-81. 

46. 208, 

Issued in parts. 

Tncludes 





1, German lterature— Dictionaries, indexes, ete. 
ert. 3. German 


re— Hist. & iiterature—Hist. &crit—Bibl 1 Mer. 
oe . ual, 1881- uh Stammier, Wolfgang. 1886- jotnt ed. 
‘80 —-28017 
Library of Congress PT41.R4 
—— Copy 2 |) SArBRLS 08 
The realm of reading ... \New York, Cincinnati, etc., Ameri- 


can book company, °1940— 
¥. col. fronts. ilus. (incl porta.) 24™. 
Half-title Each volume bes special t-p. 
Ealted by Walter Rarnce, Mabel A. Bessey, Gladys G. Gambéli and 
Oplcgrephical shatches” at ond of cach volume. 
Includes bibliographies. 


1 American literature ( ll 2 Sate tera. 
ture (netections Extracts, ete.) ' Sarees, od. 
41—4811 
Library of Congress PR1106.R4 
4143, 820.822 
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Peanbuaa mayK.. 
xupypruvecxi@# caosaps. Cs nononmeniams « mowbae- 
wiaua no Host .. Ce 

auME pECyHKaME 8b C.-letep6ypr+, Hananic 
B. C. Srrunrepa, 1891-98. 


at of title, v. 340: poh, A. M. H. Ageus- 
cuems.—v. 14-21 a-pe. a was the 
ee és edition; Afanas'ev and others edited the 
“<2 phoreaecs TORSPEMANS nepesons Eney- 


poms magix we ywhermars normMoReTnes me OLSEN _ 
(Continued on next card) 
a 


... Peamsamaa oumexaonegzia weneneecners mayxs... 1891- 
08. (Card 2) 


burg’oms, so = OABOpOdEMuS 
Sars crete = nonoawent® ...”—vol. 1, p. tv. 


. Ieameto 
@Raneres wBomerTBO BO 


) mowommmrezsam® rows. C.-Ile- 
C. Srrumrepa, 1900-1901. 


Reals, Willis Howard, 1892— 

f cals of Go cenae Mp eat binge ig 
of the achievement in 
Howard Reals... New Ppa te LF An 
university, 1928. 


Reals, Willis Howard, 1802— 

feats 0 Go cuneate AP iad, a Oa 
of the achievement in two summer a 7 
Howard Reals ... New York city, 

university, 1928. 

vi, 88 p. incl, tables, forme. 284". (Teachers college, Columbia unt- 


schools, 2 echools, 8 Bducation, 
1 Tite n. Title: The comes Migh schoot a 


20081 
Library of Congress 
— —— Copy 2. 
Copyright A 4748 
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Realechule am Eilbeckerwege zu 
Hamburg 


Hamburg. Realschule in Eilbeck. 


Realechule an der Bismarckstrasse su 
Hamburg 


Hamburg. Realschule an der Bismarck- 
strasse, 








Realschule aes Johanneums zu 
Hasburg 


see 
Hamburg. Johanneum. Realgymnasius. 


Realschule in Barabeck zu Has- 
burg 


ese 
Hamburg. Realschule in Barmbeck. 


Realschule in Eilbeck gu Hamburg 
see 


Hasburg. Realschule in Eilbeck. 


Realschule in Eppendorf zu Hamburg 
see 


Hamburg. Realschule in Eppendorf. 


Realschule in Karlsruhe 
see 


Karlsruhe. Realschule. 


Reslachule in St. Georg su nasourg 


see 
Hamburg. Oberrealschule in St. Georg. 
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Realschule in St. "auli zu Hamburg 


Hamburg. Realschule in St. rauli. 


Realschule vor dem Holetenthore zu 
Hamburg 


Hamburg. Oberrealschule vor dem 
Holstentore. 


Realschule vor dem Libeckerthore 
zu Hamburg 


Hamburg. Realschule vor dem Libecker- 
thore. 


K. Realschule, vorschule und 
Elisabethschule zu Berlin 


Berlin. Realechule, vorschule und 
Elisabethschule. 


Realechule zu Basel 
see 
Basel. Realschule. 


Realachule zu Cassel 
see 


Kassel. Realschule. 


Realschule zu Chemnitz. (Founded 
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(Waa  Seneome, 4, defendant ‘The trin! of Capt. Joho 
Autborsbip cteribeted t 

_— ed. by ‘willles’ Housbes. Rouzhee 4 ye 

th to punish Alexander 
+ A of ‘Rutaberah for the A 3,1 jon ‘Set, 

Porteous riots, 1736. lexander, 
1 "th eregas Erekie, ag — Ey Gapped cote 
Library of Congress 2 — 


Reasons against the exportation of wooll. 


m. p., 17001, 
29“ 
Caption title. 
Date iled on fi 
Againet exporting wool from Scotland 
6-10286+ 


Library of Cungress 


Reasons against the renewal of the Sugar act, as it 
will be prejetiniel to the trade, not only of the northern 
colonies, but to that of Great Britain also. Boston, N. E., 
Printed for T. Leverett, 1764. 


19 p. 1% x15™ 


1. Sugar trade—West Indies. 2 U. S—Comm.—Hist. 


83845 
Library of Congress HD9105.3.R3 
—— —— Copy 2 Miscellaneous 1 a 
ais "ACIOL.MS — 


Reasons for a general] assemblie ... ;Edinburgh, Printed in 
the year of God, 1638. 


ap wa 


Reasons for annexing the Isle of Man to the crown of 
Great Britain. . p., 176-?, 


= 179". (With Robertaon, D. A tour through the lale of Man. 
London, T2b8} 
Caption title 


Babject entries: Man, Isle of 


Library of Congres, no. A670. M2RS. 


465 


refactor aright Ba OF te ote 


(London! 16964, 
4—o Zim. 
ise aston = 
1. Bank of England—Hist. 
1-302 
Library of Congress HG3729.C8T8 


Reasons for establishing the commercial beak of Len- 
don. to the d and managers of all joint 
chads Gouin apes as to the private bankers of the United 
Kingdom. (London, 184-; 


Ip t.6p 2”. 





1. Banks and banking—Ct. Brit 


(341 


6-233at 
Library of Congress HG2i2 R83 
Reasons for —" ving the fisheries, and linnen manu 
facture of Scotlan umbly submitted to the conswl- 


eration of the ean honourable and honourable the mem- 
bers of both hvuses of Parliament. London, Printed for 
J. Roberts, 1727. 


2aL2dp we 


1. Scotland—Economic conditions. 2 Fisheries— Scotland 


A 13-1005 


Title from Harvard Univ. Printed by L. C 


Reasons for keeping Guadaloupe at a peace, preferable to 
Canada, explained in five letters. from a gentleman in Guade- 
loupe, to his friend in London. London, Printed for 
M. Cooper, 1761. 


Rp w=. 
Sabin, Bibi. amer., mentions a map. cf. ¥. 16, no. 68067. 


1. U 8.—Pol, & govt. —French and Indian war, 1755-1748. 2. Anglo 
French war, 1755-1763. 3. Guadeloupe. 


S—1ktp 


Library of Congress E190 R28 


(A35b1, 


Reasons fo laying a dut, on French and Spanish indico, 
and granung a bounty s what is made in the British 
plantations. (London! 1748, 


ihp 
The “British plantations” are the Carolinas and Georgia. 


1. Indigo—U. S. 2 Tariff—Ge Brit. 


7-1Se4t 


Library of Congress HF2651.14R3 


Reasons for not the temperance seriete. B 
clergyman .. 1h ee J — 1836; Baltimore, Re- 
printed by J. Robinson jn. 


@»p wim 
Signed CR 
1 Temperance— Addresses, essays, lectures. cRk,C a CR @& 
A clergyman 
1821291 


Library of Congres: HVS™< Re 








Reasons for renouncing infant baptism; in a letter to a 
friend. Georgetown, (S. C.) Printed by Francis M. Baxter, 
1810. 


Rp my 


1. Infant baptism. 


BV813.R4 
(a34d1, 


Library of Congress 


Reasons for the abatement of interest to four in the hun- 
dred. And the objections against it fairly stated, and briefly 
and fully answer'd. By E. H. London, For D. Brown & 
M. Gillyflower, 1692. 

2p1.@p 15)". 

(Tracts om bank credit, no. 14, 


1. Interest and usury. 


Library of Congress 
1321, 


Reneane Ser the deray‘s being enyloy't to the vern 
ment, drawn from the great services done by th them to this 


nation in their administration of civil offices : a vin- 
dication of Her a late and mee in 
the Bishop of Bristol, lord SS « - m4 
her first plenipotentiary in the 
peace. London, Printed for J. r ier fi 
a7. om 
1 Clergy—Ge. Brit. 
Library of Congress DA432.1710.R4 oe 
Reasons for the inexpediency of chartering « national bank 
. New-York, Wiley & Putnam, 1841. 
Mp.li wy. 
1, Independent treasury. 2. Banks and benking—U. 8. 
Library of Congress HG2129 1841.R4 
eSTbl, 


36-3100 
a ou3.242 
- Degeete oped ond true for su 


tion of General Zachary Taylor. 
Gideon, printers, 1848, 


Wane sean 
ashington, J. & G. S. 


10-17873 
EAD R29 


LIBRARY OF CONGRESS 


Reasons humbly offered to prove that the letter printed 
at the end of the French memorial of justification is a 
French forgery, and falsely ascribed to His R---] H-----ss 

London, Printed for M. Collyer, 1756. 

In kétp a 

An ironical defense of the Duke of Cumberland The letter referred 
hes ay phy de M. Robert Braddock 


1 
contenant le précis des “taits, avec leurs piéces justificatives, pour serv 
réponse aux Obser rvations envoyées par les ministres d’Angleterre, dans les 


cours de l'Europe 
Braddock’s ca inn. 1755. 2. William i tus, duke of 
Cavatenl 1721-171 1 marr Robert, 4. 
24-1238 
Library of Congress F199 R287 


Reasons in favour of a direct line of railroad from London to 
Manchester. London, Richard and John Edward Taylor, 


Sp. 2. 


1. Rallroads—Early works to 1860 @ Ratlroade—Gt. Brit. 3. :Rail- 
roade—Gt. Brit.—BEarly projects, 


A601 
Title from Bureau of Railway Economics. Printed by L.C 
Reasons in su support of an o offered to the 
respectin, the votes of County, on ~. Fin ot 
June, 17: New-York, Printed by T. and J. 
1792. 
Dp. mI. 
rg my J es SS a ee ee 
aa” of the appointments sheriffs in the state of New-York": p. 
An impartial statement of the 
rey respecting the the decison of the of committee of canvassers 
. New convey. 1. Harison, Richard. a= ” 
17-7862 
Library of Congress JK2246.N7 163 
Reasons in rt of triennial elections in the 
provines of wg York: with the king’s veto on the Trien- 
nial act. 


oo emenene 4 the state of New-York . 
O'Callaghan. 


-. BY EB 
Albany, 1849-51. 204. ¥. 4 (x51) p cagg-956) 


1. Elections—New York (State) 2 New York (State)—Pol. & govt— 


Colonial 
7-M372 
Library of Congress F122.D63 
—_—— 2, de- tached 
Library of F122 R28 


The reasons of the decay of trade and private credit. 
Recommended to the perusal of all true Englishmen. By 
a merchant of London. London, J. Morphew, 1707. 


Bp. 197 


Library of Congress 


Reasons offered to the consideration of the citizens of 
the United States, in favor of the removal of the seat of 
government, from Washington city, to Philadelphia. 
(D. p., 1808) 

8p. z=. 

‘Political pamphlets, v. 106, no. 7; 





1. U. S.—Capital. 2. D.C. 3. Phil 
Library of Congress JAMPB vol. 106 tinea 
2 


Reasons, principally of a public nature, against a new bridge 
from Charlestown to Boston. Boston, Printed by Wells and 
Lilly, 1825. 

S2p. 344". 

Manuscript note on t.-p.: By R. Sullevan. 


1. Boston— Bridges. L Sullevan, R. 


‘TG25.B7CS ° 1825 
(a3Tb1, 


Library of Congress 


accounts. 
and assembled in Parliament. London, J. Robinson, 
1749. 

Bp. 10". 


The reasons which induced Her Majesty to create the Right 
Honourable Robert Harley, esq. a peer of Great Britain, in the 
year 1711. 

(in The Harleian miscellany. London, 1808-13. 30)°". vol. 1 
(1808) p. (1-2) 

The to the patent of nobility creating Robert Harley a peer 
ot Goons Seteata, 


Attri tod to Hebert Harley, cart of Oxford, with reviston by Swift 
of. ee 8., and Laing, J. Dictionary of anonymous and peeudony- 
mous English igerature 

Said also to have ceen written ia Be by Dr. ee and ya 
oo ee ef. The Dictionary of nai 

lord, Robert Harley, Ist on of, 1661-1724. oe Swit, Jonathan, 
1067- ous. mu. Freind, John, 1675-1728. 
AC #—1387 
{DA300.1128 vol, 1) 


el, 


Hamilton college. Library 
for Library of Congress 


(942.0082) 


The reasons why New London has not a navy yard 
to-day, and the opinion of those best informed as to 
where the new navy yard ought to be located. (New 
Londori? Conn., 18621, 


2p. 23". 


1. U.S. Naval station, New London, Conn. 
ca 25-1285 Unrev'd 
VA70.NSR3 


... Reasons why Port me yt should be made a port 
of entry ... (Washington, D. C., 1906, 
16 p. illus, fold. pl, fold. map. 15x =, 


1. Port Arthur, Tex. 
21-2141 


Library of Congress F394. P@3R3 








The reasons why Samuel D. McEnery, is known as the 
Levee governor. A record of constant work and brilliant 
New Orleans, Printed by E. A. Brandao & co., 


cover-tithe, 18 p. 22°. 


1. MeEoery, Samuel Douglas, 1837- 2 Leutsiana—Pol. & govt.-- 
1865- 


o 4200 
Library of Congress FS75.M14 


42b1, 


Reasons why state aid should be granted to the tunnel 
route to the West. m. p., 185— 

4p. 25". 

Caption title. 


1. Hoosac tunnel. 2. Troy and Greenfield railroad. 


A23-173 


Title from Bureau of Railway Economics. Printed by L. C. 


Reasons why the Legislature of New-Jersey cannot de- 
prive the proprietors of the bridges over the rivers Pas- 
saick and Hackensack of any of their legal rights. ;New- 
ark? N. J., 18141, 

-21 p. 23. 

Caption by: 


tele ot my inquiry into the rates of toll, over the rivers Passaick 
ensack, granted to tl of the bridges over these rivers, 


ont progsiqeers 
dmg 19, 1793 (Signed, Truth:”: p. (11)-21 


1. Passaic River—Br 2. Secensats River—Bridges Bridges— 
New Jer: 4. Tolls—New Jersey Law, pseud. 1. tran pseud. 
it. Tithe: The result of an inquiry into the ‘tome of toll. 

24-2564 

Library of Congress TG2NSRS 

1s2Sb1) 


the Radical union delegation from 

altimore convention should be sdmitted, 
Published on behalf of the — Washington, 
D. C., Gibson brothers, printers, 1864. 


. Republican . National convention. Baltimore, 1864. 2 Re- 
oddone Geral 3. Missouri— Pol Pet ee. = ph 


11-21721 


Library of Congress EAS24 R28 


The reasons why we are at war. Showing the case 
against Germany. London, The Rural league (19141, 

cover-title, 40 p. 20°. 

Map on p. 13) of cover 


1. European war, 1914- — Causes 1. Rural league. 
1$-16522 
Library of Congress DSIS.R4 


Reasor, James A. 


CATALOG OF PRINTED CARDS 


La Reata ... published and printed by Albuquerque high 
school. 


Albuquerque, N. M. “19 
v. illus. (inel. ports.) plates. 298™. 


1. Albuquerque, N. M. High school. 


Library of Congress LD7501.A445A65 
Copyright 2 


Reath, Nancy Andrews. 

Persian textiles and their technique from the sixth to the 
eighteenth centuries, including a system for general textile 
classification, by Nancy Andrews Reath and Eleanor B. Sachs. 
New Haven, Pub. for Pennsylvania museum of art by Yale 
university press; London, H. Milford, Oxford University press, 
1987. 


vill, 133, (22; p11. Ulus, plates, 289°. 
“M00 copies.” 


“A grant from the American council of learved societies has sssisted 
the publication of this volume.” 


2‘ jo wary ag! oe, tile design. 3. Weav- 
Sachs, Eleanor B., joint oa u. Title. 
8714436 
Library of Congress NKSOT4.R4 
— —— Copy ?. 
Copyright A 106611 1385, 45 


Reath, Nancy Andrews. 

The weaves of hand-loom fabrics; a classification with his- 
torical notes ,by, Nancy Andrews Reath. Philadelphia, The 
Pennsylvania museum, 1927. 

@p. lus ji". 

“The illustrations are from the textile collections of the Pennayivania 
museum.” 


1. Weaving. 2 Textile industry and fabrics. 1 Philadelphia mo- 
scum of art. no. Title 
28-8062 
Library of Congress TS1490.n4 
aéili, 


Reatz, August, 1889- 

Jesus Christ: His life, Bio teaiing, Sis ont, by Sau 
Reatz ... Translated ~-~4 ~-Fyn 444 Rev. 
G. Brinkworth, . 2. lon, Sands & co.; St. Louis, Mo., 
B. Herder book co. :1933, 

xi, 374, @) p20". 


Jesus Christ—Biog. 2 Jesus Christ—Person and offices. L 
pa, 4 Beatrice Margaret, 1904- tr. @. Brinkworth, Guy, ed. 
36 25865 
Library of Congress BT301.R365 
2 n29 


Reatz, Ferdinand i. ¢. Carl Ferdinand. 

Die litteratur tiber den entwurf cines biirgerlichen ge- 
setzbuches fiir das Deutsche Reich. Von C. F. Reatz 
Leipzig, J. C. Hinrichs, 1895. 


Ip. L, 99, (1) p._ 23. (in Juristischer litteraturbericht 1884 bis 194 
Leipzig, 1896. p. :74,-133) 


1. Law—Germany—Bibl. 2. Germany 


Laws, statutes, ete. Burgerliches 
qustseeds 1996 Bibl. 


2-17007 


Library of Congress 76451 J% 


a2sel, 


a Louis, 1881- 
. Lert du du moyen ge, arts plastiques, art littéraire, et la 





A treatise on the hog: his habits, breeds, ag t 
and diseases. With especial reference to the disease 
called hog cholera, Together with a chapter on tri- 
china. By James A. Reasor ... Louisville, Ky., Print- 
ed by J. P. Morgan and company, 1870. 


312 p front. (port.) illus. 20. 


1. Swine. 2 Swine—Diseases. 3. Hog cholera. 4 Trichina and trichi- 
nosh 


Agr 6-1042 
Library, U qi iculture 46R23 
eed hoo SF395 RB 

1a26el) 


eed ee 
poms . et Gustave Cohen .. 
du livre, 1935, 
xxill p. 1, 404 

A Je eaice collective eee =”. (Litre 
“Bibliographic” : p. 420,448. 


1 Cohen, Gustave, 
98-1182) 


Reau 
Réau, Louis, 1881- 
... art frangais aux Etats-Unis; ouvrage illustré de vingt- 
quatre planches hors texte. Paris, H. Laurens, 1926. 
Sp. lL, 210p. xxrv pl (incl. ports, plam) 26x 20". 
“Bibliographie” : p. ,202)-205. 
1. Art, French. 2 Art—U. 8. 8. Art, American. 1 Title. 
26—22765 
Library of Congress N6M1R4 
8741, 
Réau, Louis, 1881- ed. 


3p. plates (incl. ports. facsim.) 22". (Archives de l'art 
trawgals, ‘pebltee gar in Socldes de Veistetve Ge Vert. frangaia. Neo- 
velle période. t. xvu) 


8 artistique de Grimm avec Cathe 
rine 1, publiée par m. Louis Uta ree tatin de Farchiecte Rieara 
de son am! Favart (1834-1848) publiées par m. Louls 
Réau—Pologne. Catalogue des q@uvres d'art tramgais de la collection 


AC8T-48 


Réau, Louis, 1881- ed. . et eaptedeaske 
du Nord et de l'Est de l'Europe . 1982. (Card 9) “1 
Convene —Centtnnss. 


€ ‘ 
m. Roger-A: Weigert. 
1. Art, 1 Grimm, Friedrich Melchior, treiherr 
1807. 1 Catharine u, of Ronis, 1720-1768. mx, Montferraad, 
de, 1786- tv. Stanistaw 1 August, king of Poland, 


Réau, Louis, 1881- 
L’art frangais sur le Rhin au —_ siécle ; ouv: 
illustré de 12 similigravures. Paris, E. . Champion, 1 1982. 
vii, chi, 184, chy p. plates. 259° 
“Bivliographie” : p. 1175)-178 


1. Art—France. 2 Art, French. 1. Title 


25-1704¢ 
Library of Congress NORI6 KS 


Réau, Louis, 1881- 
... L’art primitif; art médiéval, par Louis Réau ... Pa 
ris, A. Colin, 1934 
vi, 485 p. flue. (incl mape) 24% 19%. 
arts a2 primitifs jusqu’A nos jours, 
Louis Réauw. m1) 


Includes bibliographies. 


(Histoire universelle des 
pub. sous la direction de 


1. Art, Medieval. 2. Art, I'rimitive. 


3001s 
Library of Congress 


‘opyright A— Foreign 


NOOR 





Réau, Louis, 1881- 
.. L’art russe de Pierre le Grand & be) mgt bee soixante- 
hors texte, ~*y~ —. _ ——o 
Ouvrage blié sous le patronage de |'in 
"études slaves x Paris. Paris, H. Laurens, 1922. 
xi, 291 p. plates, ports. 254. 
“Bibliographic de Vart russe moderne”: p. (271-277. 


1. Art—Russia— Hist. 
Library of Congress 


NOB RQ 
Copyright A— Foreign a) 
B22, 











Réau, Louis, 1881- 

L’art russe des origines & Pierre le Grand. Cent quatre 
planches hors texte, quatre cartes clans le texte et lexique 
rehéol: Ouvrage pub. sous le patronage 
de I'Institut d'études slaves de Paris. Paris, H. Laurens, 
1921. 





xi, 387 p. Mies. (mape) plates. 25)" 
“Bibitographie de art russe ancien”: p. ,365,-371. 


1. Art—Russtea—Hist. 


214984 
Library of Congress Neel. Rs 
Copsright A—Foreign 17873 
1a3841, 


Réan, Louis, 1881- 

--» Carle Vanloo. Jean Restout. ao Reiner 
sages on France & |époque romantique. Par Louis Réau, Jean 
Messelet et Jean Adhémar. Paris, A. Colin, 1938 ;i. ¢. 1989, 

Spl. 808 2, plates, ports. 23°. (Archives de art fran- 
cate, ites pat ia Bocite Ge Thisttre de Far Nouvelle 

Contains bibliographies. 

Cowrents. —Réau, L. Sap Vt, 3. Jean Restout.— 
Ad@hémar, J. Lee lithograpbies de paysage en France & lépoque ro 


L ee on ge Carle, —, 2. Restout, Jean, 
recat 3. Lithography — . Jean, mm Adhé 


AC 30-1579 
Michigan. Univ. Library 
for Library of Congress (NGBI1LA0 ¢. 19) 
3, (704) 
Réau, Louis, 1881- 


Catalogue de l'art francais dans les musées russes, par 
Louis Réau ... Paris, A. Colin, 1929. 

2 p 1. (7-156 p plates, ports. 224". 

Ge I'bistoire de l'art francais) 
Bibliography: p. 14-15. 


(Publication de ia Société 


2 T0044 


. Cologne, Louis Résu . 
gravures. Paris, H. Laurens, 1908. 
2p. 1, 19, chp illus 260". (Holf-title: Les Villes d'art célébres) 


Serrattie ke ot bend of 5? 
“Bibliographic”: p. 13-132. 


-. Ouvrage orné de 127 


1. Cologne—Descr. 2 Art—Cologne. 





Library of Congress N6RBO.C7R4 — 
ra24ely 
Réas, Louis, 1581- 
Dictionnaire illustré d'art et eee Louis Réau 
656 vures, 16 planches hors texte en héliogravure. 
Peris, mm 1930, 
vill, 488 p ius, 16 pl, diagrs. 21~. 
“Ribliographie”  p. 487,488. 
Lar 2 a 
Dictionaries, 1. Tithe 
31--10080 
Livrary of Congress NBS KS 
14261, ToS 


.. Une dynastic de seulpteurs au xvrri* sitcles, tes Lemoyne, 
w lain Réau; biographie et catalogue critiques, leuvre de 
jite en cent trente six héliogravures. 
Tae Ann édition d'études et de documents ,1927, 
20, Bp. inet. 1xxx pl om 40.1 (inet. porta) front, 38". (Lert 
fram sie collection dirigte par Georges W \idensteis) 


“Bibiiegraphie” =p 158, 141 


L Lemoyne. Lewis, 1990 (ca.)-100)_ 2 Lemoyne, Jean Louis, 1965- 
17%. 8 Lemoyne. Jean Kapticte, 179-1781. 4 Lemoyne, Jean Bap 
tate, 1706-1778. . Tite. 

12087 

Library of Congress NAGS TARG 
Cayrrigmt A. Foreign 0 

(rt, 


LIBRARY OF CONGRESS 


Réau, Louis, 1881- 
motte, 1922. 
2. xtvm pl (incl ports, faceim) 88 x 25)". 
pumérotés. P 
“Gurrage Menore d'une souscription 0 2 c= 
buigue et des beaur-arta 
“Bibliographic” : jes vp 15-6 
L Palconet, Btienne Maurice, 1716-1701. on 
Library of Congress NBSSS.F2R4 
2 ‘Te5.0046 


Réaa, Louis, 1881- 
L’Europe francaise au sitcle des lumiéres, avec 2 cartes 
et 32 planches hors texte, par Louis Réau ... Paris, A. afichel, 
1938. 
xvii p. 11, on cl, p. inet 
1. Dir. (L'érolution 
Heart Berr. x section. 


maps. Xxxxr pl. (incl. ports, facsim.) on 
& = synthese collective, dirigée par 


“Bibiiographie” : p. mae 
1. France—Inteliectual life. 2 France—Civilization. 8 Enlighten- 
ment. t Title 
33—-18118 
Library of Congress DC3B. R37 
Copyright A—Foreign soot 
RRA, O44 


Réau, Louis, 1881- 
Fragonard; texte de Louis Réau ... Paris Imprimerie 
Union, 1938, 
ethit col, mounted fllus., 6 col. mounted pl. S39". (Les trésors 
la petoture francaise. xvii. siécie) 
L Fragonard, Jean Honoré, 1782-1808. o-~ane 
Library of Congress NDS5S.FTRA 
(@c1, (0275) 750.4 
Réau, Louts, 1881- 
La gravure d'illustration, par Louis Reau ... Paris et 


Bruxelles, G. van Ocst, 1998. 


Spt. ep. 28 iam pl. 827°. (La gravure en France au xvmr 


“Bibliographic sommaire”: p. ,86y-86. 


Réau, Louis, 1881- 

Histoire de 1’ HA me = ot 
telinde— Scien Bohéme et Hon- 
grie. ternary Paris, H. Laurens, 1 


ea ert 
Se Se a ote = 
Roumanie—. du 
jr ee Paris, H. Laurens, 1933. 
2p. L, vil, S78 p. 40 pl (incl front. porta.) 25". 


The frst tn « series of three works, of which the second (issued in two 
parts, 1928 and a eee & Ce Camas care, Ge 


ca 700.44 


Réau, Louis, 1881- 

Histoire de Vexpansion de l’art frangais moderne; 
monde slave et 'Orient. Quarante planches hors texte. Pie 
H. Laurens, 1924. 


vill, 424 p. 40g). (Incl. porta.) 25*. 


the German! 
Sulcgtaphy ot end of test of tho chapters 


1 Art, Freoch. 2 Art, Slavic. & Art, Oriental. 1. Title 
80-24700 
Library of Congress NOR41 ROS4 
a 700.44 
Réau, Louis, 1881- 
. Histoire de I’ex; 


‘expansion de l'art francais; pod ny scandi- 
ves, Angleterre, du Nord. planches 
one Ee Paris, H. Laurens, 1931. 
paovioneed 4 pl. (incl. porta, plan) 25". 
of the second in a series of three works, of which the first 
(2008) rate of "te mode . the second («pt. 1; 1928; wt. 2; 1881) 
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L Art, French. 2. Art,Germanic. 1. Title. 


Library of Congress N6841 R453 


2 700.44 


Réeu, Louis, 1881- 
«» Histoire de la peinture francaise au vit" sidcle 
Paris et Bruxelles, G. van Ocst, 1925-26. 


2 ¥. 124 pl (incl. ports.) 33x 254”. 
Cover of ¥. Rous me 
“Bibliographic” : v. 2, p. G0,-04. 


36 18887 
Library of Congress NDG46 RA 
(86c1, 
Réau, Louis, 1881- 
.-» Houdon, par Louis Réau critique, illustrée de 
ctaghaqaien pandas hem tame, H. Laurens, 1930. 


12T, ;1; p. incl. illus, plates, ports. 214°. (Les grands artistes: leur 
vie, leur @uvre) 


“Bibliographie”: p. 125, 


1. Houdon, Jean Antoine, 1741-1828. 


Library of Congress NBS68. HERS ' 
—— —— Copy 2. 
Copyright: A—Foreign 9006 
a 
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L’organisation des musées, Louis Réan ... 
ris, L. Cerf, 1909, - “i 


Zo}. 48 oat al (On cover: Publications de la Revue de 
thése historique. Archives, bibliothéques, musées) - 


At head of title: Archives, bibliothéques, musées. 


1. Museums. 
10-11557 
Library of Congress AMSR2 
Pc Vcr eeu nena franconienne du xrv° eu xvr 
sidcle, par Louis Réan Plon-Nourrit et c* ,1909, 
190p.11. xxrvpl 21g". (Les maltres de Fart) 


“Bibliographie” : p. (1TT;-181. 


1. Viecher, Peter, the elder, 4 1522. 2 Sculpture—Germany—tHist. 


(ae, 


Library of Congress 








Réau, Louis, 1881- 

--» Les primitife Allemands, par Louis Réau ... étude cri- 
tique, illustrée de vingt-quatre reproductions hors texte. Paris 
H. Laurens ,1910, 

127, ; p incl 2 pl, port. 2. 

Series title also at head of t-p. 

“Bibliographie” : p. (125, 
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1. Painters, German. 2. Painting—Germany—Hist 1. Title. 


1025881 
Library of Congr. 


Reas, Louis, 1861- 


A. Colin, 1986. 
vi, 482 ios. (tmet. map 1s. 
ws sh met aL. base 8) a 


Inclodes bibliographies. 
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3 8208 
Library of Congress NS800.H47 vol.8 
Copyright A— Foreign 31986 
ca) (708) 70008 
Saint-Pétersbourg, per Louis Réau ... Ouvrage illustré 
de 150 gravures. Paris, H. Laurens, 1913. 
2p.1, 19, 1) Mins, 267". (Les villes d'art célébres) tr.5 
“Bibliographic” : p. (18,-191. 
1. Petrograd—Deecr. 2 Art—Petrograd. 
13-70% 
Library of Congress Ne@O8 R4 
Copyright A—Foreign T28 
e281, 


Réau, Louis, 1861- 

- Vienne, Schénbrunn et les abbayes d’Autriche, par 
Louis Réau ... ouvrage illustré de 108 gravures. Paris, H. 
Laurens, 1932. 


169 p Miles. (incl. ports.) 20”. 
“Bibliographic”: p. ,158,-155. 


(Lae villes d'art céiébres) 


1. Art—Vienns. 2. Vienma—Descr. 8. SechSebrumn (Castile) 4 AD 


Litrary of Congress 


ipti étrangtres de Sudde et du 
Ministare de France) traduites en francais sous 
la direction de Réau ... avec is collaboration de Gustav 
Forssius ... et; Martin ... Paris, Les Presses universi- 
taires de France, 1925. 

xxill, 153 p11 257. 


Réaa, Reger, os. 

--. Trnité de automobile (Code de la route an 
noté). Préface de m. le vicomte de Rohan... Paris, Recueil 
Sirey, 1938. 
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pat. t Fresce Loews, oe no Tit " _ 

> LORD 

Library of Cong: 2) 


CATALOG OF PRINTED CARDS 


meaubourg, Gaston. 





.. Etude organographique et ique de la famille des 
lardizabalées ... Mantes-sur-Seine, A. Beaumont, impr., 1906. 
Spl, 127%, hp Mes. 249". 

‘Thétee—Univ. de Paris. 
“Index bibtiographique” 2 p at end. 
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(20-1, 


Réand, L. 
owe Lo placement deo marine dn commerce ot deo - 
& la grande péche (éd. P. fect 
Priface de A. de onzie... P oy i 
@p. 21. (Ligue navale francaise. (Bulletin no. 5) 
“Extrait de la Revue de la marine marchande.” 


1. Merchant marine—France. 2. Seamen 1. Title 


24 Baas, 
Library of Congress HD039 S42F8S 1918 
Reaugh, Frank, 19¢0- 
of the Southwest by Frank Reaugh ; notes by the 
painter. ; Tex., Wilkinson printing , “1987, 
45 p. front. plates. 24°. 
fetere guncratione s Vision ofthe sid me Texas cote and hee 


1. Patntings—Texas, 2 Cattle—Texas. 1 Tith. om Title: South- 
west, Paintings of the. 

‘37-13508 
‘Library of Congress ND287 R48 
Copyright A 10016 ss Tee. 


Reavlx, Jacques de Font 
see 


Font-Reaulx, Jacques de, 1893- 


Reaulx, Marie Adolphe Simon Jacques 
de Font 
sea 


Font-Reaulx, Jacques de, 1893- 


Reaulx (de Saint-Cuen) marquise des 
see 


Des Reaulx (Saint Ouén) marquise, 


Résumur, René Antoine Ferchault de, 1683-1757. 

The art of hatching and bringing up domestick fowls of 
all kinds, at any time of the year. Either by means of 
the heat of hot-beds, or that of common fire. By M. de 


Réaumar ... London, C. Davis ete, 1750. 
2p. 1, S-vili, 470, 11 illus. (head-pieces) 15 fold. pl. 28™ 
1. Incubators. 2 Poultry 
12—25805 
Library of Congress SF49S Ra 
IMI, 


Redamer, René Antoine Ferchault de, 1683-1757. 
Histoire des fourmis, per M. de Résumur ... introduction 
SPP _ 8 Ors Paris, 


* 
\. (Added t-p.: Mémetres pour servir & 


Agr 29-982 
Agtcuitere «2223 t7 
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Library, U. 8. Dept. of 


Réaumur, René Antoine Ferchault de, |683-1757. 
Mémoires pour servir & histoire des insectes. Par m. de 
Reaumur Paris, De l'imprimerie royale, 1734-1929. 


Réaumur, René Antoine Ferchault de, 1683-1757. Me- 
moires pour servir & VVhistoire des insectes ... 1734-1929. 


A on 
& deux afles $1742 —T. Histeive Gre Suorata per =, So Rese 
Introduction de KL. Bouvier . avec notes de + Peres “928 
1. Insecte—Collected works. 1. Entomology, 1 Beovier, Bugtne 
Louis, 18546- u. Peres, Charles, 1873- 
agr +22 

U.S. Dept. ofagr. Library 4z2R23R 
for \ibrary of Congress Qlve2 Ra 

adlr2ael, 
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dew 
teignes. des faumes teignes. tes pucerons, jes ennemis des pucerons, des 
faux pucerons, & |bistoire des gailes des piantes, & de jeurs insecten 
173A. —t. 4 Histoire dew gailinsectes, des progallinsect=s, & des mouches & 
jeux alles, 1740—4. 5. Suite de "histoire des mouches & deux afles, & 
“Diatotre de mouches \ quatre afles, savotr, des mouches & sries, 
jes cignies, & des abeiiien. 1741.—+. 6. Suite de I"histotre des mouches & 
aatre afles, avec an suppiément A ceile des mouches & deux afles 1748 
L Insects—<Collected works. 
La aael 
Litrary of Congress QL Rove 
aed), 
Rénamer, René Anteine rerchauit ds, 1683-1757. 
Me teantés ot annotés par Jean Toriais; 
préface par Maurice d'Ocagne Paris, (1988, 
wit lL 2 (On ecm: Le peste pee @ is 
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Réaumur, René Antoine Ferchault de, 1683-1757. 

The natural history of ants, from an unpublished manuscript 
in the archives of the Academy of sciences of Paris, by René 
— Ferchault de a + translated and annotated 

William Morton New York, London, A. A. 


Spl, r-xvll, 2890p. front. port. facsims 244". 


French tert with Engiteh translation. 
“A Vist of Réaumur's works” : p. 268-274. 


1 Aste. 1. Wheeler, William Morton, 1865-1907, ed. and tr. 
26—1T6 
Library of Congress QLMB.FTRA 
— —— Copy 2. 
Copyright A 040204 140p1, 


Reaux, Gedeon Tallemant des 
see 


Tallemant des Reaux, Gédeon, 1619-1692. 


Reaux de la Richardiere, des 
see 


Des Reaux de la Aichardiere. 


Reaves, Samuel Watson. 

Metric Focpertice of flecnodes on ruled surfaces ... 
by, ‘Samuel V tson Reaves ... Napoli, 1917, 
29.1, a-38p 2 
Thesis — of Chicago, 1915. 
ny irate edition, = by the University of Chicago libraries, Chi- 


“Thered f from the Giornale di matematiche di Battaglini, vol. wv 
(1917), 8 della ¥ serie 


1. Curves om surfaces 1. Title 


19-12712 
f Congress 


Library o' QAGAS.R4 
Univ. of Chicage Libr 2 


Reaves, William Perry, 1875- 

The conservation of the health, teeth, voice, hearing 
and sight, by Wm. Perry Reaves . reensboro, N. C.; 
Priv. print. (by Harrison printing ©0.) 1912. 

3S p. illus 23" 


1 Children——Care and hygiene 1 Tithe 
14-179 
Library of Congress LBMIS.R4 
Copyright A 315575 
Reavey, George. 


ag cee Se Paris, Europe press, 


2p. FOO p, 11 26°. Barope poets no 1, 


Bee 


. Tite 
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Reavey, George, ed. and tr. 
Soviet literature, an anthol 

George Reavey & Marc Slonim. 
op 2)". 


TENTS. -The new "oy im Russian literature — Fiction —Poetry.— 
criti ~List of Buglish trensiations (p. 420-430) 


, edited and translated by 
jon, Wishart & co. ,1933, 


1. Russian literature—Tra) tato = 2. English litera- 
ture—Transiations from Russian. 3. Russian literature—20th cent. 4. 
amine re 5 cont.—Hist. & crit. 1. Slonim, Mark L'vovich, 


ed. and tr. 1. Title. 
34-1185 
Library of Congress 
Copyright A ad int. 18508 13465, 891 70822 


Reavey, George, ed. and tr. 
Soviet literature; an anthology, edited and translated by 


George Reavey & Marc. Slonim. New York, Covici, Friede 
(1834) 

26p. 21°. 

Cowrants.—The new spirit in Russian literature—Fiction.—Poetry.— 
Critictem. 


‘Translations into English English "1 
from Russian. 3 — iiterature-s 20th 


4. Russian literature—20th cent.—Hist. & 1, Slonim, Mark 
L’vovich, joint ed. and tr. 1. Title. 
34—27125 
Library of Congress @lv2, (891.70822 


Reavis, George Harve, 18%3- 
Factors controlling attendance 

George H. Reavis ... New Y 

Columbia university, 1920. 


in rural schools, by 
ork city, Teachers college, 


3p.1.0%, dip forms. 23° 
Thesis (rH. 0.)—Columbia university, 1920. 
Vita 
1. Rural schools, 2. School attendance. 1. Title. 
21—16383 
Library of Congress LB1S67.R4 
Ce Univ. Libr. 18222) 


Reavis, George Harve, 1883- 

Factors controlling ettentname in rural schools, by 
George H. Reavis, ra. pv. ... New York city, T ers 
college, Columbia university, 1990 

3p.l Oo fom 2m (Teachers college, Columbia university 
Contributions to education, no. 108) 


Published also as thesis (rm. 0.) Columbia university, 1920. 
Bibhographical foot-notes. 


Title 
1. Rural schools. 2. School attendance =f 2120709 
Library of Congress LB1S67.R42 
— —— Copy?2. LBS.C8 no. 108 


(30a) 


Reavis, George Harve, 1883- 
The state program in education and its bearing upon 
the national — 


(1m National educa’ 


tom association of the United States. Addresses and 
Proceedings, 1921. 


» 2-129) 


1. Education and state—U. S. 2, Education—U. S. 


E2-70 

Library, U. S. Bur. of Education 

3 
Reavis, John R. 

The city of kane. Its tributary country and its 
resources. ce, Wash., Clough & Graves, 1891 
56 pp. incl. illus. obl. 16°. 

Nowe corere, 

Fs99.87R2 1-Re-Ma7) 
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Reavis, John R. 

Mount Vernon avenue. A national memorial highway from 
Washington to Mt. Vernon. With some account of the natural 
and historic attractions along its proposed route ... By John 
R. Reavis. Waslfington, D. C., Pub. under the auspices of the 
Mount Vernon avenue association, 1888. 

35 p. Mus, 222 17. 


1. Mount Vernon avenue. 2. Alexandria, Va.—Deser. 3. Mount Ver- 
non, Va 


2—19082 
Library of Congress F232.A4R3 
1a35b1, 
Reavis, Josephine. 
Cm’ plant and animal life, by Josephine Reavis . 
‘Columbus, O., American education press, inc., 1939, 
" aeeaindi ius. 21°. (Unit study book, no. 657) 
Text on p. (2; of cover. 
1. Plant-breeding. 2. Stock and stock-breeding. 1, Title. 
42-81701 
Library of Congress SB123.R4 
2) 681.522 


Reavis, Logan Uriah, 1831-1889. 

Alexander Hamilton and the American republic; in- 
cluding Hamilton's letter to James Duane, in which he 
outlined the new government ; also, a letter written at the 
request of Washington, in which Hamilton outlined the 
etiquette of the White House. A lecture by L. U. Reavis 

St. Louis, Mo., G. A. Pierrot & son, printers, 1886. 

xii, 87 p. incl. front. (port.) 23". 


1. Hamilton, Alexander, 1757-1804. 


16-19547 


Library of Congress EN26.H2R28 


Reavis, Logan Uriah, 1831-1889. 

A change of national empire; or, Arguments in favor of the 
removal of the national — from Washngton city to the 
Mississippi valley ... By L. U. Reavis ... St. Louis, J. F. 
Torrey, 1869. 


vill, ®-170 p. 2 fold. mapa. 21%. 


- 10—31367 

Library of Congress F196.R27 
——FF Hy F474. 82R24 

13501, 
Reavis, Logan, U;rish, 

The commercial destiny of the Bnew meng valley; a 
lecture . . St. Louis, Mo., Woodward, Tiernan & 
Hale, 1878. 

“pp. 8°. 

F354. R28 
17M 1 
Reavis, Logan Uriah, 1831-1889. 


if-title: Our expanded home. 
ope ah that the government of the United States 
nd Gt ee ee 
| —y fe the purpose of this lectare."—p. ;11, 
a 


iv §.—Teerttortal expansion. 2. U. 8—Pol. & govt—Addresses, 
oman ye. lectures. 1. Tithe. a. Title: Our expanded bome. 
34-15019 
Library of Congress IK304 R4 42.739 
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Reavis, Logan Uriah, 1831-1889. 

The great South The h railway system, 
the Missouri Pacific railway, its leased and operated lines ... 
Prepared and published by the authority and under the super- 
vision of the company, by L. U. Reavis. St. Louis, Nixon- 
Jones printing co., 1882. 

116 p. incl. front., ius. fold. map. 25°. 





. 
Cover-title: The great empire of the West beyond the Mississippi 


The West-—Descr. & trav. 2 Southwest, Old 1 Missouri Pe- 
cific railway company (1880-1909) 
Re-1574 
Library of Congress F596. R29 
——— Copy 2. (A37b1, 


Reavis, Logan Uriah, 1831-1889. 
An intornationss railway to the city of Mexico. An 


address U. Reavis ... St. Louis, Mo., Printed by 
Woodward, Tiernan & Hale, 1879. 


7p. 2247. 


1, Railroads—U. S. 2. Railroads—Mexico. 1. Title 


A13-2M3 
Title from Bureau of Railway Economics. Printed by L. C. 


Reavis, Logan, U;riah; 1831-1889. 


Isthmian an @ it in favor 
commaceial Wawer the aid of the 


of con- 


1. Tehuantepec ship-railway. 


(821, 


Library of Congress TC7.RB 


Reavis, Logan Uriah, 1831-1889. 

A lecture on what shall we do to be saved? By L. U. 
Reavis ... St. Louis, Mo., Gray & Baker book and stationery 
company, 1877. 

1,747 p wim. 


1. U. 8. —Pol. & govt.—18T7-1881. 1 Tithe: What shall we do to be 
saved? 


‘1210488 
Library of Congress Beka 
Stl, 
Reavis, Logan Uriah, 1831-1889. 


The life and military services of Ben. William Selby Har- 
ney. By L. U. Reavis ... Introduction by Gen. Cassius M. 
Clay. Saint Louis, Bryan, Brand & co., 1878. 

2p. L, illy-xvil, 18-477 p. incl. tus, plates, ports. front. ports 2. 

“The American Indian” : p. 304-449. 


t. Clay, Cassel Cassius Marcellus, 1810-1908. 
S—27461 
Library of Congress E181 523 
ori, 
Reavis, Logan Uriah, 1831-1889. 
The life and public services of Richard Y the war gov- 


of representatives, Springfield, Illinois, Tuesday i 
March 1", 1881. By Hon. L. U. Reavis .. Se Lous, J. 
Chambers & co., 1881. 

Spl, 37 p front. (port) 27 


1. Yates, Richard, 1816-1873. 
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Reavis, Logan, U,riah, 1831-1889. 
The manhood of America. an address delivered at 


Exeter hal! ... October 2ist, 1879. I L. U. Reavis ... 
jon, The Civil service printing and publishing co. 
limited, 187: 
Bp 2 
1, United States. 
4262064 


Library of Congress 


Reavis, Logan Uriah, 1831-1889. 
The manhood of America. A lecture by L. U. Reavis 
Delivered at Exeter hall, Tuesday, October 21, 1879 


. 2d ed. London, Eng., Printed by Smyth & Yer- 
worth, 1880. 

72 p. 23" 

“T. United States. . Title 


ca 25-1012 Unrev'd 


Library of Congress E168 R282 


Reavis, Logan Uriah, 1831-1889. 
The national capital movable. A letter to President Grant 
Fc age hy eee face By L. U. 


Reavis. issouri book and job printing 
house, mn. 
ep 2 
1. U. S—Capital. = t Title oem 
Library of Congress F106. R28 
adTb1-, 


Reavis, Logan Uriah, 1831-1889. 

The new republic, or The transition complete, with an ap- 
proaching change of national empire, based upon the commer 
cial and industrial expansion of the great West ; together with 
hints on national safety and social progress. By L. U. Reavis. 
St. Louis, J. F. Torrey and co., 1867. 

Sp 21° 


1. U. 8. —Deser. & trav. 2.0. 8.—Eecon. condit. 
11—s2084 


Library of Congress F808. R28 


Reavis, Logan Uriah, 1831-1989. 


The new republic, or The transition complete, with an 
approaching change of national empire, based upon the 
commercial and industrial expansion of the great bene 
together with hints on national safety and social progre 

2led. By L.U. Reavis. St. Louis, J. F. Torrey | 
oo. 1867. 


2 p. |, cii-iv, S-124 p. 214. 


1 U. S.—Deser. & wav. 2 U. S—Econ. condit. 
24102 Revisec 
Library of Congress E168. R286 
— —— Copy 2. rd4e2) 


Reavis, Logan Uriah, 1831-1889. 


Se Louis Mo, Woodward, Tiernan & Hale, 1878. 
3p. front. (pert.) pl. 2. 


1. Misxiaaippl valley 1 Title. 


Library of Congress 34 ROD 


eZics, 
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Reavia, Logan Uriah, 1831-1889. 
A pamphlet for the people ig facts and arg 
in favor of the removal of the national to the Missis- 
sippi valley, By L. U. Reavis Se. is, E P. Gray, 
1 
2p =. 

U. 8 —Capital. 
924840 
Litrary of Congress JK 1608. R28 
371, 





sippi valley. By 1. U. Reavis Louis, Missouri 
erat printing house, 1 
wp = 
1. U. S—Capital. 
+260 
Library of Congress JK 1608 420 
fib1, 


Reavis, Logan Uriah, 1831-1889. 

The railway and toe queen at So Sy SO. Louis, 
with a brief statement of to demonstrate 
that St. Lonie is rapidly envaing 
center of the North Ameri 
tion of the great commercial tnd manafacturing eta 
lishments of St. Louis. By L. U. Reavis Louis, 

be Woodward, Tiernan & Hale, 1879. 





335, Bp. front, ius, ports. 25°. 
1. St. Louis. 2 Railroads—Western states. 

All-201 
Title from Bureau of Railway Reonomics. Frinted by LC. 


Reavis, Logan Uriah, 1831-1889. 
A representative life of Horace , with an intro- 

duction ius M. Clay. By L. U. New 

be Ww. Gateten © op London, 8. Low, son & co., 


Ip L. xi, 15-579 front. (port) 2= 


1. Greeley, Horace, 1811-1872 2 Clay, Cassius Marcellus, 1810-1903. 


11-11618 
Library of Congress 


Copyright 1872: 6575 
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Reavis, Logan Uriah, 1881-1880. 


of the St. Louis county court, 1870. 
108 p. nel. facet. 20, 


\ St. Leu, & St Leute co, Mo County court. 
ie 18 
Library of Congress rev. gama 
1, 
Reavis, Logan Uriah, 1831-1889. 

Saint Louis: the future great city of the world. By L. U. 
Reavis. Sd ed. St. Louis, Pub. by order of the St. Louis 
County court, 1871 

4p. ili fhetm 2 

1. St. Leute, 

Re 1D 


Library of Congress 
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Reavis, Logan Uriah, 1831-1889. 
Saint Louis: the future t city of the world. By 
L. U. Reavis ... Biogra ed. St. Louis, Gray, 
AF (1875, 
3p. |, fvy-mxxvi, 835, bexii, 4 p. incl. facsim. front, plates, ports. 25. 


1. St. Louis. 2. St Louis—Biog. 


1$-20683 
Library of Congress F474. S2R2 
Reavis, Logan Uriah, 1631-1889. 
ae ame | © Pacific -t4 Ky As eas 
along ire. By vis . 
Baker & Seawin, py? on 


Rp me. 


1. Texas and Pacific railway company. 
ca 11-1299 Unrev'd 


Library of Congress 
-—— —— Copy 2 
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Reavis, Logan Uriah, 1831-1889. 

for the young men of America: or, A few 4s poe 
words of advice to those born in poverty and destined to 
reared in 2d ed., rev. and enl., by L. U. Reavis 
New York, Wells, 1873. 
nae on 


‘With this te bound the author's “Thoughts for the young women of 
America. 4 od. New York, 1878". 


1 Youg men «Tithe 


BJ16TL RZ 
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Library of Congress 


Reavis, Logan Uriah, 1831-1889. 
ts See Go young women of America: or, A few 
words of fo ae ~, 


destined to > a 

By L. U. Reavis .. ork, “2 Wale, 3 

ad des Gage tosmcend hate 8 
1. Young women. 


Library of Congress BJ1671.R2 
Reavis, Mrs. Rebecca (Morrow) 


A bome offering. Consider the lilies,’’ and other 
= Morréw Reavis. St. Louis, Becktold & co 


3p. 1. wim. ch, 3-54, chi p. front (port) 23 x 179°. 
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Keavis, William Claude, 145)— ed. 
. Administrative adjustments required by i 
and edited by William C. Reavis... Chi- 


change, compiled 
cago, LIL, The University of Chicago press 1941, 


ix, 235 p. 2". (Proceedings of the tenth annual Conference 
edmipistrative Ghsus of pleas place oto ied, ok 


1 School management and ‘Tithe, 
organization = 
Library of Congress L107.CS 30th, 1041 
oh (871206278) 871.2082 


LIBRARY OF CONGRESS 


Reavis, William Claude, 1881- ed. 

. Critical issues in educational administration, compiled 
and eined by by William C. Reavis ... Chicago, Ill, The Uni 
versity of Chicago press ,1938, 


237. (Proceedings of the seventh annual Conference for 
administrative officers of public and private schools, +. 1) 


Photoprinted, 


1. Schoo! management and organization. 2. Edvcation—U. 8. 
1. Title. 





go 711 
Library of Congress LR28085. R37 
—— -——~ Copy 2. 
Copyright AA 282805 (80a3, 871.2078 
ee en ee 
-, Cultivation of leisure activities. From the tenth Iowa 
on child d education, by Wil- 
ayy tte feos tops ten Caney on 
2 nate Sem crate & 
22 ano. Child welfare Sampaio us. 05) — 


1. Leisure. 2. Sch~ole—Exercises and recreations. ,2. Recreation, 


1 Tithe. 
EST-T 
U.S. Off. of educ. Library LBI06.16 no. 58 
for Library of Congress (LB1108.16 20, 53) 
2) 
Reavis, William Claude, 18%1- ed. 


. Democratic practices in school ite, compiled 


and edited by William C. Reavis . ., The Univer- 
sity of Chicago press ,1939, 

ix, 214 Giagr. 23 (Proceedings eighth Conference 
tor sdwinietrative officers of public and Sutvets soporte Sans) 


Photoprinted. 
“Selected bibliography on democratic practices in school education” - 
p 204-208, 


PS a management and organization, 2 Education —U 8. 
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sitcle, 3. 6d. rev. et augmentée d'un index. Paris, Hachette 
a, 1900. 

Spi.mipil.@p wa. 
Bibitographical foot-notes. 


1, Beasuet, Jacquds Bémigne, bp. of Meaux, 1627-1704. 
Pell seme: Louis Joseph Alfred Rébeiliau, 
10-15204 Revised 


Library of Congress BX4819.B7R4 19 
81¢2, 

Rébeiiien, Alfred, 1855 - 

Les fonds historiques de ia Bibliethaque Thi 





(Ie Revue des biblicthiqges. Parts, 1914 2”. v. 34. p. (17-16) 
Signed Alfred Rébeitian 


1 Parte Biditothtque Thtere 
Well neme: Louis Joseph Alfred Répeilisn, 


408¢-1281 
Title from Cleveland Pub. Lae 
Library of Congres (S871. Bes vel. 94) 
cal 
Rédeiiinn, Alfred, 1858— 


Nécrolagie: Ladovie Lalanne, bibliothécaire de )'Institut de 
France. 


Us des Wilicthigns ... Parts, 1606. 2”. 6 canis, 
> 
Bigned Alfred Bébaition 


1 “Latname, Ladevie, 1618-1888. 
Pell ame Louts Jesugh Alfred Rébaiitee. 
ro AC 86-eTE0 
7 — 


Toorines 18) 
a 


Rebellieu, Louis Joseph Alfred 


gee 
Rébelliau, Alfred, 1656-1934. 








ig! to ! The 
perty plot! Full details of the org 101 declarati 
signs, si passwords, grips, &c.,&c. ,Rich- 
mond! 1864, 
16 p. 22". 
Caption title. 


1. Order of American knights. 2. Order of the sons of liberty. 


11—207T1 
Library of Conaress 


0 we 
Library of Congress Peee1_41R 
The Rebellion record; s of American events, with docu- 
ments, narratives, incidents, postry, etc. Ed. by 
Frank Moore ... With an introductory addres on the 
causes of the struggle, and the great issues before the coun- 
2 eee New York, G. P. Putnam, 1861- 
; D. Van Nostrand, 1864-48. 


Vola 1-6 cock is three Glvisions, separstety paged 1 Diary of events 
1. Documents and narratives; i. Postry, remere and incidents. Vol. 9 
ia two Givigions, omitting “Diary of events”: v. 10-11 and supplement, 
“Documents” caly. 

(Contineed on nert card) 
2-008 
evi, 
The Rebeliies record 1961-8. (' fn, 
— volume. New York, G. P. Put- 

na; 1864 

1p 1, VA, J08, vp front. port, fed. map, plane. =. 

Origian) e@ties_ 


Rebello, Annibal Velloso 
see 


Velloso Rebello, Annibal. 


Rebello, Domingos José Antonio. 


ou, Abreviada historia do im- 
my, bt —~ AV 4 
- io dos orfios de S. Joaquim deste 
ngos 


cidade ... 
‘osé Antonio Rebello ... Bahia, Na Typographia 
imperial e nacional, 1829. 


251, ) p. 209". 
1. Brasil. 1. Title 
+1529 
Library of Congress F2508.R29 
1030c1, 
Rebello, E de Castro 

see 

Castro Rebello, E de. 


Rebello, Ernesto. 

Contos e poesias acorianas, por Ernesto Rebello. Horta, 
Typ. hortense, 1873. 

236, 2) p.1L 1 


Library of Congress PQO261.R37C6 


Rebello, Francisco Justiniano de 
see 


Costro Rebello, Francisco Justiniano de. 


Rebello, Guilherme Pereira, 1654- 
see 


Pereira Rebello, Guilherme, 1854- 








CATALOG OF PRINTED CARDS Rebello 


Rebello, Jacintho Ignacio Brito Rebello, Manuel Pereire Rebello da Silva, Lats A s00-0m1. 
eee ase ry eee ‘Lisbos ,Typographia 
Brito Rebello, Jacintho Ignacio de. Pereira Rebello, Manuel. pet frat 
At bead of title: Rebello da Silva. 
1. Tithe 
a-one2 
Library of Congress PQUISL Rae 
— —— Copy 2. 204. m4 
Rebello, Jofo &. Pacheco Teixeira Rebello, Marques, peeud Rebellc da Silva, Lats Auguste, 1809-1871. 
De noite todos os gatos sho pardes, original de Lais A. 
oe Rebello da Silva. 3 ed. Lisboa, lesitans elitore 
see Dias da Crus, Eddy, 1907- as-t, — 
Pacheco Teixeira Rebello, Jo@o Me =X, Gr226 p11 col front. 10°. (Collenghe elem, 
. Tite 
so-sisTs mite 
Leprary of Congress a Library of Congress PQSELBGDS 
Reference card 
(Rebello, Jeaquim, b. 1710. Rebello, Pedro Velloso Rebello da Silva, Lats Auguste, 1891-1871. 

Retrato de mortecdr, que em romance quer dizer Noticia con- nos secules xvm ¢ xvar por Lais 
jectural, das principals qualidedes do eather de bane papeis, 7 Augusto Rebello ds Silva Lisboa, Imprenss nacional, 
que aqui andad, mas nad correm com o titulo de V Velloso Rebello, Pedro. 1960-71. 
methodo de estudar, e de hfia carta escrita com bos intencad em Sy. 2. 
reposta is Reflexoés do p. fr. Arsenio da Piedade peowd., Ex- 
posta em outra carta do r. d. Candido de 
tpeeud.,, @ » dedica « todos, os que a ae V. de 
MeC. En Sevilha, En la Imprenta de A. Buccaferro ,1749, 

1p 7. 
wm Late Antonio. 1718-1702 Verdaéstro metodo Ge esteder. 1. Portugal—Hilstery, Moders—1580- 

38-90343 +9008 

Library of Congress LB4TS.V4R4 S-11538¢ Library of Congres a taal 

2) sTL4 Library of Congress . a 
Rebello, Joaquim do Amor Divino Rebello de Costs, Agostinho, ¢. 1791. Rebello da Silva, Lats Auguste, 1909-1871. 
topografica, e historica da cidade do Porto thessures de ums historia verdadeire 
— * ida com € curiosos, que por fais Anguase Rebalo te Silve ‘Pores = 
Caneca, Joaquim do Amor Divino, 1774?- Na officina de A. Ribeiro, 1789. —- toi 
1625. xii, xxxii, 374, 4p. pl, map, plan. 22. _ 
Gabject entries: Oporto. _ ae 
seme 
‘Library of Congrem, no. DPs08. 0O6R3. a e ne 
Rebello, Jose Pedro de Miranda Rebello da Silva, Lain. eee aa ee. | - 
Elementos de analyse chimica spplicada so estudo dos moridede . v, romance por Rebello 
see terrenos, aguas ¢ plantas, para uso dos preperedores das esta- Silve ... Lisboa, Typ. de Revista universal, 1851-58. 
i i por Luis Rebello da Silva ... Lisboa, 4v. 2 1. 
Kiranda Rebello, Jose Pedro de. Imprenss nacional, 1888. 
2p Lc, te we. 
Date on cover 1889. 
1. Agricuitars! chemistry. 2 Chemistry, analytic, 1 Tithe. 1. Jefo v, king of Portugal, 1683-170)—Ficticn, 1 Titi 
wees 80-ES 
Library of Congres aso Be Litrery of Congres ‘PQeea Bens aS 
Rebello, José Pires de Lima Rebello ds Silva, Lats Auguste, 100-1871. Rebeflo da Sve, Let Auguste, 1008-167 
A ame Go Stee Ggtate & ene, oS re yo Romance por L. & Rabelle do 
nae Sieme tto-, Silva. Sed... Porto ein, Views Mond, 1908, 
Pire> 4e Lima Rebello, José. 20, (hy. col trent. 10", Collengio estectn, Sv. 189". (Ow cover: B@iisthem Moré) 
‘Oevers ésted 1858 
1 Portagah—Hist—Marta 1, 17TT-1s16—Pietion. 1. Tite, 1. dake ¥, hing of Portugsl, 1000-1900—stion. «1 itn. 
so» ou 
Lansery of Congres cuunaee Lineery of Comes ~qoam pes en oma 








Rebello 


Rebello da Silva, Luiz Augusto, 1822-1871. 
_ A mocidade de D. Jodo v. 5. ed. ... Lisboa, Portugal- 
Bra il sociedade editora, A. ‘A. Brandio & c (192-1, 


av. 1, 

At head of title: L. A. Rebello da Silva. 

1. Jolio v, king of Portugal, 1€89-1750—Fictioa. 1 Title. 
9-11886 


Library of Congress 


Rebello de Carvalho, Jose Pinto 


Pinto Rebello de Carvalho, Jose. 


Rebello de Moraes, Luiz Maria de 
Sousa Vahia, visconde de S&0 Jofo 
de Pesqueira 


see 
S30 Jo&o da Pesqueira, Luiz Keria de 


Sousa Vahia Rebello de Moraes, visconde 
de, 1862- ‘ 


Rebello bw Luiz Maria de Sousa, 
Visconde de S&éo Jofo da Pesqueira 


see 
Sao Joo da Pesqueira, Luiz Maria de 


Sousa Vahia Rebello de Moraes, 
NWisconde de, 1862- 


LIBRARY OF CONGRESS 








pretended sanctity is refuted, and o further tnapestion made 
into the lives and practices of those unhappy and trayterous 
polititians. By a person of quality .. London, printed, 1661. 
2p.1,l), 1809p. front. 16°. 
(Continued on next card) 
228874 
(41r20e1, 


1480, w un. W. 8. a. A person of quality. 
228874 
Library of Congress DA419.5.4187 1661 
:a41r20e1, 


1 Tithe 
13—2088 
Library of Congress NATOO.RA 
c41b1, 
Reference card 
Rebenstein, A., psewd. 
see 
Bernstein, Aaron David, 1812-1884. 
S211a2¢ 


Library of Congress 
478 


mit und ohne beihilfe der aérostatil. Eine 
abhandlung von Georg R Nebst an al 
bild h Bayerns zur theilnahme an 
einem grisseren intretinen dieser art. Niirnberg, Zu haben 
bei den hen zeitung und der Allge- 











minen 2tg. v. u. f. Savon Bon 
cover-title, 85 p. 2 tua, diagr. 21° 
“Vorbemerkung” : p. (2; of cover. 


1. Aeronautics. 


85—17274 
Library of Congress TLS44. RA 
140b1, 629.13 
Rebenstorff, Hermann Heinrich Albert. 

Physikalisches experimentierbuch ... von prof. H 
Rebenstorff ... Leipzig und Berlin, B. G. ‘eubner, 
1911-12. 

2¥. illus A (Dr. Bastian Schmids naturwissenschaftliche schu- 
lerbibliothek, 1 
were ond mere schtler "Bekins)e"Ktictog tam selbst Batindlges 
rimentieren fur ¢ mittlere und reife schiler. 


1. Physics—Experiments. 

11-11663 Additions 
Library of Congress 

Copyright A—Foreign 2922 


Rebentioch, a Friedrich, 1772-1810. 








systema p 
conscriptas atque ie Agar =x = ee adornatus. 











Auctore 

Joanne be Reb f e C.L. . Willdenow, 
in qua tracta- 
tur. Berelisl Impanaie ¥ splogamicram dip 

Intl p, 11,406 p. rvcol pl 2159". 

“Nomina auctorum citata”: p. xxl-xziv. 

1. Botany—Germany a Ger.—Botany; 

Agr 17—107T0 

U. 8. Dept. of agr. Library 450.8R24 

for Library of Congress atibl, 


Reber, Batted, = 
Essai d'une biblio- 


érapie. 
graphie suisse hy la iterate balnéologique. Par B. 
Reber... Berne, K. J. Wyss, 1900. 

xix, HL p. 22". (Added t.-p.: Bibliographic nationale suisse. = 
tnes"tver toner den autre tere ed mma fe 
bliées avec le concours fédérales ons: fédérales 





contenaice ot on colishevation over de nombres covants gar le Commio- 
lon conethe suisse ‘fase. tv, 3») 
a 4 ol over Bi ie der schweizerischen landeskunde. Bal 


neolog ic onl dieistongte ersuch einer schweizerischen bibli 
der Vw at cen GIES Co badewesens, der heilquellen, der c 
jurorte wu. 


Also issued enter "Gorman title with French title added. Prefatory mat- 
ter, etc., in French and German (in both editions 


i. Baths—Switzerland— Bibl. 2. Health resorts, watering- 
, ete. —Switzerland— bl 
Library 4 1 Z2771.BS8 fase. w,3 320082 
meen ane 76675.B33S9 
vs22e1) 
Reber, Charles T. 
Paresis of the sympathetic centers from over excita- 


tion by high solar heat, long continued and suddenly with- 
drawn, etc., so-called re ay Chace Ht pathogenesis, 
athology and treatment. Reber, m. pv. 

t. Louis, G. O. Rumbold & a: 


1 p. L, pwp-vili, M-112, iv p. 2”. 


1. Malarial fever. 1. Title. 
7-278 
Library of Congress RCISO.R2 
Copyright 1880: 4815 altel, 


Reber, Frans von, 1834-1919. 

De pri artis i i 
harlemensi ... Dewtad anit Gumevi Schode 

(1856, 


37,0; p11. 2. 
Inaug diss. — Berlin. 
Vita. 





Hist —Origin and antecedents. 2. Coster, Lourens Jans 
& 84588 


oom, on 
Library of Congress ‘2126.3.R31 


a32b1, 








Reber, Franz von, 1834-1919. 

Geschichte der neueren deutschen kunst vom ende des vorigen 
jehrhunderts bis zur Wiener ausstellung 1873; mit beriick- 
sichtigung der gleichzeitigen kunstentwicklung in Frankreich, 
Belgien, Holland, England, Italien und den Ostseelindern. 

- Franz Reber ... Stuttgart, Meyer & Zeller's verlag, 


svi, 720 p. 23. 


1. Art—Germany—Hist. 2. Art—Hist—19th cent 1, Title 
Library of Congress NOS64.R3 — 
2741, 


Reber, Franz von, 1834-1919. 

History of ancient art, by Dr. Franz von Reber ... . by 
the author; tr. and augm. by Joseph Thacher Clarke ; with ‘310 
illustrations and a glossary of technical terms. New York, 
Harper & brothers, 1882. 

=x, 482 p. illus. (incl. plans) 23°. 

Originally published in 1871. 


1. Art, Anctent—Hist. 1. Clarke, Joseph Thacher, 4. 1920, tr. 


4—11654 
Library of Congress 
—-———Og78 


N5830.R3 
(#33b1) 


Reber, Franz von, 1834-1919. 

History of mediwval art, by Dr. Franz von Reber... Tr. by 
Joseph Thacher Clarke. With 429 illustrations and o glowery 
of technical terms. New York, Harper & brothers, 1887. 


xxxi 743 p. illus. 23°. 


1. Art, Medieval. 1. Clarke, Joseph Thacher, 4. 1920, tr 
4—11655 
Library of Congress N3070.R3 
oRSr2, -708.02 
Reber, Franz von, 1834-1919. 
Der karolingische palastbau ... Von F.v. Reber... Miin- 


chen, K. Akademie, 1891-92. 
2. 2plens. 2". 
“Aus den Abbandlungen der K. Bayer. akademie der wies, mm cl, 
=rx~xx. bd.” 
foot-notes. 
Cowrants.—t. Die vorbilder—t Der palast su Aachen. 


1. Palaces. 2 Architecture, Medieval. 3. Alx-la-Chapelle. Carlo 
vingian palace. 1 Title. 
19—11290 
Library of Congress NAS65.RA 
(9 88b1, 
Reber, Henri 
see 


Reber, Napoleon Henri, 13807-1880. 


Reber, James Quinter, 1911— 


-. War and in the German reich, 1870-1988 ... 
by Jane Mabee Dhienge, 1080 


2pL8p.1Lp ese 2. 
Part of thesis (rm. n)—University of Chicago, 1989. 


“Private editicm, distributed by the University of Chicago libraries, 
Onteago, [lnete.” 


1, Germany—Vor. ret. — 1871- 2 Germany—Pol. & govt —18T1- 
& War, Declaration of t Title. 

Library of Congress 7X14 1900 

Untv. of Chicago Libr. 
_——— —— Oepy 2. os me 


CATALOG OF PRINTED CARDS 


Reber, Kurt. 
Das notrecht des staates; die schweiserische 

praxis, notrecht und rt ng ht, die g A 

tische aufgabe, von dr. Kurt Reber. Zirich, Polygraphischer 

verlag a.-g. (1938, 


lip 2. 





Berner dissertation.” 
“Literatur”: p. (7;-3. 





1. Executive power — ‘2 —¢ 
law. 1. Tithe. 
4198000 
Library of Congress ie 


Reber, Louis Ehrhart. 


.. ‘Carrying knowledge to the people’’; lecture given 
before the educational, social and civic organizations at 
the Fort Pitt hotel, November 20, 1913. By Louis E. 





Reber ... (Pittsburgh, Pa, Uni y of Pi 
(1913) 

1S p. 23 (University of Pittsburgh bulletin vol. 9, no. 23, Decem- 
ber 1, 1913)) 


At head of title: ... Extension dept. 


1. University extension— Wisconsin University. Uni- 
ay eae division. 3 Pinsburgk. bo Extension dept. 


E 14-330 


Library, U. S. Bur. of Education LC62S2 W6RI8 


Reber, Louis Ehrhart. 
. Industrial and continuation schools; their founda- 





tion, tion, and on t to the life of the com- 
munity, by Louis E. Reber .... Madison, The Board, 1912. 

18 p. * (Bulletin of the Wisconsin state board of industrial edu- 
cation, no 


“Paper read before the Wisconsin association of city be ee] 
and ens incipals at Milwaukee, Wisconsin, March 1912, and 
printe a Sate board of industrial education at the request of the 


1. Industrial education. 2. Continuation schools. 


E13-19 


Library, U.S. Bur. of Education LCS215.R24 
Reber, Louis Ehrhart, jr. 

The mineralization at Clifton- | iby, Louis E. 
Reber, jr. (1 , Pa. B ogy publishing 
company /1916, 

cover-title, (li, 528-S73 p. illus, pl. xrx-xxr. 25°. 


¥ 
Sip cutats Content Gheasteien, ‘ale university, 1916, but not pub- 
“Reprinted 


from Economic geology, vol. x1, no. 6, August-September, 
1916.” 





1. Ore-deposits. 2. Geology—Arizona. t Title. 
18-2783 
brary 0 ot Genovee TN263.R4 
Yanc Oniv. Libe b 
Reber, Louis Ekrhart. 
... University extension Louis E. Reber, Chicago, 
Printed at the University of press (1910, 


cover-title, p. 47-43. 24". 


and addresses of the clev- 
American universiti 


Reber 


Reber, Louis Ehrhart, 1858- 
ats extension in the United States, by Louis 
ber... Washington, Govt. print. off., 1914. 


63 p. 23". (U.S. Bureau of Yducation. Bulletin, 1914, no. 19. 
Whole no. 92) 


1. University extension—U. S. 
E 14-104 
LC62S1.R24 


Education L111.A6 
LC62S1.R24 


~ Cony 2 


Library, U. S. Bur. of 
Library of Congress 


Genealogy of the Reber family descended from Johan Bern- 
hard Reber, 1788. Compiled by Morris B. Reber Read- 
ing, Penna., The family, 1901. 

40 p. plates, facsim. 23°. 

1, Reber family (Joben Bernbard Reber, f. 1738) 

5448 


Library of Congress CSTLR21 1901 


(a38b1, 


Reber, \Nsepoléon, Henri, 1807-1880. 


Traité d’harmonie, par Henri Reber ... Paris, Cdlom- 
bier (1862) 


4pl.@iwp wy. 
at “‘Appendice contenant les corngés de toutes les lecone de os 


nb 2 2 eaiey mens contgpant en eqyenge tate cusstnst das text 


Sabject entries: Harmony. 


Library of Congress, no. TSO. R291 


Reber, Otte. 

Grundlehre der tonkunst ; eine einfiihrung in die notenschrift 
und in die grundlagen der musiklehre, von Otto Reber. Leip- 
zig, Merseburger & co., 1940. 

4p us (music) Giagrs 21". 


1. Music—Theory. 1. Tithe 


41-38880 
Library of Congress MT1.R81607 

a we 
Reber, Rufus King. 
The effect of nascent on the magnetic properties 


of iron ;by, R. K. Reber ... 
ine., 1984, 
cover-titie, ene Gagne. jx 2. 


, Pa., Lancaster press, 





Ei-w 


Library, U. S. Bur. of Efucation LOS231 R2 


Reber, Louis EB. 

University extension in state universities (by, L. E. Re 
ber ... (Madison? 19081, 

18 p. 4 fold. charts (partly col) 23”. 

Caption title. 


1. University extension—Wisconsin. 2 University extension—U. S. 
EO 6 
Libra-y, U.S. Bur. of Education LO62S2 W6R2 


——  —— Copy 2. 
479 


« dissertation presented to te Gate f Oo Gae 
waug boot ot Fae enter e377} of philosophy 


Ov“Reprinted trom Physics, voi. 6, no. 10, October, 194." 


. oe. o Sete 3. Hydrogen. 1. Tithe: Magnetic proper- 


thes of 
e8TeT 
Tawar Loe  aadiae saz 
Reber, Samuel, 1461— 
prepared under the supervision 
"Brig Oxn.'A. We Gray FO eg hte 
pis Lt} L,-~ . Signal corpa, U. S. 
army. Wi mint of 1808. 
112 (Mas, plates, diagrs. 18)”. 
Way dept. doc. no. 5. 
oO Saeed seen Grey, Aetna Wake 
Wart 2o 
Smart | mam 
lel, 








Reber, Theodor, 1893- 

, Ketene und oa ge an a a * bei- 
rag zur Baeyer’schen spannungst ote 

Buchdruckerei Emil Birkhauser & cie, 198 _ 
up we. 


Promotionsarbeit—Tech. hochschule, Zirich. 
Lebens- und bildungsgang 


1. Diazo-compounds. 2. Ketones, ,Aliphatic, 
Agr 22-16 
Library, U. S. Dept. of Agriculture 387.1R24 
Reber, Thomas. 


“Proud old Natchez;"’ and 
from ancient chronicles and modern histories, by Thos. 
Sites, Melon, Miss. (Natchez printing and stationery 
C0.) 


71, ip front., plates, ports, plan. 25. 90.50 
1. Natchez, Miss —Hist 

92R417 
Library of Congress F39.N2R3 


© Cet. 21, 1909; 2c. Oct. 25, Brew; A 248865; T. Reber, Natches, Miss. 


Rebert, Homer Franklin. 
ates of Coens b Ge Rane Sem, ,By, Homer 
F. Rebert and Henri Marceau .. 


im Rome. Memoirs. Bergamo, 1925. 36°". 
a ea ol 4-5: ‘ 


Cunraee—&, Ap ensiotte of ho eemaien do, Home P. oom, 


Roman methods of working and LT SO — ae 
temple of Concord. (Augustan temple) ,By, Henri Marceau. 

1. Rome (City) Temple of Concord. 1 Marceau, Henri, 1806- 
Jotat author. 

ACST—428 

Brown univ. Library DGIZA5ST_ vol.5 

for Library of Congress (DG12.A4575 vol. 5) 

140c1, (918.87) 

Rebert, Homer Franklin. 


Virgil and those others, by Homer F. Rebert ... 
_ The Virgil bimillennium committee of Amherst =. 


matic monologue. —Catullus and the moderns. — Barine’s portrait. — 


1. Vergiiius ey 2. Catultua, C. Valerius. 3. Latin litere- 
ture—Hist. 


& crit. 1. Title. 
31—2e8T1 
Library of Congress PAIL. RS 
18011, 870.4 
Rebesher, (oarad F 1878- 
Convert-making Conrad F. Rebesher, s. 6. . Milwsu- 
kee, New York ,etc., Bruce publishing company ,°1987, 
xill, 162 p. 20)". 


“Buggested reading list”: p. 158-150. 


1. Conversion. 2. Theology, Pastoral—Catholic church 1 Tithe 
Library of Congress BXwT4 Re 

—— —— Copy? 

Copyright A 107304 2 eo 


Rebgow, Eike von 
see 


Eike von Repgow. 


LIBRARY OF CONGRESS 


Rebhahn, J. 

Kunibert von Eulenhorst ; oder, De: 
ritter, grosses a 5 acten, von J. 
hahn .. "Thete, ssion bei P. H. 

Sait un. 


1. Title. 11. Tithe: Der geschundene raubritter. 


Library of Congress PT2452.RSSKS 


Rebhaa, Mary Komorn- 


Komorn, Maria. 


Library of Congress 
Rebhu, Jan, pecud. 


Bahr, Johanna, 1655-1700. 


Spt. $e 0. SS it ape bos SNES Se pe 
vereins in Stuttgart. 


eta gr RS 
PR pay — pe ——B- R w — 


1. Palm, Hermans, 1816€-1885, ed. 


29870 
Library of Congress PTIUOLIS vol @ 
(331, 
Rebicsek, Frans. 
. Der Wiener und bankelgesang in den 


von 1800-1848. Winn und Leipeie Gerlech & 
1913, 

122 p. 1 illus. 184~. 

“Quellenverseichnis” : p. 117-122. 


4. German jetiete ond conge—Iiiet. & att. 2. Folk-songs, German— 
L 


Austria. 
16-17463 
Library of Congress PTs7 RA 
pr ee ee cab age Sead 
we = er yoo yy 
tbe, ey augm. et et 
oe y & c*, 1897. 
ix, 399 p11 flue, ports, facsime. 225~. 
1. Women as scientists. 
1422420 
Litrary of Congress 
~~ Copy 2 


Q130.R4 
w2Sel) 
480 


L 2 
maticians, French. 


Rebiére, aap 1842-1901. 


Methé = 





J —ae—y & - 4 reruciltion pot A. Babites, 7 6d. Pore Vuibert, 1996. 


Spl, ariep mw. 
“Note bibliographique” : p. (627,-682 





4 Mathe 
1 Title. 
30-0802 
QAT.RA 1926 
2) 


Library of Congress 


Rebiére, Georges. 
Eugéne Figuiére ,“1934, 


de l'économie moderne. Paris, Editions 


2p1, 7128p. diagrs. 19°. 


1. Moneys. 2 Prices. 1 Title. 


‘Title from N. ¥. Pub. 


Rebillon, Armand, ed. 

it d’Tile-et-Vilaine. La situation 7 
tricts de Fougéres et i 
Rebillon ... Rennes, Impr. Oberthur, 1913. 


cxxix, 780.11. fold. map. 25. (iFrance 
pA. documents relatifs @ 


Commi: 
Collection de documents inédits sur l'histoire ique de la 
- frangaise, publiés par le Ministére de lone a 


1 Goer Fi rance—Ille-et- viens 2. Ille-et-Vilaine — — Revolu- 
tion—Sources. 3. France—Econ. condit. 4 France—Hist —Revolution— 
Sources. 

14-20580 


Library of Congress HCZ1LA412 


Mats tee = 81789. Leur organisation. 

Les de de 1661 41 jon.— 

L’évolution de leurs administration financiére. 
Paris, Editions A. ; Rennes, Plihon, 1932. 

Spl, Oe p.1. a. 

“Bibliographic” : p. (16T;-T86. 


aCi-110 


Rebillon, Armand. 
Recherches sur les anciennes corporations ouvriéres et 
a eH Ty te par Armand Rebillon 
ae ie Picard et fils; Rennes, Plihon et Hommay, 


247 p. 2. 

“Bibliographie” : p. (5)-14. 

1 Rennes—Gilds. 

3+-10973 

Library of Congress HD6466 R4R3 
Rebfllen, Armand. 

.» Les sources de V’histoire des étate de depuis le 
réunion de Is Bretagne & ls France (1492-1791) is, Bai- 
tions A. Picard; Rennes, Plihon, 1982. 

19>. =. 

Brittany —History—Sources— Bibilogra phy 
* aceite 


XUM 











Mecano ei Sammlung der im Kénigreich Preussen 
reichs- und —_ ys ———_ 











be g und weiterverbreitang der reblees, sowie 

zur impfung de m- 
telit hI im oktober 1889. Ber- 

lin, P. — 1000." 

lp u7p om. 


1. Phylloxera. Legislation. 2. Prussia. Law. 





Agr4223 
Library, U.S. Dest. of Agriculture 431R24 
Reble, Albert. 
~, Scie hers kulturphilosophie; eine entwickl 
geschichtlich-systematische i , von Albert Reble, mit 
einem vorwort von Theodor Litt ... K. Stenger, 1935. 





py (EL. ro fakultit der Letp- 
"Me Dlerdchsichtighe lterater": p. 251-258. 
1. Schlelermacher, Friedrich Ernst Daniel, 1768-1834. 
88-2841 
Library of Congress 4S182.E822 hft.7 
2, (063) 198.6 
Reblin, M a 





und 
ee we cht weniger 
erleichterung der farstlichen hofkammern. 

M. J. Reblin. Wien, E. F. Bader, 1772. 


6 p. 1, 116 p. incl. tables. 20". 


1. Bookkeeping. 2. Finance. 1 Title. 

‘34-708 
Library of Congress HFS644.R4 oT 
Rebling, Eberhard, 1911- ers wit 
Bi ettgetes geningn to ees > jung mi 
in Deutschland um mitte des 18. jahrhunderts 
Eberhard Rebling .. Saalfeld, Ostpr., Giinthers ~~ 
druckerei , 1985, 


2p1,Sp,1L 2". 


“Literatur”: p. 138-185. 


§, Siasto~Qeemene— et. 6 att. 2 Music—Hist & crit.—Modern. 
6. Germany—Soe. coudit. 


36-82708 
Labrary of Congress ML278.3.R2086 
2 730.943 
Rebmann, Edmund. 
The human frame and the laws of health, by Dr. Reb- 
. W. Kee- 


mann and Dr. Seiler ;tr. from the German by 
.) London, J. M. Dent & co., 1901. 


4 p. L, 3-148 p. incl. front, illus. 159°. (Half-title: The Temple 
primers) 


ph f Fi chido, March 1900; Second 
verso 0! + ¥ i edition, July 1901. 

1. 2. Fiydistogy—Juveniio ant gg 

- 4 em W,, tr. rie and ‘opel —_— —_ 
810287 

Library of Congress QP3B.R3 
Rebmana, Edmund. 

+ ¥en sein bau und seine thitigkeiten ; 
von E. 2 von dr. med. H. 
Seiler. Mit und 1 tafel. 3. durchgesehene 
auf. 3. abdruck. Leipzig, G. J. Géechen, 1901. 

(Bammlung Gdechen. 


CATALOG OF PRINTED CARDS 


Rebmann, Georg Friedrich 
see 


Rebmann, Andreas Georg Friedrich, 1768- 
1624. 


Rebmann, Johann Christian, 1734-1801. 
. Von einrichtung und fihrung des cameral-rechnungs- 
weeens und richtiger der ; als 














fortsezung von dessen abhandlu g Vom gerichtlich und 
aussergerichtlichen verfahren in rechnungs-angelegenhei 
Erlangen, J. J. Palm, 1790. 
5x, 610p..11. 20)x17*. 
1, Accounting. 
42-20010 
Library of Congress HFS644.R43 
2) 
a 
ds prix de Rome de musi e & l’Académie de 
férence faite & la Villa cis le 16 mai 1929, 
pe Bn ED. TL Peal 
Georges Hite, Gabriel Pierné .¢. a., . .. (Paris, Firmin-Didot et 
c* 1982, 
2p1,12p,11. front. 19. 
1. Académie Ge y-31 ~ wee 
niscences, etc. & Music: Preuch-Hists crie —_ 
Library of Congress ML270.5.R3G7 
Copyright A—Foreign 19564 
a y e778 
Rebois, Heari. 
Le musique francaise £6 faite 
le 19 mai 1908 ta Vila Média “Domina te André Laem 
Casa editrice Selecta, 1929. 


"Sa eam mt, 2, da) p,1: 
Head and tai) piece. 


4 x 1. 


1. Music, French—Hist. & crit. 2. Music—Hist. & crit —Modern. 
1 Title. 


Library of Congress ML2705.R3 


2 780.944 


de Richard Wi a 
La renaissance de ; i ‘agner A son 
fils Siegfried. Paris, Paris Fischhocher: 1963 

72, 2 p. tront., pl. ports, facsim. 19)". 

Reprinted in part from “Figaro”, 1927-1680. 


Comrarre—Le nouvean Bayreuth. grandes saisons de 1927 et 
1980.— Wagner et I'Italie.—Lettres de Siegfried Wegner —Les 
funédres en l‘bonneur de Biegfried W: 
1. Wagner, Richard, 1813-1883. 2 pees 
Bairecth. 1 Wagner, 1. Tithe. 
17776 
Library of Congress MIA10.W2R4 
a was 


1. Fox Indians. 2. Sank Indians. 3. Congress of American Indians, 
Omaba, 1808. 


45783 
Library of Congress 


Rebok, Horace M. 
.- The last of the Mus-qua-kies. By Horace M. Rebok ... 


In lows historical record. lows 5 1901. . ¥ 27, 
.& rs City, le, sy. v.17, me 


Published as a monograph, tn 1900 


1. Fox Indiana 2 Seuk Indians. 3. Congress of American Indians, 
Omaha, 1808. 








& 71688 

Library of Congress FCI6.14 vol. 17 
—_— Copy 2, de tached. 

E90.FTRS2 
a30f1, 
Rebold, Emmanuel. 

A general history of freemasohry, based upon the an- 
cient documents re 4 fo, and the monuments erected 
by this f: tion, in the year 715 

masonic 


wee te piemn tine Salem from the 
histories of Emmanuel Pe oe . and, added thereto, a 
tory of f: 


of Brit- 
ish North America, from its origin therein in 1737 to the 
year 1841, by J. Fletcher Brennan American 
masonic publishing association, 1875. 





exis, 25-068 ». front., 
1. Freemasons—Hist. 1. Brennan, J. Fletcher. 

9 7985 
Library of Congress HS403.R4 

182041) 

A general history of free-masonry in Europe, based upon 
the ancient relating tu, and the monuments erected 
by this fi from its foundation in the year 715 n. c. 





to the present time. Tr. and comp. from the masonic his- 
tories of Emmanuel Rebold ... by J. Fletcher Brennan ... 
Cinci: 2 Denent. 





ic publishi 1968. 
xxiv, 25-482 p. 23)". 
1. Freemasons—Hist. 1. Brennan, J. Fletcher, tr. 
9—16080 
Library of Congress HS403. R38, 
(35b1, 
nae ee 
.. La guerre de forteresse, 1914-1918; traduction francaise 
+e itceennns soloed P. Wenshior; petlose do gales! Ba- 
Paris, Payot, 1986. 
[Collection do 
1p L. or200 p td . ee 


At end of title: J. Rébold. 
“Soarces” : p. 257 ;-258. 


« Dusopean war, 1914-1918. 2. Fortification. ater, Pasi, 
~ «< Mite, 

\ibravy of Congress D621.R27 
Copyright A—Foreign 81725 

2) 9004 

Réboli, Ida L. 

.. Ines. Byaeno,s Aires, J. Samet ,19811. 

Spl? pst 1. 

Poems. 

1. ™*the. 

33 sant 
sabrary of Congress POTTOT.RSTS 17 16 


Rebollar, Hipolite Gonzélez 
see 


Ronzalez Rebosser, Hipolito. 





Rebollar 


Rebollar, Jesés Maria. 
mgs = nag body by wg tt: A uma 
. México, Impr. de A. Enriquez, 1913. 
@p. mr. 
‘Teste—Eacuela naciona! de jurisprudencia, Mexico. 


1 Law—Mexico. 


Library of Congress 140b1, 
;Reboliar, Rafael, 

Exposicion de sotivos con que fué presentado a la Secretaria 
de justicia el Proyecto de reformas al Codigo de 
penales del Distrito y territorios federales ... Imp. de 
F. Diaz de Leon sucesores, s. a., 1894. 


ivp 24. 
Rafael 
del ‘Anuario de legisiacioa y jurisprudencia’ ” 
‘With this is bound : bo hy jmientos penales pera el Distrito 
y territories federales. 


1 Criminal procedure—Merico. 1. Anuarto de legisiacién y juris 
prudeocia, 


Mexico. a. Tithe. 
14127 


Library of Congress rilbl, 


Rebollar y Sanchez, Daniel. 

El patrimonio de familia, reglamentaciones y 
rios; tis que presenta el alumno Daniel Rebollar x 
en su examen profesional de abogado. México, D. F., 1933. 

Spl.ttp 2. 


y comenta- 


1. Homestead law—Mexico. 2 Exemption (Law)—Merico. 
2 Tithe. 


3442408 
Library of Congress 2 
Rebolledo, Bernardino, conde de, 1597-1676. 
sacra ; dedicola a la 
S~ reynn Christina de Succia et conde de'Hevollede. 
Cclonia A Agripina, A. Linchio, 1655. 
3p L4p,1L mm, 
Ornamental t.-p. 
1. Tithe. 
29782 
Library of Congress PQ6A2S.RICT 


Rebolledo, Bernardino, conde de, 1597-1676. 

—_ er. Madrid, Impr. de A. de Sancha, 
Jv. in 4 fronts. (vy. 1 and 3: ports.) 18”. 
Vol. 1, pts. 1-2, only have general t-p. 


Cowraxrs—v. 1-2. Ocios —v. 2. Selva militar y politica. 3. ed — 
My ym ly, Rot ’ 


21-9733 
Library of Congress PQUZSR® 1778 
Rebolledo, Bernardino, conde de, 
1597-1676. 
Ocios 
see his 


Obras poeticas. v. 1. 


LIBRARY OF CONGRESS 


Rebolledo, Sernardino, conde de, 
1597-1676 
Selva militar y politica 
see his 


Obras poeticas. v. 2. 


Rebolledo, Bernardino, conde de, 
1597-1676. 

Selva sagrada;o, Rimas sacras 
see his 


Obras poeticas. v. 3. 


Rebolledo, Carlos Jimenez 
see 


Jimenez Rebolledo, Carlos. 


Rebolledo, Efrén, 1877-1929. 
.-. Hilo de corales, 1902-03. Guatemala, Tip. de A. Siguere 
y cia. 1903, 
76 p. 11 
Poems. 


1. 


Library of Congress PQT27. RMS 
Reboi.ewo, Efrén, 1877-1929. 
. Poemas escogidos, con un prélogo de Xavier Villaurrutia. 
México, Fditorial Cvitvra, 1939 
Spb, 0146p. 179". 


1 Villaurrutia, Xavier, 1908- 


Library of Uongress 
12, 16 


Rebolledo, Efrén, 1877- 
Rimas japonesas \por, Efrén Rebolledo. Tokyo, Print- 
ed at the Tokyo Tsukiji type foundry, 1915. 


3p. 0p. itu 164™. 


ae a Dai Butea. — Danza de Gueshas.— Ei Fuji- 
La ciudad sin noche —Komako —Tamako 


1. Tith 
24-1989 


Libra y of Congress POT297 RRS 


Rebolledo, Eliseo Aragon 
see 


Aragon Rebolledo, Zliseo. 


Rebolledo, J Tineo 
see 
Tin-~ Rebolledo, J 
18-10524 
Lib-ary of Congress 
Rebolledo, José Antonio, 1333— 


Los héroes de la civilizacién. Ensayo histérico-critico, por 
don José A. Rebolledo Madrid, Impr. de la viuda é hijos 
de J. A, Garcia, 1879. 

381p.11 porta 2)". 

Cowrerts. — Juan Gutenberg. —Oristébal Colon. —- Galileo Galilet. — 
Benjamin Franklin.—Jorge Stephenson. 

1. Gutenberg, Johann, 1807?-1468. 2 Colombo, Cristoforo. 
Galileo, 1564-1642. 4, Franklin, Benjamin, 1706-1700. 5, at 
George, 1781-1848. 1, Title. 
(Full name: José Antouio Reboliedo y Palma; 


2-28516 Revised 
CTISA.RS 


(r4lb2, 


Library of Congress 


Miguel. 
... México y Estados Unidos ... 
de C. Bouret, 1917. 
168 p. fold. map. 19°. 


Contents.—Estados Unidos ; formaci6n territorial, su desarrollo y 
su politica exterior —Mexico ‘onte los Estados Unidos. guerra. — 
Apéndice 


Paris, México, La vda. 


. U, 8.—For. —Merico. 2. Mexico—For. at 1. 8 European 
on Vo14-igie_Stexice 4 Ree ay 


17—81825 


Library of Congress E183.8 M6R2 


a34b1, 
Rebolledo, Wicanor Liranda 
see 


Kiiranda Aebolledo, iicanor, 


sei, ae y nee tesis que para 
en Gesths presente Dunn Wcheiinke Chants. Detaden oy F., 
934. 


1, Criminal taw—Mexico. 2. Judgee—Mexico. 


Library of Congress a 
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Reboiledo Ojeda, Rodolfo. 

El arbitrio judicial en el campo del derecho penal y sus 
resultados pricticos. Tesis que para obtener el titulo de licen- 
ciado en derecho, presenta e! alumno Rodolfo Rebolledo Ojeda. 
(Mézxico!, 1934. 


Spl, 2 oumb. 1 21°. 

At head of title: Universidad nacional auténoma de México, Facultad 
derecho y ciencias sociales. 

Mimeographed. 


de 
1. Judges—Merico. 2. Criminal procedure—Mexico. 1. Title. 
Oa 85-785 Unrev'd 
Library of Congress 


Reboliedo Palafox y Melci, José de, duque de Zaragoza 
see 
Palafox y Melei, José de Rebolledo, duque de Zaragoza, 17T76- 
1847. 


Lamaary or Cononess Rereaence 
Con eT, Ree SaaS teptas us tentings in tapesttary estalege. 


x 41-4075 
hy 
Rebolledo y Palma, José Antonio 
408 
Rebolledo, José Antonio, }. 1833. 
Laprary or Concress Rererence 
Congress secondary atiian which de bot appear ao Deadings in dapenttory eotalegs: 
x 41-188 


Rebollo, Eladio Antonio, 

Estupendos misterios de la Guinea espafiola; o, Expo- 
sicién internacional permanente de nuestro colonial 
(estampe novelada) Madrid, \gencia espafiola libreria ,1983, 

211 p. 189°. 


1, Guinea, Spanish. 1 Title. 


Library of Congress 


Rebone, Philip 


Rabone, Philip. 


Rebora, Gino. 


. Tavole di costruzioni elettromeccaniche .. 
C. Tamburini, 1924 


IL @p 4x6”. 
At head of title: Ing. Gino Rebora. 


. (Milano, 


1. Electric machinery—Design and construction. 
Library of Congress TK2331.R4 
Copyright A-—Foreign 75084 
2 


_. «+ La herencia (ensayo 
Libreria y eaitorial “La Fi 


CATALOG OF PRINTED CARDS 


Rébora, Juan Carlos. 
Cinco estudios de derecho sucesorio. Buenos Aires, 
brerfa y editorial “La Facultad”, J. Roldén y cfa., 1980. 
215, 1) p. 21™, 
At head of title: Juan Carlos Rébora y Carlos M. Grinberg. 


Li- 


succession Spa 
joint a ~~ ws -— - 1 Grtmberg, Carlos M., 


83-21 708 
Library of Congress 2; 
Juan 
EI divorcio y la ién de cuerpos como solucién de 
conflictos conyugales (de “La familia” y “El estatuto de le 


J. y cie., 1927. 
3D 1, Oris p 19°. 


1. Divorce—Argentine republic. 1 Title. 
‘BH 24545, 
Library of Congress 2 1781 
Rébvora, Juan Carica. 

Se antes © b ante 06 ent oh be 
lencia) Buenos Aires, Libreria y editorial “La Facultad” de 
‘. Roldin y cia, 1929. 

25, 1,7 26. 


| status, o ete. —A 2 
MER ay J we, rgentine repuouc. Marriage 


314710 


Library of Congress HQiz7ARs | 


a 306 206R2 


one eae 
ae tee aed sol nS 
(origen, 
ley lamada de fo “dares civil” de la mer) 
Aires, J. Roldén y cia., 1997. 
2p. L, (7-880, 12) p20. 
Errata slip inserted. 





a 


L Tithe 
361506 
Library of Congrets 2 306 UGK 
Rébora, Juan Carlos, 1880— 
— pam la familia oe oer oo 


. La familia 
Juan Carlos Rébors .. La'russ (or anmanins) ton 


xxil, 191 p. vs (Universidad nacional de La Plata. Biblioteca 
interamericana, vol 1 


1 Family. 2 Domestic reiations—Chile 8 Domestic relations— 
ae a 4 Chile—Soc. condit 5. Argentine repablic—Soc_ 
condit. L 


41-18817 
Library of Congress HQ60 R4 
2 13 
Rébora, Juan Carlos. 

filoséficojuridico) Buenos Aires, 
‘scultad”, J. Roldén y cfia., 1931. 
map mI. 

“Obras citadas” : p. 183,-182 


1, Inberitance and succession. 1 Tithe. 


Library of Congress co 


Rebordao 





475, 476bie-4761, (477,498 p. 25". 
Jape cemtes en 0p, “Bees Aen Sires 9 eet Ce Pee 
bay 


ndice bibliografico de las obras consultadas pera las dos ultimes 
eticooes” : p. 13-18. 


1. Bills of exchange. 2. Commercial law—Argentine Repubile. 3. Btls 
of exchange eoneraal law) 1 Title. 


ead 
Library of Congress a 
Rébora, Juan Carlos. 

El matrimonio wee ante la ley apete 2 
matrimonio extranjero ante is 
Talleres grificos de la <Baitonal Teale” (19801, 

Rp =. 


“Coaferencia pronuncisda ep la Rama argentina de la International 
law assotion ;!; ol 27 de mayo de 1980."—p 8. 


1. Marriage law—Argentine republic. 2 International law, Privete— 
Argentine republic. 1 Tithe 


oT 
Library of Congress a 173 10082 


Rébora, Piero, 1889— 


Civilté italiana e oa a studi e ricerche . 
Firenze, Felice Le Monier, 1936. 

Spl, duet, 27ip.2. 2s". 

Cowrzrts. — Shakespeare e |] cesarismo.— San Tommaso Moro e 
TItalia —Una controversia anglo-toscana nel cinquecento.—Baccaccio @ 
Shakespeare. — a Ses 2 ae Interpretazioat 
L'Ttalia, t] paese di Galles 





Mane di 

@ Liverpool. 
1. Literature, Comparative—Itaiian and Engitsh. 2 Literature, Com 

a os and Itallan. 2 Shakespeare, William — Influence 


A C 87-2088 Revised 


PQS ESR4 
(F88e2, 


aunty, Library 
for Library of Congress 


Rébora, Piero, 1889- 


Pee he nel —— inglese (1558-1642) Milano, 


3p lL, O 319 p 19°. (On cover: Hvmana biblioteca di evitvra. 5) 


“Nota , ": p 1297)-302; “Cromologia dei drammi di Shake- 
speare”: p. 
ot BE o-- modern and Elizabethan— Hist. & crit. 2 Lit- 
| | — ee 2 oo 4. Literature, Comparative— 
26 20866, 
Library of Congress PR6SS.R4 
7) 


—_ 


tampo novo. No oitavo centenario de Portugal. 
is ds Jenson Penge 1808 


125 p. incl. ius, port. 18)”. 


In verve. 
& Title. 
146114 
Library of Congress PQeGDT RIBAS 
2 Lt 


Retordée, Herculanc. 

.«. Caminhos do meu olhar. Rio de Janeiro, Irmics Pon- 
getti, 1938. 

147 p. incl. mounted port. 18)”. 

At heed of title Herculane Rebordic (Souto da Casa) 

aoe Dae Gam pat, © Saas eae, yablicade am 1987 ¢ ago 


tado, Giage a critica” p. 
. Tithe 
©. 20880 
Library of Congress PQeeeT RESCS 
a J 








Rebordao 


(Rebordio, 


Herculano, 
.. Graga plena (sonetos) Rio de Janeiro ,I. Amorim & cia, 


Itda., 1987. 
Op.L, 21-200p,. 51. ian 19°. 
Author's peeud., Souto da Casa, at head of title 


L Tithe. 


PQeey.B38G7 
ra 


Library of Congress 


Reboredo, antonio Lopes da Costa 


Almeida, bardo de 


Lopes da Ccsta Almeida, Antonio, barao 


de Reboredo, 1787-1859, 


Reboredo, Luis Manuel Marrero y 


Marrero y Reboredo, Luis Manuel. 


Rebotier, Maurice. 

Les bancaires & l'industrie ... 
Rebotier .. Librairie du Recueil 
anonyme) 1935. 


Library of Congress Hoses Ra 
2 
ee 


.» Diério e notas 


sutobiogrificas ; texto texto escolhido e anotagées 
Ana Flora ¢ Inacio José Verissimo. Rio ,de Janeiro, J. 


Olympio, 1938. 


457 3. ut, on Oe ) diagrs. ports. 224”. 
Gosumintes toust Bag tf BR 12) 


px son pemmanvamane ste 


1 Brasti—Hist.—1822- 
vtestmo, Inacio José, joint ed. 
Library of Congress F2396.R32 
2, 
Rebougas, Andre Pinto. 


Ensaio de indice geral das madeiras do Brazil . 


los cngenheiros ré e José 


I’ublieagio official. Rio de Janeiro, yp. nacional, 1877— 


v. 22". 


\. Tinber—Brazil. 1 Rebougas, José, joint author. 


J ibrasy of Congress SD451.R5 
132061, 





1. Verissimo, Anna Flora, ed. nm. Ve 


LIBRARY OF CONGRESS 


(Reboucas, André Pinto, 1838- 


A questio do Brazil; cunho escravocrata do attentade contra 
889-90, 


a familia imperial. ,Lisboat 1 


Sno iniv. 27. 


Tn eight a weekly separately, and dated: Lisboa, 


numbers, paged 
13 de de deacmsbro de 1800-18 de jancivo de 1800. Each number signed: 
André Reboucas. 


1, Brasil—Pol. & govt 1822-1889. 2 Slavery in Brasil, 1. Title. 
‘34-8337 
Library of Congress 2636 R33 1 
Rebougas, Antonio Pereira 
see 


Pereira Reboucgas, Antonio, 1798-1880. 


Library of Congress 


Padi. 
... Précis d’6conomie politique, par P. Reboud ... 
Paris, Dalloz, 1929- 
vis @iagrs. (part fold.) 19”. (Petits précis Dallos) 
Vol. 1 is 4th edition, 1980; v. 2, fase. 1, 24 edition. 


1, Beonomics. 
s1-19702 
Library of Congress HBIT3.R4 330 
Rebouillat, Albert. 
———— de la ville de dag BO “gets te godine pu- 
Protat oes inpelnsern, 1914. 


vip, 11, 275 p. plates, plan, diagrs. 244™. 


“Indication des sources consultées, avec les abréviations employées dans 
le cours de louvrage”: 1 leaf. 


1. Buxy, France—Hist. 


15-21131 

Library of Congress DC801.B9SR4 
Rebouillat, Albert. 

Histoire de Mouthier-en-Bresse, tm —— an 
‘ -sur-Saone, E. 

v. illus. 25. 

“Indication des sources consultées” : pt. 1, p. 1-3. 

1. Mouthier-en-Bresse, France. 

13-10954 

Library of Congress DC611.M92SRS 
Reboul, Antoine Joseph; 

Tables nouvelles de Vénus, d’aprés la théorie de M’. 
de La Place, et d’a og 2 WIS 
Calculées par Mr. rseille, Impr. de Mme. 
Mine et comp., 1811. 

2%, Wp 1h fold tab 26) x 1). 

1. Venus (Planet)—Tables. 

65801 


Library of Congress QBI72R6 
484 


Reboul, Antonin. 

Propriétaires et locataires de la guerre. pd = mee 
» loi. 1. Droits précis des | et des 

I gi dv moratorom, aprile draory drt oI 
jurisprudence ite, pour les loyers urbains et pour les fer- 
mages. 1. fo 6 ee See ea Par 
Antonin Reboul ... Lyon, Imprimeries réunies, 1916. 

Op,1L 20. 

Label of G. Roustan, Paris, mounted over imprint on cover. 

“Déecret du 28 septembre 1916”: . (53)-60. 
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toire de 900 recettes inédites ou ou singuliéres. Préface de Félix 
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Copyright A—Foreign 16693 
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r4lb1, 


a a Jeanne Francois Julie Adelaide (Bernard) 1777- 
Récamier ... 
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El primer obispo de Tlaxcala, d. fr. Julian Garcés; estudio 
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Recasens Siches, Luis, 1903— 
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Theodore C. Schneirla ? Robinson ... and, Ralph 
W. Gilbert lst New York and McGraw- 


beth. rv. Gilbert, Westey, 1908- 
3812782 
Library of Congress Briss 
A213, (150.9072) 150.72 


LIBRARY OF CONGRESS 


(Jn International labour review, Geneva. November 1933. v. 28, 
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p. 231-256) 


A review of 
Pontécoulant. 


“Théorie analytique du du monde. Par M G. de 
tomes ret m Paris, ad 


1. Pontécoulant, Phili Gustave Le Doulcet, comte de, 1795-184 
Théorie analytique du du monde. 
5-725 
Library of Congress 
-_-—— 2, de- tached. 
Library of QB3S1.Pa2 
semastastite Gosevesice tn Content Atsien, Wy Ge 
celebrated African explorer M. de Challue. phia 
Barclay & co. (1867; 
1p. L, 13-14, 19-124» front, plates. 23°. 
7-30957+ 


Library of Congress PZ3.R2437 


Recent rural publications. 
walt’ Sat SRE SA OO 


Agr 13-1116 


Library, U.S. Dept. of Agriculture 1Ag@4 1872-1874 


Recentes Novi orbis historie, hoc est, 1. Inquisitio nauigationis 
is, an & quomodo es felici i possit, 
seneis demonstrata. 


bis 

















Recepeiéa del Dr. Roque Séenz Pefia ; diseurso de pro- 
clamacién y programa de gobierno, 12 de agosto de 
1909. oaks: Aires, Talleres de la casa J. Peuser, 1909. 
Bp 2. 


Cowre: -Discurso del Sefior Ricardo Lavalle.—Discurso-programa 
del Dr. a Saenz Pefia 


1. Argentine Republic—For. rel. 2. Argentine 
1860- 1. Séenz Pefia, Roque, $s. — it 
a. Lavalle, Ricardo. aid 


Republic, 18941904 
ca 15-1423 Unrev'd 


Library of Congress F2846.R29 


The reception, a play, in 
navy. Plymouth, Print.d by P. Nettleton, 1799. 
vil, dy), Tp. 2a. 

(Longe, F. Collection of plays. v¥. 272, no. 4 


1 A chaplain in the navy 


28-1519 
Library of Congress PRIM116 vol. 272 
... Reception da: 
"A collection of fresh and plone , recitation. 
Issued quarterly ew Tae os . Kellogg & co 


v. 179°. 
Many of these have appeared in the School journal. cf. Pref. 


1. Dialogues. 2. Readers and speakers—1870- 


ca 13-1921 Unrev'd 


Library of Congress PN4199.R4 





La réception de le vicomte d’A 
par toutes les nations du pais de Canada, a son entrée au 
(prenngert de la Nouvelle-France; publi¢e par Pierre 

ges Roy. Québec, Impr. L. Brousseau, 1890. 

Bp. 16. 
pniebe tateestpeerryie Cetedia ze ree 
Royal, le quatorse novem! —Pret. 
d Titties iat Wak and gumtty mcanteedouien 
a at re fA. Pierre de Voyer, MT ante” _ 

Poor 


Library of Congress, no. 





R jon of Dr. B in A. Gould by his fellow-citizens 
of Boston and vicinity, June 22, 1874. Boston, Printed 1 
Rand, Avery, and company, 1874. 


2p =. 


1. Gould, Benjamin Aptborp, 1824-1896. 


Library of Congress 
—— Copy 2 


QB38 GE5RS 
871, 


Reception to Mr. John Metke Gocltashese 
pease often. Tien Yor, Pritt ps print. (The 


press; 1 
red front. (port.) pl, port. group. 21)". 


in three acts. anne 
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7 committee on the establishment of a department 
of agriculture and industries for Ireland 

Report of the Recess committee on the eet aeent 
of a —— of agriculture and indtstries f 
land, with appendices. 2d ed. Dublin, Browne ‘ Nolen, 
limited ; jete., ete.) 1896. 

vill, 418 p, 1 L 24™. 
in Denar” France Holland Belgium, Wartemberg, Swserand, Bev 
ria, Hungary, and Austria. 

1 ~—— Dept. of agriculture and technical instruction. 2. Agricul- 

Library of Congress ates 
— —— Copy 2. 


$461.R27 
1s2Se1) 


Recess commntiion op on the establishment of s department 
of agriculture and industries for Ireland. 
Report of the Recess committee on the establishment 
of a department of Iture and industries for Ire- 


land. <A new ed.> blin, Browne & Nolan, limited; 
rete., ete., 1906; 
xv, 386, 2) p. 214" 
in ‘Wonmarie Fraxce. Holland, Belgium, Wortewberg. Swuserlana, Be. 
varia, Hungary, and Austria. 
1. Ireland—Agri and technical instruction, Dept. of. 2. Ireland. 
reland Industries and resources. 


Agriculture. 3 

Agr 11-399 

Library, U.S. Dept. of Agriculture 32G795 1 
Rech, Bruno, 1906- 


Grundbegriffe und wertbegriffe bei Michel de Montaigne 
(teildruck) ... von Bruno Rech ... Berlin. E. Ebering ,1933, 
cover-titie, 54, (2; p. 28". 

Ineug.-dies —Berlin. 

Lebensiauf 


Published in full in the series “Romanische studien”, Berlin, 1984 
“Literetar”: p. i; 


1. Montaigne, Mickel Eyquem de, 1583-1588. 
Library of Congress PQIS.R4 1988 


Rech, Bruno, 1906- 


a + 





ffe und iffe bei Michel de Montaigne, 
von dr. Bruno Rech. Berlin, E. Ebering, 1984. 


112 p. 249*. (Denkform und jugendrethe, brag. von Eduard Weches- 
Jer, ur. 14) 





‘85-9828 
Library of Congress POU.RS hft. 87 
2, (870.08) 4431 
Rech, Friedrich, od. 
ante ¢ ‘ ee " 
wen Gitte aunt de eantiatiches taste. Eun Disks bel Biel’, 
Musikverlag Fortuna, 1924— 
. I. 


1. Folk-congs, German—Galicia. 1. Kantor, Otto, joint ed. nm. Tithe. 


Library of Congress ‘M1736. R33 


Rech, Matthias K i. 

Das rechtsverhaltnis. Ein beitrag sur lehre von der kon- 
nexitat und dem zurtickbelaltungsrecht ... von Matthias K. H. 
Rech ... Bonn, H. Behrendt, 1904. 


2p. 1, itr, 1), Hp Be. 
Inaug diss Bonn 
“Benutste literater”: p. tv-7) 


1. Contracts (Roman law) 2 Persons (Roman law) 1 Title. 
‘34 1 80R2 


Library of Congress a 


Rechberg 

Rechani Agrait, Lais. 
inas de color de rosa; libro de para afio, 
por Luis Rechani it, i Gleb E. Bos- 


vip. 11, 1182p. col. Mics 18)". 


1. Spanish language—Chrestomathies and readers. 1. Title. 
211088 

Library of Congress POs115.R4 

Copyright A 1008507 C7 


Rechberg, Bernhard, graf von 
see 


Rechberg und Rothenléwen, Bernhard, 
von, 1806-1899, 


Rechberg, Charles, comte de 
see 


Aechberg und Rothenléwen, Karl, graf 
von, 1775-1847. 


Rechberg, Gustav von Schulthess-, 
1852-1916 


Schulthess-Rechberg, Gustav von, 1852- 
1916. 


Rechberg, Gustav von Schulthess-, 
1884- 


Schulthess-Rechberg, Gustav von, 1664- 


 Rechberg-Rothenléwen, Bernhard, graf 
von 


see 
Rechberg und Rothenléwen, Bernhard, graf 
von, 1606-1899. 





Rechberg 


Rechberg-Rothenléwen, Karl, graf 


von 
see 
Rechberg und Rothenléwen, Karl, graf von 
1775-1847. ‘ : : 
Rechberg un Rothenléwen, Karl, gra/ von, 1775-1847. 





Les peuples de la Russie; ou, Description des moeurs, 
et cc _tumes des diverses nations de l'empire de Russie, 
pagnée de figures coloriées ... 

18. 


. 


Paris, Impr. de D. Colas, 


2 ¥. col. fronts, col. plates. 47 = 384". 


EE SE ee we enn. 

Book-plate of N. R. 
as Tien BAS cin ars eae 
Library of Congress DK32. R36 — 

2 
Reche, Emil. 

Kifanga; ein lebens- und sittenbild des volkes unserer 
ehemaligen deutechen Samoa, von Emil Reche. 
Leipsig, E. Haberland ;1924, 

156, chy p incl. front, ithe. 18)™ 

Contains music. 

1, Samoan Islands. . Title aan 
Library of Congress DUSI3.RM 
Copyright A—Foreign 26480 

iy) 


yo 
einer meereakultur ; eine betrach- 
oe fasaring -ases, sy ren dn: pul Ball Moshe Mit 8 abbildungen. Leipzig, 


Sp eae 19”. (On cover: Die Diichertruhe bd. 12) 
1. Polynesia—Civilization. 1 Title 
A #1587 
Michigan. Univ. Library DUS10.R29 
for Library of Congress a 
Reche, Emil, 1565- 
bag ein beitrag zur geistigen kultur der Polynesier, 
von E. Reche. Miinchen und Berlin, R. Oldenbourg, 1926. 
ix p. 11, 111 p. Mlus (diagrs.) 22°. 
1. Clviliagtion—-Polynesia. L Title. 
27-11797 
Library of Congress GN670.R4 
Copyright A—Foreign 34165 


Reche, Emil, 1865- 

Das wirtschaftliche vordringen der ah ~~ > Staaten 
von Nordamerika i x, der Siidsee ... Weimar, Drock von 
BR. Wagner sohn, 1908. 

% hp. ma. 

Inaug + —~ creme 


1 U. S—Colonial 


2. Pacific Ocean—Comm. 8. Competition, 
Teternational. 4. U 


.—Comm.—Pacific Ocean. 


Library of Congress HF2043.Raa 


LIBRARY OF CONGRESS 


Reche, 
Das wirtschaftliche vo m der 
ten vor Nordamerita in dor © . Vou dr 
«» Weimar, Druck von R. Wagner sohn, 1: 
py. 3~. 


hil Roche 


1. Pacific Ocean—Comm. 2 U. S—Commercial policy. 3. Competition, 
International. 


98043 
Library of Congress HF3O43.R3 
{Reche, Johann Wilhelm, 1764-1835. 


nL yPosrephia oder die buchdruckerkunst, eine erfindung der 
3 bei it der vierten Harlemer secularfeier 





zur ehre dieser kunst in erinnerung gebracht -. Essen, 
G. D. Badeker, 1823. 
zi, 40 p 109". 
Preface signed : 
Avo laged tn Dutch, translated by. H. M. Deprat, under tone 
saypographia ; of betoog dat de boekdrukkunst eene ultvinding der 
is”, ap 1823. 
1. Printing—Hi and antecetents, 2. Gutenberg, J: 
18071-1468. Printing tions of invention. 1. Title. 
910240 Revised 
Library of Congress Z126.R29 
-—~+ ———— Copy 2. crS4b2) 
Reehe, Otto, 1879- 


Das friihneolithische ekelett von Gross-Tinz in Schlesien, 
von prof. dr. Otto Reche .. te ce tn Veiga tate. 
textabbildungen und 5 tafeln, Leipzig, R. Voi, 

8 p. 1. 58 p..1 1 fius, v pl. 20". (Added t-p.: 1 roca 
dee lich: fr in Lelp- 
aig... 3. rethe. Rassenkunde. > oo 

“Hans Virchow sum 90. Diese 

B.-A Fk ~~ F- yy 


“Literatur”: p. 57-58. 


1. Man, Prebistoric—Silesia. 2. Stone age—Silesia. 3. Virchow, Shen 
1862— 1. Nestier, Johannes, 1908- joint author. m. Title. 


35-14188 








Library of Congress GNT06.R4 


12) S711 
Bp tee ng od. 
> ae ae beitrige cur vélkerkunde und 

ung seiner schiiler und freunde: 
Hy aS u. a) 
Shrcamoea tna Gott Tfabige und 8 an 
farbigen tafeln. psig, R. Voigtlander, 1929. 

vill, 487 p. incl. illus, maps. front. (port.) col. pl. =. 

Contains bibliographies. 





1. Weule, Karl, 1864-1026. 2. Ethnology— Addresses, essays, lectures. 
3. Archacology— Addresses, essays, lectures. 1 Title. 


81-20106 


Library of Congress ONS. RA 


Reche, Otto, 1879- en 
Rasse und heimat der Indogermanen, v 
| aceasaatataiaaaintaemaaas Machen, J. F. Lehmann, 


— incl, front. Ilus. (incl. maps) diagr. 25)". 





1. Aryans. 2. Anthropology. © Title. 31-1908 
Library of Congress GN539.R33 
Copyright A—Foreign 82642 
3; 572.891 
Reche, Otto, 1879- 
Zar bfinssl gebietes Deutsch- 
Ostafri r sammlung der Ostafrika-ex- 


oo au yey 
pedition (dr. E. Obst) es p 
in Hamburg, von dr. . Mit 1 karte, 49 
abbildungen auf 21 ‘afel und 107 ‘textabbildungen .. 
Hamburg, L. Friederichsen & co. (L. & R. Friederichsen) 


4. 
Bada OF tle Moat 








Rechenbach, Eduard. 
Discussion der durch die gleichung ay* + bx* = 
pong tne dargestell . eo linie ... Miin- 
r, Gedruckt bei E. C. Brunn, 1872. 
lp.l,58p. diagrs.on6pl. 2157. 


Inaug.-diss.—Rostock. 
Plates printed on both sides. 


1. Curves, Plane. 


Library of Congress QAS67.R3 


Rechenbach, Horst, 1895— ed. 

Bauernschicksal ist volkes schicksal, blutsfragen des deut- 
schen volkes, herausgegeben von dr. Horst Rechenbach 
unter mitarbeit von dr. Karl Kuchenbiicker ... Ernst Kopf . 
(u. a, Berlin, Reichsnihrstand verlags-gesellschaft, m., 


1 
128 p om, a. 2. 
‘Schrifttum”™: p. 
Conte 


Kari 





Ges volkea, von dr. 
Ki im deutschen bauerntum, von dr. AL x 
= — und e iene dr. Johannes .— Ba ver- 
familienkunde, von Ernst —Schaffung 
bas | ar. Rechenbach. 
1, ny—Population. 2. Peasantry—Germany. 1. Title. 
36-8611 
Library of Congress B3505.R4 
Copyright A—Foreign (23088 
a) 312.0043 


ame 5 Adam, 1642-1721, praeses. 

Do ficta Hebrworum ante r. Saulem monarchia 
civili, dissertatio historico-politica cl. Adriano Houtuyno 
~ batavo wae - Lipsie, typis Christophori 

eischeri (1 


Mp 1. 


Diss —Lei P. J. respondent 
At head of Pd a Vv. oe 
L Heya, a 1681. Monarchia yo 
F Adriaan, panes Jews—Pol. & 


26-113 
Library of Congress DS121. 845 , 
Rechenberg, Adam, 1642-1721, pracses. 
De soem ene -- Moderante L, Adamo 
Rechenberg, P. exponit refellitque Jo Jacob Spenerus .. 
Lipsiae, typis Christophori Fleischeri, 1687. 


82) p> 109. 
Diss. —Leipzig (J. J. Spener, respondent) 


1, Gems. 2. Precious stones. 1. Speoer, Joannes Jacobus, respond- 
Gsh—S516 
Geo. F. Kunz collection 
Kag05 R24 
n40b1) 


U. 8. Geol. survey. Libr. 
for Library of Congress 


Rechenberg, Adam, 1642-1721, pracses. 
. De Henrici rv. r. Gall. absolutione romana ... 
typis Christophori Fleischeri ,1684, 
2p. 19. 
Diss.—Letpzig (J. J. Mollerus, respondent ) 


Lipsie, 


1. Henri rv, king of France, 1553-1610. 2. Catholic church in France. 
1, Mollerus, Johann Joachim, f 1684, respondent. 
31-24346 
Library of Congress DCIZ23.R4 044.081 


Rechenberg, Adam, 1642-1721, praeses. 
. De spectris ... Lipsim, literis J. E. Hahnii ,1668, 
(2 p. 17) x 15™. 
Diss.—Leipzig (J. G. Drechssler, respondent) 


11-9718 


Library of Congress 


BFI45.R4 











Rechenberg, Brigitte fog agra ean ais 
Lille Ki jie mutter mannes. 
pe (°1981, 
168 p. front. (port.) 19™. 


1. Kigelgen, Frac Helene Marie ( von Manteaffel) vom, 1T74- 
oh 2. Kugeigen, Gerhard von, ITs 18D. L Tithe. 
31-83200 
Library of Congress CT1006 K8R4 
Copyright A—Foreign 18T@8 
2; 920.7 


Rechenberg, C M. 
Entwickelung des Gottesbeyriffes in der griechischen philose- 
phie... Leipzig, Druck der Rossberg’schen buchdr., 1872. 
@p 21". 
Ina ug.-diss.—_ Gottingen. 


1. God (Greek religion) 2. Philosophy, Ancient. 1. Title: Gottesbe- 
hen philosophie. 


riff in der griecbisc! 


Library of Congress BLI95.G6R4 1872 me 


Rechenberg, Carl Friedrich Ernst, freiherr von, 1852-1926. 

Einfache und fraktionierte destillation in theorie und pra- 
xis, von prof. dr. C. v. Rechenberg ... Mit unterstiitzung der 
firma Schimmel & co. in Miltitz bei Leipzig. Miltitz bei Leip- 
zig. Schimmel! & co., 1923. 


=v, 814 p. illus. diagrs. 23)™. 


1. Distillation. 
Agr 27-188 Revised 


Library, U. 8. Dept. of Agriculture 386R242 


s¥32b2, 
Rechenberg, C von. 
Theorie der gewinn —s und trennung der my 
Sle durch destillation. rundziige einer a 4 


tillationsiehre) Von C. von Rechenbe: if 
auftrage der firma Schimmel & c* in Mi titz bei i Misipele. 
Miltitz bei Leipzig, Schimmel] & c*, 1910. 


xii p., p. (259-751. illus. 24. 
Originally intended to be published as part of Gildemeister's “Die ather 
sche dle,” 2. auf 


1. Distillation. 2. Essences and essential oils. 


Agr 10-1244 


Library, U. S. Deps. of Agriculture 308R24 


Rechenberg, E,rnst, von. 

Uber einschriinkung des getreideba: oes ou quasten dor 
viebhaltung ... Neisse, Dock von A. Letaal, 1902. 
3p. 1, B-79p. fold. diagr. 2™. 

Inaug -diss —Jena_ 


1. Cereals. 2 Cattle. 


Library of Congress $S73.R29 
Rechenberg, Ernst von. 


Uber einschrinkung des getreideb zu gunsten der 
viehhaitung ... Niesse, Druck von A. Letzel, 1902. 


22.1, % p. fold diagr. 22" 
Inaug -diss —Jena 





1. Germany. Agriculture 


Library, U. S. Dept. of Agriculture 33R24 
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Friedrich Georg, freiherr von, 1801- 





1. Title. 
Library of Congress 
Copyright A—Foreign 


PT2635.E1634 1987 
‘S684 
a 


Friedrich Georg, freiherr vom, 1891- 
Der liebe not, von F. G. frhr. von Rechenberg; drei erzih- 
lungen. Giitersloh, C. Bertelsmann ,°1929, 
219 p. 20". 


Conrents.— “Das bild der Byveline von Schmalenbach.” — Marie- 
Anne.—Seine sweite frau. 


1. Title. 
2930805 
Library of Congress PT2M5.E1GLS 1979 
Copyright A—Foreign 4a 
a 
Rechenberg, Georg (Max Felix Eugen, 1861- 
Ry bahnbestimmung des cometen 18351... Bres- 


Druck von Grass, Barth & comp. (W. Friedrich) 
FT 


B,dip, tk BWx21™. 
Inaug -diss —Breslau 
Vita. 


1, Comets—1835. 
Library of Congress QB726.3SR2 


Rechenberg-Linten, Paul von. 
Russische soldaten und offiziere aus der it 


Recherches 


Recherches a Salone ... publié aux frais de ls Fondation Rask- 
@rsted. Copenhague, J. H. Schultz, 1928-33. 


2 v. Glue, plates (part double; part col.) maps (2 double) plans 
(part fold.) diagra 40". 


Fr. Wellbach. 


. Salona, Dalmatia. 1 Johannes Balthasar, 1890- 
Ja . ta 
‘85 10248 
Library of Congress DR396.83R4 
3) 018 4380 


Recherches géologiques dans la 
region du Transcaucasien projets 


Teoaornyeckia nuacabaosania eb 
o6mactH nepesaabHod meabsHok Aoporu 
wepest rgasHi Hasxascui’ xpeders. 


Recherches historiques. 
Bulletin d‘'archeologie, d'histoire, 
de biographie...etc. 
see 


Bulletin des recherches historiques. 


Rechereh hi 





Nach selbsterlebnissen in einer russischen garnison er- 
zihit von P. von Rechenberg-Linten. Bern und Leipzig, 
E. Bircher (1924, 

x, 149, ip 23. 


1. Russia—Army—Military life 1. Tithe. 


24-1 5864 
Library of Congress DKS3.R4 
Copyright A—Forcign 24551 
72) 
Rechenhefte ... oder Practischer lehrgang 2 


unterricht in den Fn . flr die deutschen 
schulen in den Ver. Staaten von Amerika und zum pri- 
vatgebrauch, bearbeitet von einem lehrerverein .. 

Louis, Mo. (C., Witter °1858, 


2ptainiv, 21) x 17y*. 
- cea 1. Wit, Addition nnd subtraction.—2. hft. Multiplication und 
a 


Subject entries: Arithinetic—t'roldems, exerciaes, ote. 


Library of Congress, no. Q.\108, R272. — 


Recherche. no. 1- ; 1989 
Paris, Centre international des instituts de recherche; art, 
archéologie, ethnologie ,19391- 

¥. Ules, @agre 2". 
Béitors: no. 1 


Soctées Ges nations,” 





Comrenrs. 
me. 1. Le probiéme de logive. NA2880.PT 


1 International museum office 1. International institute of intellec 
tle ot Me author ‘author file Biv; tapie Sle C: Archasology, Art, Bthaclogy, 
Research) 
40-0473 
Provisions! 
Library of Congress 5, 


495 


sur les municipalités, pour servir 
& éclairer sur leurs pak leur jurisdiction et leur 
tion ... Suivies de l'esprit de Grotius, ou du gouvernement her- 
monique. .Paris, 1789. 

16 p 2. 

Barbier gives Favier as author. 


1. Municipal government —France—Hist. 2. Political science. 
vier, ——-, supposed 





1 Fe author. 
422205 
Library of Congress 854523. R4 
(036d), 

Recherches philosophiques ... ;t., 1- 1981/82- 

Paris, Boivin & c™ ,1932- 

*. 257". annual. 

Editors: 1981/82- A Koyré, H. C. Puech, A. Spaier. 











1. Regeneration (Biology) 2 Batrachia. 3. ‘Batrechia. 
t emer, L. D. a. Vi Mart® Aleksanérovns, 
a0 @-1211 
Rechester. Univ. Library 
fer Library of Congress 12 
Recherches 


a par ane: 8 iain ab Sane & 
Yr. et du Mexique, pub. sous la direction 
de ... Edwards. Paris, Imprimerie impériale, 18 

v. =o (Mission scientifique au Mexique et dans 'Amé 


1. Zoology—Central America. 2 Zoology—Mexico. 





4p.L, 54p, 11 incl tables, 23". 
‘Thesis (ru. ».)-—Columbla university. 
Bibliography : p. 54 


1, Teachers, 2. Students. 8. Emotions 
41-426 


Library of Congress LBOT3.R4 19460 


STL 
Rechid, Ahmed 
see 


Reshid, Ahmed. 


Réchid, Moustapha 
see 


Regit, Mustafa, 1889- 


Réchid-pacha 
see 
Rashid, Mustafa, pasha, 1602-1858, 


LIBRARY OF CONGRESS 


Rechinger, Karl Heinz. 


ti Aufenhi 




















florae C , _Rechnungsiibungen fiir die wied rholungs- und fortbil- 
der nach dem erscheinen von Boissiers Flore i lis aus der im "Out < .». Wien, Im Kai- 
d farn- und Iich-kéniglich hulb me 1863. 
- temp fansen, von Karl Heinz Rechings (filius) ... Dahlem 1p.l, 148 p. didge. 184". 
anf L, a bh ae, aan specterum noveram 
“Sebriftenverseichnis und erkifrung der abktrsungen”: p. 3. 
1, Botany—Istanbul. (1. Istanbul — Botany, 1. Arithmetico—1866-1880, 
ar 88-408 2—28811 
U. 8. Dept. of agr. Library 450R20B no. 96 
for Library of Congress (QKLRS3 bd. 96) Library of Congress QA108.R2982 
3 13001) 
Rechinger, Kari Heinz, Rechsteiner-Zollikofer, Konrad, 
ie Bae Saeine govt of Rumez, by K. H. Eréffnu: bei der zweiundsechzigsten j ver- 
Rechinger, jr. ... Chicago, 1937. sammlung Schweiz. naturforschenden in 


151 p. illus, 24°. (Botanical series. Field museum of natural 


xvi, 00.1... Publication 886) 
“Titles of literature cited”: p. 151. 


1 Rumex. 2. Botany—North America. 
(38-13002 


Library of Congress QELI4 vol. 17,n0.1 


& (9897) 588.917 


Mechinger, Frau Lily. 
— in Deutech-Neu-Guinea und alae Salomons- 


und dr. Kel Rechinger .. Berlin, D. ine | ce. Vohsen) 





2p. L, cvily-xil, 108 p. ius, 27 pl (incl. front.) 24. 


-. se 2 any Guinea, German. (1. New Guinea ( het 
islands. (2. Solomon isiands— L 
elat onthes. 


ea tr eg 


Agr 21-1196 


400. 22K24 
a87b1-; 


Rechlin, Frederick J i. 

Kantate fuer 
Ref Terre Haute, 

Si Tee ante dole nis cn 

0p. 27. 

Vocal score, organ accompaniment. 


1 Tithe. 
Music461 Revised 
Library of Congress 


Copyright 1900 C 18298 1r88b2, 


Rechneschnell, F., peeud. 
Multike; auch ein Columbus-ei fir spam wot Se rech- 
ner ; abkiirrungsmethoden auf dem gebiete der Iti pliketi 


St. Gallen gehalten von dem prasidenten C. Rehsteiner- 





Zollikofer. 11. august 1879. St. Gallen, Zollikofer’ sche 
buchdruckerei, 1879. 
7p. 1. 
1 d 
er) 
Library of Congress 267.846 


Recht, Albert William, 1898— 

... An investigation of the motion of periodic comet d’Arrest 
(1851 mz) ... by Albert W. Recht... ,Albany, 1939, 
1p. L, p. 65-78 incl. tables, 804". 


Thesis (ru. p.)—University of Chicago, 1980. 
“Private edition, distributed by the University of Obicago libraries, 





Chicago, Illinois.” 
rae Seat 
1. Comets—1851. = Tithe: Comet d’Arrest (1851 m) 
40-10800 
eee. oo 
o—_ Copy 2. 2 523.64 
Recht, Carl, 1907- 
Die gunmen der ciifeme aech Gm heutign eeievade 
recht ... von Carl Recht... Kéln, Buchdruckerei Orthen, 1939. 
@p.i. =. 
Inaug.-disa —Cologne. 


“Verzeichnis der benutsten bticher und echriften” : p. 7. 


1. Advertising lawe—Germany. 2 Competition, Unfair—Germany. 
© Title. 


41-88641 
Library of Congress HFS819.G4R4 
2 ena 1 fo48 
Recht, Charles. 
A deportation and exclusion laws ; a report sub- 





feck 4, 





F. Rechneschnell. 
tika-verlag, *1929. 
sp =. 


1. bis 10. tausend. Sects 


1, Multiplication. 
Library of Congress 
Copyright A—Foreign 


1 Tithe. 
81-4157 


QAlIb.R4 
e207 
a ou 
Rechnits, Wilhelm. 

Stadien zu Salvius Julianus, von dr. phil. Wilhelm Rechnits. 
Weimar, H. Béhblaus nachfolger, 1925. 

Sp.1,18p. 2. 


1 Salvius Julianus 2 Roman law—Hist t Tithe 


Library of Congress 2 


mitted by Charles Recht, ome, to the N. "Y. Bureau of 
legal advice, January 15, 1919... New York city, N. Y. 
Bureau of legal advice (19191, 


Ip lwp 2. 


= . N 
i ee SS ome conigeten be- U.S. 2 Aliens—U. 5. 1 New 
21-16390 

Library of Congress Jvése9 1919 

j 2 

In the matter of L. C. A. K. Martens, an alleged alien. 
Brief on behalf of Mr. Martens. Charles Re at, attorney for 
the alleged alien ... Thomas F. ;!, Hardwicl., of Georgia, and 


wick, Thomas William, 1872- nm. Hevrwich, Isaac Asronovich, 
1860- mm. Title. 
m1-18675 
Laébrary of Congress D6195.M3R4 
a8), 











Recht, Charles. 


made, poems, by Charles Recht. New York, 


Manhattan 
H. Liveright ,*1980, 
126p,11 214". 











1. Title. 
30-6206 
Library of Congress PS8v0v.G2M3 1980 
Copyright A 19791 2) 
Recht, Charles, 
The right of asylum, by Charles Recht ... New York, The 
economic foundation, inc. ,1935, 
Sp. 9". 
1. Asylom, Right of. 2. Allens—U. 8. L Tithe 
88 5680 
Library of Congress JX4281.R4 
-—- Copy 2. 3 4151 
Recht, Charles. 
Rue with a difference, by Charles Recht. New York, 
Boni and Liveright, 1924. 
3p. 1, 5-38 p 199° 
1. Title. 
24-23486 
Library of Congress PZ3 R2438Ru 
-_- Copy 2. 
Copyright A 808232 (2) 
Recht, Pierre. 

Les bibliothéques publiques en Belgique; commentaire 
pratique de la loi du 17 octobre 1921, & l'usage des  mandataires 
publics, des fi et des b hé 
Bruxelles, A. de Boeck, 1928. 

132 p. 2". 


Includes the text of the law (p. 15-16) and the royal and ministerial 
decrees (p. (120)-147) 


1. Library legislation —Beigiom. 


2. Librartes—Beigium 1. Bel- 
sium. Lawes, statutes, ete 
S2-11144 
Library of Congress 77.4.BAk3 
2 021 80493 


Das Recht. _——— fiir den deutschen juristenstand 
1- jan. 1897- 
Miinchen, Seitz & Psie 1897-99; Hannover, Hel- 
wing, 1900- 
v 217 
Editor: Jan. 1897- 


semimonthly 
H. T. Soerge! 


1. Soergel, Hans Theodor, ed. 


Library of Congress 


Das reeht cer miete: Biirgerliches gesetzbuch, Reichsmieten- 
gesetz, Mieterschutzgesetz, sonstige mietgesetze und miet- 
rechtliche vorechriften der fibrigen gesetze, Einheitsmiet- 
vertrag; eine der vorschri 
den gesetzen des Reiches, der linder und Berlins, nach dem 
stande ede yp eS vom oy 1936, in 


zeichnis und \asbahetidhen m sachverzeichnis, mit einem — 

wort von amtsgerichtsrat i. r. Wunderlich ... Berlin-Char 
“Die Gr ks-warte”, 1936. 

188 


Ls 

p ze. 
1. Landlord and tenant—Germany 
man). Laws, etatates, ote. 











1. Wunderlich, Otte. m Ger- 
87-25248 


Librury of Congress 2 


CATALOG OF PRINTED CARDS 


Das Recht der Sffentlichen betriebe ... bd 1- 
Stuttgart und Berlin, W. Kohlhammer, 1989- 


’ 21-. 
Editors: v. 1- Herbert Meyer. 
Cowrente.—bd. 1. Nordsieck, Frits, 


Das recht Finnlands und seine wehrpflichtfrage. Eine 
kurze aktenmiissige betrachtung von einem finnlandischen 
juristen. Leipzig, Duncker & Humblot, 1900. 


2p.1,@p. 2. 


1, Finland—Pol. & govt. 2. Finland—Defenses. 


1-G-1672 
Library of Congress JN6703 1900 


Das recht im handwerk ... 
verlag W. Schulz ,1987- 


v. forma 244”. 


Berlin-Grunewald, Krafthand 


“Hauptechriftetter: Walter Schuls’ 


2. Soteratet tone ond eetegee—Gumaty. 
—_—- = 2 
ea 


Library of Congress i 


Das recht in der kunst. Berlin, Deutscher rechtsverlag, 1938. 


2068p. illus 17)". 
Sixteen essays by various authors. 


1. Law and literature. 2 Law in literature. 8 Law inart 4 Law— 
Germany —Addresses, easays, lectures. 


41-2721T 
Library of Congress 12) 


Das Recht Sowjetrusslands; in verbindung mit A. Bogolepow, 
M. eee A. Markow, A. Pilenko und C. Zaitzew her- 
Ti , N. Alexejew 





N. 
und 8. Sawadeky. " Pibingen, ‘Mohr, 1925. 


Die ‘aufsiitze sind von den herren dr. Erwin Walter, stu- 
@enrat Kari Richter, et ck ee ‘Time 
schew fibersetzt worden. ee 


TObingen bea: 
Translation of : learn some cansvenstl oo ot, 
H. OH. pag CB Seenacom AB B vemooase Hips: c 
* Taio, Aleksandr Vastl‘evich, 1884- = 
Sergeyeviteh, 


nm. Timasheff, Nicholas joint ed. ui. Alekseev, NI- 
Kotat bo gar Ich, joint ed. tv. Zavacekil, Serge! ¥ vi ladigiavov ich, 
Join . Regolepov, Aleksandr Aleksandrovich. 


27-908 Revised 2 
Library of Congress (r3ef2, 


Recht und wirtschaft; monatsschrift des Vereins zur fé.de- 
rung Zeitgemiisser nd v “Recht und 
wirtschaft” ... 1-11, jahrg.; okt. 19.1-dez. 1922. Berlin, 
C. Heymann; ,etc., etc. 1912-22. 

11 ¥. ports 27-29", 


Subtitie vartes 
Vol. 11 (Jan—Dec. 
deuteches 


) has title: Recht and wirtechaft ; seitecbrift 
far und ausifindisches wirtechafterecht. 

Editors: Oct. 1911-Mar. 1915, Hans Reichel, Max (with Frans 
Riss, Oct. 1911-Mar. 1914).—Apr. 1915-Dec. 1921, Rathenaa 
= Friedrich Gium, Mar.—Dec. 1921) —Jan—Dee. 1922, Friedrich 

(Continued on next card) 
a 87-29T90 
H 


Recht und wirtschaft ... 1912-22. (Card 2) 
varies: 1911-19, Berlin, C. Heymann.—1920-21, Berlia, G. 
_—1922, Mannheim ) J. Bemsheimer. 
Includes section "BUcherbeaprectngen” 


No 


1. w_ 


— Germany. 2 Law — . & Economics — 
| & Germany—Econ. condit—Pertod ferein “Recht 
wirtschaft”. 
‘31 -29780 
Library of Congress ea (847.06) 340.48 


Recht und wirtachaft, Verein 
see 


Verein Recht und wirtschaft. 


Die rechte der kriegerfamilien; cin enentichstieier, sat rat- 
geber fiir alle krieger-angehorigen. Leipzig, E. Dem- 
me (1916, 


8p. 22”. 
“Nachtrag” : one leaf, inserted. 


1, Germany—Army—Pay, allowances, etc. 2. Pensions, Military—Ger- 
many 


22-10985 
Library of Congress UB405.G3R4 
Des | amo des staates in ei h I heit A 
Ein beitrag zur Ficeuag Weetahender ond 
a ‘on einem -_ 


der schweiz. Bundesversammiung. Ziirich, E. Ries- 
ling, 1861. 


2. 








viii, 199 p. 


1. Railroads—Switzerland. 2. Railroads and state—Switzeriand 


A1S-1S90 


Title from Bureau of Railway Economics. Printed by L. C. 


.. Rechte und pflichten der gemeindeverordneten (in 
lan: inden) in den deutschen bundesstaaten. Ber- 
4 riedenau, Deutscher kommunal-verlag g. m. b. h., 
3p. 23° 


h ond \ 
ev. Vereinsse! 





Verein fiir & 1 
hriften ... ie 12-15) 
Contributions by different officials. 


1. Local government—Germany. 
Library of Congress JSSIS.R4 
2) 


. Rechte und pee on stadtverordneten in den ein- 
“‘zelnen bundesstaa 1-3. ta 


nau, Deutscher aes verlag g. m. b. h., 1917. 





23 Vereia fir t doh at — 
ev Sercasacheltten ove hit O11) 
‘Twenty-four reports by different officials. 
1. Municipal government—Germany. 
21 
Library of Congress JSSMOLRS 





Rechte 


Die rechte und wahrhafte firbekunst, worin 1) Grindlich 
gewiesen wird, wie man alle farben auf vielerley art, auf wol- 
lene, halbwollene, leinen und seidene sachen auftragen kann. 
ut) Was fir waaren, und von was fir beschaffenheit sie seyn 
miasseri, wenns glicklich damit gehen soll. 11) a die wasser 
verbessert werden sollen, damit ein firber 


LIBRARY OF CONGRESS 


Rechisanwaltskammer in Wien. 
... Verzeichnis der rechtsanwilte in Wier, Niederdsterreich 
und im Burgenlande fir das jahr 1931, nebst einem verzeich- 
i itglieder des Aussch des Diszipli und 


nis der 


r whe Rech leak 











kann. Nebst einer anweisung, aus allen waaren die flecken 
zu bringen, und febler zu verbessern. Allen liebhabern der 
firberey zum besten aufgesetzt, von J.C.G. 6., sehr verb. aufl. 
Leipzig, 5. Lincke, 1796. 

is= 


240. 16, p. 
1. Dyes and dyeing 16.1.0 21.06 
22233 
Library of Congress TPSOG.R4 1706 
2 672 


Der rechte niler zu a hermetischen —_ vor die lehr- 
ierigen se hi diese 
Ne iber das betriigliche 








ost verschi 
verfahren der sogenannten -~ =k, und ihrer irrwege, 
hrsg. von anonymo. Franckfurt und Leipzig, J. G. Flei- 
scher, 1773. 


ait Bd io afte A . Theobald Abhand! 
104 i ) Meahatande 7 lung von 


1. Alchemy 15-1780 


Library of Congress QD2S.H7 


Rechtenstamm, Emil Schrutka, edler 
von 


Schrutka von Rechtenstamm, Emil, 1852- 


Rechtenstamm, Lothar «olfgang 
Schrutka edler von 


Sehrutka von Aechtenstamm, Lothar 
#olfgang, 138l- 


Rechts- und staatsviesenschaftl. 


reihe ...hreg. von Prof. Dr. 
Nendelssohn-Bartholdy 
see 


Deutsches ausland-institut, Stuttger 
Schriften. 8. = 


re 


Rechteangleichungs-tagung. 
Destach-outereich aches 


ft, 6. wuss 
delskammer ..) Bin.-Charlottenberg, Veriagedruckerei 
nord & Gracie 1900, 
Kip oe. 
“Tefinchmer-tiste”: p. 6-4. 
1. Law—Germany. 2. Law—Anstria. 
34 ea 
Librery of Congress a 


anwaltrichter beim Geis aah gerichtshofe wee 
der 


der 
lichen organisation ; “anbang 0 : Verzeichnis der fernsprech- 
stelleu von gerichten uad und behérden. Wien, Verlag der Rechts- 
anwaltskammer in Wien ,1931, 


Rap 2 
At head of tithe: Recbtsanwaltvkammer tn Wien . 
1. Lawyers—Vienna— Direct. 2. Lawyers—Austria, Low- 
er—IMirect. 3. Lawyere— Bargeniand—Direct. 1 Title. 
32-17720 
Library of Congress ra) 
Die Rechtseinheit: hien auf dem 





gebiete des ~b- + ie vergleichenden re rechts- 
wissenschaft, hirsg. von ... dr. Josef Kohler und ... dr. 
Pau! Posener .. 

Berlin und Leipzig. W. Rothschild, 1908- 


v @™ye 


1. Kohler, Josef, 1849- ed. «tt. Posener, Paul, 1875- joint ed. 
10- S821 


Library of Congress 


Der rechtsfreund fiir den canton Basel. Oder: Anleitung, 





die im leben ke hifte nach den beste- 
henden gesetzen und uebungen abzuschliessen. Ausgabe fiir 
Basel-Landschaft ... Ziirich, F. Schulthess, 1840- 
* wn 
1. Civil law — Basel-Land (Canton) 2 Forms (Law) — Basel-Land 
(Cantos) 
42-8142 


Library of Congress 2 


Rechtsgeleerd ong. pa voor binnen- en bui- 
caine studie ... 


jaarg.; 
eerie, E. F. Bohn, 1882- 
v 2m. 
Editors: 1882-44, H. L. Drucker, Songs Kaw, wil I A. Molengraaft — 
188S— H. L. Drucker, W. L. Molengraa 


ik Lodewijk, 1857- ed 
d Pieter 


1. Drucker, Hendrik ke, u. Katz, Samuel, 1845- 
ed. wt. Molengraaff, Willem 


Arnold, 1858- ed 
11-7653 
Library of Congress 
Rechtshistorisch inctituut, Leiden 
see 


Leyden. Rechtshistorisch instituut. 


court, oud-hoogleeraar in het oud-vaderia te 
Leiden. Groningen-Batavia, J. B. Wolters’ uitgevers-maat- 
schappij n. v., 1939. 





Rechtshistorische opstellen ... 1939. (Card 2) 
tinued. 
der effectieve biokkade.—Zaai verraad™ 
Willem van den Bergh —| aijpperas’ dey 4. Vv. — 


‘Tle eeu’ bet a held egros 
le w over belround) w het 
hoofdtijns door ka merlingen —Kuile, G - ter, 
en de wy ~~~ in Nederiand.—Lucas, J. J. A. 
van “ in de fundatiedrief = - vicarie op het 
St. Erasmus-nitaar in de Ineges kerk te Delft.- » M.S. ven De 
verhouding tusschen kerk- eu di jksgezworenen in F’ rieeland bewesten de 
Lauwers.—Korteweg, K. N. Jeurgeding en poortgeding. 


1. Biécourt, Anne Siberdinus de, 1873- 2 le —Nether dis— 
Hist. & crit. 3. Law-—Nethorionae. Collections. " . om 
41-10886 
Library of Congress 2, 
Rechtaid: Saud 





und beitrige zur rechtsphilosophie 
und zur politischen lacenanashheh. Festgabe fiir Julius 
Binder. In verbindung mit Ernst Mayer und Max Wundt 
herausgegeben von Karl Larenz ... Berlin, Junker und 
Diinnhaupt verlag, 1930. 
vii p, 21, 268, d) p. front. (port.) 239°. 
ConTents.— EinfGbrung : Rechtsidee und pmey meee von Kari La- 
geschichte: Scbiinfeld, 
|. Kabler. ig Der ier einuee dev ari h 
auf die entwicklung der lehre von verschuldens- 
graden im sonteches recht. Mayer, Hellmuth. At t.——- bet 
(Continued on next card) 


ca 


35-38018 





Rechtsidee und Janke; beitrige zur rechtsphilosophie 
.. 1930. (Card 2) 
inved 


Lather und Melanchtbon. hp Paul. Recht und macht. Liwenstein, 
Alfred. Wirtschaftsidee w 





runstid, Friedrich. Das eigen- 
tum ood come ordnung —n. m Bottraoe ur geschichte des stantsgeda: 
Mayer, Ernst. jatsziele im jiehte. Woundt, Max. 
Von Pia’ zr der ¢ 
achen staatsidee. Wiegand, Heinz. Die iraatslehre des Thomas von Aquin 
und thre bedeutung flr die gegenwart. Hi Emanuel. Nousseaus 
Hegel. Ver- 


sehichtsphilosophie. Larens, Karl. Staat und religion bet 
zeichnis der rechts- und staatsphilosophischen werke Julius Binders 


(p. 264;) 
2. State, The. 3. Binder, Julius, 1870- 
Ernst, 1862- 


1. Law—Philosophy. 
Larenz, Karl, 1906- ed. 1, Mayer, m1. Wondt, Maz, 


‘35-88018 
Library of Congress 2) 
rere encyclopaedie voor iedereen <t D. Kooiman 
Ende ... ¢. a, Zeist, N. v. uitgeverij De 


Tabane ies, 
4pL.Tp 2. (Added t-p.: Encyclopaediec voor recht en wet. 1) 
Partly reprinted from Maatschappelijke encyclopaedie Enschede (1030, 





LL 
man, D., 187T- 
Library of Congress 2 


Rechtspraak-rechtsliteratuur- 
administratieve beslissingen 


see 


Overzicht van de rechtspraak- 
rechtsliteratuur-administratieve 
beslissingen. 


oberlandesgerichte auf dem 
Pitiate deo tell v1 a 
1900- 
Leipzig, Veit & comp., 1900- 

. =e 


Editors: 1900- B. Mugdan, R. Falkmann. 


1. Mugdan, B, ed. 1. Falkmann, R., ed. 


Library of Congress 














arbeit-rechte 
adesohn 


4 ee 19 


Recht roe | é 
Potthotf 


Stuttgart 


Herausgeber: dr. H. 
und, dr. H. Meissinger 
+ oy 


Solome = 1v2s) Porteetru 
Volume for 
1928 


ung dex recht sprecbungsbuches 1914-1027: 
"29. Portsetzung der rechtsprechungsbicher 1914-1927 und 


i CLaber laws and legislation “Germany x 
ed. u Jatesohn, Samy, 1887 jot ed. m 
joint ed 


‘otthoff, Heinz, 1s75- 
Meissinger, Hermann, 


Library of Congress 3 





Die Rech hung des Reichagerichts suf dem gebiete des 
zivilrechts soweit sie nicht in n der amtlichen sammlung der 


Title varies: 1-5. jabrg, Warneyers jabrbuch der emtecheidungen. 
des 
uf dem gebicte des sivilrechts ... 
6- brg., Die 
des sivilrechts ... 








dew auf dem gebiete 
(At bead of title, 6-10. jahrg.: Warneyers jabr- 


buch der en: ) 
Edttors: 1997- Otte Warneyer (with Robert JEbler, 1907-12) 


(Continued on next card) 
13-8011 Revised 
178202, 
ie Rech h des Reichagerich 1908— 





(Cord 9) 
Pr des Reichsgerichts auf dem gebi 
rechts, ts, jehrgang 1-22 (1908-1930) von dr. Otto Warneyer 
-. Leipzig, Rossberg, 1931. 
ail, 262 p. 23. 





druckerei Paetz/Rink verlag ,198 
v. 4x1. 

At head of title: Langewort/Rink. 

Monee 168 , Max Richter. 





1. Insurance, 1. Richter, Max, od om Verlag 
Berlin. mu Buchdruckerei Paetz/Rink vertag, Bertin rv. 
Germany Rei: v Germany Overversicherungsim 
” onn 
Library of Congress HD7102.G8R35 
rd WS) Buse 
Die rech des kantons Argau Areu, H. R. Sauer- 
lander & co., 1896-19 
¥. Mus, fold facsims 20". (4ééed t.-9.: Sammlung schwetsert- 
KVL ptie) 
B4 2ofit, in 2 parts, rately. 
Comrante.—1. t. Stadtrechte: 


Library of Congress 2 


CATALOG OF PRINTED CARDS 


Rechtsstaatsidee un! erziehungsstrafe: abhandlungen zur 
erinnerung an dr. iur. dr. phil. M. Liepmann von seinen 
schiilern. Heidelberg, C_ Winter, 1950 
vip. 11, 161 p. 26. 


Added t -p.: Monatesrbrift fOr krimine|peychologie wad strafrechtere 

form beibeft 3. 
Conrents.—Griinhot, Max. Die unebhéngigkelt der richtertichen ent- 
Ober 


scheidung —Ruscheweyh, Herbert. Anregungen su einer vor! 
den beruf des recbtenweralen Kothholz, Walter. Zur suslegueg des art. 





wad ersailier vertregs feener, Arthur. ber die beiden wurselo 
der Wibstverwaltuog und thren wert fiir dle strafrechtspfere 
(Continaed on next cord) 
3024283 
2 
Rech idee und erziehung fi 1930. (Card 2) 
ConTente—Continued 


+ - tan Hans Der heutige wirtschafts jurist.— efor Cert a 
ritte und im der 


Ea. ———— io Hemborg =: 1622. — ‘ber, Oukar. 

rung des erziehungestrafvollzuges durch die  neichonnenale fir orvatts 

=_tioverta Rudolf. Die preus 
Ober de +4 vom 7. juni 1920.— 

fae. Clara M. Die Gvenmsochen LY. der sozieidiagnose. 











Recinos 


| 


i 
| 
| 





Library of Congress 


besteben 
tt, Paul Gie- 
Berlin, R. Hobbing 


Rechtewissenschaftliche beitrige zum 25} 
der Handels-hochschule Berlin, von Carl 
seke, Karl August Eckhardt ,u. ., 


,1931, 
4p... 0p. 
Conterrs.—F 





. 
@ 


i 
i 
& 
' 








1, Law—Addresses, zs. lectures. <1. Legniemays, 2 P 
3. Liepmann, Moritz. L far 
cbologie und strafrechtsreform. 





m Title. 
30-24263 


Library of Congress 2, 


Rechtsteiner, Joseph. 
Griechische unregelmissige zeitworter. Ein al 
aches ichniss, nach hied 








ellt, snebet ihrer be- 

pn mag in deutsch ir- 
regular verbs. An a alphabetical list, comp. from the most 
recent grammars and lexicons with the meanings in 
English and German ... ay oe. & Rechtsteiner. 
Cambridge ;Mass., J. Wilson and 

np mr. 

1. Greek language—Verb—Tables, lists, etc. 

10-272s4t 


Library of Congress 


PA2SLR4 
© 1988: 21082 


Die rechtsverfolgung im internationalen verkehr. Darstel- 

















lung der j des t des kon- 
teche ftaregulierung > ont Ger & 7 
hteberkeit in pach » und mlischen 
stenten. Unter mitwirk R. Alte 
mann in Berlin, advokat dr. py ye ay 
brag, von dr. Franz Leske ... W. Loewenfeld ... 
in, C. verlag, 1895-19 
vin “a. 
mi. Loewenfeld, William, 1851- joint et 
Reuine © Written fesr-t001 joint ed 
6—15732 
Liprary of Congress Tel, 

Rechtewaurneichen; beit mur ree und 
rechtlichen volkskunde 1- hf. F im Breis- 
gau, Herder & co., g. m. b. ‘h, 1939- 

mace nee (L- bft) KS. Bader 


1980.—2. ft. Greuzrecht und grensseichen. 1040. 
Muten nis rechtabrauch, von dr Elsbeth Lippert. 1080. 


1. Synrbotiam ia -.. 2 Law—Hiet. oem. 3. Law Germany — Hist. 
Rader, Kari Siegfried, 1905- 


ort ' 


Library of Congress 2 








g 
Py - 
ine 





j 


Library of Congress a2 


Rechtwinkelige und polarcoordinaten des ym ge Be (nach 
Bouvard’s tafeln), sowie componenten der stérenden 
kriifte, mit denen Jupiter auf die sonne wirkt, von 1770 


bis 1830. Leipzig, W. Engelmann, 1866. 
vi, 23, (1) p28. (Astronomische geselischaft, Leiprig. Publication 6) 
1. Jupiter—Tables 
J 12866 
Library of Congress QBI AG 
s22e1, 
Rechung 
see 
Ras-chun. 
Recife, Brazil 
see 
Pernambuco, Brazil. 
Recinos, Adrian, 1886— 
eine Seale een ee ass 
institutos de segunda ensefianza de (2. corr. 
Guatemala, C. A., Tipografia de Marroquin 
hnos., editores, 1921. 
mp 2. 
1. Philosophy. 2 Scleace—Philosophy 
31-1320 
Library of Congress BOGS.R4 192) 
ey 1 








Recinos 


Recinos, Adrian. 

Mon fa del departamento de Huehuctenango, Re- 
publi Guatemala, por Adrian Recinos. Guatemala, 
A. C., Tip. Sanchez & De Guise, 1913. 
ath re & 1 1, 28 p. 1 L imel front. (map) illus. (incl. maps, 
ey fy 5  contiene este libro aparecié en el ‘Diario de 

Centro-América,’ we ana serie de arteaios pb nel ao de 1912." 
“Bibliografia” : p. ix. 


1. Huehuetenango, Guatemala (Dept.) 1, Title. 


16-9799 


Library of Congress F149. H8R29 


lidad ionali Derecho.— Politica. —Eco- 








Recinos, Rubén E. 

.«« Eléments de la langue francaise ... République du Guaté- 
mala, Centre-Amérique ,Impreso en la Tipografia nacional, 
1934— 


¥. Mus. (part col.) port. 26)". 


1. French language—Grammar—1870— L Title. 
37-1475 
Library of Congress PC2111 R34 
12) M84 


Recio, Francisco Valero 
mee 


Valero Recio, Francisco. 


41-1411 


Liprary of Congress 2, 


Reeio, Manuel. 

Cuentas para todos, compendio arithmetico, e historico, que 
en tres tratados demuestra el origen de muchas de las rentas de 
la corona de Espafia ... Madrid, A. Marin, 1760. 

9p, 2p m4. 


1, Arithmetic—Before 1846. 


3—2718 
Library of Congress QA101. R29 
130e1, 
“Recipe of the month” magazine. v. 1- 
 1986— 
Cudahy pecking company, 1935- 
¥. Mes. (part col) 2”. monthly. 
1. Cookery—Period. 
wi-wz 
Litrary of Congress TxXiRe 
a 0s 


LIBRARY OF CONGRESS 


Recipes; dainties, salads and clever hints. ;Lorain, O., 
Lorain printing co., 1919; ; 
8p. 2. 


1. Cookery, American. 
Library of Congress TX71S.R3 1919 
Copyright A 309299 dh 


hese Sue home made candies. Thoroughly tested. 


Milwa kee, Wis. Pub. for the benefit of Young peoplea’ 
library fund, 189 
lip. 164. 
ee CA7-724 Unrev'd 
Library of Congress 


TX791.R29 
(Copyright 1891: 41818) 


Reci for luncheons, desserts and beverages, con. 
tributed famous coo (Sioux Rapids, Ia., Pia. 
ger & Nelson, “1913. 


8p. 2. 


1. Cookery, American 


13-20851 


Library of Congress TX715.R3 


Copyright A 351956 


a for the colour, paint, varnish, oil, soap and dry- 
trades, comp. by an analytical chemist. 3d rev. and enl. 
a. , Scott, Greenwood & son, 1926. 
vil, 358 p. 22", 


1, Chemistry, Technical. 2. Receipts. 1 Analytical chemist. 


Library of Congress TPISI.R« 1926 


(8641, 


Recipes for the preparation of the dasheen ... 
(Washington, Govt. print. of, 1916. 
4p. 2". (F.S. & P. 1-2) 


At head of title: United States Deparment of evicsare. Bureau of 
gut totes ery Office of foreign seed and plant introd: 


1. Cookery (Dasheen) 








Agr 17-447 
Library, U. S. Dept. of Agriculture 1P@1Fo 
Reei I love, or The ad of Captain Phillips, con. 
tained in Iter ton offer stationed at an inarior pat in 
North-A including many r3 London, 
Printed for v Wilson, 1779. 
IPL ay 16". 
“Memoirs of Capt. Charles Philips” : p. 44-107. 
1, Phlitips, Capt. Charles, psead, 
24—118 


Library of Congress 


$F 


Reciprocity conference, Detroit, 193) 
see 


Central states reciprocity conference, 
, . 


Reciprocity mining company of Canada East. 
A statement of the property, condition and resources of the 


Reciprocity mining co. of Canada East ,etc., New York, 1864. 
cover-title, 34p. and atlas of 8 fold. maps. 237. 
Mape lettered A-H. 
6—19274 
Library of Congress TN429.R3 
13961, 


Récit du sanglant et terrible massacre arrivé dans la 
ville de Moscou, ainsi que de la fin effrayante et tragique 
du dernier due Démétrius, 1606; tr. pour la premiére fois 
en frangois par le prince Augustin Galitzin. Paris, 
Techener, 1600. nia 
11,45 p.08 


16)" Eaotiwe page? 
La été post 


it un négociant hollandois € négociant 

jassa, qui a habité te Russie ry 1601 a 1610" 

The original text ,  prabably ly printed in Dutch. The present edition is 

a Cention a illiam Russell's “The reporte of a bloudie and terrible 
Mosco,” London, bn 


of the citty of ay 
' pam 1581-1606. 
T Russell, W William, 2 loscow for é 


1 Demetrius, cated the Im 
-ow— Massacre, Ii 
1 Cote =4 Avgustin Petrovich kentaz’, 1824-1875, tr. 


Mose: 
Dutch merchants. 


5-1 
Library of Congress DKIILR3 _ 


Recitations, 'y aye tableaux for boys and girls, con- 
taining the t and most captivating selections in 
poetry and prose from world- —.~ authors for pub- 
ic and private exhib ° delphia, National 
pub. co. (1901) 

x, 17-278 pp. col. front., col. pl. 25". 
Subject entries: Readers and speakers. 





Library of Congress, no. Copyrighted July 24, 1901. 


Récits d'Afrique 
see 


Azan, Paul Jean Louis, 1874- 
Recits d'Afrique. 





Récits d'un bourg de Val (x1v* siécle); pub. 
pour la fois d’aprés un manuscrit de 

de l’Arsenal & Paris par m. le baron Kervyn de Lettenhove 
Louvain, Impr. de P. et J. Lefever, 1877. 

5p : 
TRS Rew on wm: om 
om peut ... affirmer qu'll appartensit cu touchait de fort prée & le 
famille des Bernier ... Le manuacrit ... appartenait en 1649 ae couvent 
des Carmes déchaussés de Paris .. La premiére 


XUM 








erere 





Récits d'un bourgeois de Valencseunes ... 1877. (Card 2) 


de Valenciennes sous le régne de Philippe de Valois .. Puls vient au 

|} Fy que nous avons omise .. Elle se poursuit 
a chapitre : -- LA commence la partie 

inédite que nous intutulons: Récits.”"—,Pref, 


1, Hundred years’ war, 1839-1458. 2 Flanders—Hist. 8. Hainaut— 

. 4. France—Hist.—House of Valois, 1828-1580. 1 Kervyn de 
Acoliaghe veraie an abtneen tas isusses of dep tank yt . 
Brussels. mo. Paris. Dintiothaaee eT ‘Arsenal atiasiine 


Library of Congress DCV6.A2R4 — 
aS4b1, 
Récits d'un vy de Reims au treiziéme sidcle, pub. pour 
la Société de Vhistoire de L par — de Wailly. 


Paria, Librairie Renouard H. Loones, suce., 187 
poodle = oP ou. (Société de histoire de France. Pub- 
Heat 


1. France—Hist.—Capetians to 1828. 2. Crusades. 8. Middle 
Hist. 1 Wailly, Joseph No#) de, known as Natalis de, 1806-1 


& 8002 
Library of Congress D152. RA 
41g1, 


Reck, Mrs. Daisy. 

Puerto Rico and the Virgin islands, by sy Reck... New 
York, Toronto, Farrar & Rinehart, te hanes "1939, 

vill p., 21, 3-241 p. plates. 219". 

Maps on lining-papers. 


werto Rico—Descr. & trav. 2. Virgin islands of the United States— 
Descr. Soe. 


39 33083 
Library of Congress F1965. R43 
—- —— Copy 2. 
Copyright A 134623 40a, 917.206 
Reck, Franklin Mering, 1896- 


Automobiles from start to finish ;by, Franklin M. Reck. 
New York, Thomas Y. Crowell company, 1935. 


2 p. 1, 88, 4) p. Incl. front, itlus, 264°. 





1. Automobiles. 1 Tithe. 
‘3517688 
Library of Congress TLIO.RA 
— Copy 2. 
Copyright A 87240 aon"2, 620.2 
Reck, Franklin Mering, 1896— 


Automobiles from start to finish ;by, Franklin M. Reck. 
Rev. ed. New York, Thomas Y. Crowell company, 1941. 

2p. 1, 06, 4) p. incl, front, tus, double diagr. 27°. 

“Second edition ... fourth printing.” 


1. Automobdiiea =. Title 
41-51819 
Library of Congress TLIOR« 141 


& 6202 


Reck, Franklin Mering, 1896- 
Power from start to finish, New York, Thomas Y. 
Crowell company “1941, 
8p. L, 154 p. incl. front. ius, (incl ports.) 249”. 
At head of title: By Franklin M, and Claire Reck. 


1, Mechanical 2. Power (Mechanics) 1. Reck, 
Mra. Anna Claire (Yungclas) joint author. uo. Title. 


41—61838 
Library co’ Congress TI15.R4 
42b"7, on8 


CATALOG OF PRINTED CARDS 


Reck, Franklin Mering, 1896— 
The romance of American transportation, by Franklin M. 
Reck ... New York, Thomas Y. Crowell company ,*1938, 


258 p. incl, front., illus, 2 diagr. 234”. 


1. Transportation—U. S.—Hist. 1, Title. 

Library of Congress E208. 1t4 baitianael 
oom om Cagy 8 
Copyright A 125276 a41u%) 385.0073 
Reek, Franklin M 1896— 


Sergeant nnn gh A Franklin M. Reck. New York, Dodd, 
Mead & company, 1931. 


tpl, Wp. 19 


1. European war, 1914-1918—Fiction. 1. Title. 
_Lannry of Congress PZT .R2448e 
—— Copy 2. 
Copyright A 4i244 ® 
Reck, Franklin Mering, 189¢- 


Varsity letter, by Franklin M. Reck. New York, Thor sas 
Y. Crowell company, 1942. 


Sp.l,238p. 2249". 


1. Title. 
42-10085, 
Library of Congress PZ3.R2448Var 


Reck, Franz Xaver, 1553-1924. 
Das miswle als betrachtungsbuch. V ~ speed liber die mess- 








Reck 
Reck, Hans. 
Beltendtech Hans Reck . 
Mit 9 tafeln und 9 tegen. Jena, o Wieder, 1910. 
ue ae eh i bats ai inf. 2) wi — 


Plates accompanied by guard sheets with outline drawings of objects 
represented. 


1. Volcanoes—Iceland. 
1 Baa? 


Library of Congress QE1.G492 bd rx, hft 2 


Reck, Hans. 
Die mo der siidd 
cchishtorsticlontonent nt im tients der Davis’schen = 


theorie. Von Hans Reck ... (Berlin, 1912, 
cover-title, p. 81)-232 incl. maps. 21)™. 


Sonder-abdr der Zeitschrif for, Dewachen geeell- 
schalt, bead €4 jabrgane’ 1912 , ~~ See prtaeten 





1. Geology—Germany. 


Library, U. 8. Geol. survey 360(530) R24 


Reck, Hans, 1886- 
nesenn, Go ulin deo cemmatns die des 


Reck. | Mit Karte rundbildern und 74 bbildungen nach 
des = a 








Rehfeldt und Paul Neumann. Lei Leipzig, F. A. 
307, lp. fromt., flue, plates (1 fold.) fold. map. 239=. 


1, May river and val- 


way river and val 4 
way river and valley 8 oldoway river and sally, terri- 
ory. L 
eine at 3 4088 
Copyright A—Foreign m5 
a OT1.08eTST 
Reck, Hans, 1886- 


Physi studie fiber 
H. Reck. Mit 15 ichidreciatin Hee” tmmaned 
Friedlaender Berlin, D. Riemer (E. V: ) 19151 
si J il o. 2a. pre sathna sur Zeitschrift fOr 





formularien. Von dr Franz Xaver Reck . Freiburg im 
Breisgau, St. Louis, Mo. ete., Herder, 1909- 
. oe 
Cuvemnee-—t. Of Vern exten etventeneneens Os cm enn ar 
nach ostern.—: Vom 
p— Sms nach phogsten.—3. Das commune sanctorum.—Auswabi aus 
dem proprium 


1. Catholic church. Liturgy and ritual Missal. L Tithe 


42-2587 
Library of Congress 


Reck, G. 

Meine grossmutter ; novellen, von G. Reck. he 
am Main, Literarische anstalt, Riitten & Loening, 1 

4.1, dl-l2 p. 19 

Contents —Meine grossmutter—Mein bruder Ludwig —Das souper 


9.18200 


Library of Congress (Copyright 1909 Res. no. 2845) 


Reck, Hans, 1886- 

» a auf fossile wirbeltiere in Deutsch-Ostafrika, 
von H. Reck ... Berlin, Verlag von Gebriider Borntreeger, 
1925. 


covertitie, 36, p. 14 pl. 32". 
grinder von H. Btilte ; =, von dr. 


“Lireraturversetchnis” : p. 27-28. 


{(Peneete Geeeeaaes, & 
Andree. 31. ft.) 


1. Paleontology—Africa, German East. 2. Vertebrates, Fossil. 
2 Title. 


osm 
Library, U. 8. Geological Survey 503 q8th4 no. 31 
2 
501 


Bibliographical references. 


1. Volcanoes. 1. Zeitschrift fir vulkamologie. m1. Title. 
os37 


Library, U. S. Geological Survey G(S30) 27 Supp.1 
ir.) 


Reck, Hans, 1886-1937, ed. 








Santorin, der eines Ik und sein aus 
bruch 1925-1928 ; ergebnise ein einer Deutsch-Griechischen ar- 
ria von Hans Reck. In drei 
banden ... Berlin, Verlag v von Dietrich Reimer, Andrews & 
Sralnee, 3 1936. 
ol” (us, plates (part col.) maps (part fold.) tables, fold. diagrs. 
ees tb bm eats or Sogentn tor Bees 1 p ate 





Reck, Hans, 1886- 

Das vulkanische em pay Dyngjufjdll mit den einbruch- 
skalderen der Askja und des Knebelsees sowie dem Rudloff- 
krater in Zentralisland, von dr. Hans Reck (Berlin, K. 
Akademie-der wissenschaften, 1910, 

8 p. Mus. vi pl Wy”. (Added t.p.: Abdband vole 

preussischen akedemie ne gj sabre. niei0 “hioae 
Vech-maihemstische classe 


sAnhanz abh m)) 
Series tithe in part om t.-p. 


1. Volcances——Iceland. 2. Geology—Iceland 


AC 33-3584 
Title from Cleveland Pub. 


Libr 
Liprary of Congress {AS182. B33 1910, Anheng, ebb. 2) 


Reck, Hans. 


Das vulkanische yt em phn Dyngjufjéll mit den ein- 
der des Knebelsees sowie om 


Radloffkrater in Zentralisland. Von dr. Hans Reck . 
Berlin, K. Akademie der wissenschaften, 1910. 
Wp illus, vm pl D> 


anhang ru den abhandlungen der Kom reuss akademie 
on p AT vom jahre 1910.” atte ae 


1 Volcances—Iceland 2 Geology—Iceland 
GS 10-648 
Library, US. Geol 


survey 


203 ( S87) qgR24 


Reck, Oskar, 1866- 
Das verhiltnis des Hartmannschen Erec 2u seiner 
a, vorlage ... Greifswald, Druck von J. Abel, 


2p 1,.%p 2" 


Inaug -diss —Greifswald 
Lebenslauf 


1. Hartmann, von Ave Erec. 


Library of Congress PTISM ERS 


Reck, Philipp Georg Friedrich von, 1710-1798. 

Herrn Philipp Georg Friedrichs von Reck diarium von 
seiner reise nach Georgien mit dem dritten transport 
einiger im jahr 1735. dahin abgegangenen emigranten und 
colonisten; wie auch von dessen rickreise nach England 
und Teutschland, und einer nachrichten von denen In- 
dianern in America. 

(Un Urieperger, Samuel. Der ausfihriichen nachrichten von der kinig- 


lich-gross-britammischen colomie saltrburgischer emigranten im America. 
Halle, 1743 (1735)-S2. 21. 1. th. (1741) p. 803-876) 





1, Salzburgers in Georgia 2. Georgia—Descr & trav. 3. Indians of 
North Americ 
19-10354 
Library of Congress FIS.SIU6 voll 
Reck, Philipp Georg Friedrich von, 1710-1798. 
An extract of the journals of Mr. Commissary Von Reck, 
who conducted the first transport o 


promoting Christian knowledge. London, Printed by M. 


Seni, named, 
2 oe 17 


Journals of be Saitsburgers were published in German. 
whieb period they score continned to the Fear 1782. 


Halle, in 1735, from 
‘This ts the only portion that bee been published in English —Carter 
Brown cat 

1. Balsburgers if Georgia. 2. Georgie—Hist — Colonial period. 
3. Bheneser.Ge 1 Bolt wus Jobson Martio, 1708 ~ 1765. 
. Bortety for promoting Christian knowledge. 

Library of Congress F205 81K2 1 -23e80, 

ay 
Reck, Philipp Georg Friedrich von. 


An extract of the journals of Mr. Commissary Von Reck, 
who conducted the first transport of Saltzburgers to Georgia: 
and of the Reverend Mr. Bolzius, one of their ministers. Giv- 
ing an account of their vovage to. and happy settlement in that 
province. Pub. by the direction of the Society for promoting 
Christian knowledge. London, Printed by M. Downing. 1734 
«Washington, Printed by W. Q. Force, 1846, 


wp 
~~ (Continued op vext card) 


27260 


LIBRARY OF CONGRESS 


An extract of the 
1846, (Card 2) 


In Force, Peter, Tracts Waning, 1896-46. ¥. 4 (1Sd8) Oo 

On verso of tp: Force's Collection of bistorics! tracts 

Traustatedt from the series of tracts edited by Samuel Urispurger at 
Halle, begun in 1794 (reiexwed in 1735 and continued to 1752) with 
general titie A fi ibrliche nachricht von den salsburgi«chen emigranten. 


Reck, Philipp Georg Friedrich von. 
journals of Mr. Commi-sary Von Reck 


Colonial period. 3. 


1. Salzburgers in Georgia 
1. Soctety for 


2. Georgia - 
Fhenerer, Ga 1 Boltzins, Johann Martin, Hr0a1768 
promoting Christinn knowledge, London 
E187. FWe vol.4 


tached. 
F205.81R3 


a3stl, 


427245, 
Library of Congress 


——— Copy 2, de- 


Reck, Philipp Georg Friedrich, von. 
An extract of the journals of Mr. Commissary Von 


eck (Washington, Printed by W. Q. Force, 1846; 
‘pp. 
(Force historical tracts, v. rv, no. 5] 
E187. F69 
loom M 
Reck-Malleczewen, Friedrich 


ane 
Reck-Malleczewen, Fritz Percy, 1884— 


Liseant or Cononnss Reramence 


Conia SEI a Ea ie copa as Necdings in egeattory ental. 
xan 


Reck-Malleczewen, Fritz Percy, 1884- 
.. Acht kapitel fiir die Deutschen, Grossschinau, Sa., 
E. Kaiser ,°1934, 
149 pi any. 
At bead of title: Frits Reck-Malleczewen. 


1 Riss in der britischen maver.— Der 
— Der komplex Berlin; ein riick- 





und dynamik der krise — und die fol- 
historischen deutung —Yorck — Von den knigen und 
oon Gor bone —Der bOnig. rede,  Priedrichs grabe gebalten 


1. Civilization. 2. Social conditions. 3. Germany—Civilization. 
Title. 


35-6184 
Library of Congress CBT.R4 
Copyright A—Foreign 26005, 
2, ool 


Reck-Malleczewen, Fritz Percy, 1884- 
Bockelsen, geschichte eines massenwahns. 
dungen. Berlin, Schiitzen-verlag ,°1937, 


Mit 17 abbil- 


318 p. plates, ports. facsims. 20°. 


“Literaturverzeichnis™ : p. 317-818. 


1. Beuketszoor, Jan, 15007-1904. 2 Anabaptists 


AC 39-1023 
Wisconsin. Univ. Library 
for Library of Congress (2, 
Reck-Malleczewen, Fritz Perey, 1884— 


Bomben auf Monte Carlo; roman von Fritz Reck-Mallecze- 
wen. 1. bis 10. tausend, Berlin, A. Scherl, g. m. b. h. ;“1980, 


161, 1) p. 19". (Bcheris ewel mark romane, 


1 Tithe. 
Librery of Congress PT2086.E2B6 1980 
Copyright s—Foreign maze 
‘a 883 97 


502 





Reck-Malleczewen, Fritz Perey, 1884- 
Charlotte Corday; geschichte eines attentates 
abbildungen. Berlin, Schiitzenverlag “1938, 
324 p. plates. ports., facsims., geneal. tab. 20° 
p. 824. 


Mit 20 


“Literaturverzei@inis’ 


1. Corday @'Armont. Marie fete geitte a, 1768-1798. 2. France— 
History Sovetetion 1792-1794 1 Tit 
A C 39-192 


Columbia univ. Library 
for Library of Congress 2 


Reck-Malleczewen, Fritz Percy, 1884 
Des tieres fall; das schicksal einer maschinerie, roman 
Manchen, G. Miiller 1931, 
vill, 268, 1, p. 20" 


1. Title. 


3139859 
Library of Congress PT2685.E2D4 1061 
Copyright A-—Foreign 11028 
a 882 91 


Reck-Malleezewen, Fritz Percy, 1884- 

Frau Obersee, roman; Die fremde, novelle, von Fritz Reck- 
Malleczewen; mit einem vorwort von Hans Reiser. Berlin, 
Deutsche buch-gemeinachaft “1926, 

380, ;1; p. inel. front. (port.) 14". 


1 Tithe, m Title: Die fremde. 
Library of Congress 
Copyright A—Foreign 


z1—10%42 
PT2635.E2F7 1026 


33867 
Mel, 


Reck-Malleczewen, Fritz Percy, 1884- 

Frau Ubersee ; roman, von Fritz Reck-Mallectewen. Gross- 
Schinau Sa., E. Kaiser ,°1934, 

190 p. 10", 

First published 1918 





1. Title. 
35-14547 
Library of Congress PTOOS.E2F7T 1984 
Copyright A—Foreign 8004 
a 833 91 
Reck- ‘Mallecsewen, by oe Perey, =. 
- . Berli 
Vorhut verlag Otte Seniaeet gmbh, 1994 1934. 
286 p. 18)" 
At head of title: Fritz Reck-Malleczewen. 
1 Title. 
3428840) 
Library of Congress PT2635.E2H8 1904 
Copyright A—Foreign 25081 
2) 883.91 


Reck-Malleczewen, Fritz Percy, 1884- 
. Jean Paul Marat, freund des volkes, roman. Miinchen, 
masken-verlag a. g. ,“1929, 
355, a) Dp 19. 
At head of title: Price Reck-Malleczewen. 


Drei 


1, Marat, Jean Paul, 1743-1788—Fiction. 


Library of Congress 1976 


PT2ess. e234 
Copyright A—Foreign Basal 
a 











Reek- nego Fritz Perey, 1884— 
um Payta, eine geechichte aus dechungel und 


sumpf ‘Sete Ulistein ,“1935, 
25.) p. 1" 
1. Tithe. 
BB B44 
Library of Congress PT286.E2KT 1985 
Copyright A--Foretgn Taal 
(2) =o 


Reck-Mallecsewen, Frits Perey, 1884- 

igen und fanfaren, roman von Fritz Reck-Mallecze- 
wen. Berlin, Volksverband der bticherfreunde, Wegweiser- 
verlag g. m. b. h. ,“1927, 








14, a, p>. a. 
“Dieses bach in der des der 
bficherfreonde and wird nur an dessen mitgiieder abgegeben.” 
1 der Berlin. m. Title. 

mon 
Library of Congress PT2636.215 1907 
Copyright A-—-Foreign s7087 


2) 


Reck-Mallecsewen, Frits, 1554- 
... Phrygische miitzen. Miinchen, Drei masken verlag, 
1922. 


16, ‘hip. 2°. 
itle. 
te 2317484 
Library of Congress PT2635.E2PS 1927 
Copyright A—Foreign 23126 
2, 
Reck-Malleczewen, Fritz Perey, 1884— 
... Der richter; roman. Berlin, Scher! ,“1940, 
Bhp wm. 
At head of tie Friedrich Reck-Mallecsewen 
1 Tithe 
41-65761 
Library of Congress PT3S5.R2RS 1980 
7 aa8.91 


Reck-Mallecsewen, Frits Percy, 1884— 


Die siedlung Unitrusttown, roman von Fritz Reck-Mal- 
leczewen. Berlin, Ullstein 1925, 


22 hp, il me. 


1. Tithe. 
Library of Congress 
Copyright A—Foreign 


ui 
a 


Reck-Malleczewen, Frits Percy, 1884- 

.. Sif. Das weib, das den mord beging. Miinchen, Drei 
masken verlag ,1926, 

x, 1h), 28,0), p> 1. 

At head of title Frits Reck-Mallecsewen. 


1, Title. 
?7-22008 
Library of Congress PTIGSS. E2855 1928 
Coprriaht A -Foreig 008 
a 


CATALOG OF PRINTED CARDS 


Reck-Malleczewen, Frits Perey, 1884— 


Sven discovers paradise, by Fritz Reck- trans- 
lated from the German by Jenny Covan. (New York, 
H. Liveright, 1929. 

ap Ae. 

1. Covan, Jenny, tr. a. Title. 

16104 

Library of Congress PZ3.K24438" 

Copyright A 11488 2 


Reck-Malleczewen, Frits Percy, 1884- 

Sven entdeckt das paradies, roman von Fritz Reck-Mallec- 
zewen. Berlin, Deutsche buch-gemeinschaft .“1928, 

Sip me. 


1 Title. 


Library of Congress 
Copyright A-—Foreign 


2 T048 
PT2685.E288 1938 
cod 
a 


Reck-Malleczewen, Fritz Percy, 1884- 
Von riéubern, henkern und soldaten ; als stabsoffizier in Russ- 


land von 1917 bis 1919, von F. Reck-Maileczewen. Berlin, 
A. Scher! g. m. b. h. ,°1924, 
4p lL, 178, a). =. 
1. Ruseia——Hist — Revolution, 1917- 1. Title 
‘#1-32000 
Library of Congress DK 265. R372 47 084 


Reck-Malleczewen, Fritz Percy, 1884— 

Woman in flight, by Fritz Reck-Malleczewen, translated by 
Jenny Covan. New York, Boni & Liveright, 1928. 

sp 19)* 


8-14118 
Library of Congress P73 RAB Wo 
= Copy 2. 
Copyright A 1076848 & 
Recke, Brumo, com 


By -- Laws ad im ty = sae S in liedern 
Bruno 





jay Frankfurt am Main, Vertes Moritz a, 1937. 
a 








Recke, Elisa :. -. Elisabeth Charlotte Constansia 
capone nn hoa ong 1754-1833. 
Elisa von der Recke ... Hrsg. von Paul Rachel ... 

Leipzig, Dieterich, 1902. 

2. fronts, 1 illus, plates, ports, geneal. tab. 234. 


Cowrants —t Aufzeichnungen und briefe aus ihren un jegentuegse. 2 auf 
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4% 
ss A-¥ —bd. 2 GK 0d. 3. L-R- 482 
unter mitwir 
bung ven dr. C. B. Naplerdky bearbeitet von dr 
< Mitau, J. F. Steffenhagen und sohn, 1850-4). 


= 
A £5-54 5 BS, 
Blo didi 








1. Livonta ; 
4. Russten literature — bibi Biography — | Metionn ries. 
t Neptersky Ker! Sduard, 1708 1884, jotet sarber J 
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Recke, Walther, 1387- 

Biicherkunde zur geschichte und literatur des kémigrechs 
Polen, von dr. W. Recke .. und dr. A. M. Wagner Wor- 
schau, Deutche staatadruckereien in Polen; Leipzig, F Meiner, 
1918. ’ 
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Dansig. 5 Poland—Comm 5. Settesti, Wectew, ‘Walka o 
Pomerns . Tithe. 

A 42108 


buch von H. Bagitiski . Pola deo morza. 

Warechau, 1927. Danzig, von W. F. Burau, 1990. 

4a l (8 a = (Ostienéectrifies”. brag vom “Ostiens 
Dennig. bft. 3) 
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1. Polish question. 2. Europe—Politics—1789-1900. 3. Burope—Poll- 
ties—20th cent. 


1. Title. 
28-15602 
Library of Congress DK434.9.R35 
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Recke, Walther, 1887- 
Polens in Versailles, von dr. Walther 
Berlin, G. ,1928, 
B.A;p mI". 
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Arabische syntax, von H. Reckendorf. Heidelberg, C. 
Winter, 1921. 
vill, 566 p11 23. 
1. Arabic language—Syntax 
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Electric traction on railways and tramways. By Anthony 
Reckenzaun ... London, Biggs and co. 1892, 

422, xxxi p. illus, tables, diagrs. 19°. 
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Reckers & Bradford's cieona school by John Reck- 
ers... Part: Boston, Reckers & Bradford 1883, 

iv, 3-136 p. 11, 77 p. incl. forms. 21”. 
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Hull, Eng. Public libraries. 
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ixp.11, 3086p. front. pl. ports, 22°. 
“First published 1941." 


1. Title 
A41-4775 
New York. Pubiic library 
for Library of Congress HM22.G8R4 
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Reckitt, Maurice Benington, 1896- 


A Christian sociology for to-day: an abridged edition of 
Faith and society, by Maurice B. Reckitt ... London, New 
York ,ete., Longmans, Green and co., 1934. 


xi, 286 p. 219". 
h, Settee. Christian—Anglicao autnors. 2. Civilization, Christian. 
L 
356088 
Library of Congress BR115.86R52 1964 
103, 281 


Reckitt, Maurice Benington, 1888- 

Faith and society; a study of the structure, outlook Brita 
portunity of the Christian social movement in Great 
and the United States of America, by Maurice B. Reckitt . 
London, New York ,etc., Longman’s, Green and co., 1932. 

Sp 1, te-xil, 467, 2p 2. 


“appended note. note, by V. A. Demant, on the prospects of Christian 
sociology in America” : p. 227-281. 


“Organizations compusing the Christian social movement” p 465-467. 
1. Sociology, Christian. 2 Civilisation, Christian. 1 Demant, 
igo Avguste. m. Tithe mm. Tithe Christian social movement in Great 
Britain aod the United States. 
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Reckitt, Maurice Benington. 
The meaning of — pad guilds, by Maurice B. Reckitt 
. and C. E. hhofer ... London, C. Palmer & Hay- 
ward (1918, 


2p. |, vii-xvi, 455, dip. 199". 
Advertising matter: p. 454-455. 
ibliography: p. 445-452. 


1. Gild_ sociali: 2. Labor and laboring classes—Gt. Brit. 3. Trade- 
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National guilds, The meaning 


19-$377 
HDO664.R4 19182 


& 


Library of Congress 


Reckitt, Maurice Benington. 

The meaning of national hl by Maurice B. Reckitt . 
and ©. E. Bechhofer .. we New ¥: , The Macmillan com- 
pany, 1918. 

2p. L, vil-xvi, 452. 19°. 


Printed in Great Britain. 
Bibliography : p. 445-452. 


1. Gilds. © Jeter ond bens Aree Oe ‘unions— 
rl Erie Bechhofer, inde joint author. 1 


Gt. Brit. 
Title. m1. Titie National nguilds, The meaning of. 
19-3491 
Library of Congress HD6664.R4 
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Reckitt, Maurice Benington. 

Le seaeyene poy bey wre ony 2d and rev. ed., with a new 
preface and a new chapter on current problems .. By Mau- 
rice B. Reckitt and C. E. Bechhofer. London, C. Palmer ,1920, 

xvi, 21 p. 199". 


1. Gild socialism. 8. eter ont tetasing done Os, Bett. 3. Trade- 
unions—Gt. Brit. Eric Bechhofer, 1804— joint av- 


thor. n Title im. Title: National gullds, The meaning of. 
A 22-1405 
Title from Stanford Untv. Printed by L. C. 
Library of Congress HDS. 1 
(82d), 


Reckitt, Maurice Benington, 1888- 

The meaning of national guilds. 2d and rev. ed., = 
new preface and a new a on current problems .. 
Maurice B. Reckitt and C. E. Bechhofer. New York, ™m 
Macmillan company, 1920. 


1. Glld socialiam. 2. Labor and laboring classes—Gt. Brit. 
jt. 1. Roberta, Carl Eric Bechhofer, 1804- 

author, um. Title. mt. ‘ithe. Nationa! guiids, The meaning of. 
26— 20022 
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Library of Congress 19208 


Reckitt, Maurice Benington, 1888- 

Religion and social purpose ; three lectures given to the York 
diocesan clergy school, 1934, by Maurice B. Reckitt ... Lon- 
don, Society for promoting Christian knowledge, 1935. 

Spl.m%p 189". 


1. Soetology, Christian—Anglican authors. 2. Civilization, Christian. 
1. Society for promoting Christian knowledge, London. ™. Title. 


Library of Congress BR115.86R525 


Reckitt, Maurice Benington, 1885- 
Religion in social action, by Maurice B. Reckitt ... 
don, J. Heritage ,1937, 
176 p. 18°. (On cover: The Christian challenge series) 
“First published, October 1987." 


Lon- 


1. Sociology, Christian. 1. Title. 


Library of Congress BR115.86R527 
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The vocation of England, by Maurice B. Reckitt and J. V. 
Green and co. :1941, oy ease 
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“First published 1941." 
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Reckless, Walter Cade. 
Criminal behavior, by Walter C. Reckless... ist ed. New 


York and London, McGraw-Hill book company, inc., 1940. 
xi, 532 p. 234". (Half-title: McGraw-Hill publications in sociology) 
Bibliographical foot-notes. 


1. Crime and criminals. 2. Criminal psychology. 1 Title. 
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Reckless, Walter Cade. 


Juvenile delinquency, by Walter C. Reckless ... and Ma- 
Smith ... ist ed. New York and London, McGraw- 
Hill book company, inc., 1932. 


vill, 412 p. diagr. 23)". (Hoalf-title: McGraw-Hill publications in 
soctology) 


“Bibliography of pablished cases of delinquent children”: p. 890. 


1 Juvenile delinquency. 2 Juvenile delinguency—U. 8. L *Smith, 
Mapheus, joint author 
82—15535 
Library of Congress HY 9U8B.R4 
—_—_— Copy 2. 
Copyright A 51067 4le®2, 364 


Reckless, Walter Cade. 
Vice in Chicago ;>by, Walter C. Reckless ... Chicago, Ill, 
The University of Chicago press ;*1933, 


xvill, 314 p. Incl. tftus. (maps) tables. 20°. (Holf-titie: The Uni- 
versity of Chicago sociological series) 


1. Prostitution—Chicago. 2 Chicago—Moral conditions 8 Vice. 
1. Tithe. 
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1. Blood—Preasure t Tithe 
4282456 
Library of Congress wP10L RSS 
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Recklinghausen, Heinrich von. 

Neue der blutdruck f abhandl 
blutdruck und in den grossen arterien des menschen, von 
Heinrich textabbildungen, 10 

und 4 tafeln. Berlin, J. Springer, 
1981. 

vill, 288 p. incl. illus, tables. rv diagr. 24°. 

1, Blood—Pressure. 1. Title. si-eoens 

Library of Congress QP101.Re 
copyright A—Foreign asrTt 
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CATALOG OF PRINTED CARDS 


Recklinghausen, Heinrich von, 1867- 


Praktische anleitung zu einer 
blutdrucks beim menschen. Von dr. Heinri 
hausen. 


des arteriellen 
ch von Reckling- 
(in Bethefte sur Medizinischen klinik ... 
VL jahrg., p (217,-246. illus. diagrs.) 


At head of title: Aus dem L 
Kologie su Strassburg |. EB. 


Berlin, 1910. 244~. 
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Recklinghausen, Ve:oand der vereine 
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und kreise 
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Verband der vereine fir orts- und 


heimats-kunde im veste und kreise 
Recklinghausen, 
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Forest management, by ine . and John Bent- 
ley, jr. ... 1st ed. Mow York, debe iley & sons, inc.; qete., 
etc., 1919 


2 p. L, M-xill, 269 p. illus, mz pl. (incl. front, map) diagrs. (1 fold.) 


1. Forests and forestry. 1. Bentley, John, 1880- joint author. 
™ Title. 
19—12268 
Library of Congress SD873.R3 
—- —— Copy 2. 
Copyright A S2uee2 aon, * 
Recknagel, Arthur Bernhard, 1883- 
Forest management, by A. B. Recknagel ... John Brentley, 


jr. ... and C. H. Guise ... 2d ed., thoroughly rev. New York, 
J. Wiley & sons, ine. ; ,etc., ete., 1926. 


3p. L, v-xvil, 820 p. incl. ius, tables. front, diagre. (1 fold.) 234™. 


1. Forests and forestry. 


1. Rentiey, John, 1880- Joint author. 
1. Guise, Cedric Hay, 1800- 


joint author. im. Title. 
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Library of Congress SDS73.RS 1026 


Copyright A 883088 240b1, 

ae = Arthur Bernhard, 1883- 
. Forest su of a parcel of state land, by A. B. 
_— y, J. B. Lyon company, printers, 


av’ % 3 ol fe, os. (iow Yost: (Stats Conservation commis- 


Forest survey; 2. Forests and forestry—New York (State) (2 N: 
vou! (State)— Forestry) ¢ - 


Agr 15-139 


Library, U. S. Dept. of Agriculture 99.9N44 no. 11 


Mecunagel, Arthur Bern& rd, 1550- 
Forestry; 0 of origin, mee 
i thn Unie Sate by Art and Samael 
aa Gays 
ta.8k auetig tot Guns, Ome, Game, =. 
Bibliography p. 251-285. 
1 Forests and forestry—U. 8. 1 Spring. Samed Newton 187S— 
Joint author. 1m. Tithe. 
28 
Library of Congress SDIGRES 
Copgright A 18004 (40r84al, 


Recknage) 


Recknagel, Arthur Bernhard, 1883- 
a forests of New York state, 
an introduction Libe: 
York, “The Macmillan » 


xiii p21, 167 p. front, plates, maps 19)™. 
Bibliography : p. (155-161. 
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1. Forests and forestry—New York (State) 1. Tithe 


Library of Congress 
Copyright A 696292 
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Recknage:, arthur Bernhard, 1883- 


The theo: -— re actice of at reeting plans (forest or- 
nization) ... Ist ed., Ist thousand. 
New York, J. Aiey P on sons ; > 4 ete.) 1913. 


gaits illus. (map) vt pl. (inel. front.) tables (i dovble) 20°. 
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13—4435 

Library of Congress SD431.R4 
Copyright A 332657 is21fy 
—_ Arthur Bernhard, 1883- 

Ly ractice of wo forest or- 

ganization 
rev., Ist thousand. New York, John Wiley & sons; rete., 
ete.) 1917. 


ek’ + ase illus. (map) vi pl. (incl. front.) tables (1 fold.) 28™. 


1. Forests and forestry. 
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Library of Congress 


Copyright A 455883 
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Recknagel, Georg Wilhelm. 
Ueber die ausscheidung des methylenblau durch den 
2p.1, 2p illus (dingra) 22™. 
Inaug.-diee Erlangen. 


1. Urine. 2 Methylene bine. 


Library of Congress QP21LR4 


Recknagel, Hermann. 

und » Hermann Recknagel . 
Mit 118 ebblidenpen Ceipele, & Hirzel, 1915. 
vii, 211». illus, dingrs 2". M9 


petites veers reat 


““iteratur”: p. 74-75; 206-207. 


1, Ventilation 2 Heating 1 Rubmer, Max, 185 of Hand- 


buch der hygiene. 

iw 
Library of Congress TH7Z2Z2.R4 
Copyright A—Foreien wiz 


yay dr. med. Kari Recknagel ... Mit 
saben. an Lancig, G.'Thinme, 1909. ‘i 
‘75, 1) p imel. tables (part double) 284~. 


1 Diet. 2 Dict in disses «6 t. Tithe. aus 
Library of Congress RM217 RSS 
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Recknell, George Hagh, 1893- 

- King street, Cheapside, by G. H. Recknell, with a 
by J. M. Keynes, c. ». London, The 

surance society, 1936. 

Sp, 11 plates, plans 25". 

“List of authorities consulted”: p. 53. 


foreword 
Nationa! mutual life as- 


1. Lendon—Streete—Cheapside. 2. London—Streets—King. 3. Na- 


tional mutual life assurance society. 1. Title. 
37-16824 
Library of Congress DAGSS CASR4 
ra 0a.12 
Recktenwald, Friederike. 


Krieguz ele und dffentliche 1914/16, von 
Friederike Recktenwald. Seonenn W. Rohlhammer, 1929 
xii, 147 p. Py 2 aeens § : Bettrige sur geechichte der nachbis- 
marckischen seit ow =hftt. 5) 
aiaiaden Gaaiese axe. 


2. Buropean war, 1914-1918— 

A 30-404 
cago D633.GTR3 Printed by L.C. 
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1. Buropean war, 1914-1918—4t. Brit. 
Pubile optnioca. 


Title from Univ. of Chi- 


Reckzeh, Gerhart. 
Grillparzer und a eae Wei- 
mar, A. Duncker, 1929. 


ai dy 85, ds B Rn (Added t-.: Forechungem sur neveren lite 
saree Ge Fidos. tabeit@t (1. abt.) Gor Universitit Winches ste die 
“Literaturverseichaia” : p. ctx,-at. 


1, Griliparser, Frans, 1791-1872. 2. Slave in literature. 3. Austria— 
Nationality. 


20 13808 
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Library of Congress 


Reciaire, A. 

-- Verdere de bepaling van het 2 ¢ 
“totaal nai” in Jeve-clarensiloctte en over het 
anal onderzoek van die olie in het n, door A. Ke 
claire en D. B. Spoelstra ... J. H. de Bussy 
(1928, 

lp 21-. 


eS ae handelsmuseum van de Kon. 
Kolontaa! inatituut. 


“Overgedrukt u’* ~~ pando 3” 


1. Citropelia-oll. 2 Geraniol. 3. Easences and essential vile 
1 Spoelstra, D. B., joint author 


oe @-708 Unrev'd 


Library of Congress TPB4.CSORM 


Reclam, Anton "hilipp 
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Reciam, hilipp, i.e. Anton Philippe 





axp.1L, 3p ie. 


1. Medicine, Popular. 
22-11940 


Library of Congress 
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heclam, Ernst, 1876- 

Johann Benjamin Michaelis, sein leben und seine werke ... 
Leipzig, R. Voigtlinder, 1904. 

vill, 162 p22, 

Reng-Gn- ~Letpaig. 

wpibtlographie” Dp. (0,-134. 
1. Michaeiis, Johann Benjemin, 1746-1772. 
(Pull name: Philipp Ernst Recinm, 

640127 Revise! 

PT2433.M45R4 
(r28d2) 


Library of Congr 


Reciam, Ernst Heinrich, 1910- 
.«- Die gestalt des Paracelsus in der dichtung; studien zu 
Kolbenheyers trilogie. Leipzig, P. Reclam jun., 1938. 


1086p. 214". 
Iesued also as inaugural dissertation, Leipsig. 
“Literaturverseichnis™ : p. 101-108. 


1. Kolbeaheyer, Erwin Guido, 1878- Paracelsus 1 Title. 
30-14845 
Library of Congress PT2621.068P36 1988 
ra 983.91 


Reclam hrag. von professor Beyer ... 
Buchdruckerei von R. G. Hertzberg’s erben, 1907. 
2p.1, 6,2, ip 2. 


K a jes 1. Beyer, Theodor 
é a ‘Kort Theodor iaariene on, 1880" 
7—27519 
Libowry of Congress LFS106.N45F83 
adibl, 


Reclam, Philipp, jun., publisher, Leipaig. 

. Praktisches wissen, hreg. unter mitarbeit erster fach- 
gelehrter. 1.-20. tausend Leipzig, P. Reclam jun. ,°1927, 

=p.11. 818 p. Mus. (imel. ports, plans, fucsima.; part col.) plates 
(part col.) maps (pari double) diagrs. 26" 
# on of title: Reclam. 

the plates are es | wall-paper samples. 

fest rt map on lining-pape: 


1. Pacyciopedias and dictionaries, German. 1. Title. 
2 25084 
Library of Congress AG127.R4 
Copyrich' A—Foreign 39619 
i) 


Resam, Patton, jn. publiokr, Leia. 


unter mitarbeit erster 
fachgelebrter. 2. a. Leipzig, P. Reclam jun. ,*1927, 
11, ius. col.; incl. facsima ) it 
okt; $2 poe. part cl: i — ae 
At bead of title: Reclam. 
Text and map on end-papers. 








1 and German. 1 Title. 
29-18027 
Library of Congress AG127.R4 19278 
Copyright A—Foreign 340 
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wissen. itarbeit erster 
. 8, erweiterte auf. . » Teipaig, P. Redam 





jun. — 
.. $43, ly BD Shen, (ont, ost. 
pistes ipart col.) maps (part double) diagrs. 


At head of title: Reclam. 
Text and map on end-papers. 
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1. Encyclopedias and dictionaries, German. 1 Tithe. 
218026 
Library of Congress AG127.R4 1928 
Copyright A—Foreign 2723 
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Reclam, Philipp, jun., publisher, Leipaig. 
... Praktisches ye hera unter mitarbeit erster 
ee ae 4. aufl. Leipzig, P. Reclam jun. ,°1930, 
1 . 2 p Mus, (part col.; incl. ports, plans, facsims.) 
stones RE, “col . A pert double) diagrs. 26". 


At head of tftie: : oe 
Two of the plates are a = paper samples 
Text, map and tables on end-pa 


1. Facyctopedias and dictionaries, German. 1. Title. 
30-20872 
Library of Congress AG127.R4 1930 
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Reclam, Philipp Ernst 
see 
Reclam, Ernst, 1876- 


Reclamation and farm engineering... v. 1-4, 7-10; Dec.1921- 
Sept. 1926. Chicago, etc., National reclamation publishing 
company, 1921-26, 

Sv. Mas, 2. monthly. 
No number was issued for ™, 1 
ae irregular: v. 4 consists 

May 1 v. 6-4, v. 7, no. 1s omitted in 

1 ‘aber (wo. 6) June 1925. 

Official publication of Ry ag Grainage congress, the Missouri 


ae’ varies: Dec. 1921-May 1925, National reclamation magazine. 
June 1925-Sept. 1926, and farm 


of 5 numbers ~ 1-5) Jan- 
numbering; ¥. 7 consists of 





(Continued on neat card) 
2) 


28-16463 


Reclamation and farm engineering 11921-26, (Card 2) 
Published in Kansas City, 1921-22; St. Louis, 1922-24; Chicago, 

1924 26 

Merged into Engineering and + ootracting 

L. C. set incomplete: ¥. 10 (Juiy-Sept. 1926) wanting. 


1. Reclamation of land —U. 2 Drainage—U. 8. 1 National 


8. 
@rainage congress. 1. Missourl River a taka association. mt. 
Nationa! reclamation magazine. 


28-10468 


Library of Congress ‘TCSOLRG 
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of alluvial lands in southern Louisiana . 
2d ed. Chicago, *1909. 
6 p. tle. 2B 


Issued by the Louisiana meadow company, New Orleans 
a articles by G. C. Collingwood, J. A. Kruse, and L. B. Lang- 
thy. 


1. Louisiana. 3 Retamaten of bad. Louisiana meadows com- 
pany, New Orleans. 1 Collingwood, G. C. m. Kruse, Joba A 7 Leng 


Agr 9-1467 


Library, U. S. Dept. of Agriculture SSR242 


Reclamation of swamp and overflowed lands in Cali- 
fornia. 


Us U.8. of agricultare. Report, 1872, p. 179-187. 2 mapa. 23™. 
weshington, 1070) 
1. Reclamation of land. 2. Swamp land. 

Agr 13-1117 


Library, U.S. Dept. of Agriculture 1Ag84 1872 
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Réclamations britanniques dans la zone espagnole du Maroc 
(Accord anglo-espagnol du 29 mai 1923) Rapports... Le 
Haye, 1925. 


210 p. 31™. 
Reapers, = Huber. 
greement of May 20th, 1923": p. 8-9. 


1. Gt om —Claims vs. Spain. 2. @t. Brit —Foreign relations—Mo 
3. Morocco—Fo 1. “Huber, Maz, 


‘oreign it. 
187+ u. Gt. Brit. er. 1910- (George ¥) mL 
Spain. Treaties, etc, 1886- ‘itones’ xin) 
A2T-141 


Title from Carnegie Endow. Int. Peace JXG38.87 1085 


Printed by L. C. 
& 


Réclamations gh les colonies des Antilles, adressées 
au roi et 4 la nation . (Paris, 1789) 


42p. 21=. 


Dedication to the Duke of Orleans signed “Un ami des colonies,” and 
dated oA Paria, oo 8 evrll 1700." - ” 


Subject entries: 1. France—Colonies— West Indies. 2% West Indies, 
. s-a9010 


Library of Congreas, no. 


Reclamos. (n. p., 185-1, 
8p. 199". 


Caption title. 
“Entre estos rye deben entenderse 


Jaicios causados po: indlos 
vienen del otro ado del Rio-Bravo del Norte 
dos- Unidos de América.”"—p. (1; 


1, Mexico—Claims vs. U.S. (1. Claims—Mexico, 2. Indians of North 
Americe—Southwest, New (2. ‘Indians of North America, 3. Mezico— 
Frontier troublee—To 1910. 


(30-28567 
Library of Congress 2; 


Reclams kraftfahrerbuch, 1- 


Leipzig, P. Reclam jun. ,“1931,- 
¥. 154°. (On cover: Reclams universal bibliothek, nr. 7150, 


1. Automobiles, Gasoline—Motors. 1. Wettstidt, Frits, 1801- 


82-10084 
Library of Congress TL210.R4 
Copyrigat A—F reign 13172 
2) 6202 


Jeclams universal-bibliothek. 
Virtschaftslehre 


d4irtechaftslehre. 


Reclams universal-bibliothek 
see also 


Universal-bibliothek. 


CATALOG OF PRINTED CARDS 


Reclus, Armand, 1843- 


Panama et Darien: voyages d’exploration par Armand 
Reclus (1876-1878) Contenant 60 gravures et 4 cartes. 
Paris, Hachette ct cie., 1881. 


2 p. 1, 422 p. imel. front., illus., plates, ports. map. fold maps. 18). 


1 ama—Descr, & trav. 2. Darien--Deser. & trav. 3. Indians of Cen- 
tral ioustian, 


thwll mame: Elie Armand Ebenherer Reclus, 


4-345 Revised 
Library of Congress F1S64.R29 


Copy 2. 2dc2, 





Reclus, Elie «. ¢. Michel Elie, 1827- 


Le et eee ou, Les Non-Non “i 
Oui-Oui; étude "ethnologie comparée.. a 
rinyéris, Kamilarois, Minnal-Yangas, Virclas, Yar- 
ras, etc. etc. Paris, E. Dentu ;1894) 


2p. 1,91, _)p. 19. 


Library of Congres, no. 


Reclus, Elie, 1827-1904. 


. Les primitifs; eR RRR ED ~ Paris, 
Schleicher frares et cie., 1908. 


xiv, @1p.1k 19. 


Reissue of the edition of 1885, with the preface dated “mai, 1885", to 
which « note is added “mars, 1908". 


Conrarts.—! Mepetertens ettestons ot eosttentens —igudeas—Siee 
ticoles des Nilgherris. —|  Khonds 
1. Savages. 1 Title. 
Pell neme: Michel Mile Rectan, 
. 44156 rev. 
Library of Congress GN3S15. R28 
e3Te2, 


Récius, Elie, 1827-1904. ’ 

Primitive folk. Studies in comparative ethnology. By Elie 
Réclus. New York, Scribner & Welford, 1891. 

xiv p. 1 L, 389 p. front. 19°. (Half-title: Contemporary science 
series) 

Translation of the author's Les primitife, 1885 

Contents. The eastern Inoits —The western Inoits —The Apaches. — 
The Nalrs—The mountaineers of the } —The Kolarians of 
Benga!, and human sacrifices amongst the 

1. Savages. 2. Ethnology. 


Library of Congress 
(3r82g1, 


Reclus, Zite Armand Zbenezer 


Reclus, Armand, 1843-1927. 


Reclus, Elisée 7. ¢. Jean Jacques Elisée, 1330- 

. L’Afrique australe: cette description mise 4 jour 
entiérement par Onésime Reclus, comprend vingt-cing 
cartes en noir et trois cartes en couleurs. Paris, Hachette 
et c*, 1901. 

2p. L, 3586p. 11 ine. front, maps 3 fold. maps 234". 

At head of title: Eliste Reclus. Géographie aniverselie. 

“ Bibliographie": p. 333-340. 

1. Africa, Sooth—Deser. & trav. 


i Reclus Onémime. 1887- 


Library of Congress 


507 


Reclus 


Reclus, Elisée i. c. Jean Jacques Elisée. 


La Chine et la diplomatie européenne. Paris, L'Ho- 
manité nouvelle, 1900. 


bp 


Library of Congress 
Copy 2. 





Reclus, Eliaée, 1830-1905. 

. Colombia ; traducida y anocteda con autorizacion del autor 
por F. J. Vergara y Velasco. Ed. oficial. Bogota, Papeleria 
de Samper Matiz, 1893. 

xxxil, 081 p. 2 double maps. 194”. 
cod Sensation tram the euthor's “Henvetie glagpaghte entverestie” of 
“sBilseo Reclus por # J. Vergara y Velasco;”: p. ,xill;-xxxil 


1. Colombia—Descr. & tray. 1 Vergara y Velasco, Francisco Javier. 
(Pell name: Jean Jacques Elisée Recius, 


1-20627 rev. 
Library of Congress 


15— 11974 
Library of Congress GBS. R47 
-— —— Copy 2 ato, 
Reclus, Elisée, 1830-1905. 
The earth and its inhabitants: the uni’ geography, by 
Blisée Reclus, edited by E. G. Ravenstein London, J. 8. 


Reclus, Elisée, 1830-1905. The earth and its inhabitants ... 
1876-04, (Card 2) 


: 


Rectus, Elisée, 1830-1905. 

‘The earth and its inhabitants ... by Elisée Reclus... New 
York, D. Appleton and company, 1882-05. 

19 +. fronts (v. +4, 6-19) Mus, plates, maps (part fold) 28". 


vom 1-4, edited by BG. Ravenstein; v. 5-4, by E.G. Ravenstein and 
A EL Keane; v. 7-19, by A H Keane. 


iS See 


‘stands of the north 


Atlantic, tetands of the Arctic ocean, Russia ir 
(Continued oa nest card) o-ssse 
(40g, 








Elisée, 1830-1905. The earth and its inhabitants ... 
1892-95. (Card 2) 


and east 
po & ve 
feo, Central 

The Andes regions. —;¥. "19; Amasonia 


mt 1883-1912, ed. one ae 
(Full name: Jean Jacques Eliste Reclus 
& 81080 
Librerv of Congress G115.R4 
#01, 


Recius, Eliste, 1830-1905. 
‘The earth and its inhabitants... By Elisée Reclus. New 
York, D. Appleton and company ,18861,-98. 
oe ean ea anes 214". 


aye. Ravegttn and AH. Keane ‘hor's Nouvelle géographie uni- 
aut! 
hommes, Paris, 1876-04. | 


—Africa. 44. —Asia. 4%. 1805-06 —Kurope. 
Se. Bee see Sv. 1805-08-—<dceanicn. Iv. 1896.— 
v. 1807. 
L t Ravenstein, Ernest George, a ed. and tr. 
«t. Keane, Henry, 1883-1912, ed. and tr. «1. Title. 


Pull name: Sean Suapies Sitate Redan 


541055 


Library of Congress G115.R35 
(391, 


Reclus, Blisée i. ¢. Saeee ee, nee. 
Plisée Reclus sur |’unité is shoaraphians 40 
ome opinion satorisée. jihler x" yeti 


cover-title, 4p. fold. map. 21™. 


“Passages ... extraits de la ‘Nouvelle géographie unwersetle.’ 1878." 
1. Hungary. 
20-1016 
Library of Congress D651.H7R4 
12; 


Reclus. EBlisée i. +. Jean Jacques Blisée, 1830-1905. 


L’Empire du Milieu, le climat, le sol, les races, le 
richesse de la Chine ... Paris, Hachette et e*, 1902. 


Spt.co p, 11 from, ittus. 3 fold maps. 2" 
At head of tithe: Blisée et Cnésime Reclus. 
“Bibliographic” : p. 613-663 


1. Rechas, Onésime, 1837-1916, joint author. 


2-199% 
DS709 R2B 


ra23el) 


Library of Congres: 


Reolus, Eliade i. ¢. nceee Ste te 
L'enseignement de la géographie par Elisée ede 
Extrait du n*: $28 du Bulletin de la Société bel 
“astronomie xelles, Société belge d’astronomie 
-9O 
Pp =. 


». Geograpby—Stady & texbing 


Library of Congress 


Reclus, Btiaée, 1830-1905. 

Evolution and revolution, by Elisée Reclus. 6th ed. Lon- 
don, W. Reeves ,180-1, 

“ap =. 


G73. RB 


4. Amarchiem and anarchists. 1 Title 
Pu aome: Jean Jacques Biiste Rerius, 
19-S7088 rev. 
Livrery of Lsagrem BXAg8 R4 
rseee, 


LIBRARY OF CONGRESS 


Reelus, Elisée, 1830-1905. 
Evolution et révolution 
la Révolte, 1891. 


1,a,p 4 
At head of title: Publications de la Révolte. 


6. éd. Paris, Au bureau de 


1. Anarchism and anarchists. 1 ‘nithe. 
1” =ama- Jean Jacques Biisée Recius, 
915921 rev. 
Library of Congress HX833.R26 
1738b2-) 
RBeclus, Blisée i. -. Jean Jacques Elisée, 1830-1905. 
L’évol révolution et l’idéal anarchique. 


lution, la 
4. éd. Paris, P. V. Stock, 1898. 
3p. 1, 26 p. 184. (Bibliothéque sociologique. no. 19) 


1. Anarchism and anarchists. 1. Title. 
2 4062 
Library of Congress HXB33.R3 
alxl, 


Reclus, Elisée i. «. Jean Jacques Blisée, 1830-1905. 
. féld. A féldgémb életjcleuségeinek leirésa. Irta Eli- 
sée Reclus. Az eredeti negyedik kiadas utan forditottak 
Kirdly Pal és Révész Samu. Az eredetivel ésszehasonli- 
totta Hunfalvy Janos ... Budapest, K. M. Természet- 
— tarsulat, 1879-80. 
v. ius, maps Apart double) 2. 
abu kon ‘vkiad6-vi it... mVi~xvit) 
~~ <eY A kontinensek —n. —— A légkor. Az élet. 


2. Geogr: I distribution of animals aw. 
raphy Riss ily, Pal 1853 te Revész, 
mt Hunfalvy, J 20-1888, ed 


ca 18-1289 Unrev'd 


(Added 1.-p.: Termeszéttuao- 


Re geography. 
elas pmo 
Samuel, 1852 joint tr 


{ 5BS3.RSS 


ihrary of Congress 


Recins. Blisée i. -. Jean Jacques Elisée, 1830-1905. 


A torténete. Irta Kiiote Reclus. ,Forditotta 
detone Rarolte, Bndapest. 189 


viii, 209 p.. 1 L incl. ios. pe 19)". (Added t.-p.: Természettudo- 
a ¥ Le | rere zésével, kiadja a 
‘ermészettudoményi tarsulat. Vv 


1. Mouatains. 1. Gedcze, Sarolta, 1862- 


15-8920 
Library of Congress GBSILR4 
Reclun. Blisée, 1830-190" 
Histoire d'un rmssean. unr Rlisée Reclu+ Pari. J. Hetzel 


et c* ,1869, 
2p. sop 1 
et de réeréation) 


(Collection Hetzel, Bibliothéque d’édncation 


1. Biwers. 1 Title. 
34-15608 
Library uf Congress 0B1208.R53 1868 we 


Reclus, Elisée, 1830-1905 


Histoire d’un ruisseau, par Flisée Reclus. 9. 
ria, J. Heal ot ° SB 8821, o & 


‘ Sah me 184. (Collecton Hetzel Biblicthéque d’éducation et 


1. Rivers. 1. Title 


Pull mame: Jean Jacques Bliste Reclus, 
26-21291 


Library of Congress GB1203.RS3 1982 


Reclus, Elisée i. . Jean Jacques Elisée, 1830-1905. 


Histoire d’une montagne, Elisée ; 
J. Hetzel et e* (1882, pion ae Tk 


2p. 1, M6 p. 18. (:Collecti i} ili ‘ i 
Ped otk D. (:Collection Hetzel) Bibliothéque d’éducation et de 


1. Mountains. 


Library of Congress GBS11.R25 — 


12) 


Reclus, Elisée, 1830-1905. 


Histoire d'une mon 
Paris, J. Hetzel et c* 1 


2p. 1, 360. 184%. (Collection Hetzel) 
de récréation) 


pe, par Elisée Reclus. 2. éd. 
1 


Bibliotheque d'éducation et 


4 Mountains 
Full name: Jean Jacques Elisée necius, 


26-2128 


Library of Congress CBSILR2S 1883 


Reclus, Elisée, 1830-1905. 

The history of a mountain: by Elisée Reclus. Translated 
from the French by Bertha Ness and John Lillie. Illustrated 
by L. Bennett. New York, Harper & brothers, 1881. 

195 p. pirtes. 19°. 

Added tp, illustrated. 


1. Mountains. 1 Ness, Bertha, tr. m. Lilie, John, tr. 
\Pull name: Jean Jacques Elisée Recius, 
6-8751 Revised 
GBS511 R3 


Library of Congress 
Reelus, Elisée, 1830-1905. 
- "homme et la terre... Paris, Librairie universelle ,1905- 


6 +. front. (port.) iMus, plates, maps, facsims. 289". 
Postface, v. 6 (p. :548;-546) signed: Paul Reclus. 


Nouveau monde et |'Océanie. L'état moderne. La culture et 
la propriété. L'industrie et le commerce. La religion et la science. 
2. Civilization—Hist. 8. Ethnology. 4 His 


(Rectus, Elisée, 1! 30-1905. 
The lacts‘rian cities of Switzerland: ducovery of « lot 
i of ancient ana mudern 


population. habitations 
times, bv M. Frederic Trovon : Lausanne, 1860. 


Cr 
from Revue des deux mond-s: Paris, February, 1862." 


1. Lake-dweilers and inke-dwellings— Switzerland. S$ ayn, nee 
rie, 18157-1886? Habitations Iacustres des temps anciens et 


(Full name: Jenn Jacques Flinée Keclus 
8 15-116 Revised 
(Q1L.see 1801) 
r3ueg, 


“withsonian inst. Library 
for Library of Congress 


(908) 








Reclus, Elisée, 1830-1905. 

..» Londres illustré, par Elisée Recius ... 
et c*, 1865. 

2 pL, vill, 216 p. Milos, fold. map, fold. plam. 18". (Collection 
des guides Joanne) 


Paris, L. Hachette 


1. Londom—Descr —Guide-books. 1 Title. 
(Pell nome: Jean Jacques iste Recius, 


Library of Congress 


Reclus, Elisée, 1830-1905. 


At head of title: Ediciones tlustradas de gran divulgacién histérica, 
clentifica y Eliseo Reclus. 

“Prélogo” signed: Pedro Kropotkin. 

Translation of Histotre d'une montagne and Histoire ¢'un ruisseau. 


1. Mountains. 2 Rivers. 1 Recius, Plisée, 1880-1905. Histoire d'un 
ruisseau. mm. Title. om Title: El arroyo. 


(Pell seme: Jean Jacques Biste Recius; 
83-8TEDs 
Library of Congress GBS11.R43 


2 51.48 


Reclus. Elinée, 1840-1905. o 

A csw igdal money. Y jinée Reclus, edited by A. H. 
Keane ... New York, D. Appleton and company, 1886. 

2¥. <a ae. 

Cowrents.—1. The earth —t. The otean, atmosphere and ure. 


Physical geography. 2 distribution of animals and 
et, 3. Anthropo-geography. t Keane, Augustus Henry, 1 
19:2, ed. 

Pull nome: Jean Jacyoes Piste Ror'ins, 
12—12084 
Library of Congress GBS3.R5 
38h) 


Reclus. Flisée i. ¢. Joan Jacques Elisée. 
. . . Nice, Cannes, Antibes, Monaco, Mentor, San 

Remo. Par Elisée Keclus... Paris, Hachette et c*, 

1872 

‘i xxvi re 128 r~ illde, maps 14. (Collection Joanne, 
Advertising matter, 128 pp " 


Library of Congress, no. 


Reclun, Elisée, 1830-1905. 
Nouvelle ,cographie univervelle ; la terre et les hommes, par 
Flisée Reclus ... Paris, Hachette et c*, 1876-04. 
19 ¥. frou ipert.. ¥. 19) tas, plates, ape (part told.) am. 
Bibliographical foot-notes 
Europe wtvidionsto ti. La France. —t. L 


tootsie Eve Les ttate-Unix —xvu. Indes occidentales. 
rique dn Hod: ler Amérique du Sed: [Amazonle 
ot La Plate 
G115. 828 
(Continued on next card) 
2104S 
eran, 
Reclus, Elisée, 183-1905. Nouvelle géographie universelle 
1876-04. (Card 2) on 
—— ——- Taldeaux de tous les Etats compares; 


années 1890 & 1893. Paris. 
pl, wp Bye. 


inchette et *, 1894. 


1. Geography. 
Pull mame. Jean Jacques Pitate itis, 
2-104 
Library vf Congres ono RD 
(STr2ntl., 


CATALOG OF PRINTED CARDS 


Reclus, Elisée, 1830-1905. 

, and li Being the second 
Pry he ny ey BP By 
Reclus ... Illustrated with two hundred and fifty 
figures, and twenty-seven maps printed in colors. New 
Harper & 1873. 


re i 


1p. |, (7-34 p. Mus. (map, diagrs.) 27 maps. 24°. 





1. Ocean. 2. 3 “a distriba- 
tion cf animals and plents. 5. Anthropo-geography. 
Pull name: Jean Jacques Bliste Recius, 
6 2888 
Library of Congress GC21. R20 
B8r20f1, 


Reclus, Blisée i. c. Jeau Jacques Elisée, 1830-1905. 


A petal let élete. Irta Elisee Reclus. Budapest ;Franklin- 
tarsulat, 


ie aida i ~~ 1S pl. 229. (Added t-p.: Természettu- 
ath’ kényvkiadé-vallalat A 5 . ¢ = 


Illustrated t -p. 
Translated by E. Hentaller. 


1. Rivers. 1. Serak, Elma (Hentaller) “Serak Karolyné,” d. 1906. 


ca 18-1600 Unrev'd 


Library of Congress GB1203.RS 


Reclus, Elisée i. .. Jean Jacques Elisée, 1830- 


La Phénicie et les Phéniciens, par Blisée Reclus ... 
Neuchatel, Impr. P. Attinger, 1 1900. 


16 p. fold. map. 23°. 
Extrait du “Bulletin de la Société Neuchiteloise de géographie,” tome 
x 


1. Phoenicia 
S-12902¢ 
Library of Congress DS81.R29 
Reelus, Elieée, 1830-1995. 
hénoma L i 4.464. Paris, 





Hachette ot o, 1889. 
vt 228 p. Ulo« (incl mane) 1 


of the author's work: dee 
days yp FA a . La terre, description poe 


1. Physical geography. 1. Title. 
+Pudl nome: Jean Jacques Miiste Recluse; 
21-9022 


Library of Congress GBSi Rs 1982 


_ Elisée i. ¢. Jean Jacques Elisée, 1830- 


jaren van den grooten Noord-Amerikaanschen 
tamper Uit het Fransch van Elisée Reclus. Leeu- 
G. T. N. Suringar, 1865. 


tp.l,Wp 2 


1. U. 8 —Him. —Civil war—Campaigns & battles. 


Library of Congress £A70. R29 


Recins, Elisée i. c. Jean Jacques Klisée, 1830- 

.. Les villes d’hiver de la Méditerranée et les Alpes 
maritimes, par Elisée Reclus. Itinéraire descriptif et 
historique contenant 4 cartes et 1 plan vt illustré de 38 
vignettes desuinees d’apres nature par Hubert-Clerget. 
Hyéres, Cannes, Nice, Monaco, Menton, Sanremo. Paris, 
L. Hachette et c*, 1864. 


2p. L, vill, SOL p, 1 L inet Mem, plates. 4 maps (3 fold) plan 18j™ 
Collection des gusdes—)oanne) 


1. Riviers—Descr. & trav.—Guide books 2 Winter resorte~ Medi- 
terranean Sea. 


Library of Congress ‘Dosa. 3.R29 


Reclus 


Reclus, Blisée i.¢. Jean Jacques Elisée, 1830-1905. 
Les voleans de la terre, par Elisée Reclus ... ,#ru- 

xelles, Société belge d’astronomie, 1906-10. 

cover-title, 5-515 p. sus, maps (part fold.) diagr. 254™ 

At head of title: Société belge d'astronomie, de méttorologie et de physt- 


“h in three fascicules as supplement to the Bulletin of the society. 
lo more 
Contains 


1. Volcanoes. 
physique du globe. 


Library, U. S. Geological 
— —— Copy2 


1. Société beige dastronomie, de météorologie et de 


= EH G815-31 


Reclus, Blisée i. c. Jean Jacques Blisée, 1830-1905. 
Voyage a la Sierra-Nevada de Sainte-Marthe ; paysages 
08 ae See ee foe eke 2 6h. come. 

— 21 gravures et une carte. 


2 p. |, vi, 337 p. 1 1. imel illus, 16 pl. fold. map. 18)”. 


Hachette et c*. 


3 Sisson Nevada de Sente Marta, 1 tite i 
Library of Congress F2281.M2R2 . 
--— Copy 2. 1202) 
Reclus, Jean Jacques Blisée 
see 
Reclus, Blisée, 1830-1906. 
257ee 
‘Library of Congress 


Reclus, Maurice, 1883— 


ene aoe 
rice Reclus. :Paris, Hachette ,1980, 


241. ;p. 11 1. (L’anctenne France) 


1. France—Hist.—Third republic, 1870 


81-1100 
Library of Congress DRS. RS 
Copyright A-—-Foretgn o108 
a on 


Maarice, 1883- 
. Emile de Girardin, le créateur de ls prease moderne, par 
Maurice Reclus. Paria, Hachette ,1934, 


5, 2, p front (port) @ . (Figures éu passé) 
“Note bibliographique” : p. 285-287, 


1 Girardin, Bmite de, 1806-1881. 2 Prese—Paris. 


1 
Library of Congress PNS188.06R4 
—— ——~ Copy 2 
Copyright A— Foreign bot 
er, —_ 


Reclus. Maurice, 1883- 
. Jules Favre, 1909-1880; essai de 
que et morale d’a des “Ours 
renfermant un portrait de Jules Favre et deux 
de lettres 9% 6d. Paris, Hachette et c*, 1918. 
ix, S72 9.21 front. (sort) 2 acum 2". 
“Notice bibbographsque sommaire” : p. 155'+S60 


1. *Favre, Jules, 1809-1880. 2 France—Pol & govt. 


Library ot Congress DCHOSFIRA 1913 








Reelus, Maurice, 165.- 


Mopdeur Thiers. Paris, Plon ,1029, 
Spl, 341 p. 11. Iw. (Metf-tile. Le roman des grandes exis 
tences 24) 


\. * Thiers, Adclphe, 1797-1877 
Library of Congress DC 5 THR2 
Copyright A Foreign 


ed] 


Reclus, Maurice, i833- 

. Le seize mai, par Maurice Reclus 

1932, 
2p. b, 7-128, 3) p. 187%. (Récits dantrefois) 
On the constitutioual erisis of 1877. 


‘Paris, Hachette 


1. Fre ace — Constitutional his 
tory. 3. Mochtaben, Starie & Bane | Patrice wsenrice de, duc de Magenta, 
1908-1808, . Tithe 

83-10431 
Library of Congress DCME.RE 
Copyright A—Foreign i714 
2) 044.08 
Reclus, Michel Elie 
eee 
Reclus, Elie, 1827-1904. 
Pony 

Library of Congress 
Reclus, Onésime, 1837-1916. 

... L’Allemagne en morceaux; paix draconienne ... 
Paris, Attinger fréres ,1915, 


6ip.ik 17%. 


questions—Germany. 2 Euro- 
ook Ses 
26-1204 
Library of Congress D651.G3R37 
2 
Reclus, Onésime, 1837-1916. 

... L’Atlantide, ear de |’Atlas: , Maroc, Tuni- 
sie. Préface de Paul Pelet. Paris, pie ok du 
livre, ‘1918. 

xxip.21,3-20p,11 19° = fr. 350 

1. Africa, North. 2. France—Colonies—Africa, North. 1. Title. 

19-10077 

Library of Congress DTI9O.R4 
Copyright A—Foreign 10022 

ra) 


Reclus, Onésime, 1837-1916. 


Atlas de la plus grande France. + Seeee jue écono- 
—— a ae départmental, colon pm 
+ <a ment naturel de Alle pit 
graphie. Paris, Attinger fréres (1913, 

2p.1,.1@p 10 col oops 25°. 


etn Gop © See mptetn, we 
transportation, wealth, 


par = 
ee ot ” 
Contains two spe of Ports. 
69 
Library of Congress Div of maps _ — 
(122c2) 


LIBRARY OF CONGRESS 


Reclus, Onésime, 1837- 
-- Atlas pittoresque de la France; recueil de vues géo- 
graphiq le tous les départements, 


pagnées de notices géographiques at, de * Auneet 
licatives. Par Onésime Reclus ... Attinger 





gs10-13, 
fr 

ie also i in, parts (te (tet | fase, 1999) 

At head of tit « lex auspices de la “Société de géographie” 
de Paris. 

Conrants-t. 1. Ain- Eure-er. t. 2. Finistére - Nord —-t. 3. Oise- 
Yonne. 

1, France-Deser & Gazetteers 1. Société de géographie, Paris. 
u. Title 


1S 6544 


Library of Congress DCI4.R35 
Reclus, Onésime, 1837-1916. 
Atlas pittoresque de la France; recueil de vues géogra- 
ues et pittoresques de tous les di 
me géographiques et de explicatives ; par r Oné- 
sime Reclus. 2. éd, complétement refondue et mise & jour . 
Paris et Liége, “c. Béranger ,193-1, 
47. im 2. Mus. (incl. maps) 329°. 
At bead of title : Publié sous les auspices de Ia “Société de gtographie” 
de Paris. 





Contents. —t. 1. Ain-Core 4'Or.—t. 2. COtes-du-Nord-Loire-inférieure — 
t. 3. Lotret-Bas-Rhin —t. 4. Haot-Rhin-Yonne. 

1. France—Descr. & trav. —Gasetteers. 
Paris. uo. Title. 


1 Société de géographie, 


Library of Congress DC14. R35 1980 wee 


Reclus, Onésime, 1837-1916. 
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Conrants. lee britanniques.—Queiques aspects de 
la politique britannique —Que sont les socialistes britanniques !—Le cho- 
mage, ses causes et ses maux—Viellle et 
bommes et les 
Shaw —L'amour et les tribunauz.—Le 








probléme de I'Inde—A travers la 
| oe ~ geahaaame capitaie—L'Angleterre et les sports de eeu—La traghdle de I Ange 
1. Archacclogy—Period. 1. Baum, Henry Mason, 16- ed. tt 
Wright, Frederick Bennett, ed. ut Wright, George Frederick, 1838- 1. Great Britain. 2. Gt. Brit.—Econ. condit —1918- 8. Gt. Brit — 
1921, ed. iv. Records of tiie past soctety, D.C. t. Title. 
32-1810 
16—T367 Library of Congress DAS6O.RA 
Library of Congress ccLm Copyright A—Foreign 14415 
40k1), 2 e142 


Raeate of Go oe being English translations of the ancient 
monuments of Egypt and western Asis. New series. Ed. 
by A. H. Sayce London, 8. Bagster and sons, limited 
(1889-93, 
6v. mi. 
Tatle of contents in + 
Vol. 6 has imprint : London, 8. Bagster and sons, limited; New York, 
J. Pott and co. 
1, History, —-Rourea 2. —Hist.—Sources, 8 Asie — 
Hist —Sources. 1 Bayce, Archibald , 145-1988, od. 
o 1868 
Library of Congress DO2ZRS1 a. ser. 
nl, 
518 


Recouly, Raymond, 1876— 


.. L'aurore de Napoléon; Bonaparte & Toulon. Paris, Les 
Editions de France, °1929. 


2p Liv, 26p,11 map. 19°. 
Rupoing title: Bonaparte & Toulon. 
“Bibliographic”: p. (tly 234. 


Feeds 2 Napoléon 1, emperor of the French. 1768- 
: 2 10008 


XUM 








a 


Praate 





Recouly, Raymond, 1376- 


.. La barriére du Rhin; droits et devoirs de la France 
pour assurer sa sécurité. (Paris; Hachette 1923, 
Sp. 2 19. 


1. France—Bound. 2. France—Defenses. 3. Rhine River and Valley. 


Library of Congress DCSO.R4 
Copyright A—Foreign 23284 
2 


Recouly, Raymond, 1376— 
. La barriére du Rhin et les droits de la France, par Ray- 
mond Recouly. Paris, Les Editions de France, *1940. 
aon 1, 110p, 21. 19° 
t head of title: Pour empécher une 
The tied chapter ("Les jecons de Thistoire” ax 6t,-110 120) is from the 
author's La barriére du Rhin ; drotts et devotrs pour assurer 
ea sécurité (Paris, 1923) 


1. France—Bound. 2. France-—Defenses. 8. Rhine river and valley. 


1. Tithe. 
0 23204 
Library of Congress DCS. RB 
Copyright A-—Foreign 40061 
2 OM 


(Recouly, Raymond, 
. La bataille dans la forét (Argonne, 1915) ; impres- 
sions d’un témoin. (Paris; Hachette et c*, 1916. 


‘ ws 1, 117 p, 1 L 19. (Om cover: Mémoires et récits de guerre) 
r. 


Author's pseud., Jean Léry, at head of title 


1. Argonne forest, Battle of the, 1915. 2 European war, 1914- —Per- 
es, French. 1. Title. 


sonal 
16-15128 Revised 
Library of Congress DS45.A6R4 
Copyright A—Foreign 139779 


Recouly, Raymond, 1876— 
La bataille de Foch ... Paris, Hachette ,°1920, 
2p. 1, Iv, 188 p. illus. (maps) 18°. (Bibliothéque de ta guerre) 
fr. 5 


Foch, Ferdinand. = 2. Buropean war, 1914-1915—Cam- 
rie 


—France 1 
mais 20—15733 
Library of Congress D530. R4 
Copyright A-——Foreign i717 
a2sel 


Recouly, Raymond, 1876— 
Le chameur de nuées; ou, La vie de Cervantes. Paris, 
Les Editions de France, ‘1938. 


2p, tx, 7p. 2) 1. 


1 Cervantes Saavedra, Miguel ée, 1547-1616. 1 Tithe 


mie 
Library of Congres PQessT.R4 
Copyright A—Foreign «vent 
2, waar 
Recouly, Raymond, 1876- 
... De Bismarck & Poincaré; soizante ans de re 
Oe Paris, Les te 


2 p L, vill, 668 p. 1 L BOY”. (Lae trotettme république de 1870 6 
nes jours. (7. 4) 


“Bibliegraphie”: p 615,888 


Frasce— For rei —1sT 18T1- a 
PRR — fat. - — =, . Tite 
2 Jane) 
Library of Congress DC8eO.R4 
Capyright A—Porsign 17816 
B3e2, oe ON 


CATALOG OF PRINTED CARDS 


Reoouly, Raymond. 


En Angleterre; la vie et les mcurs, les nuits de 
Londres, ia société, la litique, le mécanisme lemen- 
tare, Io soyeetd, ine boodn Ce 


questions extérieu 
ae I"Inde et |'Triande, l’armée. Paris, E. Fasquelle, 


2p.1,48p 19=. fr. 390 


1. Great Britain. 


Library of Congress 
25, 1910; 5 3 
Ojn2 910 * Mar. 11, 190; A—Foreign 1019; Eugene Fas- 


Recouly, Raymond, 1876- 
Foch, his character and leadership, by Ra: Re- 
ecouly (Captain X) London, T. F. nwin, 1920. 


vii, 267 p. front. plates, ports., maps (part fold.) 22. 


deere edition lary Cadwalader Jones. 
ition (C. Seribner’s sons) has title: Foch, the winner of the 
Printed in U. S.A.” 


1. Foch, Ferdinand, 1851- 2. European , 1914-1918—Campaigns— 
i 1. Jones, Mary Cadwalader, tr. _ 


Library of Congress DCM28F6R4 1920 
3 


Recouly, Raymond, 1876— 


... Foch, le vainqueur de la guerre. Paris, Hachette ot c* 
(°1919, 


4p. 1, @-200 p. Mos (maps) 19°. (Bibdliothéque de la guerre) 
fr 350 


1. Foch, Ferdinand, 1851- 2 Buropean war, 191¢-1918—Cam 
France. 


paigne— Poa 
Library of Congress DCH428.F6R3 
Copyright A—Foreign 16282 
n2Be1, 


Recouly, Raymond, 1876— 

Foch; my conversations with the marshal, by Reymond 
Recouly ; translated by Joyce Davis, x. 4. New York, D. Ap- 
pleton and company, 1929. 

xill, 319, (J) p front. (port.) facsim. 214". 


“This volume contains some of the absorbing conversations I had 
with the marshal during the ten years from 1919 to the end of 1928." — 
Pref. 


1. Foch, Ferdinand, 1851-1929. war, 1914-1918. 
1 Foch, Ferdinand, 1861-1988. Rt. tr. — 
Library of Congress DCM2 8 FER 
= Gagy 8. 
Copyright A 12641 BOL 


Recouly, Raymond, 1876- 

Foch, the winner of the war, by Raymond Recouly (Captain 
X) tr. by Mary Cadwalader Jones. New York, C. Scrib- 
ner’s sons, 1920. 


vil, 257 p. front. plates, ports, maps (part fold.) Zi”. 


1. Foch, Ferdinand, 1851-1929. 2 Buropeam war, 1914-1918—Cam- 
peigne—France. 1. Jones, Mary Caldwaiader, tr. 


2 
Library of Congress DCA FreRe 
—— ——~ Copy 2 
Copyright 4 SSUTTS 0 S3k3, 


Recouly, Raymond, 1876- 
Francois-Joreph ; le crépuscule d'un empire. Paris, Les 
Editions de France, *1936. 
2p. MOp.1L 1. 


Recouly, Raymond, 1876- 

General Joffre and his battles, by Reymond Recouly (Cap- 
tain X) with portrait and maps. New York, C. Scribner's 
sons, 1916. 

vip. 31, 3-279 p. front. (port.) fold. mapa 19". 


3, Safle, Jeanphe Jesqnen Clatve, 1058-1068. 2. Buropean war, 1914- 
1918—Campeigne—France.. 1 


16-2135 
Laprary of Congress D644. R3. 
— —— Copy 2 
Copyright A 4anTe (STol- 
Recouly, Raymond, 1876- 
peuple; vingt-cing de ragne, 1910- 
seis. “‘Posks, Las hanstes ae heete ands ‘~ 


Spl, B28 p,. 8. 16)". 
“Bibliographic” : ist leaf at end. 


3, Cosme +. ting of Gruss Setiate, 2005- 2 Gt Brit—Pol & 
port 


38-16010 
Litrary of Congress DASTE.RA 
Copyright A—Foreign 28782 
2 2.088 


Recouly, Raymond, 1876- 


. Les heures t d’avant-guerre. Paris, La 
Renaiesance du li atdet, 


Mio.it 6m 
‘TF mille” 


1. European war, 1914-1918 =. Title. 
Library of Congress DS11 RB 
(2 


Recouly, Raymond, 1876- 
_.. Histoire de la grande guerre, 1914-1918. Paris. Les Bai- 
tions de France, °1934. 
2p, v1 381 pil Mus (maps) By”. 
“Bibllographie” . p .878,-874. 


1. Buropean war, 1914-1918. 
Library of Congress 
Copyright A—Foreign 


"Et 


Recouly, Raymond, 1876— 
. LiTealie fasciste. © de De B él 
en hors-texte. Grenoble, B. Arthaud, éditeur , "1984, 
118 2) p plates. ports. 197° (On cower: Collection Are em cist) 


Corer illustrated in colors. 
pad py yh 





1. Itnly—Desertprion and travel. 2 Partito nesionale faeactsta 
& Title 
AC 36-3088 
Libr. Printed by L. C. 
2 


‘Title from N. ¥. Pub. 


Recouly, Raymond, 1876- 
. Itinéraires rg Paris, Office du gouvernement 
général de |’ Algérie, 1 
75, ch p pony egg 21=. 
“Quelques livres sur l'Algérie”: p. 75-76 


L. Algeria—Deser. & trav. t. France, Office de Algérie. a. Tithe 


24015 


Library of Congress DTwO.R4 


ry) 








Recouly 


Recouly, Raymond, 1876— 
.. Joffre. Paris, Editions des portiques “1931, 
2p.1, (7320p flue. (double facsim.) 19°. 


1. Joffre, Joseph Jacques Césaire, 1852-1981. 2. European war, 1914- 
1018—Campaigne—France. 


31-25074 
Library of Congress 


DC3H42.8.J6R4 
Copyright A—Foreign 12452 
12, 


Recouly, Raymond, 1876- 

Joffre, by Raymond Recouly. New Y London, D. A 
dntdantentte te tae: " 
3p.L, 989, \1,p. front. (port.) 214°. 


1. Joffre, Joseph Jacques Césaire, 1852-1981. 

31—20465 
Library of Congress DCH2SIORA 19818 
—— —— Copy 2. 


Copyright A 43157 :39f1, 


Recouly, Raymond, 1876- 
Louis-Philippe, roi des Francais; le chemin vers le 
tréne. Paris, Les Bditions de France, 1930. 
2p. 1, tv, 4984p, 11. 2 maps, double facsim. 20)”. 
“Bibliographies” : p. 417,481. 


1. Louis Philippe, king of the French, 1773-1800. 


30-2380 
Library of Congress DCI RA 
Copyright A—Foreign a6 
cy 9B 144 


Recouly, Raymond, 1876- 

Le mémorial de Foch; mes entretiens avec le maréchal, par 
Raymond Recouly. Paris, Les Editions de France, #1929. 
2p. 1, vil, 343, (1) D. eaten 20". 


ae curves Loonies & de queiques-unes des 
Teus a ~ A gL Py. hy hs oy — Ey 
O10 jusqu'h lo fu de 1908 Pret 





1, Foch, Ferdinand, 1851-1929. 2. European war, 1914-1918. Foch, 
Ferdinand, 1851-1929. u. Title. 
29—1T880 
Library of Congress DCM28.F6R43 
—_ Copy 2. 
Copyright A—Foreign 2778 
(S8el, 


——— Raymond, 1876— 
.. M, Jonnart en Gréce et l’allicati 
Plon-Nourrit et e*, 1918. 
Spl, 212p,21 19°. 
On cover: 4. édition. 


de C ti 





1. European war, 1914- —Greece. 2. Greece, Modern—Pol. & 
3. Jonnart, Charles,’ 1857- 4 Consiantine 1, Ling of the Hiclenes, 1asb- 


18-21119 


Library of Congress D616. R4 


Recouly, Raymond, 1876- 

... M, Jonnart en Gréce et l’abdication de Constantin. 
Paris, Plon-Nourrit et ¢*, 1918. 

Spl, 212p,21 19°. 

On cover : 6. édition. 


1, European war, 1914- 


—Greece. 2. Greece, Modern—Pol. & 
2, Jomnast, Charles, 1857- 


4. Constantine 1, king of the Hi 


Library of Congress D6I6.R4 19186 
2 


LIBRARY OF CONGRESS 


Spl.1%3p.2. 1. 
At bead of title: Les dessous de |bistoire. 


1. wurvpean war, 1914-1918—Peace. 2. Briand, Aristide; 1862-1982. 
3. *Lancken-Wakenits, Soe, Seenees von Ses, 1867- L Title. 
11. Title: Les dessous de l'histoire. 


83 18400 
Library of Congress De13.R4 
Copyright A—Foreign 21004 
2 940.31227 
Recoaly, Raymond, 1876- 
.. Ombre et soleil d’Espagne. Paris, Hachette ,1934, 


247, 1); 189". 


1. Spain—Deser. & trav. 2. Snain—Pol. & govt. —1981- 1 Title. 
35-696 
Library of Congress DP42.R4 
Copyright A-—Foreign 20215 
a 914.6 


Recouly, Raymond, 1876- : 
... Odi en est Allemagne! Comment la faire payer. ,Paris, 
Hachette “1922, 


224 p. 199". (Les problémes de l'Europe) fr. 700 


coodtt 0 S. soaes war, Sess tnee epareiens. 1 Title. 
2215834 
Library of Congress D659.G3R4 
Copyright A—Foreign 19886, 
yadzc2, 


, Raymond, 1876- 
.. O® va VAllemagnet Paris, Les Editions de France, 
#1932. 
pe ee 1-. 
a, tang Go Busty Se prune stameune—to saqeaett 
@e Fallemagee 12 eat vers lest.— souvenirs de la monarchie.— 
VAllemagne—La vie et les maurs.—Queiques 
ja — yO BR ey AE. 


1. Germany—Ecov. condit.—1918- 2. Germany—Pol. & govt.— 


1918- 3. Germany—Soc, life & cust. 1. Title. ensuite 
Library of Congress DD251.R4 
Copyrigh. A—Foreian 15988 
ra 91493 
Recouly, Ra 1876- 
Pistes, fleuves et jungles ... Paris, Les Editions de 
France, #1932. 


Spl, M1, 8Tip,2i 18. 
At bead of title: A travers I'Indochine et les pays volsins. 


c --y & trav. 2 Indo-China, French—Descr, 
oun rae nti A travers I'Indochine et les pays voisins. 
38-4474 
Library of Congress DS508. R4 
Copyright A—Foreign 19122 
2 9159 


Recouly, Raymond, 1876 
. La Pologne de Pilsudski. Paris, Les Editions de France 
(1985, 
2p.1, Ml, 34 p 19°. 
At head of title: Un homme et un pays. 


Piteudaki, Jésef, 1867-1985. &, Setane oe. & govt 
3, Keropenn war, 1914 1018-Poland. 


96-1022 
Library of Congress DK440.5.PCR4 
Copyright A—Foreign 29781 
» O48 8 
520 


Recouly, Raymond, 1876- 


Le rintemps rouge ; épisode de guerre et de révolu- 
tion en Russie... Paris, Les Bditions de France (1: 925, 


2p. 1, 22p,1ls 19. 


1. Russia—Hist —Revolution, 1917- 1. Title. 


Library of Congress DK265.R373 — 
Copyright A—Foreign 26706 
[) 
Recouly, Raymond, 1876- 
.. Le quatre septembre, par Raymond Recouly. Paris, Ha- 
chette ,1930, 
121, % p. 184. (Récits d’autrefois) 
1. France—Hist.—Third republic, 1870- 1. Title, 
81-12481 
Library of Congress DC335.R38 
Copyright A —Foreign 11007 
12) 944.05 


Recouly, Raymond, 1876- 


. La Ruhr; ce qu'elle représentait pour l’Allemagne, 
ce ‘qu ‘elle représente pour la France, pourquoi nous 
avons pris ce gage. Paris, E. Flammarion (1923; 


250 p. 18). (Les questions actuelles) 


1, Ruhr River and Valley. 2. European war, 1914-1918—Reparations. 


P 23-12017 
Library of Congress D650.R8R4 
Copyright A—Foreign 22722 
2 


Recouly, Raymond, 1876— 

.. The third republic, by Raymond Recouly; translated 
from the French by E. F. Buckley. London, W. Heinemann, 
itd. ,1928, 

vi, 383, (1; p. 23". (The national history of France. (6) 

Bibliography at end of most of the chapters. 


1. France—Hist.—Third republic, 1870- & Buckley, Bisie Fin- 
nimore, 1882- tr. um. Title. 
28 23849 
Library of Congress DC335.R42 
(37r37m3, 


Recouly, Raymond, 1876- 

The third republic, 
from the French by E. F. 
nam's sons, 1928. 


1p lL, v-vi, 883, 1) p23". 


Recouly; transiated 
. New York, G. P. Put- 


(The national history of France) 
Printed in Great Britain. 
Bibliography at end of each chapter except the last. 


1, France—Hist.—Third republic, 1870- Bockley, Eiste Finni- 
more, 1862- tr. 1. Title. . 
‘37-10886 

Library of Congress DC35.R42 10880 


Recouly, Raymond, 1876- 

Hachette ,1927, 
2p. 1, 387 p. 219". (L’bistoire de France racontée & tous) 
“Bibliographie” at end of most of the chapters 


1. France—Hist.—Third republic, 1870- 


2721685 
Library of Congress DCS3B5.R4 
— —— Copy 2. 
Copyright A—Foreign ‘38225 
8741, 
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, ¥. ST, no. 1-5 The recreation outdoor library 





view of national and international action and inion. 
v. 1 (no. 1- 11/12) ; June 16-Nov. 10, 1933. London The 
Economic and d , 1983, 


iv. filus, 829%. biweekly, 
No more published. 





1, Monetary and economic conference, London, 1988. 
conditions 1918 2. Economie 
po ong 18 1. Economic and disarmament information com- 
85-10882 
Library of Congress HCST.AISR4 
% 330.904 


The recovery of America demonstrated to be practica- 
ble by Great-Britain, upon principles and deductions that 
are clear, precise, and convinein Containing, amongst 
other matters, a copy of the cub tines of a plan for rein- 
stating the British Empire, addressed to the Earl of 
Shelburne, when His Lordship was one of His Maj 
principal secretaries of state, and delivered to Mr. Ne- 

an, one of tne under secretaries, in the month of May 

ast. As also a copy of an address ‘to several of the Cabi- 
(Continued on next card) 


2 


24-28470 


The recovery of America demonstrated to be practica- 
ble by Great-Britain . (Card 2) 
net ministers, on the 28th of Ne gna last, offering to 
demonstrate the pract ng —" 
and to shew the immensity of our fh resources. 
the author, a man of no party, who will speedily p “iblieh 
an essay on national resources. London, Printed for G. 
Wilkie, 1782. 

2p.1. 7-26 2" 
_ 1. U. S—Pol. & govt—Revolution. 2. Gt. Brit—Colonies—North Amer- 
wa 





2425470 
Library of Congress E211.R32 


ra 


The recovery problem in the United States. Washington, 

D. C., The Brookings institution, 1936. 

xiv, 709 p. diagra. 21°. as: = Institute of economics of 
the Brookings institution. Publ! 

Harold G Moulton planned and co-ordinated the analysic as a whole 
and the oy a ~~ carried out by collaboration numerous ape- 
clalists. cf. 


—Econ. condit.—1918- 2 U. 8—Economiec policy 
1 stoulion, “Harold Glenn, 1883- 


m2 
Library of Congress HC106.3.R44 


—— Copy 2. 139K*10, 330.978 

Recreation. vy. 1-35, v. 36, no. 1; Oct. 1894-July 1912. New 
York ,G. O. Shields, ete., 1895-1912. 
24-98". 


numbering irregular, 
onus title reads: Recreation, 2 monthly devoted to everything the 


Edward Cave —1907, Paul Thompson.—1908- Cave. 

Official organ of the American canoe association from Nov. 1897 to 
Sept. 1808, and of the League of American sportsmen from March 1898 
to Feb. 1908. 


Absorbed the Illustrated outdoor ey in Feb. 

Merged into the Illustrated outdoor world, w! ued as the 
Ittustrated outdoor world and recreation, Aug. ots Apr. 1918, later as 
the Outdeor world and recreation. 

Period. 1 


Beard, Daniel Carter, 1850- 
son, Paul, ed. v. American 


y lel, 
Library of Congress GvinRs 13 -12982 
Recreation. v. 1- Apr. 1907- 
New York, 1907- 


¥. thus, 22)228)°. monthiy. 
“Published by and In the interests of the National recreation associa. 
ton, f ly named Pia: and recreation association of America.” 
Mitle varies : "age. 1907-May 1929. The 
my _—— 1980, aa and recreation. 
Pubitened 4 Ape 1807 Ju Cooperstown, N 
in July 1016; 
Aue ~ ¢ ee ms or wich, Conn., Nov. 1923-Jan. 1924; New York, 
Play; Period. —Pertod. 
1 FB pa recreation Toceaties _~ dhiaonemanacen 
114785 
Library-ef Congress OV42L RS 


0x2, 796.05, 


R ti v. -56, 
-Nov. 1917. New York,18 -1917. 


¥. Sus, double plates. 31-80". monthly. see 
a= Fo ng 1912 to Feb. 1917 called “New series.” 
Feb, 1912, The Outers' recreation outdoor library. 


1912-May 
Oe Wee Say 1914-Nov. 1917, award Cave. 
(Continued on next card) 


15—20867 
4291, 


Recreation. 18  -1917. (Card 2) Recreation survey, Cleveland 
In Aug. 1912 absorbed Recreation (published in New York from Oct. 
1894 to July 1912, by G. O. Shields, ete.) ase 


Cleveland foundation, 


6 L 
Long, Percy ed. u. Whitney, Caspar, 1962-1929, ed. mi. Cave, Ed- 
ward, ed. on’ fee Auteur apereman. ¥. The Iustrated outdoor 
world and recreation. vi, Outdoor world & recreation. 

15-— 20867 

Library of Congress SKLRS 

A2j, 


Recreation & outdoor world Recreational inquiry committee of 


California 
see 


California. Recreational inquiry com 
Bittoes 


Recreations 


Recreation congress, Los Angeles, Recreations, by J. T. ... Boston, The Gorham press, 


1932 1915. 

6p LHsip mn. F190 
see Poems 
International recreation congress. lst, 4 
los Angoles, 1932. 
TJ. wo |. 
16-935 

Library of Congress PS3900.TIR4 


Recreation library 


Nnettes tirées des ouvrages de mesdames de Choiseul, 
see de Renneville, Jauffret, &c. A I de In jeunesse. Phi- 
ladelphie, H. Perkins; Boston, Marvin & co., 1835. 


Outers’ recreation outdoor library. Mp =. 


1 French literature ( Selections: Extracts, ete) 


124209 
Library of Congress PCZIB.RS 
redib1, 
Recreation, National conference on 
outdoor Recreations of George Taletell, r. x. c. ypeeud., Charleston, 
Duke & Browne, printers, 1822. 
see we oO 


National conference on outdoor recreation... °""" ~™ —_ alight 


$21 





Recreative 





The Ri ine, or E icities of lit and 
life... v. 1- 
Boston, London, Munroe and Francis, 1822- 
*. 2. 


Added t-p. bears title: Eccentricities of literature and life; or the 
recreative magatine. 
American ed. of the Recreative review; London, Wallis and co, 


1 The Recreative review. London. 


Library of Congress AP2.R27 
ST1-, 





Recreative review, or E icities of li 
life... v. 1-3. London, Wallis and co. ,etc., 1821-22, 


Francis, 1757-1894. 
t (Douce, 1 a 
Library of Congress AP4. R22 

ya4ibl, 


Recreative science remembrancer of in- 
tellectual ‘anne _ oA 1859-Jan. 1862, 
London, Groombridge and sons, 1806-62. 

3. ius 214™. monthly. 
Continued as the Intellectual observer. 


1. Science—Period. 
1741 
Library of Congress Q1.s9 


O Reereative. Jornal semanario. v. 1; 1 fev.-28 dez. 1838. 
Lisboa, Typ. de M. F. de Figueiredo, 1839. 
4plem@p iu 2. 
No more published? 


Library of Congress APGS.BS86 


2 058.9 


Recreator. Year Washington Navy yard. \v. 1;- 
(Washington, D. C., 1920,- 


v. ius. (incl. ports.) 33> 


‘An annual published by, for, and in the interest of the Recreation league 
of te Hen noe Webegen De: by 


. U.S. Navy yard, Washington, D.C. 


ca 21-456 Unrev'd 


LIBRARY OF CONGRESS 





Recreio honesto; ou, Nova ote jogos de prendas, 
i e de bos ee ed. Lisboa, 
Groshabare a a 
a, 2p 1. 
1LC@ oe LNeee 
35-30280 


Library of Congress GV1201L. R37 1871 708.7 


Reereio litterario; jornal para todos. no. 1-17; abril-agosto 
1870. (Coimbra, Sagem litteraria, 1870, 
136 p. ius, 244°. 400, a month. 


Caption title 
Edited by J. S. Moraes e SA. 
No more published? 


89-6508 
Library of Congress APOS. R345 
2 086.9 
Reeruiti issued by direction of the adju- 





ened, LU. a Army. v. l- ;Mar. 19, 1919,- 
New York, Recruiting publicity bureau, 
U.S. Army; ete., ete., 1919,- 


At head of tithe: Oct. 15, Re 
publicity bureau, U. 8. 7 island, N.Y. Official 
business; Aug. 1, 1922-3 War The adjutant 
office, iting ity bureau, island, N. Y. 
business department. 


if War 
Recruiting publicity a, U. 8, Army, Governor's island, N. ¥. OM- 
cial business (varies slightly) 
(Continued on next card) 


(40r87d1, 


War2—1 


Recruiting news... ,1919,- (Card 2) 


Vols. 1- ¥. 2, no, 18 (Mar. 19, 1919-Mar. 27, 1920) mimeographed. 
ene eS ae no. 11 dated May 81, 1919. Vol. 1, no. 1-34 
omit volume numbering ; an 1, 1002-Jan, 1 are dated ony: 

4 5 oe 2, no, 4 (June 14, 1919-Jan. 24, 1920) called “Se 


4 june 28, 1920, U. S. Army recruiting news. 
July 8, 1920-July 15, 1922, U. 8. Army iting news; a journal of 
for the United States army (varies 
a bulletin of recruiting 


office of the 
army (varies slightly) Renn Ty tithe: ina States army re 
cruiting 


(Continued on pert card) 
War 2—1 
(40r3741, 
Recruiting news... ,1919,- (Card 3) 


1923-1 1962, U. S. Army pews; « journal 
ay ~ ADP Baw hyp yy 
Weert ; Information issued by direc 
tion of the adjutant geners) S. Army. Running title: United 
boreau, U. S. Army recruiting service, 
A ~4 publicity burean, U. S Army, Oct. 


ce War 2—1 
ba 7 har Ry (UA2B.A I R85} 
(2408741, 865.220078 
nevs. 
‘Histories army posts. from ‘‘The Re- 
gates news’’ ‘sted N. Y., U. 8. army 
burean, 1924, 
1p l, @& ch) p. incl Mes, port 2H 
1. Miltary pooe—U. Bt. Tithe 
24-27323 
Library of Congress UAMBA2 1924 
———- Copy 2. ah 


Recruiting news. 


Origin of the ‘‘Sam Browne’’ belt. 


(in The Military engineer. Washington, 1921. 30°°. vol. xItl, no. 71, 
p. 423, illus. (pogt.)) 


Reprinted from U. S. Army recruiting news 


1, LU. S.—Army—Uniforms. 1. Title: Sam Browne belt, Origin of 
ES 23-126 
School Libr. Printed by L. C. 


ay 


Title from U. S. Engineer 
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Library of Congress FIOS1.L81 3d ser, n0.3 


Recueil de ces messieurs. Amsterdam, Chez les fréres 
Westein. 1745. 


Spl, 8p 10°. 


By aC. Pons Cason OF. J. ae Crétillon, C. P. Dectos, 3. FP. 
de and others 


Reprinted in A. C. P. de Caylus, Oeuvres badines (1787) t. 5-4 
ComTente.—Liradi, nouvelle £2. & H. Rae 
Dialogue. Horace, Caton —Le pour 
Gent leo chrétions traitent Temour. he teen a ee 
(Continued on next card) 


e822 


1-21085 Revised 
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Recueil de ces messieurs ... 1745. (Card 2) 
Conterts—C ontinued. 


jamais compter sur rien.—Nouvelle espagnole. Le aoe exemple 
) oe hE Oe E, Ft ‘up pults. 

—! —Fragmens de Nom- 
pareille. —Sur des feuilles de spectateurs.— —Histoire 


enragé.—| —Critique de louvrage. 
1, Short stories, French. 1, Caylus, Anne Claude Philippe, comte 
de, 1692-1765. 
1-21085 Revised 
Library of Congress PQ1268. Re 
a 843.08 


Recueil de chansons de la trés-vénérable confrairie des francs- 
magons, précédé de plusieurs pieces de poesies magonnes. 
Nouv. éd., augm. Jerusalem, 1772. 

156 p. 16)". 

“Bpltre dedicatotre” signed: L ** © **. 

The songs in this collection are included in Abrégé de Whistotre de 
le franche-magonnerie, of which the historical part is by J. J. Le F. 


Without music, some of the tunes indicated by title. 
1, Freemasons—Songs and music. 


LLeece* 2o** Lee, 


31-21715 


Library of Congress HS431.R4 1772 308.) 


Reouell de chansons nouvelles par diferens autheurs od 

geahen tole dohenin, ai omen Sear ues, sans 
toire, ni errata. Avec aj 

tion. ia 1758. (Reprint. le Schlakee 





Erlangen, 1901. 
21%", paren - 
t eltd 
Library of Congrem, no. DD412.833. 
Recueu de chansons, poémes et piéces en vers f: francais 


relatifs aux Pays-Bas, pub. par Fics soins de la Société 
+) ees ce de Belgique. Bruxelles, F. J. Olivier, 


facsim. 8°. (Société des bibliophiles de Belgique. = 
cations. nos. 3,4, 12, 13 . saan 


“Exemplaire, no. 28.” 


F 
Library of Congress — 


de chansons, vers, discours, régiemens, qui con- 


cernent les | frans-macons & la magonnerie. A 
Amsterdam, J. F. Joly, mm.vcc.um. de |’ere ma- 
gonne (1752) 

Z2p.1, ap. 19™ 


1 Freemasons—Songs and music 
919937 
Library of Congress HS453.R3 
Recueil de coefficients et de tables d’hydraulique. Constanti- 
nople ,Galata, Imp. Souma, Bonis & cie., 1912. . 
4pl@lp,il my. 
At bead of cover-titie in Turkish: Mubhas maysh. Imaal ve djed- 





1, Hydraulice—Tabies, ete. it Yuksek 
mahendis mektebi_ 
ca 30-1522 Unrev'd 
Litrary of Congress TCITO.R« 627.08 





Recueil 


CATALOG OF PRINTED CARDS 


lat 


it 


lai tua 
ji:l me 


4: 
3 
if, 


N. Carbonel. Pa- 
compagnie, 1854. 


et 


Chaz ¢ 


Recueil de curiosités musicales 
“Avertissement” signed: D....0. 


3p mim. 


ris, Imprimerie centrale de N. 


EEL 


ie 
i 


A | 


41r28e1, 


D 
25-1568 


L 


MLIM.CI6 


rbonel, Joeenh Frangois Narcisse, 1773-185S—Bibl. 


1. Title: 


Cai 


Library of Congress 


Heary m 


Recueil de diverses pieces servant a Vhistoire de 


2p. |, xxvii, (1), 654 p. 22" 


t & contre |'admission 
icaises de |’Amérique. 


piéces 
isles fran 


a dans les 
2p. 1, ¢, 492, 2p. fold tables. 22° 


Recueil de différentes 


des étr: 


mm. p. 17 


1. Russia—For. rel. 2. Europe—Politics 


by Bargha no) was 


later editions with addt- 


. laevier |Leyden, 1680, ; three 
(Continued on next card) 





1. France—Colonies—America. 2. F: 


18-16644 


DK215.R25 


Library of Congress 


+o 


c41r28e1, 


JV1823.R4 


Library of Congress 


“histoire de Lorraine. Nancy, 


Recueil de documents sur | 
1855- 


de Henry m. 


pieces servant a l’histoire 


M.DC.LXEXEXIX. 


Le tout 
Paris, 


publiez ... 
, & de cartes geographiques ... 


Afrique et en l'Ame- Recueil de diverses 
point-este’ encore een 
i de res, 
Bz, 35, 23, 9p, 11, 81 (i «. 83). plates, 5 maps (4 fold.) fold. 


cn 


Recueil de divers voyages faits en 
ri 
en 


pL zy. 


“Publication de la Société darchéologie lorraine.” 


c 2G 


2 hae 


1. Lorraine—Hist —Societies. 


Musée historique lorrain, Nancy. 


eon 


mi | 


Balthasar. Extrait 
de I 
an = 


Portuguese, Latin, etc. 

, Richard. yay = 
‘Antonio 
cal ove tee 


on de la riviere du Nil. 


4. 


riled 


uit 


IRF 


DI@D1.A42A3 


Library of Congress 


4lr28el, 


Library of Congress 


: 
tj 
gE 3 
* 4 | 
“3 d 
7 s s 
$4378 
igs 
aaa 3 s°. 

45 sci 
ee 

3a3 


ail i 


i 
He 


mand & de diverses pieces servant « Vhistoire de Henry m. 

(Card 4) 

France, 1551- 

oo Valsts, os 

de, 1840-1029. 

ca.) -1628. mm. 

1525- 

1031. vi. Rohan, 
1681. vn. 

jacob, 1658-1735. 


Afrique et en 


, 1684. 
Bip 5 maps (4 fold.) 
different 


(2831-262, 23, 35, 49 
76, with the arti 
de la 
d’Ethiopie. 


Paris, Veuve A. 


de divers voyages 


GIS R31 


Library of Congress 


belle 
belle 
Cay 
Meuses. 
vi Sco tase Cesar, te G0 wen mate 


du roy” is 





Au 
rooms 
hostel 


rita! 


: Se 





(Comtinusd on nett aard) 


fea 

i i 
i at 
iseutth 
ls salle 
he HA 
ui! ae 


1. Purly, Benjamin, 1696-1714. 


1. Pennsy!venia—Deescr. & trav. 


(Om cover: Tous les chate-d’'wuvre Ge ta Mtns 


o.%) 


2p.L, 7-28 p 17y=. 


Reewell de fablisux. Londres, J. M. Dent & sons, ltd.; Paris. 
E. Mignot 1911, 
rature francaise. 


poesies des plus celebres av. 


(Card 2) 
of “Novveau recvell de 


de diverses poesies des plvs celebres avthevrs de ce 
M.DO.LVH. 


aE J DB) of. Lachivre, 


1684, 
second volume 


1 Conart, Jean, & of. 1. French poetry—Old French. 1 Title: Pablleux, Recucli de. 


& 1700, t. 2 ¢ 


recwetis coll” 1587 
Diblictheca R. Totnet.” 
1 French postry—i7th cent. 


ik a: 


ma: 


Library of Congress PQUGRTS vel é 
me Library of Congress PQLITE NGS a) 


PQITIOAIRM 


Library of Congress 
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XUM 











France, en matiare et maritime; avec table chro- 
nologique et tables méthodiques et alphabé de matidres, 
rédigées avec le plas soin tl- ; 

Havre, Impr. de A. et comp’, 1856— 

vy mae. 
Baitor: 1885- J. Guerrand. 
(Cont!nued om next card) 
oh 

Recueil de jurisprud ale et time du Havre ... 
(Card 9) 


Recueil, -. fore cults & celul publié précédemment au Havre par 
S. FiTeamecint or Dptenoy", malese was tecene, 0 ee 
que ous esptrons pouvoir combier um de ces jours.” Cs o 


Recueil de l'alimentation 
see 


Les Annuaires commerciaux, 


Recueil de la Gasstte des tribanaux; journal de jurisprudence 
SaaS paaas 1896- 


a 


Paris ; 
v. 80-81. 


Meathiy edition of Gasette des tribunaux. 


1. Law—Peried. 2 Law—France. 3 Law reports, digests, ete— 
France. 1 Gasette des tribuneux. 


1-21174 


Library of Congress ry 847.05 


heenet do Nighetaneen, do Gocistan ct de jentegeatones cxtentetes 
ark, A. Challe ed ete, 1000-19 
v. 2°. bimonthly. 

Béitore: Jan 1808- P. Dareste, G. Appert (with M. 

Jan. 1900-May 1911; L. Rotureau-Launay, Jan. jz 

mide arles, Jan, 1808-Dec. 1008, Recuall de Mglalation & Jurisprudence 
Jen. “Recueil Ge Mgisiation, Ge doctrine et de jorispre- 
Pearcha! S Bilerd. 1910. "Paris, Marchal & Godde. _ 
(Coatinved on next card) 





LIBRARY OF CONGRESS 


de législation de Toulouse. ra 1-52, 1851/52-1904; 


Recueil 
2 off. t. ¥- 
Bonnal et Gib 
tay—y rete, ete.) 1852- ‘ 


gislation de T, 0. Tithe: Reeueil de TAcadémie de lé- 
15-2114 
Library of Congress JA%.T7 
Reeveil de galantes et amoureuses 
d'une porti au chevalier * * * ot celles de 


of the let- 
ters of Marianna preceded by the seven in 
imitation of them, each letter except the last followed by an 


1 Loveletters, 1 Hélolee, 1101-1164. 1. Abailard, 
114 at. Alcoforado, 1060-1728. rv. Ferrand, Anne (de 
Bellinzan!) 1607 (ca)-1740. v. of 
‘8T-11813 
Labrary of Congress PNC140._LTR4 
a 808.84 


Recueil de memoires de médecine 
see 


Archives de médecine et de pharmacie 
militaires. 


Recueil de méemoires et autre pisces 
de prose et de vers...de la So- 
este des amis de sciences...a 
Aix 


Academie des sciences, agriculture, art 
et belles-lettres ais. ; 4 
Memoires, 


Recueil de mémoires philologiques présenté & monsieur Gaston 
—-z - Par ses éléves suédois le 9 soft 1889 & l'occasion de 


contrale, 1889, 
4D. 1,200 p,1L 2 fold tab. dingr. 29, 





p— —— Py ~ Cg EH It ee 
toriques 06 surmooter, 
francalee gar Codler, Paris, 1806" )—Les débuts du style fran. 
gain par J, Vising Un chapitre per F. Wolf. 
1 Paris, Gaston Bruno Paulin, 1830-1908. 2 Romance phi. 
11—2808 
Library of Congress PCi4.P2 
a34d1, 
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Recueil de pitces authentiques ct inté pour servir 
d’éclaircissement A |'affaire concernant le Cardinal, prince de 
Rohan, &c. A Strasbourg, 1 
iv, 2p 18". 





Leute Rend Béoused, prince da 1784-1808. 
OBO 


Geo. F. Kunz 
KO07T0(640) R24 


Resa fo pieces csisies, tant on poere ja’en vers; ras- 
deux volumes . 


semblées en ye, Van-Lom, 
P. Gosse, & Albers, 1714. 
2¥. 16°. 
Edited by Bernard de La Monnaye. 
aT ett iene eames t 2 Poem leone 
Poésies du chev: 


‘alier ‘d’Aceilly. Avie mage sur 80 eh gor incite 
Christine. Traduction du de ore Se 
ate pe foe eae » — S 
demas dos commagees os Meeeel &4 ribourg. visionnaires, 
médie de Desmarets. oe = at 


1. French literature—Collections. 


wai, ed 1. La Monnaye, Bernard de, 1641- 


Library of Congress PQUIOLRE 


Recueil de pieces, concernant la mort du prince Iwan, 
fils ainé du duc Antoine Ulric de Brunswic-Lunebourg ... 
& de la princesse Anne de Mecklenbourg-Schwerin ... 
Londres Xa Haye, Au depens de la compagnie, 1765. 


Np. 167. (With (Goudar, Ange: Memoires pour servir 4 lhistoire 
de Picrre mt. Francfort et Leipzig (La Haye: 1763; 


1. Ivan vi, emperor of Russia, 1740-1764. 


Library of Congress DK166.A56 


de pieces curieuses et nouvelles, tant en prose 
qu’en vers ... La Haye, A. “Voetjene, 1604-96 
Sv. 1m™. 


Each vol. in six parts, each part with special t-p. 


1. French literature—I7th cent—Collections. 
11-21155 
PQUI7S.RS 


ues relatives aux affaires de 
et que, en 1890 ot TAIL cet 1882 
La Haye, A. D. Schinkel, imprimeur, 1831-33. 


3v. 21™. 

Contents —t. b yaw ors aux affaires 

ge la Hollande et de la Belgigue, en 1 fe ns ne 
en 1832, 


1. Netherlands— Hist —1830- —Sources. 2 Belgium—Hist —1830- 
—Sources. 


927903 


Library of Congress DH6S0.R4 


Recueil de piéces rares et facétieuses, anciennes et mo- 
dernes, en vers et en prose, remises en lomiére pour 
l'esbattement des Pantagruclistes, avec le concours 


d’un_ bibliophile Paris, A. Barraud, 1872-73. 

4y. illus. plates. 228™ 

“La présente édition a été tirée & S02 exemplaires numérotés ... Grand 
panier vélin ... 150 exemplaires ... n° 93." 

The “Ci Caron”, retdited wi and itions by 
Charles Brunet. The original collection under title: Collection 
de différents anc: potsies et réimprmées par les 
soins de Pi ‘ Caron (Paris, 1798-1806. 11 v.) 

1. French literature (Collections) 2. French farces. 5. French wit 
humor rotic literature ron, Pi Siméon, 1763-1806. n. 
Brunet, Charles, 1805-1878, ed. 

20235660 

Library of Congress PQIZS.R4 

9241; 














XUM 


Recueil de pieces sécrettes & interessantes, tirees des régitres 
des Etats Géneraux, des Etats d’Holland 
de ceux du Grand conseil de Dordrecht, la premiere ville & 
vA biée de la dite la fameuse 
question, si les Provinces Unies sont de remplir la 
garantie qui résulte du traité de Vienne de 1781; quoique la 








cour de Vienne n'y ait point satisfait ... Londres, J. Nourse, 
M.D.0.0.XLI11, 
ay. 16)". 
1. Netheriands—For. rel.—1714-1796. 

81-20721 
Library of Congress DI146.R4 327.402 


Mecueil de plusieurs pieces servans « histoire moderne . 
A Cologne, Chez Pierre du Marteau, m.oc.uxm. 
penny 2 e. 528) p. 14°. 
: nos. 192-83, 293 repeated, p 204 numbered 262. 


Fictitious ios onesie ed Viacq, La Haye. of. Rabi) 
it; by A 
“Ex bibliotheca R Potnet” . 7 


1 Frence—Hist —Louts x1v, 1643-1715—Sources. 2. France—Hist.— 
Bourbons, 1589-1789—Sources. 


83 24607 


Library of Congress DC124.5.R3T 044.08 
Recueil de poctes gascons ... 


2. fronts, pl. 164°. 


(Amsterdam, D. Pain, 1700, 


Each author's poems have special t.-p. 


Contents — Goudelin, P obra . 2. Mii em- 
barras de la ra soar ‘Wenmalee ie SOS . [7-77 Saad > 


1. Gascon poetry 


17-24603 


Library of Congress PCH2B.A2R4 


Recueil de quelques pidces curieuses, servant & I'esclair- 
cissement de l'histoire de la vie de la reyne Christine, ensemble 
plusieurs voyages qu'elle  ,!, faites. A Cologne, Chez Pierre 
du Marteau, M.oc.Lxvit. 

1p. 166 p. 1847)", 


Errors in ene of pages 
Title vignette. 


1. Kristina, queen of Sweden, 1626-1680. 


Library of Congress DLT19.R4 


a32c1) 923.1488 


Recueil de quelques pieces nouvelles et galantes, tant en 
prose qu’en vers. A Cologne, Chez Pierre du Marteau 
M.DC.LEIV. 

2p, 22p. ae 

Signatures 3 leaves 


Py" A-8', T* 
~ bot correspond with edition ae same im- 
AK — I ‘Diol 4. recuetls coll, mi, p. 34, and Willems, 
i340. 





——— are: Le voyage de I'lsle d’amovr 
de messieurs de Bachaumoot, et La Cha) 


4 Pew 
Tallemant, Lat 
tre de m’ "vabes be de Montreutl, Plainte de la France & Kome 


lex bibliotbeca 

1. Taliemant, Pavi, oY ‘yewo-amia m Bachaumont, Frangois Le 
Cotgneux de, 1624-1702. ™m. RY Clande 
Lbulliter, 1626-1686 jontreuil, Mathieu de, 1620- 


1691. ¥. Fiéchier, Esprit, 
Library of Congress 


oi be Nimes, 1632-1710. 
PQIITS.RAS 1604 


Recueil die one pieces nouvelles et 

qu’en vers, Utrecht, Chez Antoine 5 

2pt.iniv, 19> 

‘The ist part (1 p. |. SO o) tne tutte of centente of eatin collection 

the 2d part (1 p. L, @& with incomplete table 

of contents on verso of title bas imprint “A recht” Ss The signa- 
unsigned, A-F*, H-I', 1 |. unsigned, a-<*, B") are very 


tes tant en prose 
(ten. MDC. XCTX. 





tures (1 1 
irregulariy marked 
For authorship of the different pieces cf. Lachévre, Bibi. des recuetls 


“ m TJ AL or an 
Toinet 


(Continued on next card) 
32-0m47 


CATALOG OF PRINTED CARDS 


Recueil de quelques pieces nouvelles et galantes tant en prose 
-. Mpe.worx. (Card 2) 


re-cry » Voyage de Bacheumont, or la Chapelle. Lettre 
de m. ) comtenant le la cour de France 
Tere i froatiere d'Eepeene Vielay our tes'anean de ta Drauss Now- 


—{2. ptle., Le quiproguo, conte. GrosJean & son curé, conte. Le 
rossignol, conte. Le tonnerre, conte eo conte. Le salamalec 
> oe i at © Nene, ame Nabuchodonosor, conte 
nm. jue 4M. D. ©. A. D. M. Le moines: 
le rossignol, conte. Ballade. Autre ballade. a” 


Le 


1. French fepentuse~-a0 cent. 1 Bachaumont, Francois Le 
reux de, 1624-1702. Chapelle, Cla Emmanuel ‘Laaitticr, 1628-11 
tm. Montreufl, Mathieu de, 1620-1601. 
‘32-087 
Library of Congress PQ1126. R43 BARS 


Recueil de rapports sur 1' tat des 
lettres et les progres des scien- 
ces en France 





des lettres et des sciences en 
France. 


a de rapports sur les pro- 
es des lettres et des sciences 
en France 





France. Ministere de 1'instruetion 
publique et des beaux artse 


Recueil de secrets, divise’ en deux parties, la premiére, 
concernant la conservation de la santé, & de la beauté. 
La seconde, concernant les arts, & les maladies des ani- 
maux. Toulouse, La veuve de J. J. Boude, 1698 


2v.in 1 159%. 


1. Receipts. 2. Veterinary medicine 


ca 8-886 Unrev'd 


Library of Congress AG104.R31 


Recueil de tous les traités modernes conclus entre les 
potentats de l'Europe: de tous les mémoires qui ont 
servi a faire la paix de Nimégue: et de tous les arrests 


de la Chambre roiale de Mets, relatifs anx traités de 

Nimégue & de Munster. Paris, F. Leonard, 1683. 

Sp. 1, 7p. 26 

Various paging 

Several of the parts have special title-pages, dated 1678-81 

‘onTents —1. Declar de ju conte tee Etats Generaux 
des Provinces-Unies, du 6. avril 1672—2. ‘Declaration re du toy 
d' Angleterre contre jles mémes) 1672—3. Traité fait A a La Haye entre le 
(Continued on next card) 
5-2M9 

Recueil de tous les traités modernes ... 1682. (Card 2) 


Cowrents—Continued. 
duc de Lorraine, Vempereur, le roy (Espagne & les Etats Generaux 
ctu 1, juillet 1073 4. Traité dalliance fait entre le roy d Espagne & les 
Etats Generaux, du 30. aoust 1673—S. Traité entre l'empereur & les Etats 
Generaux, du 30. aoust 1673.6 Declaration de guerre roy contre les 
Espagnols, du 19 octobre 1673.—?. Declaration ... contre le roy de Danne- 


jlemoire que 
moire des ‘deputer extraordinaires 


(Continued on next card) 


des Etats Gene- 


S-2M9 
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Recueil 

Recueil de tous les traités modernes ... 1683. (Card 3) 

Cowrents—Continved. 
raux au duc de Villahermosa, du & may —14, b Bioense faite le 9. may ...— 
15. Memoire des imémes; au cmeme; du 14. may 1678. — 
1678 1 Harangue ‘a Marat en ynimey, ome et de la 

— ju au 
paix, du 3. =, os “18. Haranaue du chancelier ree 
mere te ke 5 juin 160th. ‘Traduction 
de la part des is pour le sujet de 
tion ak, du Fe de 
part de I’ ey ry RA = = 
imperatoris du 10 Soin —26. La méme 
(ci on pose 

‘onynued 

Recueil de tous les traités modernes ... 1683. (Card 4) 


Cowrents—Continued. 
Vemperenr dans la conference extraordinaire des alliez, 4 Nimegue LJ 2. 
juin I 28. Declarati ambassadeurs d’Espagne . —29. 
cxhesaioare de Dannemark ...—30, Declaration de Fambessadeur de de 
Mons’. Velecteur de B b —a1. ' du 
nce Charles de Lorraine ..—32. Lettre de Messicurs les Etats Generaux 
M jut Lettre des Etats 





ene. le dus do Lenesben mie ow. 5 a? 
Generaux au ° a juin —34. le a 
uin —38. Ex ran de la resoletion LY -y— les Etats . & 
/Vestirise, du 11. juillet—36. Memos de France aux 
ambassadeurs des s Generaux, du 7 Ay amy 


Memoire —y ~ 
les plenipotentiaires de *Hollande 4 ceux de France, de 26. juillet —s8. Me- 
(Continued on next card) 

S2M9 


Recueil de tous les traités modernes . 
Gcmectetent, 


1683. (Card 5) 


tiaires de France par ceux de © 





rai ‘alliance a le roy d oy od & yl feat 
inces Unies, du 26, juillet 1678—40. 
a ay FAngleterre, preenté a La faye te 28. sou Se hoes 
¥: ambassadeurs de France donne 4 ys Etats Generau: 


du au 2 uillet —42. Memoire des ambassadeurs des. "Ftats Generaux 
4 ceux de France, ve 4 aoust —43. Troisiéme memoire des ambassadeurs 
de ay yee du 6. aoust.—44, 
Suede x de France, du 9 ——S 
de Mons’ ve lecteur 
tes Genereun sur les affaires poems Fen as traiter de la paix. Donnée 
(Continued on next card) 





S269 


Recueil de tous les traités modernes ... 
Cowrexts—Continued. 
3 ey vy at. le 31 Bg 5 —— Protestation des ambassadeurs etc) du 


1683. (Card 6) 


roy de ‘electeur de Brat tg &c contre la paix par 
ticuliere des tL isan Faite le 10. aoust 1678_ 4 Nimegue.—47. 
Seconde protestation ides mémes; Faite le 18 soust 1678, 4 La Haye — 
> Memoire des tmémes; & de l'electeur de 4 ceux du roy 


& nahows 
du 22. aoust—49, Traité de Treves entre la France, IE 
H follande en attendant Vecha: i 
19. 20 ust —S0. Traiter de paix & 
la France & les Etats Generaux 
fiez le 19. septembre — 51. Lettre des ambassadeurs 
Generaux ... 4 Messieurs les ambassadeurs ... de France pour Texplication 


(Continued on next card) 





5-239 


Recueil de tous les traités modernes 1683. 
Cowtents —Continved 
de Varticle 13. du traité de paix.—S2, Réponse de M! les ambassadeurs 
rticle separé portant amniste generale pour les sujets de France 
? iolande —$4, Traité de paix entre la France & I" 
septembre 1678.55. Traité de paix entre la Fri 


(Card 7) 





‘ance, I 
reur, & ‘temp conclo a Nimegue le 5 fevrier 1679.—S6. Traité ue 
entre I reur & la Suede, conclu 4 Nimegue le 5. fevrier 1679.—87. 
testation ambassadeurs de Dannemark & de Brande! contre les 
ambassadeurs de l'empereur, du 3 fevrier 1679.—S8. Traité de paix entre 
le roy, & le roy de Suede, & Messt*. les ducs de “de Tel, de olfenbutel, & 
Osnabruck, 4 


jw 5. fever 1679. —89. Declaration du en execution 
articles xx1, xx01, & xxi du traité d’Espagne, & 9. arti ' 


(Continued on next card) 





Recueil de tous les traités modernes ... 1683. 
Conrents—Continved 
S. Germain en Laye le 27. fevrier 1679 —60. 
le Suede & M’ Fee Er eo eee & Ge Peteton, 02 Me are 
1679.61. Traité de paix entre le roy & de méme; di 1679 —02. 
Articles & conditions de si a entre 


suspension d’armes - 

tienne & le roy de Suede d'une |. & ke roy de Danemarck & lelecteur de 

Brandebourg d’autre part, conclus a Nimegue le 31. mars 1679. —63. Arti- 
2 entre les de France & celuy de 


Germain en le 29. Juin \—45. Traine 
pour l'execution de la paix entre 'empereur le roy ... du 17. juillet 1679.— 
(Continued on next card) 








Recueil 


Recueil de tous les traités modernes 

Contexts—Conti 
A Trait’ se paix entre te ros. le ros de Su 
onclu nble: 


1683. (Card 9) 











Yannemarck, 
we ” 


ee. 
ir la re rahion des dé 


~°p 
ale ‘aablie s , Metz 
pour lances des trots evechez +s rie Toul, & Ver- 
dun, & autres endrosts a Vobeis-ance du roy. en Sg nn des tratez de 
paix de Munster, des Pirenées & rg Nimegue —@®. Articles accorlés aux 
Preteur. hourguemaistres, howr, habitans de a ‘ville de Strasbourg, 
a la reduction d'icelle ville a Te the-sance du roy le 1 ~eptembre 181 7 
70. Traite de paix entre lemperen le roy tres-chretien, & les electeurs, 
rinces & etats de lempire, c Nace | 4 Munster en V ca. le 24 octobre 
fear auuel les traitez faits & Nimegue en 16 16/9. avec emperenr, 
Tempire, & les cowronnes du Nort sont renvoyes 


1. Europe—Hi-t.—1648- 1715. 2 Nimwegen, Peace of. 1678- 
wo 3 Treaties 4. Europe— “Politics AOI 


Library of Congress 





IN122R4 





Recueil de tout soulas et i. et parangon de 
en — 


comme istres, P 
et h PM Paris, J. Bonfons, 
1552. 


Ip. l,clij p. 159°. (Jn Les joyeusetez, faceties et folastres imagina- 
tions.” Par, 182-34. ‘¥" 7) 





ca 11-3066 Unrev'd 


Library of Congress PQI93J7 vol.7 


Recueil de toutes les pieces et nouvelles qui ont 
paru eur les affaires des Jésuites, principalement 
dans l'Amérique néridionale, & dans le royaume de 

‘rr 
{n. p.] 1760-61. . 
by, 179° 
Vols. 3 and 4 contain: "Nouvelles interessantes, 

au sujet de l'attentat commis le 5 septembre 1755 

sur la personne eacrée de Sa Majesté trés-fidele, le 

roi de Portugal.” 10-13353 Revised 


(Continued on next card) 


Recueil de toutes lex pieces et nouvelles qui ont paru sur 
(Card 2) 


les affaires des Jésuites ... 1769-01, 

A French edition, with additions, of a coll 
dam, 1760, with title: Recueil des decrets ape 
du : tuga! concernant la condurte de 






ete 


1. Jesuits in South America. 2. Jesuits in i'ortugal J. Cathohe church— 
For. rel —Portugal. 4. Portugal—For. re!—Catholic church. 5. Portagal 
Hist.—Joseph 1, 1790-1777. 1. Tithe: Nouvelies imteressamics au supe: de 
Vateentat commis le 3 septembre 1758. 

10-13333 Kes ive.t 

Library of Congress BX3705. A2K4 


Reeueil de travaux relatifs & la philologie et & Varchéologie 
et pour servir de bulletin & Ia 
année; 





mission francaise du Caire .. 
1870-19 
Paris, Libr. A. Franck ,ete., 1870-19 


da- 





’ ittus, plates (part col.) plans, facsims, tables. 29. 
4 008 & year 
1870-80 (liv. 1-4) culled “Vol, 1"; 1880-19 calied “2.- année”. 
hea ie tp. “Nouv. sér, t. 1-16" ; année 33- 
EAitor ovins-19 Gaston Mesperv. 
(Continued on next cord) 
7s 
1%8e1, 
Recueil de travaux relatifs & ia philologie et & l'archéologi 
égyptiennes et assyriennes ... 1870-19 (Card 2) 
—— Index des seize premiers volumes ... ;Paris, 16951, 
=v p. 22°. With Recurtl de traveux. * 7, 
Capuon title 


—— Index des volumes de la deuxitwe série (xvi & xxxm) 
1896-1910. Paris, H. Champion, 1911. 
so. =. 


L Egyptology —Period. | 2 Asayriology —Perid 1. Maspero, Sir 
jeston Camille Charles, 1846-1916, ed. 
‘1 $3464 
Library of Congress ysieus 
ae, 


LIBRARY OF CONGRESS 





Récueil des actes la négocia- 
tion du Lord ‘Maimecve avec le gouvernement de la 
og ise. a S 3 ot. on oe 

Suivies d’ rvations diplomatiques et 
Par np ag de la Politique raisonnée, ete. So Mr. 
8; (ete., ete., 17971, 

vi, 192 p, 11 2am. 

Harris, Ist carl of, 1746-1820. 2. 


Malmesbury, 
rele Brit Toh Bre Por rel. —France. 
1802. t, Title: Observations diplomatiques 


French wan, 19: 
et ‘salle — 


16-919 

Library of Congress DCI87.R4 

Recueil des actes diplomatiques, 
traites et documents concernant 
la Pologne 


see 


Bureau polonais d'études et de 
publications politiques. 
Recueil des actes dinlomatiques, 
traites et dccuments concernant la 
Polosne. 


Recueil des adhésions adressées au prince-président, 4 
l'occasion de l'acte du 2 décembre... Paris, N. Chaix, 
1852. 


6y. a. 


1 gar —Coup d'ctat of 1851. 2. Napoléon m1, emperor of the 
French, 18un-1s 
+617 


Library of Congress DC274. A2R3 


des armes et blasons des familles nobles 





actuelle “ment existantes et établies en la ville de Bar et 
dans |I'étendue de son distriet, 1771. Bar-le-Due, Impr. 
‘ ‘ontant Lague “rre, 1901, 
Deocum our servir 4 Thistoire du Barrvis. Pub. 
par a Seevte des lettre * at -le-Duec ) 
Holf-title: Nobritaire 





tar-le-Due, 1771 
m de publication of the Societe des lettres 





terre de Longeaux and one of his sons. ¢f. Pref 
» 1900, des Memoures de la Societe des let- 


1. Société des lettres, sci- 





$-15796 


f Congress 


Recueil sles chef-d'oeuvres des plus ceiebres beaux-esprits 
francois, tant en vers qu’en prose ... inbourg, Impr. 
de Murray & Cochran, 1775. 
2p.1,S7lp. 179%. 
Cowrents —Les wrote remiers livres des Avantures de Telémaque 

Avantures de Gil Blas de | Lettres 
choisies. — Deux Gaur par M. Massillon. — ‘Maxi 


verses —F ables agnor Le pere de ne de la 
Chine —Rodogune —F.xtraits des cuvres de M Boileav- ux 
1. French literature—Collections. 
11-1705S 


Library of Congress 


PQIIOLRS 


Recueil des chroniques de Flandre, 
publie...par J. J. de Smet 


Corpus chronicorum Flandrise. 


Recueil des combats de Duguay-Trouin. Paris, Gouaz 
74-?; 


1 pl. (hal 
(incl. itbas.) 


Hafae: Las 


f-title), xv pl. (incl. front., engr. t.-p., 2 doable maps) 12, ii p. 
nes 
ee te y-Trouin. 
vot phy more fully illastrate Re. Mémoires of Duguay-Trouin. 


Subject entries: France—History, Naval. 


sanese 
Library of Congrem, no. DCS52. D8s. 
par Reh ny etn blié sous le haut de mm. 


C.-D. Asser, président T. a. m. franco-allemand et gréco- 
allemand, G. Berta, président du T. a. m. germano-ita- 
lien ,@. a.) ... et sous les auspices de l'Office francais des biens 
et intéréts privés directeur: m. Alphand .. > reyrony al 
Gilbert Gidel ... Secrétaire de la rédaction : m. Ogier .. 
t.1- avr. t, “1921- 
Paris, Recueil Sirey, 1921- 
torte lesagaien. 
European war, aase-6000-—Giaiant, 
w reports, ta, etc 
ut. Alphand, Charles, 1879- 
buna 


ux arbitraux mixtes. 
bitraux miztes. 


Arbitration ne ome award. 3 
1. France. ‘once deo meet x ~* 
m1. Gidel, Gilbert, tg v. Tri- 
v. Title: Décisions des trtwoneus ar- 

27676 
313 


Library of Congress 3042, 


Recueil des décisions des tribunaux arbitraux mixtes, institués 
par les traités de paix, publié sous le haut patronage de mm. 
° M. franco-allemand et 


italien @. a, ... 
biens et intéréts privés, 
en chef: Gilbert Gidel ... 
M. Ogier ... 
Paris, Librairie de la Société du recueil Sirey, L. Tenin, 
directeur, 1922- 

¥. 255". 


Secrétaire de la 


(Continued on next card) 


24—276TT 
(4241, 


des décisions des tribunaux arbitraux mixtes ... 
1922- (Card 2) 


Originally \ssued In parts, monthly. 
Contains bibliographies. 


war, 1914-1918—Claims, 2 Arbitration and award L 
France biens et intéréts “% 1. Alphand, Charles, 1879- 
Hg i Gilbert Charles, 1880- —— arbitraux mixtes. 
des tribunaux artitracs eat 


24—27677 
Provisional 
JX5826. R35 


421, 


Library of Congress 


Recueil des dépéches frangaises 
officielles 


see 
Documents publics pour servir a 1'hi- 


stcire de la guerre de 1270-'71. 
“no. ) VI. 


Recueil des effets salutaires de 
l'aimant dans les maladies 


see 
‘Harsu, Jacob pe 1730-1784. 


Recueil des effets salutaires de 
l'aimant dang les maladies. 





XUM 








Recueil des cazettes de France 
see 


gazette de France. 


Recueil des historiens des Gaules et de la France ... 


Peri, Aus dipens des librairies associés, 1738-19 
ites, fold. maps, facsim., tables. 
nue in ‘red aod beck See 


engraved vignette in v. 1-13. 
ey ptores. 


my Rerum pees | et francicarum seri 
ye 
Vol. 11 was 1s published 


LF, Delatour et compagnie; v. 12-18, Ches 
la veuve L- + ¥. 1 


oS. Imprimerie tapitale: ¥. 16-20, Im- 
nationale. 
Vols. nee (1738-82) edited by M. ¥. &10 (1757-40) 
Hai and 


Seunee: 
udiquier; v. 11 (1767) by 
) by F. 
(Continued on next page) 


#201, 


1738- 


19 

Cc. F. Beunen: ¥. 21 (1855) by J. D. Seat ant 8 N. de Wailly ; 
22 ( ity IN go Salty ont & (1876) by 
. N. 

L 

In 





reuite, i. ¥; Detiete G'S Jeerdels; 7. 24 (1908) 


facsimile of ¥. 13 was made, a lai bumber 
copies of that volume having perished during the revolution. of. 
Potthast, Bibi. hist. 

A reprint of v. 1-0 was published by V. Palmé in Paris, 1860-80. 


1. Gaul—Hist.—Sources. 2. France—Hist.—Sources. L 
Martin, 1685-1754, ed. 1. Baptiste, | Havdi- 
) wy eh « Housseau, Stienne, d. 1768, ed. vy. = 

ceux, Jacques, b. 1722, ed. Poirter, Germain, 1724-1808, ed. 

Clément, Francois, 1714-1788, a vut, Brial, Michel Jean Joseph, 113- 

(Continued on next page) 

616083 
(4201, 

1738- 


19- (Card 
=. ed. ¥* posit. Sone ES Seen ‘De 
Dein, 1 x1. Gai uw 
nm. de, known as Natalis de, 2» 180s-1n80, ed. xu. 
ed. xiv. Jourdain, Charles Marie 
1817-1886, ed 


Recueil des historiens des Gaules et de la France ... 
8) 


x. Daunou, Pierre Gente 
1704-1876, ed 


Gabriet Bréchillet-, 


6—16263 


Library of Congress DCs. BT 


a31j1) 


Recueil des inscriptions juridiques grecques. Texte, traduc- 
tion, commentaire par R. Dareste ... B. Haussoullier ... Th. 
Reinach ... Paris, E. Leroux ,1891,-95, 
4p. L, bx, 180 p., 1h, x, 2), 181-349 p, 2 L, tv, B51)-S82 p, 1 2s" 
Issued in three parts (1.3. fase.) 1891-04, pt 1 with special t-p. 

Deuxiéme série ... Paris, E. Leroux, 1898-1904. 

2 pt ini, 29, 

Paged continuously. 





L *Dareste de in Chavanne, Rodolphe, 1824-1911. om Haussoullier, 
Bernard Charles Louis Marie, 1853-1420. m1. Ketaach, Théodore, 1860- 
1e28. 

6—22305-6 


Library of Congress 033d1, 


Recueil des loix constitutives des colonies angloises, con 
fédérées sous la dénomination d’Ptats Unis de Amérique 
Septentrionale. Auquel on a joint les actes d’i : 
confédération & autres actes du Congrés traduit bd 
Vanglois. Dédié & m. le docteur Franklin. A Philadelphie, et 
se vend a Paris, chez Cellot & Jombert, ™.poo.Lxxvit. 

6p. 1, BBO p. 179. 

Dedication signed: Regnier. 

1 Cometitutions, pe s 

u. Regnier, ——, 


2 U. & Articles of confederation. 


library of Congress IK1OFS8 1778 


17852, 


CATALOG OF PRINTED CARDS 


Recueil des loix constitutives des colonies angloises, confédé- 
rées sous la dénomination d’Etats-Unis de l’Amérique- 
Septentrionale. Auquel on a joint les actes d’i 
de confédération & autres actes du Congrés genéral, traduit 
de l'anglois. Dédié & m. le docteur Franklin. En Suisse, 
Chez les libraires associés \i. ¢. Paris, Cellot, ».vcc..xxvm. 
6p. 1, 3870p. 17. 

Dedication signed: Regnier 


1 Sen State—U. 8. 
uo. 


=U. 8 Articles of confederation. 
» comp. and tr. 


Library of Congress 71-7110 rev. 


——— Copy 2. 


JKIOFS 17788 
173542, 


Recueil des nouvelles ordinaires et 
extraordinaires 


Gazette de France. 


Recueil des opinions émises par le Jury central des expo- 
sitions de !'industrie nationale de 1844 et de 1849; les 
Conseils généraux d’agriculture, du commerce et de 
l'industrie réunis & Paris en 1845 et_1850; la Société 
royale d’agriculture de Bordeaux (1846); la Société 
royale et centrale d’agriculture de France (1847); la 
Société séricole & Paris (1847) ; la Société d’encourage- 
ment pour l’indnstrie nationale (1087) s le Congrés cen- 
tral d’agriculture (1847); la Chambre ‘de de 


Recveil 


Reeveil des pieces les plvs cvrievses qvi ont esté faites pendant 
le regne du m. de Lvyne. ee 
la table suiuante ... Or edition, 
pieces les plus rares de ce temps. 
19 p. L, 500 (4. « SOT) p. a 





ugm 


(R. Pp.) M.DO.REVITL 





oud ‘est fa depuis 
du 5. Spr ty en Fannge 1620 jusques & 
iiiotheca BR. Toinet.” 


Louis xm, 1610-1643. 


France 1 Loynes, Charles 4’Al- 
bert, duc de, [ore ies 


31-2147] 


Library of Congress DC123.42R3 1628 44 032 


des pieces officielles relatives aux chemins de fer 
suisses. 
Berne, Impr. K.J. Wyss, 


v. charts. 22". 


1. Railroads—Period 2. Railroads—Switzerland 


ca 5-966 Unrev'd 


Library of Congress 


HESZII RN 


Bene On phew eas CD aes Gee 


con erseichnies der in der | (bd. 
1-8 und neue folge bd. 1- ry pee Re H 
Index des piéces contenues dans le Recueil des » ae 
officielles relatives aux chemins de fer suisses ... 1850- 
1899. _ Anhang zur ‘‘Bibli 











Lyon (1848), et par la Société d’ t des 


der 
(In Sichler, (GQ. A ae. 


haln.li 





arts et manufactures & Londres (1850) sur r les avanta- 
ges de Ja race de vers A soie Bronski et sur la qualité de 
la soie produite par cette race. Paris, Impr. centrale 
de N. 5 “haix etc”, 1851. 

Be 


6-8318t 


Ree 
Line a Congens SFS49.R3 


Recueil des pieces de |'Hermitage. (Saint-Pétersbourg, 
1788-89, 


4v. 2. 
Le recueil en 2 vol. donné a Paris, par Castéra, en 1799, sous le titre 
de Theatre de Hermitage ide Catherine 1, impératrice de Russie; com- 
de 


Pétersbourg; il y manque plusieurs re et dautres y ont subi dim- 
portantes coupures. cf. Brunet, es » 3 libraire 
a of this edition cf. Le bibliophile beige, t. 12, 1856, 
p. W- 
(Continued on next card) 
12-30628 


Recueil des pieces de |'Hermitage .. 


Cowrents.—t. 1. Caius- ipecign Coriolan 
mieux que dewx ta l'auras. 


(1788-89, (Card 2) 


Un tiens vaut toujours 
Ae et les flattes —— 

voyages de inya 
ns bien. A quelque chose maltheur est bon.—t. 2. Crispin 
duegne. L'insouciant L'homme inconsidéré. On n'a pas besoin que Gros 
Jean remontre 4 son pen 
mais art est difficile — 


1. Catharine 11, empress of Russia, 1729-1796. 11. Ségur, Louis Philippe, 
1753-1880. 1. Title 


Library of Congress PQISD R+ 


Recveil des pieces les plvs cvrievses qvi ont esté faites 
pendant le regne du connestable M.de Lvyne... 2.¢d. 
reu. & cor. (Paris?) 1624. 


20 p. 1, 516 (i. 4. $28) p10" 

20, 39, 41, 67, 168, 351, 481-528 numbered 26, 20, 
Pr 138, 3a 831, a, abot 
“3 4 in two, ain six, & ‘n eight, | in four, A-Kk in eights. 


Subject entries France —Hist.—Louis x11), 1610-1643. 


Library of Commres. po. DC123. Rs) 


S31 


i (1830-1901) Bern, 1902. 22". An- 
hang: 130 p.) 
Bibliographie der « hweizerischen landeskunde 
1. Railroads—Switzeriand. 


fase. Vow. 


Library of Congress 2271. BS8 


Reeveil des pieces tovchant l'eloquence, et les differents entre 
Narcisse, Phillarque & Aristarque ... A Paris, M.oc.xxvm. 
9p. 19% p. 164" 

Pamphlets composed in the Ilterary quarrel between Balzac (Nar- 
cieve), Goulu (Phillurque) and Javergec (Aristarque) Each (separate- 
ly paged) has half-titie. except the has special t-p. with 

louxte ta copplie imprimée a Roven, sax despens de | aurheur. 

Let. re de Theopbilie contre Baleac”, given in table of contents pre- 
fixed, is wanting 


“Ex biblicthece KR. Toinet™, with bis manuscript notes 
Contents —Discovrs d Art tern ryve a Nicandre, sur le arent Jes 


exprits de ce temps, ef sur les frutes hem et Javerzac— 
Discovrs . » Calidoxe, sur ce qui # cst entre luy é 
vr Jeverzac;—Lettre de monsievr Bergeron ... & monsieur 
(Continued on pext card) 
Recveill des pieces tovchant l'eloquence M.DO.EXVTIL. 
(Card 2) 
ConTente—Continued. 

Balser 


Contre les Log oy ot fovreetes mises per le stewr de 
lavereac en roe lettre quill « mise au 
a composé, intitulé Discourse d’ Artstarq 
it sieur Bergeron —La defaite dv paladin laversac, par les amis allies 
cont 2 du penne des feullies par 


4 
Sceaten  Pulemon, pov 
1. Balance, Jean Louts Gues. sieur de, d 


1629. ut. Javeraac, Bertrand Bernard, sieur 
geron, Pierre de, 4. 1637. ftv. Balzac, Jean Louls Gues, sleur de, d. 1654. 


32 oo 
Library of Congress ryiiisoRe on 
Reeveil des plvs beavx vers. De mesievrs De Malherbe 
Racan. Meet ron. . 8 . Bois Robert. L’Estoille. 
Lingendes. Tovvant. Mareschal. Et sutres des 


plus fameux esprits de is aoe 
monse: ir le comte de Moret. 

dv Bray. ™ pc.xxvu. 

5p. L, O85 (4 ©. 1007), 16, p. 169". 
Signatures: o* (last best wanting), A-Z, As-Dé*, Be’, Ft-Py’, Qe’, 


joe Bray 
ee f wanting, After p. 608, 28 unpaged lenves 
ere inserted w! 
L’Eatotie. 








Recueil 


Recveil des plvs beavx vers . 
joan, Bibi. des recuelis col! 


uocaxvu. (Card 2) 
coll, vol. ¢ (1901) p. 62 describes copy 


with leaves bh . FF poetry by Balorobert (8 L) end 
L’Estolle (26 1.) 
Manuscript dove on inside of cover: E musmo philologi Bervadau, 


1785. 
“Ex bibllotbeen KR. Toinet.” 


1. Freach poetry—i7tb cent. 2. French poetry—16tb cent. 
31-19138 


Library of Congress PQUT.RAT 1627 4108 


Recveil des plvs beavx vers de Messievrs de Malherbe, 
Racan, Maynard, Bois-Robert, Monfvron, Lingendes, 
Tovvant, Motin, de Lestoille, et autres diuers auteurs 
des plus fameux esprits de la cour. Reueuz, corriggz 
& enemas. Paris, Pierre Mettayer, 1638. 


990 p. 
Tukey vignette (Comte de Moret's coat of arms) 
tures: a", & (last leaf blank), A-Z*, Aa-Zz’, Aaa~Mmm’, Nun* 
(lage f blank) 
runet and Graesse give ii int 


Paris, Picore-Mattayer, 
The ii ist edition, Paris, 1627, 
meilleurs ri 


, 1638 
s title: Recueil des plus beaux vers des 


1, French poetry—17th cent. 


25-21629 


Library of Congress PQUI7S.A2 1638 


Recueil des plus belles pieces des poétes francois, depuis Vil- 
lon jusqu’A Benserade ... A Paris, Par la Compagnie des li- 
braires. M.pcc..i1. 


“Banned by Fontenelle.” a Brunet, Barbier, and Bibliothéque nat 
known as “Recueil bin”, some of the biographical notices 

ving Baibin. The Amsterdam edition of 
1602 ascribed it to “auteur des Mémoires & voyage d Espagne ;/. ¢. 
Madame D’Aulnoy,” 


“Ex bibliotheca R. Toinet.” 

1, French poetry (Collections) 2. French pene cent. L 
Fontenelle, Bernard Le Bovier de, 1657-1757, comp. rbin, jude, 
fl. 1659-1680, Pe... m1. Aulnoy, Marie Catherine Jamelle de Berneville, 
comtesse 4’, 4. 1705. rv. Title: Recuefl de Barbio. 


30-11980 
Library of Congress PQIIGLRS 1752 
2) 
Recueil des plus belles pitces des poétes frangois, tant anciens 


que modernes, avec I’histoire de leur vie. Par lauteur des 
Memoires & Voyage d’Espagne. Amsterdam, G. Gallet, 1692. 
Sv. front. 14° 


“Epistre” signed: Barbin. 
Variously attributed to Francols Barbin, Bernard Le Bovicr de Foo- 
teneile, and to the Comtense d'Aulnoy. 


L. French poetry—17th gy 2. Authors, French. 


er ee ens one. Bovier de, 
6657-1 supposed mt. Pn Marie Catherine Jumelle de 
Pervevilie, comtense 4°, yd. 1706, supposed comp. 
11—21816 
Library of Congres PQ1161. RS 


Ath, 


Recueil des plus belles pieces des poétes francois, tant anciens 
que modernes, avec l'histoire de leur vie. Par auteur des 
ensiee & voyage d’Espagne A Parist Chez Claude 


Sv. fronts. 1 

Knows «iso as Recueil de 

Complied . Of. _ i> Sand Barbier, ete. 
for im identical Lo 

ny Sona”. Dose eet with the Paris edition 


p Ht de 1597 & 1700, t. 3, p. 16. That title reads: Receell 
das fron belles pices dew poten trangoin. tant saciens Que modernes. 


1. French poetry (Collections) . Fontenelle, Bernard Le Bovier 
60, 1657-1757, ed. om. Bar- bin, Claude, &. 1650-1680, pub. mm. 
), Marte Catherine Jumetie de Beroeville, comtexe 4’, 
4.1705. 1. Tithe: Recuell de Rarbin 
Library of Cougress PQ1IGI.RS 1602 30-11981 


Reeveil dex preliminaires de la paix, avec les a 
traittez qui ont esté faits devant ou ane le Congrez & 
Nimmegue. Cologne, A. van Dyck, 1678. 
4p1, 272, 4p 19. 


1. Nim» Peace Lig 


wegen. - 1048- 
1715 (Louis xr) 
ee 


of. ¥ 1679. France. Treaties. ete. 
u. Netheriands (United Provinces, 1581-1785) Trea- 


10 19800 
Library of Congress 


LIBRARY OF CONGRESS 


Recueil des sociétés coloniales et maritimes. 1.- 
année; 1 


Bruxelles ,ete., 1900- 


v. maps. 225° 
Editors: 1900- MM. Pourbaix et Plas. 


1. Colonial companies. 2. » ae 


1. Pourbaix, Victor, 
1867-1906, ed. 11. Plas, J 


8-22717t 


Library of Congress JviI9.R4 


Recueil des sommaires de la jurisprudence frangaise ... 1.- 
année; juin 1894 
Saumur, L. Picard; ,etc., etc., 1894-19 
*. 25°. monthly (irregular) 
1914/15/16 and 1917/18/19 were issued in one volume each 
From 1008 to 1916 title-peges read: Recueil Phily. Sommatres de la 


Bmile Mouneydier — 
pe Seuere Moureaux and 


—1 Leclercq —y 
Imprint ‘varies 1894-95, Saumeur, L. Picard. ae Montiugon, A. 
lerbin.—1898-19 Paris. 





(Continued on next card) 
30-5198 
3 
Recueil des aan de la jurisprudence francaise ... :1894- 


19 (Card 

Table qui i des matiéres con- 
tenues dans les années 1899-1900-1901-1902-1903, classée et 
mise en ordre par Fernand Izouard ... avec la collaboration 


Iphabéti 








de L. Deville ... Jean Rougerie ... Paris (19041, 
2p. L, zuiv, =. = 
Table le alphabéti des matiéres con- 








tenues dans Tes années 1904-1905-1906-1907-1908, par E. 
-. avec la collaboration de Charles Segard . 





Paris 119098, 
2p1,85p 2. 
(Continued on next card) 


Cal 


Recueil des sommaires de la jurisprudence francaise ... (1804- 
3) 


19 (Card 

Table sexennale des matiéres contenues dans les années 
1914-1915-1916-1917-1918-1919, classée par Georges Gilles, 
Roger Gueneau, Henri Guérard et Robert Moureaux ... 
Paris ,19201, 

2p1,3p.11 2. 

Table quinquennale des matiéres contenues dans les 
années 1920-1921-1922-1923-1924, classée par: M™ 

seaux, Georges Gilles, Henri Guérard ... sous la direction 
de M* Robert Moureaux ... Paris ,1925", 

2p. 1, 524, vilip 2", 








(Continued on next card) 





& 
Recueil des de la jurisprud frangaise ... ,1804- 
19 (Card 4) 
—Period. (1. Periodicals—Fra —France. 3. Law 
cape! s, digests, te Praace is 5 a‘. lzouard, Fernand, 
ut. Mouney: fmile, ed. tv. Mouresux, Robert, ed. v. Leclercq, 
thon vw Prance. Laws, statutes, ete. tm. Courts. 
30-5198 
Library of Congress 3, 


Recueil des tarifs des douanes des pays du Nord de |’Eu- 
rope d’aprés les lois et réglements en vii ~~ mis au 
courant jusqu’au 1” janvier 1859 . , Firmin 
Didot fréres, fils et e*, 1 
vii, Mp. 2B. 

“Note des éditeurs” signed: Firmin Didot fréses, fils et cl 


arift— Enrope—Law 


' ate Didot, firm, publishers, Paris. 
T irmin T fréres, fils et ¢' 


1 
case” 
8324434 

Library of Congress 


HJ@49 R3 


$32 


Reeveil des traités, accords, etc., 
conclus entre les différents états en matiére de propriété in- 
dustrielle, reproduits en langue francaise et dans celles des 
langues originales qui peuvent étre imprimées en ore wr 








romains. Berne,,Bureau 1 de la propriété in 
dustrielle, 1904. 
1p. L, 5-818 p. 25". 
“Introduction, par m. Louis Renault ...": p. (12)-25. 
“Bibllographie” : p. 25. 
1. Treaties. 2. Potent laws and legislation. 1 *Renault, Louis, 
1848-1918. 
37-34361 

Library of Congress T215.R4 

3, 608 


Recueil des traités, conventions et actes Spenctige 
concernant |’Autriche et I’Italie. Paris, Amyot, 1859. 


xiv p. 11,72 p. 22=. 
“Bibliographie” : p. 1-5. 


ustria—For. rel—lItaly. 2. Italy—For. 5 Sen saue. 3. Au 
trier. rel.—Treaties. 4. Ttaly—For. a 


51461 
Library of Congress 7X16 1850 


(20e1, 

Recueil des traités et conventions concernant le royaume de 
Belgique. Recueil fondé par M. le baron de Garcia de la 
Vega et continué par A. de Busschere ... 

Bruxelles, 


v. tab. 26, 





L Garcia 
de la Vega, , Sey et m1. Busschere, 
ties, 
O—33523 
Library of Congress 7X736 1850 
(02041), 


yoy 


bt the series known as the Treaty of 
Utrecht, tee treaticn of Rastatt end Baden and the Barrier treaty 
(third) "of 1715. 


1, Utrecht, Treaty of, 1718. 2 Rasta, Treaty of, 1714. 5 Soe 
Treaty of, 1714 4 — treaty, 1715. 1 France. Treaties, 
1643-1715 (Louis x1v 
30-1054 
Library of Congress JX132.R4 1715 


Recueil des travaux techniques des officiers du génie de l’armée 


belge. 
Bruxelles 
v. plans, diagrs. 254°. 


1. Military engineering—Pertod. 


cs 5—2292 Unrev'd 


Library of Congress UGLRS 


(A331) 


Recueil diplomatique du canton de Fribourg. Fribourg 
839- 


cn Suisse, 

. me 
Vols. 1-4 (1899-44) edited by Romain Werro, v. 5 (1853) by Jean Berch- 
toll, v. (8 ( j. G and Seeing, ais. §, 


clase: 
relatine 1» localities Epa to 
Telatine to ancient monasteries and 


(Conese) — sts —Sources erro, Romain, 4. 1876, ed. 
RO, ed. it. Gremaud, yo nm 1823-1897, ed. tw. So- 
toute ry Canton de Fribourg, Fribourg. 








S— 18409 
Litrary of Congress DQ423.R3 


a2tel 








Recueil, en prose «t « n vers, de morceaux choisis dans les 
écrits des meilleurs auteurs allemands. Paris, Firmin 
Didot pére et fils, 1825. 
2p. 1, vii, S68 p. 20 

Auszuge aus den besten schriftstellern Deutschlands 
“Avertissement” signed. G. 


Contains only prose selections 


Projected volume of verse - 
lished ? : sd 


1 German language—Chrestomathies and readers 1. G., comp. 
18-17891 


Library of Congress PF3129.F7R4 


Recueil général de coeffures de différents gouts, od l'on voit 
la maniére dont se coéffoient les sous différens ragnes, 
& commencer en 1589 jusqu’en 1778. oes a des vers analogues 
& chaque costume. Suivi d'une collection de modes 
Contenant les différens habillemens & coéffures des hommes & 
des femmes. La plus complette qui ait paru en ce genre. 
Ouvrage fort desiré de l'un & de l’autre sexe. Paris, Desnos 
1778, 
 cover-title, 48 48 pl.on 241,11. 259" 
Last leaf is a duplicate | the cover-titie. 
Forty-eight engra of colffures and 48 
text (eurraved) 


stansas of 
Bach of the 24 leaves in this copy was apparently 


intended to be folded into 4 small foaven, 2 containing 
Mustrations and 2 con- 
(Continued on next card) 
23480 
Recueil général de coeffures de différents gouts ... ,1778, 


(Card 2) 
Without the “Collection de modes fra 'rangoises” 4 in the ~ 


mes 

An edition with ‘itie, ‘ns 

Berlin, 1779, is listed 
OQmbibliothek, 


von Lij 
1806-1905, ¥. 2, no. 1679. The, Dreeat ction i Jeneribed In Cobews 
Guide de Vamateur de livres & gravures du xvir* siécle, 5. 6d., 1886, 
col. 

Bound by P. Saillier in full red morocco, inside gold dentelies. 

Trimmed. 

1. Hairdressing. 2. Costume— France. 

‘28 880 

Library of Congress 


GT2200.R35 1778 


Recueil général de jurisprudence, de doctrine et de légis- 
lation coloniales, augmenté de jurisprudence maritime; 


la tribune des colonies et des protectorats ..._ v. 1- 

juin 1891- 

Paris, 1891- 

vy. tables. 134%. monthl 
Title varies: June 1891-June 1899, La Tribune des colonies et des protec- 
torats 
Recueil 1 de ry 4 (Title- 
a A -y> Jan-Dec. 1899: La Tr ° des. colon L = ey protectorata; 


cover~ ae, ly-Dec. 1899: Recueil instal te de ju jurit LS 
Editor: Jun ion” D. Penant. 
1 Penent, D, ed. 
94058 
Library of Congress 


Journal du Palais ... Pa 

1791,/1801- 

Paris, Recueil Sirey ,1801 1-19 
B 


Rages fated On teh @ On entte Gnd ome EG. Saw. 
ndectes francaises périodiques .. 


4x23". monthly. 


Fusier- 
Slonvens-— 1800-1800 C. L. Jeasionesse — 1907-1923, O. de 
=. Heori Roussees. 


TH Tines Ines ta % parte: 2. Jerlepredence do ta Cour Go cnsnation. 
Gécisions 


CATALOG OF PRINTED CARDS 


Recueil général des lois et des arréts (1801 1-19 

(Card 3) 
tmpériaies) et du Conseil d'état, et décisions diverses. ut. Lois an- 
Rolées 00, décrets, ete. ... aVeC Botes et com- 
1860-1880 im 2 parts: 1 Jurisprudence de la Cour de cassation. nu. 


Recueil rénéral des lois et des arréts ... ,18011-19 
(Card 4 
include the supplement: Lois, décret«, avis 
du Saget a@'état, ete, avec annotations. 
include t ppl : —- 
isos-1988 include the cupplement: Riulletin des sou 


—— Jurisprudence du xrx* sitele. ou Table générale alpha- 





droit, des résumés de la législation et un paralléle de la juris- 
prudence et de la doctrine des auteurs; par L.-M. Deville- 
neuve ... et P. Gilbert ... Paris, Bureaux de |’administra- 
tion du Recueil, 1858. 
4¥.im2 279222)". 

(Continued on next card) 

‘ 37-34571 


Recueil général des lois et des arréts ... 
(Card 5) 
Jurisprudence du xrx* siécle, ou Table décennale alpha- 
bétique et chronologique du Recueil général des lois et des 
arréts, (1851 & 1860) présentant, sur toutes les matiéres du 
droit, des résumés de la législation et un paralléle de la 
jurisprudence et de la doctrine des auteurs; ouvrage faisant 
suite & la Table générale contenant le résumé de la jurispru- 
dence de 1791 & 1850. Paris, Bureaux de !’administration, 


,1801 1-19 





1862. 
—_ 11, @Op. F meth 
——— Copy 2. 
(Continued on pert card) 


37-S4571 
5, 


Recueil général des lois et des arréts ... 
(Card 6) 
- Jurisprudence du x1x* sitcle. Table décennale alpha- 
bétique et apy ye du Recueil général des 
arréts, (1861 & 1870) présentant, sur toutes les matiéres du 
droit, des résumés de la législation et un paralléle de la ju- 
risprudence et de la doctrine des auteurs; par 
Conder ... Ouvrage faisant suite & la Table décennale 


(1801 1-19 





1851 & 1860 et & la Table générale de 1791 & 1850. Paris, 
Bureaux de |'administration, 1872. 
Wil, 7283p 279 x2". 
(Continued on next card) 
5 81-34571 


Recueil général des ‘ois et des arréts ... 
(Card 7) 

—— Jurisprudence du x1x° siécle. 3° Table décennale alpha- 
bétique et chronologique du Recueil général des lois et des 
arréts (1871 A 1880) présentant, sur toutes les matiéres du 
droit, des résumés de la législation et un paralléle de la juris- 
prudence et de le doctrine des auteurs, par Ed Fuzier- 
Herman ... Ouvrage faisant suite & la Table 
1791 & 1850, et aux Tables décennales de 1857 & 1860 et = 
1861 4 1870. Paris, Bureaux du Recueil général des lois 
des arréts, 1882. 
4p lL, ip 2 x20". 


1801 !-19 


(Continued on next card) 


31-34571 
i 


Recueil général des lois et des arrits ... 
(Card 8) 

——— Jurisprudence du x1x* sidcle. 4° Table décennale alphs- 
bétique et chronologiqne du Recueil général des lois et des 


(1801 1-19 


Table générale de 1791 & 1850, “et aux 
1851 & 1860, de 1861 A 1870 et de 1871 A 1880. Paris, L. La- 
rose, 1894. 

4p. L. 1008p. 11 2) 289". , 7 


87-8457) 
5 


$33 


Recueil 
ale des lois et des arréts ... ,18011-19 
( 
——— Jurisprudence du xrx* sitcle. 5* Table décennale alpha- 


bétique et chronologique du Recueil général des lois et des 
arréts (1891 & 1900) présentant, sur toutes les matidres du 
droit, des résumés de la législation et un parallale de la 

en On ee See ivier de 

mont ... Ouvrage faisant suite & la Table générale de 1791 
& 1850, et aux Tables décennales de 1851 & 1860, de 1861 & 
1870, de 1871 & 1880 et de 1881 & 1890. Paris, L. Larose, 


1902. 
vil, (ly, 1622p, 1k 2792229". 
(Continued on next card) 


co 


Recueil 
(Card 10) 


aD 
toine Auguste, ™ 
Ruben de Couder, Joseph Antoine, 1843- Jotnt ed. va. Fusier-Her- 
man, Sdouard Louis Paul, 1547-1901, ed. =. 
Gourmont, Olivier de, 1857- ed. 


taires, présentant sur chaque question 
prudence et la doctrine des auteurs; rédigé sur l'ancien Re- 
at eee Se kh 6 d8 eae, SS oe @ 
revu et complété par L.-M. Devilleneuve ... et A-A. Carette 
se» (1 série, 1791-1830.) . 

0. alg 
“Collection .. trente volumes 


& remplacer les 
Tce ona yar Sirey, et que nous continucns depuis l'année 


i 


(Continued on next card) 
& 


Recueil général des lois ot des arréts .. 


Wate. £0 cast bo 8 peste: 1 Jw 
» a, Sosupratenee Sos welbunes 


1840-43 (Card 2) 


Tisprudence la Cour de cassation. 
yi gt . rey 4 
cours 4" 





: Lots apnotées, 1780-1830. 


le ’ nce. Tribunaux d'appel. 
France. oo ‘rence. Conseil d'ftat. vin. France. 
Cours royales. 1. . Laws, statutes, ete 

2168 


Library of Congress 3 


Recueil general cies opera representez par |'Academie royale 
de musique, depuis son etablissement Paris, C. Ballard, 
17 5 
16 v. platen 15°. 

Vets i 16: De Eimprimerte de 3 B.C. Ballard 
Nouv. 


maanes by 1.N “Fr Francia Hi. de Gouresalt, «eur de lumont. Gaye 
net and L. A. BE. de Thi 


CowrExTs. 
t. 1. Pomoue — jan peines & les plaisirs de l'amour—Lee festes de 
VAmour & ae Har Ao Alceste me yy ~~ 
2. Isis. Ck Bellerophon. — triompbe 
VAmour — Persée — Phaeton — Amadi« 
(Continued on aext card) 
+ as 
ATI 

Reeweil general «lex representez par |'Academie royale 

de musique 1703-45, (Card 2) 

Contes te— Continued 

tS. Rolend —Lidyle wor la pois & hone S de Versaiiies —Le tem 

Thetis & Pte ix —Armide.—Acts & Galatée — Zepuire & Flore — 


we & Fake Enée & Lavinie —Coronis —Axtrée —Ballet, dansé o 

Villepee 8 Saint Georges. — Alcide —Didon 
5. Cireé.—Thengene & Carici¢e.— Lee amours ae Momar — Les rai- 
oni, 08 La totson d'or —Artadne & Bachus.—La neinsance de 

epus 
6. Venus & Adonis —Aricle —IRurope gnlante se ee 
Amadis de Grece.— Mart 
rethuse 


thLle > naeee des arte —Canente — Hesione — Ai ~ ae 
Omphele —Fragments de m’ de Lally 
(Continued on sent card) 
+ os 


air, 








Recueil 


Recueil gan des opera Bony par |’ Academie royale 
de musique ... 1703-45. (Card 3 


CONTENTS. _ 





t.& Tanerede —-Ulysse — Tes Amarillix te cornavel & ta 
folle —Iphigente —Telemaque —Alcine.— La Venitien 
9. Philomete —-Aleione ——— Polixene ¢ Pirrhus --Brada- 
LD ppoda mie. — I=sé 
jéngre. — le. — 9 festes venitienn Manto —Ido- 
meng Les amours 3 Venus —Callirboe ‘Medée et Jason. 
tin les amour déguines Les festes de Thalie. 
we tir Plaistrs de in paix._-Theonoé.—Ajax 
t.12. ry festes de leté. —- Hypermnestre. — Ariane. — Camille. — Le 





it de Paris.—-Le ballet des ages. Semiramis. — Les plaisirs de la 
(Continued on next card) 
+ O48 
BT. 
Recueil general ilies opera rep par l’Acad royale 
de musique... 1708-45. (Card 4) 
Com Continued 


t. 1%. Polidor—Les amours de a — —Kenavd. — Pirithous. — Les 
nes et romalnes.—La reine des Péris —Lex elemens —Tele- 
ine et Thisbé —Les amours 


ser ‘M4. Les ee PY de amour. —Pyta: 
Elide wT raraie et Zelie — Les amours 


des deur —Orion.—La princesse @ 
des Aéeuses. 

1. 15. Endimion.—Jephté—Le ballet des sens — Bibile — yp gh y 
Gemenr. —-Hippoiyte et Aricie—Les festes nouveties.— Achilles 


—-Les voyages de 


t. 16. Les graces —Les Indes galantes —Scanderber 
genies.-Le triomphe de l"harmonie.—Cas- 


Yamour —Lee romans.— Les 


+045 
MLAS. Ka 


87b1-; 


Recueil gaerel des pieces touchant |'affaire des p 
legitimes et legitimez, mises en ordre. Hote Ine 


4. tables 17". 


1. France—Kings and rulers—Succession. 


Library of Congress DC133.R3 


Recueil général des proverbes dramatiques; en vers et 
en prose, tant imprimés que manuscrits ... Londres 
rete.) 1785. 
iy. 147 
Cowrenrs.—\ beau précher qui 
rpranete t yok gk OT Ss 

. ou, Le chanteur italien = o— 


'a creur 4 bien faire, ov. ka, comédier 
‘ 16.—A bon oa win poet enseigne. 
lant escroc. 1—A limpossible nul n'est Lf 
A lave la he dun maure on y at Een 
t trompeur tr: 


Gas ou, La permission de chasse. 

ou, La veuve avare. t 5 ag A trop WY. la I rompt, ou, 

t 12—Abondance biens ne nuit pas, ou, mari absent. ¢ pada. 
laide. orn & ee ¢ & ‘jege t. 3—L'amour vaincu 
par la vertu. t. 3—Arlequin, —Avec les fripons il n'y 

( ener on next card) 
ca 13-1141 Unrev'd 
Recueil général des proverbes dramatiques 1785. 
(Card 2) 


Cowtexts—Continued 

4 gagner, ou, Le marchand de bijoux. t 12-—Avec les honnétes 
oune, ng ny a rien ry peste, ou, Le bieniait recompense. t LA, —L'aveugie 
5 ‘a , oa. Qui comers sans . COMP 
t 8—Les Sonus payent l'amende. ¢ 6 —Belle montre, & peu 
rapport, ov, L’ t. 10—Bon chien chasse de race, ou, La 
. % —Bon sang ne peut mentir, ou, 

bon seigneur mae | wae s entre deux loups 
be-de-chambre ti - 
t. 16—Le café heogne 
t 1ax® ge oat Sen 5 suntve ont 

—Chaeun 


son 

3 Reims. t Se chi chapon 
(Continued on next card) 

ca 13-1141 Unrev'éd 





Recueil général! les proverbes dramatiques 1785. 
(Card 3) 
Contes ts—Comtinned 
gros sei. t. 15—Charbonnier doit etre maitre chez lui, ow, L’ambassa- 


$.—Chat éch: 
10 


errant. t ss = clou cha Veutre, ou, L'aprés-dinge 
conse:| de ti-—c t passe riches 
thier, ¢ & — & Seandre. t 5 -— J 
deux ? deux filoux 
deux font ts paire, ov, Les x amis. t 14 —~Le diable 
4 la porte den pauvre homme, ow. x maiheureux. t 12— 
dite t 4—- i ance t. 3-—Les ennuis de 
t S—Lientente est au diseur, ou, Le suisse malade 
t 3—F Points cher Iwi. ou. Qui a bu boire 


t 4—Le foux tolemen. ou, Rira 


ca 1st Unrev'é 





LIBRARY OF CONGRESS 


Recueil général des proverbes dramatiques 1785. 
(Card 4) 
Cow rex rs—Continved. 
eu caché sous a opie, ou, Les faux indifférens. t. 14—Le 
jeux cdepeems, t. 10.—Fin contre fin. 
“t J. Tie , ou, Un bienfait org fom 
. “curé, ow, 


a, agen Sheureuse arrivée, t. 2— 
—Les hohner changent les meev — * = 
utres wes prenneet les on 
ie des 3.45 Cy dre fouetté, ou, le "valt 
—Ii faut amadouer la poule pour avoir les poussins, ou. mar- 

cerises. t. 14—I! faut pe te fer tandis qu'il est chaud, ou, 
L’amateur du tragique, t. 14 —H faut ménager la chevre & les choux, ou, 
La perruque. t. 12—Il faut qu'une porte soit ouverte ou fermée, ou, L' 


(Continued on next card) 
ca 13-1141 Unrev'd 








a des proverbes dramatiques 1785. 
( 
Contents—Continued. 


‘éternelles douleurs, ‘= veuf 


t bas eet fen ten laut pas badiner avec le feu, ou, Vee nt malgre lui 3— 
Ti ne faut pas gens sans les entendre, ou, La statue t 1— 
I ne faut pas dire: Fontaine je ne boirai pas de ton eau, ou, 

t 13—Il ne faut pas jetter le la t 8—II ne faut 
pas péter plus haut que le cul, y v tHh—i faut 


(Continued on next card) 
ca 13-1141 Unrev'd 


Recueil aan des proverbes dramatiques 


(Card 6 
Conrents—Continued. 
t. 3—La moitié du monde 
francoise 


nm ne sauroit penser 4 tout, ou, le Sas t 9 ne sauroit tirer de 
Yhuile d'un mor, ou, Le pari. t 10.—Le parti sage. t 3. ~dix. 
t. 2—Le persifieur. t. 6—Une ‘aide fait grand bien, ou, seigneur 
Pies ce pour ove de malt 7--Pica betes ope on premier alee 
jus de peur t 7—! eux que sage. 

venu a ¢ b= queue du chien. t 6—Qui sattend 4 Pécuelle 


(Continued on next card) 
ca 13-1141 Unrev'd 


général des proverbes dramatiques 1785. 
(Card 7) 


Cowrents—Continuea 


sent morveux, se mouche, on, Le mari. t. 11 rd veut noyer son chien 
de lar ¥ le-mere. t. 14 les gens l'encens, ou, 
tier. 


guinguet retour son maitre. 
est , & RT ou, Le koverd, t 10—Uleette 
& Zaskin. t. 4—L'uniforme de t. 6—Vaut mieux un ennemi 

ou, ue tt a t I— — ee. t 2—Vient 
4 point oa pout akendre, époux réunis. t. 7—Les voyageurs. t. 5. 


1. French drama (Collections) 2. Proverbs, French. 


ca 13-1141 Unrev'd 


t. 1-6, _Lasmsbourg, Impr. de V. Buck, 1867-74. 

Sr. 

“Cet ouvrage fait suite 4 la a ay oy du Journal de Sa 
ment, du notariat et de jurisprudence, 1ondé en 1647 et di em 1855, 
en trots parties.”"—Half-title, v. 1. 
added t.-p.: Journal de l'enregistrement du notariat et de 

r+ 5-3 


F 
E 


—Luremburg (Grand duchy) 2 Law—Luzemburg 
) & Law reports, digests, ete-—Luxemburg (Grand duchy) 
4 Notaries— re (Grand duchy) 1 Schon, Michel, 
ed =u Loxembuerg (Grand @echy) Courts. 

41-4004 
Library of Congress a 


. Reeueil hebdomad de juri di en matiére civile, 
commerciale, criminelle, administrative et de droit public. 
Année 1924- 

Paris, Jurisprudence générale Dalloz, 1924 





. orm. 
At head of title: 
“Chronique”, es eee crest, 2 enh ofeme. 
1 Sew supesta, < yy 2. Law—France. gy 4 
riod — France firm, publishers, Paris. o. France 
38 27% 
Library of Congress 2 


Recueil historique contenant diverses pieces curieuses de ce 
temps. A Cologne. Chez Christophre van Dyck. ».nc.uxvt1. 
2p lL. 0p. 12%, 
gry 7 a Pg in ya by Fr. Foppens. cf. A. Wil- 
Title vignette: a sphere. 
Meal pian abe) et politique - lew 

‘Hongrie® agg was published tn 1665 

author, Toute | Du 


“Ex bibit otbeca Bi m4 Toinet.” 


causes de la guerre 
under the name of the 


i *, Rew Hist.—Louis xiv, 1643-1715—Sources. 1. Dumay, Louls, 
. 1683 


33--10861 


Library of Congress O44 003 


DCIS RA 


Recueil international de législation coloniale. Pub. sous 
le patronage de |’Institut colonia! international 
année ; oct. 1911- 
Bruxelles, 1911- 
v. 259. bimonthly. 
Editors: Oct. 1911- Camille Janssen and others 


1. Colomes— Administration. 1. Institut colonial international, Brus- 
sels. it. Janssen, Camille, 1837- ed 


13-15029 


Library of Congress JV@O45.R5 


Recueil international dos traités du x1x* siécle, contenant I’en- 
semble du droit conventionnel entre les états et les sentences 
arbitrales (textes he ap avec traduction frangaise) pub. 
par le baron Desca: et Louis Renault ... avec le con- 
cours de M. Jules Hasiovest Pas 
Paris, A. Rousseau ,1914- 

. 2. 


Bibliography : v. 1, p. ix)-xvi 
1. Treaties. + Dessames, Bécenss Bugine baron, 1847- 
$4, % *Renault, Louis, 1 1918, joint ed. =n 


15— 19085 


Library of Congress JX1T2.R4 


030c1, 


Recueil international «es traités du xx* sidcle, contenant 
l'ensemble du droit conventionnel entre les Etats et les sen- 
tences arbitrales (textes originaux avec traduction fran- 
gaise). Publié par le baron Descamps ... et Louis Renault ... 
Année 1901- 

Paris, A. Rousseau ,1904— 
¥. fold. tables, —, oe. 


Année - Avec le concours de 
+ a van Verduynen . 





mm. Léon ©: le o* 
= (1901, Léonard Repessnsers) et r Paul Fav- 

1. Treaties. 2 International law and reiations—Sources. 1 Dee 
camps. Edouard Engéne Fra baron, 1547-1983, ed. '. Renault, 








cola, 
Louts, ae, 3 - Ly Léon. tv. Ruyssenaers, Léonard 
Henri, 1853- Fauchille, Paul. 1458-1926. 
6 12286 
Library of Congress, 4X172.R5 
a3Tb1, 

Recueil juridique C. m.; bulletin mensuel de et de 
jur de larchi , de Fentoapetae et de la pro- 
priété batie. 1-— année; oct. /nov. 1923- 

Paris, Librairie de la Construction moderne, 1923— 
¥ ae 

Caption title 

“Su 4 In Construction moderne.” 

Editor: Oct. 1923- Pierre Guillemot-Saint-Vinedault 
Includes supplements 


laws — France. 


1. Law reports, digests, ete.— France. Building 
1, Guillemot-Saint-Vinebault, Pierre, ed. 1. 7) Construction 
Supplément 


m1 
Library of Congress 2) 


Recueil manuel contenant le Tableau des 
de la Coutunie de Paris, et les principales ordonnances du 


royaume downées par les rois Paris, Le ” 
ITRS-8R, 

4+. in 1 105". 

Incomplete Cusum, 8008, p 891. mate Cettontnd on. O50, Hens £8 9 le 


: Blog. antv., 15 ¥.; Brit. 
) 
tite of v.13; there is no general tithe 
page . each volume has special title as given in contents 

q * Tableau des successions, sulv! du Texte de la Coutame 





(Continued on next card) 


24 18TIs 
fibt, 








Recueil manuel contenant le Tableau des successions ... 1785~ 
2) 


88. (Card 
Camus is mentioned as an editor of this publication in Quérard & La 
grande (under Boucher) 
Conrerts.— i. Tablean de toutes especes de 


successions, par 
Corea, des coutumes de la ‘et vicomté de Purl ttt. 
Ordonnance ;civile, de Louls Ordonnance de Louis xrv, 
pour le com: », 1673, auivie de celles de et 1737, sur les 
les régiemens de juges, les comaiittimus, en matiéres civile et crimi 


aelle.—v. Ordonnance de Louis jes 
suivie de celle de Louis xv, 1787, sur le faux 
Nolssance décriture.—v1. Edit de Louis xv, 1 
servateurs des hypothéq 


ues sur les immeubles réeis et fictifs, et abroga- 


(Continued on pert card) 
24— 18718 
4th, 


Recueil manuel contenant le Tableau des successions ... 


1785- 
88. 3 
wes Coxtexts —Continned. 


tion des decrets volontaires, suivi de toutes les lolx qui ont été publiées 
depuis. en ition . vec Par m. Roucher @ _ 


interpréta des 
vu. nance de Louts xiv, touchant les eaux et fortts, suivie de 'édit 
du rot, 1716, porant régiement a x et fe — 


. eur 
les plalntes, doléances et remontrances des députés des trois Bate t tenus 
(Continued on next card) 


24—18T18 
tb1, 


Recueil manuel contenant le Tableau des successions ... 1785- 
88. (Card 4) 
Covrexts—Continued 


en Ia ville Kgny | 1540.—xi1. Régiement du consell, concernant ta 
Pprocédure ma. veut (tre observée en aon conset!, 


1. Inheritance eA a 
ete. 7 France. La’ tutes, ete. rm. Castel. 
WArzis. André Jean Minorieen, Tim 1THh od +. Camus, Set Gaston, 
1740-1804, ed. vt. Tithe: Tableau des successions. 





24—18T18 


Library of Congress adibt, 


Recueil mensue!l des procés-verbaux des séances de la Cham- 
bre syndicale dex négociants en diamants, perles, pierres 
précieuses et des lapidaires, no. 1- jan. 1912- 

Paris, Sige de la Chambre, 1912- 


*. 24°. monthly. 


1. Jewelry trade—France— 
pégecta 
Paris. 


Societies. 1 Chambre syndicole des 
nts en diaments, perles, plerres précieuses et des lapidaires, 


Os8*OnH 


Library, U. 8. Geol. Surv. Geo. F. Kunz Collection K4805 R241 


| ey Deltour. Catalogue et analyse des théses 
et francaises admises par les facultés cles lettres avec 
——¥ et table alphabétique des docteurs. Année scolaire 
1880/81,-1901/02, Paris, Delalain fréres 1882-1902, 
22. ima. 249". 
ual pom to Mourier and Deltour's “Notice sur le doctorat 
es fetes”, 
(Continued on next card) 


S441, 


644019 





6 44019 


CATALOG OF PRINTED CARDS 


Recueil périodique de jurisprudence, de 
législation et de doctrine. 


Recueil périodique et critique de jurisprudence, etc 


. Recueil périodique et critique de jurisprudence, de législation 
et de doctrine en matitre civile, commerciale, criminelle, ad- 
ministrative et de droit public ° 
Paris, Jeriepredence generale Dulloz, 1s -19 
28 x 231™. 
Montinty. 18-1819; semimonthiy, 18027-1014 (only 12 nos, iaeued in 
1914); monthly. 19155 
‘Tithe varies: 18 -1847, Jurtiaprudence mule du royaume. Herueil 
perientique et critique ce jurisprictenes. cde levinlation et de deet rit: 
eo mariére civile, commerciale, criminetie. administrative et ce 


ener! Recvet) péritiqne et critique 
Reenet! périolique et critique 
At head of title, 1998 Dra then, 
(Continued on next car’) 


HRB 


Recueil périodique et critique de jurisprudence... 18 = 
19 (Card 2) 

1857. Nallog ainé, Armand Dalloz (18-1867, with 
1858-1587, Odouard Dalloz, Charles Vergé (1873- 
wstT. with Gaston Griolet ; 18TS-1887, wu Sos Gaston Griolet and 

= et Charles Vergé, Griolet, Ch. cree 
Gaston Griolet. Ch Verse tle. fils (1896-1922, with 


195-1927, A. Camptot, R. Le 





(Continged on next card) 
‘28-1720 Revised 
2, 


.. Recueil périodique et critique de jurisprudence. 18 - 
19 (Card 3) 

ae fermées dans la tulile ex matiéres et mixes ep harmonte avec le 
Dictionnaire général et raisonné 

18é* 1929, 1922, In 3 parts 


arnt» des tros 







des ‘Cours appel, et déeis 
1920, 1923. Courx Pappel +t “trteunnes) ; 


3 1 
tat (1997-1920, 182%, du Conseil d'Btet et P Tribunal des con- 
fits) ; 4. Lew boty, décrets es in — réglementa’ avec les dtis- 
cussions |i latives et lew ports dont les lois sunt (Title 
varies slightiy) : 5. Les dé ~ dun ordre ire, analyses d'our- 
rages, ete renfermées dam ble des mati¢res et mises en harmonic 


(Conti: 





on nest card) 
Sel, 


Recueil périodique et critique de jurisprudence 
19 (Card 4) 
avec le Dictionnaire général ct raisonné (ISG LBA, ne a ag ume 


6 - 


jure net am . eb matiere crimineile, d enregistrement. . ote. 
tables: 188-1005, Tables et décisions diverses 1806-1920, ines,” Sous. 
mairer darréts ct de Jugements) 


1922. 19+ in 4 parts: 1. Cour de casration; 2. Cours 
des confiits; 4. Lots 
et décrets —_ et discussions 
18 -INGs Ouvrage faisent suite, & partir “de Fy’ 1545, tant 6 le 
rt ainé, par 
pha het ique et met tes! ql est actor’ ~s TA, en cours dex 
ta collect ic ~1 C rhe alte “ae et au lietioonaire général et ral- 
sonne te in Semaed tow 


(Contiveed on next card) 





‘28-1TS0 Rev ined 


... Recueil périodique ct critique de jurisprudence 1 
iw (Card 5) 
180-1876. Crus rage eon suite a la nouvelle Alities da Méper. 

sree de mm latter 

ite mols, ro Keon Miblographique des 
ouvregrs la et la Jurixprudence (1858- 

1871. «ur le droit, Técanemic pul —ny rphee vite ct la philbwephie) (The 


L. C. set does not contain the Kerne 

too. 1922 inclade epemretery, sections “Chronique” and “Iiblie- 
graphic”. 1903 Dros! ” only 
——- 2d net. 


(Continued on pext card) 
2 


112 Revined 


19 (Card 6 











Recueil 


i % et critique de jurisprudence... 18 ~- 


. Table a RS années (1841 & 1856) du Recueil pé- 





riodique «. par m. Dalloz, ainé ... Par m. Armand Dal- 
loz... Avec la collet de m. L. Brésilti . dem. 
Jules Janet Cette table faisant suite, sous le rapport de 


la législation et cle la jurisprudence, au Dictionnaire général 
et raisonné de m. Armand Dalloz. Paris, Bureau de la Juris- 
prudence générale, 1857. 
vif, (ly, S08, 118 p. 2 27g. 
At head of title: Jurisprudence générale 

(Continued on next card) 


Pel, 


28 17299 Revised 


.. Recueil am et critique de jurisprudence... 18 - 


“19 (Card 


. Table sais des vingt-deux années du Recueil 
périodique de jurisprudence, de législation et de doctrine 
(1845 & 1867) suivie d'une table chronologique des lois, ar- 
réts, etc., et let: le Réy éthodi et alpha- 
bétique, par m. 'D. Dalloz ... avec Ia collaboration de m. 





Jules Janet ... et celle de plusieurs pe Paris, 
Bureau de la Jurisprudence générale, 1 
2v. 27) 222)". 
At head of title: Jurisprudence générale. 
(Continued on next card) 
28-17298 Revised 
el, 


Recueil périodique et critique de jurisprudence... 18 < 
8) 


“9 (Card 


- Table alphabétique des dix années (1867 & 1877) du 
Recueil périodique de jurisprudence, de et de doc- 
trine (avec table chronologique des lois, arréts, etc.) faisant 
suite & la Table des vingt-deux —_ (1845 & 1867) et 
complétant le Répertoire méthodique Ew As wy Bing 
Dalloz, par mm. Edouard Dailoz, fis "fs Ohare Vara 
avec la collaboration de m. Jules Janet . Paris, Bu: 


7, ly, 1088 p11 
At bead of title: Jurispradenre générale. 
(Continoed on nex. a) 
28-1720 Revised 


. re périodique et critique de jurisprudence 8 - 
(Card 9) 
-. Nouvelle table alphabstique des dix années (1877 a 

1887) du Recueil pr riodique de jurisp . det 
et de doctrine (avec table chronologique des lois, arréts, ete.) 
faisant suite aux deux tables de vingt-~leux années (1845 & 
1867) et de dix années (1867 4 1877) de mm. Dalioz, par m. 
Charles Vergé ... avec la collaboration de m. Jules Janet ... 
Paris, Bureau de la Jurisprudence générale, 1857. 
4p l. 0p. 2. Mx me 
At bead of title: Jw 

two parts, pt. 2 with cover-title dated 1888. 
(Continued on next card) 





‘2B- 17209 Revised 
2 


Recueil périocdique et critique de jurisprudence... 18 = 

19 (Card 10) 

Troisiéme table alphabétique ce dix annéex du Re- 

cueil périodique de mm. Dalloz (avec table chi 

cles lois, arréts, ete.) 1887 & 1897, par mm. Gaston Griolet ... 

yet, Charles Vergé ... Avec la collaboration de mm. P. Fau- 

chille H. Bourdeaux yet, Ch. Claro Paris, Bureau 

de la Jurisprudence générale, 1897 

4p il. 422 2p Me ay 

At head of title: Jurisprudence généraie. 

Tasned In two parts. pt 2 with covertithe dated 1908 
(Continued on nest card) 


tel, 





28-1 T28O Revised 


... Reewell périodique et critique de jurispradence ... 18 - 
19 (Card 11) 

_ Gustine its ciate do Gn conte a S> 

_— périodique Dalloz (avec table chronologique des lois, 

arréts, etc.) 1897 & 1907, par mm. Griolet ... et 

de m. Félix Tour- 


Charles Vergé ... Avec Ia collaboration 
nier .. Paris, Bureau de la Jurisprudence générale Dallos, 


1907- 
’. eS 
At bead of Uthe Jurisprudence générale Dallos. 
( Contineed on sext card) 
a 


‘2B 1T2WY Keviaed 








Recueil 


. Recueil ——- et critique de jurisprudence 16 - 
“19 (Card 12) 

—— ... rremiére table alphabétique de cing années du Re- 
cueil périodique Dalloz (avec table chronologique des lois, 
arréts, etc.) 1907 & 1911, par mm. Gaston Griolet ... 

| Verge ... avec la collaboration de m. Félix Tournier 
Paris, Dalloz, 1912. 
4p. O6p.11 2x2 
At bead of title: Jurisprudence générale Dallos. 
(Continued on next card) 


» 28-17290 Revised 
2, 


.-. Recueil périodique et critique de jurisprudence... 18 - 
19 (Card 13) 

———. ... Deuxi@me table alphabétique de cing années du Re- 
cueil périodique Dalloz (avec table chronologique des lois, 
arréts, etc.) 1912 & 1916, par mm. Gaston Griolet ... et, 
Charles Vergé ... avec la collaboration de m. Louis Robinet 
.. Paris, Dalloz, 1919. 
4p. 7p. 2x2. 

At head of title: Jarisprudence générale Dalloz. 
(Continued on next card) 


28-17290 Revised 
2) 


-.. Reeueil —— y critique de jurisprudence... 18 - 

19 (Card 
PR my sats alphabetique de cing années du Re- 
cueil périodique Dalloz (avec table chronologique des lois, 
arréts, etc.) 1917 & 1921, par mm. Gaston Griolet et) 
Vergé ... avec la collaboration de m. Félix Tour- 


1. Law reports, France. 2. Law—-France. 3. 7 
France. 4 Indeses 1. Dalloz, V! 
Désiré, 1796-1868. ed. nm. *Dallos, Armand, 1797-1867, joint ed. 11. Dal- 
Sdouard, 1827-1886, ed. iv. Vergé. Charles Henri, 1810-1) 
(Continued op next card) 
2S 17280 Kevised 
2 


.-. Reeuell périodique et critique de jurisprudence 16 - 
19 (Card 15) 

*Griolet, Gaston, 1842 ed. vt. Vergé. Charles, 1851 

Koehler, Camille, 4. 1922. joint ed. v111. Campiot, 0 

Léonce. x. Leproust, Nené. £1. Dalior, Vietor Alexis =, paige 

Jurisprodence générale = litpertoire métbodique et alphabét =u. 

Dallot. Armand. 1797-1867. Dictionnaire général et ra 4 


joint ed. vn. 
médée, ed. ix. Janet, 





Chari s. Tourn réeux 
Courts, sxm. France. Laws, stator ete. xxi France. 
Cour +~ xarv. France. Cours royales. xxv. France. © 
Weta Cours impériaies. xxvu. France. Tri dew 


xxv1. France 
confits, one Tithe : Jurisprudence générale du royaume. xxtx. Title: 
jurisprudence générale 


a 


Library of Congrees 28-1729 Revised 


Recueil philosophique; ov, Mélange de pieces sur le religion 
& la morelr. Par différents auteurs Londres, moccuxx. 
2. it 19° 


1 Addrenses esaays. lectures 2 Philosophy—Addresses, 
qmenys. lectures 


Library of Congress BL25 R25 ri) 


Reeveil publié & l'occasion du jubilé scientifique du pro- 
fesseur G. Le Monnier. Nancy, Imprimerie Berger-Levrault, 
1918. 


dp lt, Bp-Zs p. 1k frost. (port.) Mian, plotes, dingrs. 39° 


| Lemuonler, Georges 
Agr T1104 


Liveery, U8. Dept. of ultere 4@ih24z 


LIBRARY OF CONGRESS 


... Reeverdo al gral. don Manuel Bonilla en el 5° aniversario 
de su muerte, Tegucigalpa, 21 de marzo. ,Comayagiiela, 
Imprenta El Sol, 1918, 


Manuel Bonilla desde una fecha gloriosa hasta c' dia . ¥ por 
encima de cinco afios de distancia, J. Pineda —Aniversario 
Go la muerte del general don Manuel Bonilla, por Rubés irrientos. 

1. Bonilla, Manoel, pres. Honduras, 1849-1913. 

Hernandez. Serapio. nm. Pineda J. m1. Barrientos, Rubén 
Rafael, 1873- 

87-13455 
Library of Congress F'1506. B685 
12) 923.17283 


Reewerdo de Ciudad Juarez, Mexico. (n. p., 190-1, 
cover-tite, 12 col. pl. oo fold. trip 102 180". in cover 11 x 16". 


1, Cludad Juares, Mexico. 2 Bull-fights. 


am 
Brief cataloging 


Library of Congress GV1107. Rat 


12) 


A, 


de la nacional, dedicado a 
Fhe R ——h. F. AF. 
‘San Salvador, Imprenta nacional, 1908, 
cover-title, 48 p. ports. 21)”. 





1. Salvador—Hist. 1 San Salvador. Alcaldia. 
10—17550 
Library of Congress F1486.R31 


@1b1, 


Recuerdo de Montevideo. Montevideo, Galli y c*., 1875. 


cover-title, 1 p. 1, 27 phut., map, plan. 29x 38)™. 


1. Montevideo—Descr —Views 


Library of Congress F2781.R31 


Recullet, Lacien. 
.. Le secret professionnel des notaires ... par Lucien Recullet 
Paris, Imprimerie H. Jouve, 1905. 
S19 p. 2i~. 
Thétee—Univ. de Paris, 
“Bibliograpbie” : p. 318;-818 i. ¢. 316, 


1 Notaries—rrance. 2 Legal ethics—France. 1. Title 


41-96877 


Library of Congress 2 


Recupero, Giuseppe, 1720-1778. 

Storia naturale e generale dell’ Etna, del canonico Giuseppe 
Recuipero Opera postuma, arricchita di moltissime interes- 
santi ennotazioni dal sno nipote tesoriere Agatino | Recupero ... 
Catania. Dalla stamperia della regia wniversita’ degli studj, 
1815 

2+. front. (vy 1, fold. port.) fold. plates, fold. map. 20°. 

“Chloris uetnenst« o le quattro forule dell’ Etna, opuscolo del sig. 
c Ss Ly 4 Sehmalte”: 1,15 p at end 
la vegetazione di aleune plante a varie alterze del cono 
oon Pron Gel socio Carlo Gemmeligro”: ¥. 2.10 p. at end 

1 Etmn 2. Voleanoos—Sielly 1. Reeupero, Agatino 

G 810-312 
Feo). JAveery 2201500) qh24 
for brary « f Congress asTbl 


536 


Recupito, Marco Vinicio, 1910- 

. Artisti e musicisti moderni. Cenni storici-critici e biblio- 
grafici con speciale riguardo alla scuola ed all’ esegesi. Mi- 
lano, Editrice La Fiamma, 1933. 

316, 4; p. Mus.Aporte.) 21, 


ceutnet to Italian musicians. 
rtising matter: p. :291)-818) 


1. Music—Italy—Bio-bibl. 2. Musicians—Dictionaries. 1. Title 
34-31525 
Library of Congress ML106.1 8R4 
2, 9278 
Recupito, Marco Vinicio, 
.. Liriche. Milano, A. Gorlini ,1929, 
Clip. 224°. 
1 Title. 
80-2641 
Library, of Congress PQs839.E3L5 1929 
Copyright A—Foreign “41 
12 
Recupito, Marco Vinicio, 1910— 
I primordi d’una carriera, romanzo. (1. ed.) Milano, 


A. Gorlini 1931, 


175, dy) p. Mlus. (port.) 19°. (On cover: Liavventura polisiesca. 
m4) 
1. Title. 
34-31676 
Library of Congress PQ46839.E3P7 1931 853.91 
Recur, Carlos 
see 
Recur y Carazo, Carlos, d. 1889. 
16—13204 


Library of Congress (38b1, 


Recur y Carazo, a a. 1889. 
Filipinas ; estudi di ies, por Carlos 
tecur. Madrid, Seen. de R. +4 R. = 1879. 


135 p12 21°. 





1 Philippine tslands—Pol & govt 


DS672.8.R4 
18801, 


Livrary of Congress 


Recur y Carazo, Carlos, d. 1889. 


El tabaco filipino, por Carlos Recur. 
Fortanet, 1880. 


Sp 22a 


Madrid, Impr. de 


1 Tobacco—Philippine Islands 


SB278 P6RS 
ws24dl 


Library of Congress 








de inconstitucionalidad contra la ley de 16 de 


Reeurso 
febrero de 1909. Habana, Impr. P. Fernandez y ca. ,1909, 


cho) —Diae 
1900.—E) proyecto de ley # 


3p lL, dilp-easy, 119 p. 2 


Converts. —Nota preliminar —Memorandum (signed: Leopoldo Can- 
urso del ar. yp ape FH FR KE LLY 
empleados 





1 Municipal government—Cube Cube. Laws, statutes, etc. 
08. 1 Cancio » Lana. Leopoldo. on. ‘Ganguly 9 Garritte, Manvel, 
S45 1925, 

o—27T078 
Library of Congress 782011.3 
(e321, 


Récy, Georges de. 

The decoration of leather, from the French of Georges 
de ae by Maude Nathan; with illustrations and exam- 
ples leather decoration from various sources. Lon- 
don, A. Constable & co., Itd., 1905. 


104 p. illus., 20 pl. (incl. front.) 23". 
1. Leather work. 1. Nathan, Maude, tr. u. Title 
68879 
Library of Congress NK6200.R3 
Biel, 
Récy, Georges de.. 


L’évolution ornementale jis lorigine ju'au xr 
sidcle; conférences faites & ls “aid ‘det la Société Pig 
les 8, 10 et 14 mai 1912; ouvrage illustré de deux cent dix- 
huit gravures dans le texte d’aprés des originaux, des repro- 
ductions et des dessins de Vauteur, avec une préface de 
Francois Courboin Paris, A. Picard et fils, 1913. 
3p l, dxp-ail, 275, 4; p. Mus. 2. 





ob. L —y t—Hi 1 Courboin, Francois, 1965- 
19—1421 
Library of Congress NK1ITS.R4 
e371, 
Recy, René Bauny de 
see 
Bauny de Recy, René. . 
Récy, René de. 
Traité du domaine public, par René de Récy ... 2. éd. ... 
Paris, P. Dupont, vat, tebe 
2. 2. 
“Législation” : v. 2, p. 605)-706. 


1. Public domain. 2 Finance—France. 3. Administrative law—France. 
t France. Laws, statutes, etc. 


Library of Congress HJ3840.F8RS ws 
rs26c1, 
. en gh breci tulseny, > re & wechéd do 
sig na 
Herlend | Bedeho i or en ee J 2 Ladwinows 
: i Sadykowi a jerzy 


287, dD port. 167". 


‘The Library of entertaining Knowledge, The Hindoos, ¥. 1, chap. 
vi-vt appended. 


1 Tithe. 
ca 80-504 Unrev'd 


Library of Congress 


CATALOG OF PRINTED CARDS 


Red, Mrs. George Plunkett. 

The medicine man in pe Se George Plunkett Red (Mrs. 
8. C. Red) Houston, Tex. printing & lithograph- 
ing co., “1930, 

6p. 1, B34 p plates, ports, 20" 

Bibliography : p. 348-344. 





1 Physicians—Texas. 2 Medicine—Texas . Tite 
31— 1988 
Library of Congress RSS RS 
— Copy 2. 
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(Red, Samuel Caark, 1861- 

A brief history of First Presbyterian church, Houston, 
Texas, 1839-1939. Houston, Tex., Wilson stationery & print- 
ing company, 1939. 

133, 3; p. iMus. (incl. porta.) 234". 


Totroduction signed : 8. C. Red, hist 
Staciped on end-paper Total printed de luxe edition 180. Copy no. 17. 


1. Houston, Tex. First Presbyterian church. 1 Title 
8925283 
Library of Congress BXS21LH75F5 
a (285.1764 


Red, Mra. 4. S. 
see 


Red, Mrs. Rizpah Cc. (Bowers) 1866- 


Red, William Stuart, 1857-1933. 

A history of the jan church in Texas, by William 
Stuart Red. Austin, Tex., Steck co., *1936, 

xiii p., 1 1, 483 p. incl. front., Mus, plates, ports. 234". 


“The history of the Southera Preshyterias ccherch, and - of the 
Northern charch to 1 
Edited by Mrs. W. S. Red and Rev. M. L. Purcell. 

1. Presbyterian church in 2. Presbyterians tn Texas. L 
oe = Se < (Bomers) ise ed. 1. Purceil, Malcolm Lee, 
1s8- joint 

37-54 
Library of Congress BXSH7 TSRE 
— —— Copy 2, 
Copyright A 100573 (5) 285.1764 


Red, William Stuart. 
The Texas colonists and son, Se Sey a centen- 


nial tribute to the Texas pat their blood 
that we might enjoy y cil and religion ibery ey i By, Wil- 
liam Stuart Red. Austin, Tex., 
viii, 149 p. illus. (facsims.) pl. 238™ 
». fexas—Church history. 2 Church and state in Texas, t Title 
24— 14892 
Library of Congress BRSSS.T4R4 
— —— Copy 2 
Copyright A 792851 13262) 
Alnus oregona Nutt. (Washington, 


Red alder. 
Govt. print. off.; 1912. 
a* 239™. (U.S. Dept of agriculture. Forest service. Silvical leaflet 


1. (Red alder; 
Agr 12-1615 


Library, U. S. Dept. of Agriculturs 1F762Le 20. 53 
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The Red and black, puo. in the interests of the students 


" @f Cental high exbosl. 


St. Louis, Mo. £19 


v. ius (incl. gorau.) 2™. 


1. St. Louis. Central high school. 


ca 24-861 Unrev'd 
Library of Congress LD7501.S206 
Copynght 
... Red & blue . adbook 
“Minneapolis, ‘tien Hi-Y club of Central high school 
vy 1. 
At head of title: C H S, Hi-Y 
1. Minneapetis. Central high school. Hi-Y club. 
ca 24-08 Unrev'a 
Library ef Congress D701 MéSR4 
Gopyrngbt 
Red-ash coal. Harrisburg railroad. a. p.. 18— 
4p 257 
A La lroad the Swatara district 
to 
at prope a rail to connect mimng 


1. Swatara coal mines. 2 Harrisburg railroad. +. B., T. 
ca7-3871 Unrev'd 


Library of Congress TN&23.P4R3 


“Red Band,” pseud. 

4 slemen of Teateante, by™ Red Band,”’ with a fore 

by Joseph Fort Newton ... New York and London, 

&. P. Putnam’s sons, 1920. 

4p 2. $1.50 

In verse. 

t. Title. 

DAD 
Library of Congress PR6OOO.AGR4 1920 
— —— Copy2. 
Copyright A 565869 dh 
Red Bank, V./. Charters. 

Charter of the town of Red Bank, with the Ordinances. 
Printed by order of the Board of commissioners. Red Bank, 
N. J., J. R Ingling, printer, 1873. 

Sp ne 

& Red Bank, N. 3. Ordinances, ote. a Tithe 

s7-101982 


JS10.RA4 18TE 
a morea 


~ Bitune Highiobae ‘Sea Bright, ete. tm 3 G. — | 
Richardson, 1911. 


thes 2B™ (American suburbs dillustrated. July, 
awii\** Mee 


Library of Congress 
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Red Bird association of Primitive 
Baptists 


Primitive Baptiste. Kentucky. Red Bird 
association of Primitive Baptists 


The Red book (v. Ip 
Oct. 23, 18 
Baltimore, J. Robinson :1819)- 
. 


Iseoed irregularly. 


14-21185 


Library of Congress AP2 R276 


“The Red book,’’ 
The Lg oy sid of East Africa, Uganda & Zanzibar ... 
ae y the Standard printing & publishing works .. 
= & Nairobi, 19 


v mn. 


1. Africa, British East— Direct. 2. Uj —Direct. 3. Zanzibar — 
Direct. 1 Standard printing and i works, Mombasa. 
20-19546 
Library of Congress DT422.R4 
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The red book; a social, business and telephone \ ereeed 
of Bellevue, ast ‘Ben Avon and Emsworth 
Bellevue, Pa., J. W. Vickerman, 1904- 


eo =. 
Cover-title: The red book; the north boroughs’ directory 


2 Pa—Direct. 3. Ben Avon, Pa— 
— Direct. 5. Pittsburgh — Suburbs — Direct. 
1. Tithe 
14-1379 


Library of Congres. F199 B48 


.-. Red book, Charleston's business annual; a business 
and professional er and buyers’ guide of 


Charleston, 8. C. 
Charleston, 8. C., B. M ie (1925- 


v 2 


1. Charleston, S. C.—Direct 


ca 25-980 Unrev'd 
Library of Congress 


Copyright 
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--- Red book coupon and transfer directory (hoemeny 
Py tag Tt ; contoinn directory of all coupons Payal 
in Boston, New York, Philadelphia, Baltimore, i _ 
ae Saas Chicago = other cities—transf 
floc eeteaen and Feisered bode di 
Phi 


iphia and Baltimore 
New York, Financial information, ine., 
v Dine 


1. Securities—U S& 
Library of Congress 
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The Red book for the thirtieth 
legislature of the state of 
Michigan 


Michigan. Dept of state, 
Michigan official directory and 
legislative manual... 


The “Red book” guide to Providence, Pawtucket, Central 
Falls. Cranston, East Providence and environs, Rhode 
Island, with new maps ... New York, Newark, N. J., 
Interstate map company, ‘1916. 


160 p. incl. maps. ‘fold. map. 154x 71". $0.15 


1. Providence — Deser.— Guide-books. 2. Pawtucket, R. 1 —Deser— 
Guide-books. 3 Central Falls, R_ 1 —Descr —Guide-books. 4. Cranston, 
R. 1 —Descr —Guide-books. 5. East Providence, R. 1—Descr —Guide- 

16-14481 


Library of Congress 
Copyright A 431031 


F89.PORS 


The “Red book” information and street guide of Chicago, 
Cook county, Illinois ... Chicago, Ill, Interstate map com- 
pany ,1931- 


¥. fold. map. 15427)". 


1. Chicago—Streets. 
Ca 82-219 Unrev'd 


Library of Congress F548.67.A1R3 


The “Red book” information and street guide of Jersey City, 
Hoboken, Union City ... Bayonne, Weehawken, Guttenberg, 
Secaucus, West New York & North Bergen ... 

New York, Interstate map company, °1926- 
*. maps (part fold.) 15°. 


1. Jersey City—Streets. 2. Hoboken, N. J.—Streets. a. ote City, 
. 5. Weehaw! ’ 


The “Red book” information and street ot of Kansas 
Missouri, and Kansas City, Kansas ... Kansas City, Mo. 
Interstate map company (19 

¥. fold. map. 159% 79". 


1. Kanes City, Mo.—Streets, 2. Kansas City, Kao.—Streets 


ca 31-692 Uorev'a 
Library of Congress 


——- 2 wet 
Copy right 
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The “Red book” og ee pe ty 
Los Angeles County, California ... 
Interwtate map company ,1929- 
+. fold. map. 157”. 


1. Los Angeies—Streets. 


ca 30-1200 Unrevd 
Library of Congress eee 1842 
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The red book; manufacturers’ ex 


The “Red book” information and street guide of Pitteburgh, 
Penna. New York city, Interstate map company 19 
*. 195 79*. 


1. Pitteburgh—Streets. 

ca 81-001 Unrev'd 
Library of Congress F150.P6a2 
2d set. 
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The “Red book” information and street guide of Queens 
borough, New York city ... New York, Interstate map 
company ,1929- 

¥. fold. map. 15)". 


1. Queens (Borough )—8treets. 
Ca 80-1201 Unrev'd 
Library of Congress F'128.68.Q442 
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Red book, interstate automobile guide ... New England 
(v. 


1905- 
Worcester, Mass., F. 8. Blanchard & company, °1905- 
v. 24x13" 
Tie wee 1905, Interstate automobile soaieuer and tourists’ guide. 


Interstate automobile tourists’ ~< “a 
1908- Red book, interstate automobile guide. 


S.—Deser. & trav —Guide-books. 2 Excursion guides. 3. Auto- 
mohiles— Direct nterstate automobile register and tourists’ guide 
tt. Interstate automo ile tourists’ guide. 


6-20059 Additions 


Library of Congress GV1024.R3 Copyright 


The Red hook magazine. v. 1- 


May 1903- 
Chicago, The Red hook corporation ;1903- 
¥. ius, plates, ports. 25°". monthily. 


Plates printed on beth sides 
Title varies hey 1903, The Red pow illustrated. 
une 1905-Aug. 1904 The Red book; a short story magazine 
904-Apr. 1905, The pat best book. 
May 108, ‘The Red beck suypeine 
Beers: Sey 1903-May 1906, ‘Trombul hite —June 1906- KE 


1. White, Trumbull, 1868- ed. 11. Harriman, Karl Edwin, 1875- ed. 


10-9972t 
Library of Congress AP2 R2 


The Red book magazine 
see also 


Redbook magazine's camp literature 
prize. 


t guide. Contains 

the names and addresses of the export commission 

merchants ef the United States and some foreign 

houses bougnt for . . New York, 1go1. 
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Cuprvighs Ms Chores A. Peano, New 
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Red book, National used car market report ... cash values and 
specifications 
Chicago, Ill., National used car market report, inc. ,“19 
¥. 16°. bimonthly. 
“Cash value edition.” 


1. Automobile industry and trade—U. 8. 1. National used car mar- 
report, inc., Chicago. 


ket 
35-18081 
Library of Congress HD9T10. USNST 
—— 24 eet. 
Copyright & 


Red book of Clanranald 
see 


Book of Clanranald. 


The Red book of commerce; or, Who's who in business .. 
which is incorporated Dod’s business who's who. 


London, Grosvenor press ltd. ,19 
’. 2. anneal. 


1, Gt. Brit —Comm.— Direct 1. Title: Who's who in business. 
ca 34-688 Unrev'd 
Library of Congress HF3868. R4 
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The red book of eye, ear, nose, and throat specialista. ist- 
ed., 1915- 
Chicago, TIL, L. Topaz, *1915- 
. oO. 


1. Physicians—U. 8.—Direct. 


15—6770 
Library of Congress REZ RS 
(#001, 
Red book of Hergest. 
The poet: Op Go Bat tock of Benge, on roduced & 
edited b: 3. Gwenogeryn vane rog, N. 


2p. 1, 1769. 26". (On verse of half-title: Series of Welsh texts re- 
produced & edited by J. G. Evans. rvol. xn) 


Half-title: Liyvyr coch Hergest. Volume x1 of the Series of old Welsh 


to subscribers only. Six hundred of this work were 
the rive as of the adtor ~~ 0a, 286-600 on 
edge paper. no. 365.” 
ai poetry (Collections) 1 Evans, John Gwenogyryn, 1852- 
‘ 26-10295 
Library of Congress PB2Z7iR4 1911 
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Red book of Hergest 
see also 


Charlemagne. Ystorya de Carolo Magno. 
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Red book of Hergest 
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Mabinogion. 


The 5 red book of Houston ; a onpenien of bocial, pro- 


onal, ous, 
of Houston's colored population. ee no. 1. Houston, 
Tex., Sotex publishing company (1915, 
190, 2) p. illus. (imel. porta) 279". $3.50 





ny. Tex. 1 Sotex publishing company, Houston, 
= 15-23010 
Library of Congress PIM HERI 

—— Copy 2. 


Copyright A 4161S 


The book”’ of peGvided se containing names 
‘i . **individuals"’ s Phiiedes ia and vicinity. 
qd Philadelphia, Pa., +. refer- 
ence company, inc. “1902- 


¥. 2. 
Publishers: 1903-19 
Commercial 


The Consumers mercantile agency, inc —19 
company, inc. 
HFSS74.PS4 * 


Red book of New Orleans commerce ; an official and 


1. New Orieane—Direct. 1 New Orleans association of comme-ca 


Library of Congress 


Riad beck of tho cine ond Hone onde 1986 
st— ed. New 


York, Atlas publishing com- 


pany, inc. ,“1936- 
+. Mus (map) i”. 


1. Liquor trafie—U. 8.—Dtreet. 


se-19ieT 
Library of Congress HD@BSS Re 
——— Mee 
Copyright a om os 


‘The Red book: or, A list of addresses in the west end of Bos- 
ton ... 1886- Boston. com 


pany, 1886- 
* 4x2 


1 Bostoe— Dtrect. 


Library of Congress 


Red book. State of New York 
fa8 


New York (State) Legislature, 
Red book... 


Red book stock transfer directory 
see 


+++The red book transfer directory. 


Red book stock transfer service 
see 


+++The red book transfer directory. 


ee - 4 #8, “The Red book. A handbook for centile mane- 
1800, The Red book, everything for the textile manufacturer. 
1891- Red book” textile supply directory 
Published 18 — by J. & Palmer; 150- by Deviess pad 
Nisming co. 
1. Textile industry and fabrice—U. 8.—Direct. 
80 


"Red books” for tourists 
Bea 


Gregory, Alexander Tighe. 
Practical guides for tourists...1860, 


Red bull theatre 
nee 


Londen. Red bull theatre. 








Red cedar (Juniperus virginiana) (Washington, 
Govt. print. off., n. dy . 


4p. 2". (U.S. Dept. of agriculture of forestry. Notes 
on tarecd trese Sou fer plasdoa'to tee Unleed Brome} 


+ (Washington, Govt. print. off., n. dy 
‘2 FS 2-. ay: * Dept. of agriculture. Forest service. Forest 


(Washington, Govt. print. ben 1907. 








4p. 2. vid. forest service. Circular 73. 
Fost v2 Dept. of agriculture. F. 
— 

Agr 7-06-8 
Library, U.S. Dept. of Agriculture 
Red cliff band of lake Superior 


Chippewa Indians. 
Constitution and bylaws of the Red cliff band of lake 
Superior Chippewa Indians, Wisconsin. Approved June 1, 
1936. Washington, U. S. Govt. print. off., 1936. 
Iplwp 2B. 


At bead of title: United States. Department of the interior. Office 
of Indian affairs 


1.U. 8 Office of Indian affairs. nm. Title. 
36-—28602 
Library of Congress (4241, 970.5 


Red cliff band of lake Superior Chippewa Indians. 
... Corporate charter of the Red cliff band of lake Superior 
~ Indians of the Red cliff reservation, Wisconsin. 
October 24, 1936. Washington, U. S. Govt. print. 
“IP LSe United States. Department of the interior. Office 
of Indian affairs. 


—— Amendment 1. Corporate charter of the Red cliff band 





of lake Superior Chippewa Indians, Wisconsin... ;Wash'ng- 
ton, U. S. Govt. print. off., 1939. 

i. a=. 

L v. 8. Onie of Indian affairs. } Title. 
oman aap 2 (730d2, 9705 


“The red code” (1908) 
(English and Welsh editions combined) containing the 





oScial tions for public elemen' ndary, 

7 ‘ad & ev schools: Schools of art & 

tions for the se reiminary cation ioe of —- : 

or 

colleges & of teachers: Education esta, 1 

ies 906 S.. 5 Rag ho gl Hy & other in- 
necessary for tion committees, 

teachers, & managers of schools ( tated indexed.) 

(Continued on next card) 412 


“The red code” (1908) (English and Welsh editions 
combined) ... (Card 2) 

The N. U. T. ed. 1 by 5. &. Yond, 0 and Ernest 

Gray ... 16th year o ... London, National union 

of teachers i 


i, 7p 21™. 
Cover and advertising matter included in paging. 


Library of Congress’ LB20L.R4 


“The red code"’ ar (Engiisn and Welsh editions 





combined ) official pe ey - 
elementary, secondary, & technical : schools of art 
& other forms of provi of further education : la- 
tions for the education of teachers 
colleges & the training of : education acts, 1902- 
1907 : Children act, 1908 (education sections): with official 
decisions & inf necessary for local educa- 
an cmmeeenee, Ceacee, & schools (anno- 
tated and indexed.) The N. U. T. ed., 1909, by J. H. Yox- 
all, «. 2, and Ernest Gray... 17th year of ( 
on 
B11-1082 


LIBRARY OF CONGRESS 


“The red code’’ (1909) (English and Welsh editions 
combined)... (Card 2) 


—_—- 1909) ... London, National union of teachers 
t 


~Wili, 418 p. 71™. 
Cover and advertising matter included in paging 


1. School law—Gt. Brit, 1. Gt Brit La tes, etc. m. Yoxall, 
Henry, 1857- ed W Brnest, 1857 Joint ed ve 
James LF mt. Gray, 1. Na- 
E 11-1052 


Library, U. S. Bur. of Education LB2901.R25 

“The red code” (1912) (English and Welsh editions com- 
bined) containing the official regulations for public elemen- 
tary, secondary, & technical schoo’ : schools of art and other 
forms of provision of further education : regulations for the 
preliminary education of teachers: training colleges & the 
training of teachers: education & other acts relating to the 
training of children, 1902-1912: with official decisions & 
other information necessary for local education committees, 

annotated 


teachers, & managers of schools ( indexed ) 
(Continued on next card) 
E 17182 
42d1, 
“The red code” (1912) ... (Curd 2) 


The N. U. T. ed., 1912, by J. H. Yoxall .. glee pa ny, Fo 
18th year of issue (rev. to September, 1912) ... London, The 
Schoolmaster publishing company, Itd. 1912, 

xiviti, 418 p.- 21™. 

Cover and advertising matter included in paging. 


1. Kdueational law 
Brit, 1. Gt. Brit, 


and legislation — Gt. Brit. (1. School law — Gt. 
Laws, statutes, etc. o. Yorali, Sir James Hears 
18 ed. mm. Gray, Sir Ernest. 1857-1962, jaint ed tv. National 
union of teachers. 


E 17—082 


U.s......0feduce. Library 
for Library of Congress 


LBL R24 1912 
nd2dal, 


“Red collar man.” 

“Chokey”, by “Red collar man”, with an introduction by 
Compton Mackenzie. London, V. Gollancz Itd., 1937. 

208 p. front. (facsim.) 20. 


1, Prisons—Ot. Brit. 2. Parkhurst prison. 1 *Mackenzie, Compton, 


1882- sat Title. . 
38-3027 
Library of Congress HV0650.WSR4 1987 
Copyright Aad int. 23450 3) 365.942 
Red cross. 


-» Conférence internationale de la Croix-rouge ... 
Compte-rendu. 
Genéve (ete., 
v. plates, ports, plan, facsims., tab. diagr. 30-31™ 
Tithe varies 


Pte a plce”of meeting, by the national society of the county 
entertaining the con! 


1S-12697 


Library of Congress 


Red cross. /nternational committee, Geneva. 
- La Croix- — 4 a, Le Comité ge yg 
de Ia C 
Genéve, Comité ; Lceoetienal, 1925. 
148 p. 17. 


At bead of title: Publication du Comité International de la Croix- 
rouge. 





Library of Congress UHS3I5.45 1925¢ 361 506 


Red cross. [nternational committee, Geneva 

... Documents publiés a l’oceasion de la guerre de 1914- 

1918,... 1- série; jan. 1915- 
Genéve, Georg & c*, 1915- 

v illus, plates. 23° 
At head of title: Comité international de la Uroix-rouge. 

Conrents.—-1, sér. Rapports de MM. Ed. Naville & V. van Berchem, D* 
C. de Marval, A. Eugster sur leurs visites aux cam) 
Angleterre, France et Allemay 

str. Rapports de MM. D 
in Voyage) sur lew 
by: me. Edition fra sér. Rapports de M. le 

C. de Marval (3"* voyage, Maroc), et de MM. A. Eugster et C. de Marva 
sur leurs visites en commun de certains” camps de prisonnniere att 
Allemagne et en France. Edition ‘frangaies Juin 1915.—. Rappo! bn 

(Continued on next card 
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ps de prisonniers en 
2. éd.) Mars*1915.— 
Marval (3"* et 4"* voyages) A. Eugster 
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Red cross. International comnitin, ¢ Geneva. 

Documents ... gue’ rrede 1914-1918, . 1915- (Card 2) 
NTENTS—Contin 

de MM. G. tw, D'F ae et D’ de Schulthess-Schindler sur leurs 
visites ze quelques y ps de prisonnniers ;!) en Autriche-Hongrie. Nov 
py 5. str. Rappo: t de M. le professeur D’ A. d’Espine sur sa visite aux 
s de qulamalens en Italie Nov. 1915 —6. sér. Rapport de MM. Ed 
Naville aj ie sur une seconde visite aux camps de prisonniers en 
Angleterre. Jan. } 


8. sér. Rapport de MM. F. Thormeyer et D’ 

visites aux camps de prisonniers en Russie Cases 1915 4 février 1916. 

Mars 1916.9, sér. Rapports de M. le D’ A. Ve: et M. Richa “4 de Muralt 

sur 1. visites aux dépéts de prisonniers en Tunisie et ° MM. P. Schaz- 

mann et D’ O.- ramer sur leurs visites aux dépéts de prisonniers en 

Algérie en décembre 1915 et janvier 1916. Avril 19) 16.—10, ok. Rapport de 
‘ontinued on next card) 


F. Ferriére jun’. sur leurs 


19-2286 
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Rec cross. international committee, Geneva ove 
Documents ... guerre de 1914-1918) ... 1915- (Card 3) 


INTENTS—Continured 
MM. les D" Blanchod & Speiser sur fons rs ho aux camps et chantiers de 
travail des penganiore frangais en Alle: ne, en mars a avril 1916. Juillet 
1916.—11. eér. Rappor D'A rom Schulthess et F _ sur 
ir visite aux ae de prisonniers de guerre pao en Allemagne, en 
avril —. Juillet 1916.—12, sér. Rapport de MM. Alfred Boissier e D’ 
Adolphe Vischer sur leur inspection des camps prisonnicrs en Turquie, 
octobre ‘yk ee 1917 Mars 1917.13. sér. Rapports de MM. le D’ F 
hod, thorm ver m h sur leur inspection des camps de 
Prisonmers oh en on Prepon, en Com t Egypte étcontore Es et > 
1917, Mars 1917 —14. sér MAL. F"Thormeyer, Em. Schoch 
le D’ F. Bianchod sur leurs ty Ly cam 
mans et d'internés autrichiens et allemai 
Février, mars et avril 1917. 


s de oes = i guerre rn 
is aux Indes en Birmanie. 
Juin 1917,—15. sér. Rapport de Ml le Prof. Ad, 

(Continued on next card) 
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Red cross. International committee, Geneva. 
Documents ... guerre de 1914-1918)... 1915- (Card 4) 
Conese 6 tinued. 


contin 
@Espine et de M. le D’ Ch. Martin-du Pan, sur leur visite aux formations 
sanitaires du front italien. Mar jue 1917 , ‘Aoiit 1917. —16. sé. rt de 
1S Bodapent ot lerriére, H. Micheli ong sur low vores 5 jenne, 
rs visites & que’ camps Prisonniers en 
Bulgarie Kgs 1917, Aodt 1917—17, sér. rt de M. le D’ René 
Guillermin sur sa visite aux ay Tee igares en France et en 
rembre 1917. is de MM. le 
i tees sur fom visite des cay 

ii internés civils en Roumanie (Moldavie) Janvier-mars 1918. 

juin 1918—19. sé. Rapport de M. le D’ René Guillermin sur sa visite 4 
— ow de prisonniers de guerre allemands en France. Juin 918. 
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1. European war, 1914- —Prisoners and prisons. 1. Title. 
19-2286 
Library of Congress 1D627.A2R3 
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Red cross. /nternational committee, Geneva. 
Publications du Comité international depuis le début 
de la guerre. Genéve, 1918, 
4p 2. 
Caption title. 
re in ms. for publications up to and including November 1918, 
on p 


ca 22-355 Unrev'd 
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International committee, Geneva. 

... Rapport général du Comité international de la 
Croix-rouge sur son activité de 1912 a Geneva, 
om du Comité international de la Croix-rouge 


Red cross. 


cover-title, 259 p. 224™ 


At head of title: x** conférence international 
ant Fu oe ¢ international de la Croix-rouge, Ge- 


1. Red cross. International conference. 10th, Geneva, 1921 


26-20595 


Library of Congress UHS3S.AS 1920 


Red cross. /nternational committee, Geneva. 

Recueil de textes relatifs a I’ ication de la C de 
Gendve et & l'action des nationales dans les états 
parties & cette convention. Préface de m. Paul Des Gouttes .. 
Genéve, Au siége du Comité international de la Croix-rouge, 
1934. 


2p. L, Tr Hep. 24y™ 





. Geneva convention, Augum 22, 1864. 2. Ked cross. 1. Dee 
Goutten Paul, 1860- m. Title. 
NG 35-40 
Library, U. 8. Surgeon- General's Ofce 
(UHS31 i] 
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Red cross. /nternational committee, Geneva. 

Reports on British prison-camps in India and Burina, visited 
by the I 1 Red cross in February, March 
and April, 1917. London, T. F. Unwin Itd., 1917. 
ip. 21". 





one of the three Red cross com- 
three commissioners to the 
International Red cross committee at Geneva. 


European war, 1914-1018—Prisoners and prisons, British—India 
a pL -y- 1914-1918—Prisoners and prisons, British — Burma. 
1. Thormeyer, F. 1. Title. 


18—7907 
Tibrary of Congress DeQ7 1 4A4 


r4lb1, 


Red cross. International committee, Geneva. 

Reports on British prison-camps in India and Burma, 
visited by the International Red cross committee in Feb- 
ruary, March and April, 1917. New York, George H. Do- 
ran company, 1918. 

63p. 18° 

Cowrents.—Article by M. Thormeyer, one of the three Red cross com- 


missioners —Extracts from the report of the three commissioners to the 
International Red cross committee at Geneva 


1. European war, 1914- 


—Prisoners and prisons, British—India. 2 
European war, 19) iti 
er, 


i4- —Prisoners and prisons, Burma. 1. Thor- 


19-126 


Library of Congress D627.14A4 1918 


Red cross. International committee, Geneva. 

Reprisals against pri of war, corresp be 
tween the International Red cross committee a the 
British government. London, Sir J. Causton & sons, 
limited, 1916. 


lp. 87. 





1 Sazepenn ope, 1084- —Prisoners and prisons. 1. Gt. Brit. For- 
19-17232 
Library of Congress D627.A2RS 1916 
2 
Red cross. /ntcrnational committee, Geneva. 


VYaction du Comité international de la 
Bt 7-3, . _ ae > 1914 & 1916. pn 
See Se Somneat fo Gauben, IE 
Spl, Grad p ports. 20". 
Signed Pac! Dee Gouttes. 
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Red cross. /nternational vommittee, Geneva. 

Turkish prisoners in Egypt; a report by the delegates of the 
International committee of the Red cross, extracted and tr. 
from the official reports of the Red cross society (Documents 
publiés & l'occasion de la guerre européenne, 1914-1917) Len- 
don ,Printed by Cassell & co., Itd., 1917. 

“ap. 2- 

Signed: Dr. F. B. Blanched. F. Thormeyer. Emmanuel Schoch. 


European war, © and prisons, iritieh—Raypt. 
L Bianchea, ro 


18—10171 
Dez7 ESR4 


a35b1, 


Library of Congress 
Copy 2. 





Red cross. International committee, 
Geneva 


see also 


American association for the relief of 
the misery of battle fields. 


International conference. 


15-R18TT Revised 
Library of Congress (r2@t2, . 


Red cross. Jnternational conference. 10th, Geneve, 10a. 
Résolutions et vieux de la x™ 





de la Croix-ronge. (30 mars-7 cal 1921) yvermer} 
1921, 
2 mu. 
Caption title. 
ca 26-390 Unrev'd 
Library of Congress UHS3S.A2S 1921 


Red cross. Junior Red cross. 

Our book; our very own book. Paris, League of Red cross 
societies ,193-, 

4p1,100p Mus 21”. 


Qa: Juniors all! Our book ; our very own book. 
‘First published July 1987."— Verso of t-p. 


1. League of Red cross societies. u. Title. uz Title: Juniors all! 


30-11421 


Library of Congress HVS83.A4 


a 31.08 


Red cross. Argentine Republic. Crue roje argentina. 
Memoria anual. 
Buenos Aires, 
. ae 


ca B28 Unipr'é 
Library of Congress 
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Red cross. Belgium. Croiz-rouge de Belgique. 


Croix-rouge de Belgique sous le haut zt petocnnge de S. M. 
‘Ye Roi et la présidence d’honneur de S. la Reine. R34 
rt au 31 décembre 1915 du Comité directeur derrigre 
‘armée. Paris, Imprimé par Draeger fréres, 19161, 


47, (hy p. incl. port, plates. 274° 


1. Title 
$G17-219 
Library, U. S. Surgeon- General's Umce 
Red cross. Bulgaria. Biilgarsko drushestvo “Cherven krist”. 
The refugee question in Bulgaria. Sofia, 1925. 
32, 2, p Ulus 28)™. 


At bead of title Buigarian Red cross. 
Signet: Botir Veltchet? The Most Rev. Stephan, abp. of Sofa .. 


1. European war, 1914-1915—Refugees. 2. Reconstruction (1914- ) 
\ 1 Tithe. 


Bulgaria. 
431332 
Library of Congress D638 BSRS 1940.47710069, 
Ped cross. Canada. Canadian Red cross society. 
Toronto, Ont. 
v. 2. 
At head of title: The Canadian Red cross society (in affiliation with the 
Red cross society) 
Library of Congress 1Dag9.C2A3 
2 
Red cross. Canada. Canadian Red cross society. 
. Bulletin. no. 1- 
April 1915- 
Toronto, 1915- 
v illus. 22)™. monthly. 
At head of tithe: Camadian Red cross society. 
1. European war, 1914- —Hospitals, charities, etc. 
17-18388 
Library of Congress HVS80.C2A3 


Red cross. Canada. Canadian Red cross society. 

. Food and health manual for classes in nutrition. 
ronto, The Red cross society ;19241, 
ch, i, 107 p. illus, agra 228~. 
At head of title: ... The 


= ey Oe for 


Red cross society. 


1. Food 2 Nutrition 1 Tithe 
Ag Bim 


Library, U. &. Dept. of Agriculture S09.1Clég 


Red Cross. Canada. Canadian Red cross society. 


What the Canadian Red cross society is doing in the 
ereat wee, being on outline of Bo and work 
of the Canadian Red cross society. Head office 
of the Society (1918, 
2.) p> Mes 21 x 9H. 
1. Tithe. 

198282 
Library of Congress D629.C2A4 

2, 








Red cross. China. Red cross society of China. Shanghai 
inte +g ese 
the Shanghai international Red cross, October, 
1907 March 31, 1989, ,Shanghai, $ international com 
mittee of the Red cross society of China, 1939, 


cover-title, 1 p 1, 80 p incl tables (1 fold.) diagre (1 fold.) 264. 
1. Red crons—China. 
A4l—124 
Oreg. st. col. Library HVS80. 
Se Linsery of Congvens HYVS80.C@2 1980 
@2e1, 361508 


Red cross. District of Columbia chapter 
see 


Red cross. U.S. Amcrican national Red cross. District 
of Columbia chapter. 


Library of Congress 12 


Red cross. France. Croix-rouge 
frangaise. Association des dames 
francaises 


see also 





Red Cross. France. & ° mi - 


Red cross. France. Croix~ francaise. 
Société francaise de secours aux bhesads militaires. 

. La cuisine des malades ; cours professés au ‘‘ Foyer’’ 
pour les dames infirmiéres de la Société frangaise de 
— aux blessés militaires. Paris, Le Foyer ; etc., ete., 
1914. 


2p. 1, vi, M2 p. illus. 184°. (Bibliothéque du “Foyer™) 


1. Cookery for the sick. 2. (Cookery for sick and wounded soldiern 
$G17-73 
Library, U. 8. Surgeoe- 


Red cross. renee; fpebacrouse 


General's Office 


see also 


Red cress. rang. facie ¢‘tntiratbres- 


LIBRARY OF CONGRESS 


Rec cross. Yrunce. Croix-roucge 


frangaisc. Union des femmes ce 
Prance 
see also 
Red cross. rance. croix-rouce fran- 
aise. Associc ation des dares 
rangaises. 


Red cross. Germany. Avusschuss fiir deutsche kriegegefan- 
gene, Frankfurt am Main. 
Ausschuss fiir deutsche kriegsgefangene, Frankfurt am 
Main. :Frankfurt a. M., Druck von Wiisten & co., 1917, 


Tip. 1 1 imel. plates, ports, 16) x 23". 


ca 96-434 Unrev'd 
DE2T.GBR35 1917 
2 


Library of Congress 


Red cross, Germany. 
am Main. 

Aus d hen kr i Les prisonniers de 
=> ye i vom “Ausschuss fiir rat und 
ilfe”. Abteilung: Vermissten-suche in Frankfurt am Main. 
1. folge, ... 26. bis 35. tausend. Frankfurt am Main, Riitten 


Ausschuss fiir rat und hilfe, Frankfurt 





& Loening, 1915. 

Gp. Mos 12) x 184". 

German and French. 

PY ae Soe) 1914-1918—Prisoners and prisons, German. 
1 Title. m Tithe: Les prisonniers de guerre en Allemagne. 


ca 36-488 Unrev'd 
De2T.G3R4 1915 
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Library of Congress 


Red cross. Germany. Ausschuss fiir rat und hilfe, Frankfurt 
am Main. 


Aus di h 2. folge, mit 100 
inne ie. vom “Rich fiir rat und hilfe, 
auslinder”, rankfurt am Main. 


Vermissten-suche fiir 
Frankfurt a. M., Riitten & Loening, “1016. 
172 p. incl. front., illus, fold. tab. 19°, 





1. European war, 1914-1918—Prisoners and prisons, German. 
L Tithe. 
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Library of Congress 


Red cross. Germany. Avusschuss fiir rat wnd hilfe, Frankfurt 
am Main. 


Aus di hen kri vom “Auns- 
chum far sat und take Venton onthe Oh cottehe’, 
Frankfurt s. Main. Zeil 114. Frankfurt a. Main. Ritten & 
Loening, 1917. 

6p. tius, 199”. 

‘Text end added t.-p. im Russian. 
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‘ wer, prisons, German 
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Library of Congress 


Red cross. Germany. Ausschuss fir rat und hilfe, Frankfurt 
am Main. 








L Tithe 
Ca 38-480 Unrev'd 
Library of Congress Derl.csn« 1916 
— —— Copy 2. 2) 
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Red cross. Germany. Ausschuss fiir rat und hilfe, Frankfurt 





am Main. 
wt niemieckich oboz6w jencéw h 
oe zagran Frankturbiegs tows yetwa Czer- 
Komfet die ni tore 





Frankfurt nad Menem, Riitten & Loening, 1917. 
Sp. Mes. 18219. 


1. European wer, 1914-1918—Prisoners and prisons, German. 


Ca 86-481 Unrev'd 
Library of Congress D@2T.GSRA 19178 
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Red cross. Germany. Baden. Allgemeine volksbiblio- 

thek, Karlsruhe. 

Rechenschaftsbericht. 
(Karlsruhe, 

ue 


ca 13-497 Unrev'd 
Library of Congress 7802.K19 


Red Cross. Germany. 
vom Roten 


. Aufrof! aati + pr, gegen den a 
versuch unserer feinde . mE ere Hotdroderel Fr. 
Gutsch (191-, 

wap a7 


Baden. Badischer landesverein 


1. Food supply— 
mn 


Germany. 
Germany 


2. European war, 1914- —Food question— 


ca 18-211 Unrev'd 
Library of Congress HD90136.R3 


Red cross. Germany. Baden. Badischer landesverein vom 
Roten kreuz. 


Beiatei 





Kriegstitig’ Badischen land: om Roten 
kreuz. 1914-1919. Kearlsrube. F. ~_) tachdvadenss 
19211, 

1M p. 22° 

1. Title 

31-34074 

Library of Congress D629.G3B3 1919 

12) 351.508 


Red cross. Germany. Baden. Badischer landesverein 
vom Roten kreuz. Mannerhilfsverein Konstane. 
Ubersicht tiber die im juli 1915 tiber Konstanz 

kehrten deutschen schwerverwundeten und sani 

ft Z tellt oes ks Manner- 


rge des Landesvereins vom Roten kret\z. 
z, Verlag des Minnerhilfevereins Konstanz, 





hilfsverein Konstanz unter 





1915. 


ig 
aa Boropean war, 19141918 Prisoner and prions, French 


+ 
dische gefangenenfirsorge. 1. Title. 


Roten kreuz. 
25-2126 


Library of Congress D627.G3R43 1915 


vereine vom Roten 
Bei nur kriegsheilkunde aus den sunterneh- 
ay = r deutschen vereine vom wahrend 
Ralienisch-tlrkischen f 1912 und des Bal- 
Kankrieges 1912/13, hrag. vom Central-komitee der deut- 
Berlin’ J teen, 1914. 
xvii, 1113, ch) p. Mus. (part col.) diagrs, 2™. 


Central-comite der deutschen 
den hilf: 


mi sies Mitor,2 tae. Mise, bie ih 
1912-1913 Medical and sanitary 
16-3611 
Library of Congress ROWLRS 
Copyright A—Foreign 13288 
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Red cross. Germany. Central-comite der deutschen ver- 
eine vom Roten kreue. 

Das deutsche Rote kreuz, a, entwicklung 
und leistungen der vereinsor jer 
Genfer convention i. j. 1864. Bearb. ven phe wn 
dern, hrag. von professor dr. Kimmle ... generalsekretiir 
des Centralkomitees der deutschen vereine vom Roten 
kreuz. Berlin, Boll u. Pickardt, 1910, 





Conrents.—b@. L Centralkomitee der deutschen vereine vom Roten 
kreuz, landeovereine vom Roten kreuz—bé. 1. Frauen-hilfs- und pflege 


yereine unter dem Roten kreuz —b@. M1 Kranken- und mutterhauser vom 
Roten tL 


1. Kimmie, Ludwig, ed ut. Title 
12-13585 


Library of Congress HVS80.G4A4 


Red cross. Germany. Central-comite der deutechen vereine 
vom Roten kreus. 


Verzeichnis der landes- und provinzialvereine vom | Roten 
kreuz mit deren 3 
der G im kriege und 
yee we > vom Roten kreuz. “Hrsg. vor vom Central- 
komitee der deutschen vereine vom Roten a ¢ Juli 1917. 
Berlin, Druck 
anstalt ,1917, 


T2p. 2147. 
1. Red cross. Germany. 
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Library of Congress 


Red cross. Germany. Central-comité der deutschen ver- 
eine zur pflege im felde verwundeter und erkrankter 
krieger. 

Bericht des Central-comités der deutschen vereine zur 
pflege i im felde ver er und r krieger tiber 
seine igkeit und die wirk keit der mit ihm verbun- 
denen vereine wihrend des —— von is?0-1871. Ber- 
lin, Druck von J. F. Starcke, 187! 

viii, 136, Ixxx p. fold. map. 33x 25™ 

Title within red and black line border. 
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Red cross. Germany. Deutsches rotes kreus. 

Child welfare in Germany; memoir for the General con- 
gress on child welfare ot Genenn, 1988, published by Deutsches 
rotes kreuz, Deutscher verein fiir Sffentliche und private fiir- 
sorge, Deutsches archiv fiir jugendwohlfahrt. Berlin, Ger- 
man Red cross ,19251, 


tur” 
1. Children—Charities, protection, ete—Germany. 2. Children—Care 
and hygiene. 1. Deutscher fr Sffentliche und private 
1. Deutsches archiv fir . mt General congress on 
welfare. ist, 1925. 1. Title. 


Library of Congress 


Red cross. Germany. frankinrh_se 
Main. Ausschuss fur deutsche 
kriecsgefangens 


e 
sec 
Rod Sross. g _Ausschuss fir 


Mer@any. ASS 
deutsche fy pee en Frankfurt 
am Main. 
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Red cross. 
Ausschuss fur 
kriegsgefangene 


Red cross. Germany. Ausschuss fur 
deuteche kriegsgefangene, Hamburg. 


Red cross. Gt. Brit. British Red cross society. 
British Red cross society cookery manual n° 5, ed. by 
> te Senn on ete. Cassell and company, 
. 


xx p, 11, 200 p. incl. pl. 169™. 


authorities” 
“This ramen! ban bce compiled forthe atsntance of members of Vol 
untary aid detachments who undertake commissariat and latchen dutes, or 
who act as cooks ... either in time of peace or war.”—Pref. 


1. Cookery. 2. Cookery for the sick. 1. Senn, Charles Herman, 1862- 
ed. n, Title. 


Library, U. S. Surgeon- General's Office 


Red cross. (Gt. Brit. British Red cross society. 


Catalogue of the collection of works of art presented to 
the British Red cross society and the Ofder of the hos- 
pital of St. John of Jerusalem in England, to be sold for 
the henefit of their funds, which will be sold by auction . 
by Messrs. Christie, Manson & Woods ... London . 


March 22 Mareh 26 April 2. 1917 and following 
days ... London, Printed by W. Clowes and sons, lim 
ited, 1917 

Bip. 2". 

1. Art objects Catalogs 1. Malta, Knights of, in England 


i 


Library of Congress 


NKS70.R35 
12) ° 


Red cross. Gt. Brit. British Red cross society. 

Catalogue of the collection of works of art presented to the 
British Red cross society and the Order of the hospital of 
St. John of Jerusalem in England, to be sold for the benefit 
of their funds, which will be sold by suction by Messrs. 
Christie, Manson & Woods ... London ... April 8 ... April 15 

. April 22, 1918, and . .. following da: ys i 
by W. Clowes and cone, limited, 1918, 

4pl, 4Op 2. 


1. Art objects—Catalogs. 1. Malta, Knights of. in England. 


Library of Congress NK570. R36 T0682 


iv, 100 p. tus 20) x 16". 


At head of titie British Red cross society. 
“First edition, 1914, Second edition, 1940." 


190i- 
41-14188 
Library of Congress RCeT.RI 1900 
2, aus 
Red cross. + British Red 
Red cross. Germs Frankfurt am Gk: Brite 
hain. ‘Aussehuse fUr-rat und hilfe cross society 
see see also 
Zed crocs. Germany, ausschuas fir rat una %°!nt council of the Order of St. John 
. hile v F Kf urt and the Sritish Red cross society. 


Red cross. Gt. Brit. British Red cross society. British 
Guiana branch. 


Official report on Red cross day, 2nd November, 
1916. (Demerara, 1916, 


Rp 2 


Caption 
Sines ‘ot tite: British Red er-es society (British Guiana branch) 


17-30483 
Library of Congress D6QV.G7A9 1916 


Red cross. Gt. Brit. British Red cross society. Count 
of London branch. ‘ x 
... Report. 

London, Harrison & sons, Itd. 19 

v. plates, port., diagrs. (part col.) 243%. 


‘ At head of tithe: The British Red cross society County of Lendon 
ran 


The reports for 1914/19-1920 are combined in one volume. 
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Red crom. (Gt. Brit. British Red cross society. Library 
sce 


British Red cross society and Order of St. John hospital 
library, London. 


Library of Congress a 


1 Gt. Brit. Central British Red cross com 


Report by the Central British Red cross committee 
on seat mt Central es Red srve comnts 
duri 


t. Greco-Turitish war, 1897—Medical and sanitary affsirs, 1 Tithe 
19-928 


Library of Congress UHSS: 7. 


Red cross. Greece. 

Téa iwd roe & ‘bes ote eS 
pamarin cehheyen wexpaypire dvb 1 emp 
pepe THs 31 SexepBpiov 1 "te “Abioase de 
po a. K. Maiovep xai N. Kapyadovpn, 1896. 

BSp.il ma. 
At head of tithe “EXAqnate "Routes events. 


1. Greco-Turkish war 1807—Medical and sanitary affairs 1. Tithe. 


1942 
Library of Congress UHSSI 1997 
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Red cross. Italy. Croce rossa. 

La Croce rossa italiana pei danneggiati dal terremoto 
Calabro-Siculo, del 28 dicembre, 1908 rendiconto e rela- 
zione. Roma, Tipografia cooperativa sociale, 1911. 

727 p. tilus, maps (1 Ry cAyeedaag tables. 27™. 

Lettered on cover: 
terre du 28 décembre, 

ench and 

“This hae is divi Py ° two books. Book 1 ... contains the general 
financial statement gives an account of the work done by 
our branch hospitals.”- Foreword. 


1, Earti 7 - at 2. Earthquakes— Sicily 
quake, 1908. . Title. 


yn «te italenne dans le tremblement de 
oo 4 Calabre et en Sicile: compte-rendu et 


3. Messina. -Earth- 


20-2390 


Library of Congress HV 600.1908.C3 


12) 


Italy. Croce rossa. 

La rossa italiana pei danneggiati dal terremoto 
Calabro Sieulo de del 28 dicemhre 1 
zione. Roma, Tipografia cooperativa sociale, 1911. 


lix, 400 illus. ay 0 rt fold.) 26°". 
aerate libre 1. Gestione Zhe comumns silage site Crees von 
terremoto 


ai danneggiati dal acl 28 dicembre 1908 in 
Castes ef in Sicilia tite an Attivith della Croce roots Halions wel di 
sastro Calabro-Siculo del 28 dicembre 1.3 


Another issue, 


Red cross. 
Croce 





'600.1908.C35 
‘en Tipografia coopera- 


” bria, 2. Earthquakes—Sicily, 3. Mes- 


21-8109-10 


Library of Congress y ‘rane, 


Red cross. Italy. Croce rossa. 


+? +, Int del 1 


pel 
direttivo o di asiatenaa della Croce roan italiana 8 


ppro- 
dal p “e il di 1* marzo 1894, 
Boma, Tip. delle Mantellate, 1894. 
Mp. 19". 
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Red cross. Italy. Croce rossa. 


. Lezioni infermieri della Croce rossa italiana, 
Fenty te d’infortuni. 2. ed. riv. Milano, 
Rechiedei e c., 1894. 


132 p. illus. 19”. 
At head of title: Croce rossa italiana. 


1, War—Relief of sick and wounded. 
1S-IZ711 


Library of Congress UHS2O.RS 


Red wom. Italy. Croce rossa. 
riale per il v am = ap cuit Gee 
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italiana chiamato in 
e manovre. oma, Ii 15 Toglio 1900 
Mantellate, 1900. 
1B p. 16". 


At bead of title: Croce rossa italiana (Comitato centrale) 
“Agmunte da fy ik. ht -F 12) p., inserted at end. 


1417018 
Library of Congress HVS80172 1900 
Red cross. Italy. Croce rossa. 
. Regolamento organico ato dai ministri della 
guerra ¢ delle marine il 7 1888, colle modificazioni 
approvate della e della 
oe? at ago 190 1 apr 1908 
tariato , divisione stato maggiore Roma, Tip. 
delle Manteliate, 1907. 
é>p 6. 
At head of tithe: Croce rossa italiana. Comitato centrale. 
14-17019 


Library of Congress HVS80.172 1997 


LIBRARY OF CONGRESS 


Red cross. Italy. Croce rossa. 

. Relazione sull’ attivita dell’ associazione in occa- 
sione del terremoto di Calabria, settembre-novembre 
1905. Roma ;Tip. delle Mantellate, 1907, 

43 p. illus. 28)" 
At head of title: Croce rossa italiana 


1. Calabria—Earthquake, 1905 
14-17017 


Library of Congress HV600.1905.C3 


Red cross. Italy. Croce rossa. 

. Rendiconto morale ed economico ... 1866-1867. Mi- 
Jano, G. Chiusi ,ete., 1867-68. 
2v. plates, tables. 24° 


At head of title (1866): 


Associazione aliens di socearse ei muilitari 
feriti ¢ malati in tempo di guerra. Comitato milanese—(1867) ... Comi- 
centrale milanese 


1. War—Relief of sick and wounded. 
ca 9-998 Unrev'd 


(32b1) 
Library of Congress UHS37.18A3 


Red cross. Italy. Croce rossa. 


Statuto della Croce rossa italiana pe 
malati e feriti in guerra approvato con ri decreto 7 7 teb- 








braio 1884; colle ed agg dai 
ministeri della guerra e della marina ina col dispaccio del 24 
luglio 1901 ... coll’ aggiunta della legge e dei RR. decreti 
riguardanti ia Croce rossa italiana e elle eo -4- 
della C inter le di Ginevra. Norme 
l’attivita in tempo di pace. Roma, Tip. delle Mantellate, 
1907. 
% p. 154. 
1417020 
Library of Congress HVS80172 19074 
Red cross. Italy. Croce rossa. 
. Sunto delle relazioni sul servizio sanitario prestato 


ila Croce rosea italiana in occasione delle cam 
d’Africa 1895-96 e sulla » in socco: Te 
duci dallo Scioa: elenco delle offerte Geovehe | oer la cam- 
a d’Africa 1895-96: resoconto spese. 

pografia Cooperativa sociale, 1899. 

190 p. map. Zi™. 

At head of title: Croce rossa italiana. 


1. Abyssino-Italian war, 1895-1896. 


Library of Congress 1801, 
Red cross. Japan. 
The Japanese Lae cross entaty and the Russo-Japa- 
nese war. A repo d by the Red cross 
society to the ‘ehh “International conference of the Red 
pa dy ~ dy id in Lorton in June, 1907. Comp. 
an, . At Printed by Bradbury, Agnew 
= itd. a 


vili, 280 p. plates, ports. 24x 18)". 





- 1. Russo-Japanese war, 1904-190S—Hospitals, charities, etc. 1. Ariga, 
jagao. 


8 1696S 


Library of Congress UHSI7 J3AS 1907 
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Red cross. Japan. 


The Red cross in the Far East. Bulletin no. 1- 
The Red cross society of Japan. 
(Tokyo, 1907- 


v. plates, forts, tab. 22. 


13-25919 
Library of Congress HVS80.J3A4 
Red cross. Japan. 


ape Sine aaeee catiety of Japan. The articles of asso 
ciation. 1902. m. p., 1902, 


cover-title, 8 p. 22)™. 


644157 
Library of Congress 


Red Cross. Japan. 
The Red cross society of Japan. 
6p in. 


mm. p. 1904. 


Library of Congress 
— —— Copy 2. 


Red cross. Japan. 
Le service 4 ees de la my de la croix- du 
co ‘intervention des puissances en Chi 
{ido Paris, A. Pedone, 1 
89, 12) p. incl. tables. 225° 


1. China— Hist —1900 

7-271 
Library of Congress UHS37.J3A4 
Red cross. Japan. Kyoto branch. 


Historical facts relating to the Red cross work in Ja- 
pan. ;Kyoto?; The Kyoto branch of the Red cross soci- 
ety of Japan, 1912. 

2p.1,2,4p., 11. plates, facsim. 22> 

Compiled by Yumoto Fumihiko. ¢/. Pref. 


1. Charities—J apan. 1. Fumihiko, Yamoto, comp. 
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Re ee a a 
voor hulpverleening wen 
ama door Neuerlandsche roode 
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D. C., The American national Red cross “1930, 
lv oO. 


Loose-leaf 
At bead of title. A RC 234 revined July, 1980. 





ralecaniigas 20-81288 
Tibrary of Congress HVSIS.AS no. Win 
_ Copy 2. 
Copyright A 20T@2 a 361 508 
Red cross. /’. -lmerican national Red cross. 


eee Prt ahere vem Washing- 
ton, D. C., The American national Red cross 1941, 
lv. 2. (ite ARC ctreutar, 34) 


Looseleaf 
At head of tithe: Rev. Aug 1041 


1. Dimenters. 
41 oe 
Library of Congress HVS73.AS no HG 








Red 
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ciples and procedures involved in family social case work as 

a chapter program. Washington, D. C., The American na- 
tional Red cross ,“1934, 

53 p. diagrs. 23°. (ited crows. U.S. American notional Red 
cross, A. R. C. ctreular, 288) 

head of title: + Nov. 1934 
mene signed: James L. Fiese: 
Published in 1930 pf title: Home service 
Bibliography : p. 52-53. 


i Charity organization. 2. Social service. 3. Sociology, Rural 
1. Title. 


35-0336 
library of + or HV5I5.A3 no. 2888 
——— Copy 2. 
Copyright A T8345 (55, (961,506) 361.8 


Red cross. U.S. Americen national Red cress. 





Civilian relief; a the policies 
procedures involved in this which includes case —_ 
relief and nei ly service. Washington, D. C., The Amer- 
ican national cross ,°1940, 


2p, 1. 23". (Red cross. U.S. American national Red crom, 
A R.C. circular, 288) 

At head of title: Rev. June, 1940. 

Foreword signed : James L. Fieser. 

Published 1080 under title: Home service; In 1084 under title: 
Civilian home service. 

1. Charity organization. 2. Social service. 1 Title. 

41-7201 

Library of Congress HV575.A8 no. 288b 

Copyright AA 835527 2 (961.506) 9618 


Red cross. U.S. American national Red cross. 
Constitution for state and associate societies of the 

Red cross of the Geneva convention, with notes. Wash- 

ington, D. C., American association of the Red cross, 1883. 
Wp 14. 


ca 10-1556 Unrev'd 


Library of Congress HYVS76 1883 


Red cross. U.S. American national Red cross. 


. Disaster—preparedness and relief; ant a 
ters. Washington, D. C., The American national Red 


oe 
DP. tmel. forms. diagrs. (1 fold. 5 
MG 35, — x iy gt 5 


“Revised January, 1980.” 


U.8. 
gs ‘cross. Amer 


1. Disasters. 


Library of Congress HVSG.AS no. 2488 
Copyright A 20800 3 


Red cross. U.S. American national Red orces. 
preparedness and relief; manual for 
Wain, The Ameria national Bad erm 180 


ant incl. diagr., forms, 23°. (Red crom. American 
nations! Red cream’ A BO circular, 00" Ber. Ton 190 


1. Disasters. 

10-4610 
Library of Congress HIVSTS.AS 20. 2001 
— —— Copy 2. 
Copyright A 187402 2, (881.508) 9815 
Red cross. U.S. American national Red cross. 
Washington, D. Phe ogee cepa arseth one 


bh hy am, 23. (Red crom U. 8. American na- 
tonal cross, Siic ireulers 200, Rev. July 1941) 


1 [heastera 


Library of Congress HvSS.48 sos 


CATALOG OF PRINTED CARDS 


Red cross. U.S. American national Red cross. 


and relief; manual for 
waa le fo eee iewtan 


111 p. incl. tables, diagr. forms. 28°. (/ts ARO ,circular, 3. Rev. 
April 182) 


-18042 
Library of Congress HVST6.43 00.2004 


12) (981.508) 3815 


Red cross. U.S. American national Red cross. 
(Washi 





Disaster service : 
D. G, The American national Red cross, 1942. 
lv. plates, diagre 28x22". (/ts ARC circular, 1508, Feb. 1942) 


Caption title. 
Loose-leaf ; reproduced from type-writtea copy. 


1, Disasters. 1. Title. 
42-14025, 
Library of Congress HVST5.A3 00, 1508 


(2) (361.506) 3615 


Red cross. U.S. American national Red cross. 
Disasters of 1938-1939; official report of relief 
Washington, D. C., The American national Red cross ,1939, 


cover-titie, 8-28 p. illus 25". (Red cross. U.S American sational 
Red cross. A BC circular 097, October 1989, 


1 Disasters. 
a4-2mM 


we univ. Library 
1 A 2 


Red cross, U.S. American national Red cross. 

The distribution of government owned wheat and cotton. 
Official report by the American national Red cross covering the 
disposal of surplus commodities in aid of people in distress— 
as authorized by Congress, 1932-33. Washington, D. C. ain 

Ey Md ik es te front. pl, maps, diagre., 


2". national Red cross, ‘te 
Sehr, ook June 18 1004) 


1, Whest—U. 8. 2. Cotton. 3. Charities—U. 8. 1. Title. 
22730 
Library of Congress HVST5.A3 no. 4 
—-———— Guy & (355, (361.508) 361.60073 


Red cross. U. S. American national Red cross. 
Financial re can 

the fiscal year enfed June 30, 1918. Washington, 

D. C., American Red cross [1918] 


T9p. 23%, 


(Continued on next card) 22-19096 


Red cross. : . 
Financial Card 2 

The previous reporte of the Aurican national 
Red cross covered only the fi 4 





of the national organization; this fe which is 


actually the 14th of the series, contains reporte 
from a considerable number of the chapters, and 


presente a detailed statement of Red cross finances 
beginning of 


practically from America's entry 
into the European var 22-19096 
Library of Congress. HV575.a232 


7 


Red 


Red cross. ['.S. American national Red cross. 

First aid and health, by the American Red cross 
and the American co. for the use of 
— A aa employees. New Yi press, inc., 
"1997, 


iv, 148 p. tilus. 209". 


1, First aid in Winess and injery. 2. Hygiene. 


1 American tele 
phone and telegraph company. uw. Title. 


Library of Congress ROST.RBIS 
—- ——- Copy 2. 
Copyright A 1010013 3 


Red cross. 1’. S. American national Red cross. 

First aid for winter sports. Washington, D. C., The Amer- 
ican national Red cross ,*1938, 

3p.1, 84 numb. Line. form pl 28”. 

Mimeographed. 


1. First aid tn illness and injury. 2 Winter sports. 1. Tithe. 


30-8027 
Library of Congress RCS7.R316 
—— —— Copy 2. 
Copyright AA 288811 2 e148 


Red cross. U.S. American national Red cross. 
First aid manual for civil defense units. Washington, D. C., 
The American national Red cross ,°1941, 


wp mr. 


1. First ald to tliness and injury. L Tithe 


41-17611 
Library of Congress ROCST.RS1T 
& os 
Red cross. U.S. American national Red cross. 
Food and nutrition, why? what! how? ... Washingvon, 


D.c, The American Red cross, 1934. 


40 p. illus, 23". (\Red cross, U.S. American national Red cross, 
ARC. circular, 725) 


“First edition, June, 1924. Revised, September, 1025. Revised, Oc- 
tober, 1927. Revised, r, 
Earlier editions have title: Feet, why? what? sow? 


35-8768 
Library of Congress HVSI5.43 no. Tc 
—— ——~ Copy 2 
Copyright A 77313 3, (361.508) 6132 


Red cross. U.S. American national Red cross. 
.. Food, why? what? how? Washington, D. C., The 
American national Red cross (1925, 
American 
eerie, 38 », ot oie ea uv. & 
At head of tithe: Revised, Sept. 1925. 


1. Food. 2. Nutrition. 


Library of Congress HVS7S.A3 90.725 
Copyright A 875120 2 


Red cross. U.S. American national Red cross. 


je ee A how? Washington, D. C., The Amer- 
ican national 11927, 


40 p. inci. tables. 25°. cro. 0.6. American national Red 
cream” AR. © ectreaan, 2) 


At head of title: Revised, Oct. 1887 


1, Food. 2. Nutrition. 


Library of Congres HVSTSEAS uo. Td 
Copyright A 1010008 a 





Red 


Red cross. U.S. American national Red cross. 

... Guide for instructors in home hygiene and care of the 
sick ... Washington, D. C., The American national red cross 
1931, 

128 p. tact. ius. diagrs., forms. 23°. 

At bead of title: ARC 714. Revised June, 1981. 

Prepa ip to 4 greater uniformity io A. method 

sed thook, Home 


chi hygiene and 
care of the sick—under Red cross ‘suapices "—Pref. 
y rences 


1. Hygiene. 2. Nurses and cursing 1 Tithe 
£ 42-1868 


Library, U. 8. Office of Education RAdI6.D41l 1931 


& 610.730714 


Red cross. 1°. 8. American national Red cross. 

Handbook of information and suggestions on public health 
nursing for chapter committees on nursing activities and Red 
cross public health nurses .. Washington, D. C., 
The American national Red cross ,“1927- 


23. (On cover: (Red cross. U. 8. American national Red 
cross, x R. C. .cireular, 727) 


1. Hygiene, Poblie, 2. Narses and nursing 
‘27-19430 
Library of Congress HV5T5.A3 no. 727 
Copright A lom102 ty 
Red cross, (’.S. \merican national Red cross. 


History of the Red cross. The treaty of Geneva, and its 
adoption by the United States. American association of the 
Red cross, 1883. Washington, Govt. print. off., 1883. 

Ip. 1,5-227p. 22°. 

Iasued in 3 parts: pt. 1, 1878; pt. um, 1881; pt. mm, 1888. 


4—85717 
Library of Congress UHSS5.14 
—_——— Copy2 2. HV568.n3 
40x38, 


Red cross. {°. 8. Amerivon national Red cross. 

Instructor's manual: Life saving and water safety 
courses, to he used with the American Red cross Life saving 
and water safety texthook, edition 1937. Washington, D. C., 
The American national Red cross ,“1938, 


6p. 11 ius, 23° (Red crom, U. 8. American national Red 
eros, A. KR. C. rircular, 1080, March, 1998) 


1. Uifese . 2 Swimming. 1 Red o Uv. & American na- 
tional Red cross. Life saving and water safety. 1. Tithe 


38 -20737 
Library of Congress GVEA Mannal 
— — — Copy 2. 
Copyright AA 262870 2 61481 


Red cross. /°.. .Lmerican national Red cross. 

.. Instructor's manual, swimming and diving courses, to be 
used with the American Red cross swimming and diving text- 
hook. edition 1938, Washington, D. C., The American national 
Red cross ,°1939, 

ow, % ius. 23°. (;Red cross, U. 8. American national Red 
C \eireular, 1042, Feb. 1999) 
Biank pages for “Notes” (6, at end) 





1, Swimming. 2. Diving. 


29-12823 
Library of Congress HV5TS.AS no. 42 

—- —— Cups 2 

Copyright AA 20057 3, (361.904) 797.207 


LIBRARY OF CONGRESS 


Red cross. /’. 8. .imerican national Red cross. 


Instructor's outline, the canteen course. Washington, D. C., 
The American national Red cross “1941, 


22 p. incl. form. 


23". (Red cress. U.S. American national Red 
cross, ARC ,cireular, res) 


“Suggested referenges” : p. 9-10. 


1. Cookery—Study and teaching. 2. Cookery for institutions, ete. 
1. Title: The canteen course. 


42-12627 
Library of Congress HIVS75.A3 no. 788 


2 (361.06) 641.57 


Red cross. (5. -imerican national Red croas. 
Instructor's outline, the standard nutrition course. Wash- 
ington, D. C., The American national Red cross ,1941, 


2 p. L, 100 p. imel. tables, forms. 23°. (;Red croas. U.S. American 
national Red cross, ARC circular, 785) 


Includes bibliographies. 


1, Nutrition. 2. Food. 3. Diet 1. Tie: The standard nutrition 
course. 


42-10008 
Library of Congress HV575.A3 no, 785 


3 (301.508) 641.1 


Red cross. U.S. American national Red cross. 
Instructor's Fy o the standard nutrition course. Wash- 
ington, D. C., The American national Red cross ,1942, 


2p. 1, 08 p. incl forms. 23°. Red cross. U. 8. American national 
Red cross. A. R.C. circular 785, rev. Feb. 1942, 


Lociudes bibliographies. 


1. Nutrition. 1. Title. 1. Tithe: The standard nutrition course. 


42-1814 


Library of Congress HVS7S.A3 no. 7858 


2 (361.506) G11 


Red cross. ('.S8. American national Red cross. 

Instructor's syllabus (temporary form) for the course in 
Red cross home nursing. Washington, D. C., The American 
national Red cross ,1942, 

1p. L, 102 p. Incl. tables. 224°. (/te ARC circular 708, March 1042, 


‘The American Red cross textbook, a a eee Seam. 
is used as the basic reference for this course. cf. p. 


1. Nurses and nursing —Study and teaching. t. Title. 
42-14500 
Library of Congress HV575.A3 no., 708 


ra] (361.506) 610.7307 


Red cross. [.S. American national Red cross. 
.. Lecture and group discussion course on home and farm 


accident prevention. Washington, D. C., The American na- 
tional Red cross ,“1936, 





(Red cross. S. American national Red cross, 
A bad pid. 1027. August. 1 
On cover: Group discussion materia! on accident prevention, in the 


36-186T3 
Library of Congress HV575.43 00. 1027 

~~ ——— Copy 2. 

Copyright A 96801 a (361.506) 614.502 

Red cross. /. Imerican national Red cross. 


Lecture “a eee 4 discussion course on home and farm 
accident prevention, Washington. D. C., The American na- 
tional Red cross ,“1937, 

79 p Wa2hy™. (Med crom. U8. 
ARC. ee Rev. July, 1987) 
materia! of accident prevention, 1987 edi- 


Ameriean national Red cross, 


On cover: Group discussion 
Mi thay 
“Rourees—| 


tp 11-12. 
1. Aceidents--Prevention. 
87-20711 
Library of Congress HIVSTG.AS no. 10278 
—-——— Copy 2. 
Copyright AA 20001 3 (861.508) 614.802 


Red cross. U.S. American national Red cross. 
Life saving and (water mee erate by Hy Fev eee 4 
Red cross; with 1 
son & co., ine. vise, 
ix, 2607p. tus. 20°. 


At head of title: American Red cross. 
Edited by Carrol! L. Bryant. cf. Pref. 





1. Lifesaving. 2 Swimming. 1. Bryant, Carroll Led. *1. Tithe 
87—18123 
Library of Congress GV837.R35 
A203, 614.81 


Red cross. /'. 8. American national Red cross. 

. Material for group discussion on home and farm acci- 
dent prevention. Washington, D. C., The American national 
Red cross ,“1938, 

4: Mx2i7™. (Red eness U. 8. 


American national Red cross, 
A et er 1027. Rev. Aug., 1988) 


Ayer material on accident prevention, 1938 edi- 
tote Rey nf ham farm. 


published in ‘i008 under title: Lectures and group discussion 
cum on Phone and farm accident 
LL tL J p 11-12. 


1. Accidents—Prevention. 


3822640 
Library of Congress HV5ST5.A3 no. 1027 
— —- — Copy 2. 
Copyright A 119800 3) (361.508) 614.802 


Red cross, U.S. American national Red cross. 

Material for group discussion on home and farm accident 
prevention. Washington, D. C., The American national Red 
cross ,“1939, 

0, be p 282x214". ((Red cross U. S American national Red 
= A. 8. C. ,cireular, 1027. ier A Aug., 1939) 

cover: Sep Gale RANE ch etteR Gometin, TD 
come in the home, on 
First 0 eee ta 180 ender Uitte: Lectures and group discussion 
course on home and farm 
Blank paoes | for “Notes” (4) is end) 
“Sources—Bibliography” : p. 


1 pn ge L = 
40-1240 
_Lubrary o Capen HVS75.A8 no. 1027 ¢ 
Copyright AA noes 2 (361.508) 614.802 





Red cross. U.S. American national Red cross. 


Méres frangaises. Lisez ceci! Votre enfant en profi- 
tera! Bureau d’assistance A l’enfance.—Service des af- 
faires civiles. Croix-rouge américaine. ,Lyon, Imprime- 
ries réunies, 19181, 


sover-title, 3-8 p. illus. 184° 


1. Infants—Care and hygiene 1. Tithe 


ca 18-1605 Unrev'd 
Library of Congress RJ6LR4 


Red cross. (/.S. American national Red cress. 

The Mississippi valley flood disaster of 1927; official report 
of the relief operations. Washington, D. C., The American 
national Red cross ,1929, 


vil, 152 p. front. Mus, plates, ports, fold. map, diagre. 23". ARC 
272. Oct. 1m 


Foreword signed: John Rarton Payne, chalrman 
“Missiasippl vatley flood bibliography”: p. 140-152. 


Flonds—Missiasipp! valley. 2. Fh tat Miaaieippl valley —RBibt 
' Sagem John Rarton, 1855-1935. u. Tit 
2 ew 
Library of Congress HV5I5.A3 ne. 272 


Red cross. U.S. American national Red cross. 

National uarters ... American Red cross, Wash- 
ington, D. C. (New York, Robert L. Stillson company, 
1919, 


2 p incl. front. Mus. (2 col.) 24. 


Library of Congress 
—— - — Copy 2. os 














>> ww 





CATALOG OF PRINTED CARDS Red 


Red cross. U.S. American national Red cross. 


Red cross. U.S. American national Red cross. Red cross. (’.S. American national Red cro 

New ae England i aeggg floods, bc < Red cross course in food selection. Washington, D. C., Reports of the American Red cross commissiv.i- woon their 
ficial report o' _ operations. ington, The American Red cross (1922, activities in Macedonia, Thrace, Bulgaria, the Agean island: 
American national cross 1989, Sa Ok iden UE eee aR and Greece.” New York, Pub. by permission of the 

vi, ®, 08 p ~ out, on. one a. (Red crm UU. ©. C. eireular, 718) Red cross for the American-Hellenic society by Oxford univer- 
anne cro. reular 990, October 1989, Uibography oes demned tet 2 tary bibliog. sity press, American branch, 1919. 

Bibliography : p. 108 raphy Ipt » p 247. (On cover: American-Hellenic society, Publica- 

tion no. 8 


1. European war, 1914-1018—Hospitals, charities, ete. 1. Tithe. 
‘ Py al Bagiaoé—Hurricaoe, 1988. 2. Long islané—Hurricane, 1988. 1. Food. 2. Diet. 1 Title. nm. Tithe: American Red cross comnidasions, Reports of the. 
40-28534 
Library of Congress HVS75.A3 no. 900 


— —— Copy 2. 5 (361.508) 361.5 


Oy) 
252015 —_— 
Library of Congress DOW.UGAS 10198 
;a30f1, 


Library of Congress HVSI5.A3 no. 718 
Copyright A 815732 (Stel, 


——_ U.6. — ee Weshings Red cross. U.S. American national Red cross. Red cross. U.S. ./ aerican national Red 

Nursing service in cross disaster relie ington, aerceen ovess. 

D.C., The American national Red cross ;*1941, = nat pn Geneva pn what it is, its + school Wankigen De. i toy cross public 
TER Palate Ret SatigG; © mena af Re ted cron. Danovile,N-¥.,A.0-Bunnely printer, onal Wed cose (190 —— 
Went eats ee reproduced a4 type-written copy ~~ cover-title, 78 p. illus. 23”. 

“Suggested reference material”: p. 4; 04, 2p. 2 fold. L178". pa OM. 





he Red cross of the Geneva convention. Wat it is. By Clara Bar- 


> 
na -; ae resident. Congress, and people of the United States. Address 
of 
by Miss Clara Barton” : p. (53:-79. 
1. Nurses and nursing. 1 Title. 


42-11580 1. Red cross 1. Barton, Clara Harlowe, 1830-1912 : 2 toons 8 ont tus 











1. Title. 
, . .4 912665 
Library of Congress HVSTS.A8 no. 7828 sienny of Congres HVS68.R34 ~ 23s 23-2241 
2 (361508) 610.78 tiny of Capen i 
1a2Sd1) Copyright A 864705 oh 
Red cross. U.S. America ol Red cross. U.S. American national Red cross. Red cross. (..5. American national Red cross. 
Red ° Regnlations governing the employment of the Ameri- ape wna es D. ~—_ > ey by the = 
Official report...covering the dis- can Red cross in time of war. Washington, Govt. print. ie ee pomey | 
posal for surplus commodities in a 8 pL, S151. ts p then, 8, fom 27. (Red roms U.S. 
aid of people in distress--as au- Mp. 20" American national Ked cross, “A. B.C. circular) 723) 
thorized by Congress, 1932-33 paves Bevieed, October 1681. 
Preface signed: I. Malinde Ha: ,- # 
“Reference material for rural nurse”: p. 145-148; bibliography 
see its at end of some of the chapters. 
1. School 2 School . 8 Children—Care and hygiene. 
Distribution of government owned 4. Wen~dllel of dh end wounded 1. Title 1. Title. aa — 
wheat and cotton. Official report. ne 2-8 
wens wer 17-26247 Library of Congress HVST5.A8 no. T23a 
i ‘ongress AN —— ——— Copy 2 
Library of ©: - UHSS, Copyright A 40108 4141, (361.506) | STLT12 
Red cross, U.S. American national Red cross. Red cross. U.S. American national Red cross. Red cross. ['. S. American national Red Cross. 
Pe pl aoe — flood y ~ ped of 1937. Report Reply to memorjal to Congress by Walter P. Phillips Six months report of the direetor: t of civil 
S r oo of the American cross, Washington, and others, committee American national Red cross, in affairs: American Red cross in France. Paris, 1918. 
ek refutation of charges preferred and implied. (New York? pth 27 
3 p 1, S252 p. 1 1 front. (fold. map) Hie. Alagrs. (Rea 1903? ¥ ‘ 
cross. U.S. American national Red ctoss. ARC ,circular, im, s 2 amen ot iy work for the six months end'ng December 3i, 1917.” 
Foreword signed: Norman H. Davis, chairman. < oe , 
Bibliography: p. 248. Printed on one side of leaf only 
1. Floods— om, . -4 2. Floods—Ohio valley 1 Davis, 1. Ew 1914 —Hospitals, charities, etc-—:Framce: L 
Herman S, S008- 1. Phillips, Walter P. Folks, Homer, 1867 
39-988, ; 
Library of Conzress HV975.43 20.977 a Title from Univ. of Minn. Printed by L. C. oa 
— Copy 2. 115-10, (361.506) 977 Library of Congress 11VS77.A3 1903 a 
(Red cross. U.S. American national Red cross Red cross. U.S. Am ationa Red cross. /’.S. American national Red cross. 
. . . 7 A 4 mn 
— soigner vos dents? (Paris, Impr. de Vaugi Red 3 Ski safety and first aid. W wgton, D. C., The 
rard, 1918 Report: America's relief expedition national Red cross “194%, 
cover-title, & p. illus, 18° to \sia Minor 2 ies so U.S American national Red cromm, 
, A cctrew jan. 
clgzued by the Bureau assistance & Venfance, Service des affaires civiles, _ pian — 
Red cross. S. America onal R 
cross. , 
18696. 1. Skis and ski-running. 2 First aid tm (lines and injury. 1. Title. 
1. Teeth—Care and hygi Titl 40-9617 
‘eeth—Care and hygiene. 1. Title ice Report. Library of Congress HV5TS.A3 no. 10400 
ca 18-1606 Unrev'd onamiieat 
Library of Congress RK6l R4 Copyright AA 324008 2 (301.508) 61487 
Red cross. U.S. American national Red cross. Red cross. U.S. American national Red cross. Red cross, U.S. American a of 
Preliminary training course for wang © life saving and Report of Red cross relief, Galveston, Texas. Wash- Spring eq octay. The oo sorbad s | 
water safety instructors. Washington, D. he American ington Printed by the Journal publishing company, Meri p sem ~ ston, 
national Red cross ,*1938, den, Conn., 1900-01. ero ’ wo. mae 
ipl. ere sou :Red cross. U. 8. American national 95 p. 8 pl. incl. front.) port, fold. map. 20) x 16". eat e mt Oe tm) eee : 
Red crows 
Fe signed Norman 1. Davis, chairman. 
Mimecgraphed. foshographs p 1A 
at uaqe-satem, svilabi, ete. 2. Swimming—Outlines, syllabi, Se FT eas Middle states 3. Plonds—(hio 
15800 1. Galveston— Storm, 1900. = ams 
brary of Congress HVSTS.A3 1089 
am aon os 3-204 Library of Congress HVSTS.AS 20. 979 
pee" - (981.508) 961.520073 
Copyright AA 282676 2 (901.508) 1972 Library of Congress FRAGIAS ated 


549 





Red 


Red cross. {/.S. American national Red cross. 
Suggestions on feeding in a disaster. Washingte ., D. C., 
The American national Red cross ,1942, 


diagr. ae ee U. S American na- 
tions! Wes cream AIBO evectar, 604 


1. Cookery for institutions, ete. 1. Tithe. m. Tithe: Feeding in a 
disaster 


Library of Congress HV575.43 20. 904 


3 (361.506) 641.577 


Red cross. /'.8. .tmerican national Red cross. 

.. Swimming and diving, by the American Red 
cross; with 67 illustrations. phia, P. Blakiston's son 
& co., ine. “1938, 

ix, 271 p. Mus, 104". 


At bead of title: American Red cross. 
Written by Carroll L’ Bryant, of. Pret. 


1. Swimuning. 2. Diving. 1. Bryant, Carroll L. 
38-1604 
Library of Congress GV837.u37 


4lw3, 





Washington, D. C., The A 

cover-titie, 52 p, 2 cro. U.S. American national 
Red crom, A BR nc ie oe a 

laciodes bibliographies 

1. Nurses and cursing. =. Tithe. 

41-4583 

Library of Oongress HVSIG.AS no. T74 

—- —— Copy 2. 
Copyright AA 848014 2 (381508) 610.78 


Red cross. U.S. American national Red cross. 

Syllabus of course of instruction for volunteer nurse’s aides, 
as revised with the collaboration of the Medical division of the 
U. S. Of ice of civilian defense. Washington, D.C., The Amer- 
ican national Red cross ,*1941, 


Zp. Wap Wey. vte A RC. circular 774, rev. Aug. 1941, 


Depretenrd Sam eeponeenn coe. 
1640 under ‘title: Syllabus for the Red cross volunteer 
buree's aide course. 


1. Nurses and nursing. 


1. U.S Office of civilian defense. um. Title. 
41-22504 
Library of Congress FIVSTS.A8 00. Ti4e 
2 (981.508) 610.73 
Redcress. U.S. American national Red cross. 
life saving and water 
safety instructors, Washington, D. C., American national 
Red cross ,°1988, 
1p. lL, 12 oumd. 1 2x21j". Red crm U.S. American national 
Red cross. ARC circular 1088, 
Mimeograpbed. 


Swimming—Outines, 
ooh Saag aa eas Een ak 


15810 
Library of Congress HIVS75.A3 0. 1088 
— — ~~ Copy? 
Copyright AA 282677 a (901508) 7912 


LIBRARY OF CONGRESS 


Red cross. U.S. Ametican national Red cross. 

The West Indies hurricane disaster, September, 1923; official 
report of relief work in Porto Rico, the Virgin islands and 
Florida. Washington, D. C., The American national Red 
cross 1929, 

92 p. 


ius, (maps) 23°. 


1. Puerte ee 1928. © 2. Virgin isiands—Hurricane, 1928. 
3. Florida—Hurricane, }) 1. Title. 





Red cross. S. American national Red cross. 
mission for Beipivan 

American Red cross work for Belgium. 
activities of Commission for Belgium, Sm 
December, 1918. Brussels, Belgium ;1919?, 

Bp. 


Com- 


aber, 1917 


1. European war, 1914- 





—Hospitals, charities, ete 1. Title 
30— 13880 
19-8259 
Library of Congress HV5ST5.43 no. 283 Library of Congress D62.B445 
(03041, — «= Copy 2 2s 
Red cross. U.S. American national Red U.S. American national Red cross. Com- 


The work of the American Red cross 
during the war 


see 
Red cross. s a R 


i) work of the ‘american Red cross dur- 
ing the war. 


Red cross. UU. 
engineers 

. Report of Board of engineers on the Huai river con- 

servancy project in the provinces of Kiangsu and Anhui, China. 

: Washington, D. C., 1914, 

y4: axm (i.e. 25) "a. (inet. fold. —_, diagrs., pert fold.) 

t head vg American national Ked 

L. Sibert, Daniel Mead, Arthur war F. Davie. Major 


General Geo W. Davis, chairman of the Central American 
national Le. cross. 


American national Red cross. Board of 


a. 


The ver conservancy area comprises the drainage areas of the 
ap ne steer. ae Inper Grand canal, the Yi river, the Sze river, and the 


1. oni river. dj mene land—China. 3. Drainege—China. 
L Davis, George Whi fheid, 1830-1918. ‘1. Sibert, William 
Lather, 1860- m1. Title. 


157168 

Library of Congress ‘TCH. 

—— ——— Copy 2 (a32b1, 

Red cross. U.S. American national Red cross. Bureau 
of foreign language information service 


ace 
Common council for American unity. 


Luar or en Reresence 
Congress cocentinly eatriae whch do not appear 1B Glpertiory catalegn 


xX 41-210 


8S. American national Red cross. 


Red crom. U. Central 
ittee. 





Red cross A horized by the 
Central committee. Waningten, D. C., The American na- 
tiona) Red cross , 1934, 





id 


tt 
il 
3a 
i 
r 





(Coatimoed on next card) 
sD%68 
3) 
Red cross. U. S. American national Red Central 
itter. . cross operations... ,1984, (Card 2) 
American national Red cross;—c. of agreement with the New York 
trust company, assistant treasurer of the American 
tm connection with the handling of Red cross securities. 
1, Red crom U. 8 Red crows 2 Spivak, John 
L, 1s@- Shady buxiness in the Red cross. 
SDs 
ot State HVOTS 1984 
Tibrary & Sage (HV575.A3 po. 1112) 
3, 


550 


mission for tuberculosis in Italy. 


Report of the Commission for tuberculosis, American 
Red cross in Italy, an attempt to establish a method of 
international cooperation in public health and welfare 
work. Supplementary report: Public instruction in Italy, 
elementary and intermediate. (Rome, Printed by the 
Unione editrice, 1919, 

xii, 4p, 11. fold. map, diagrs. (i fold.) 24°". 

ilewigda 


1. Tuberculosis—Italy. 2. Education—Italy. 


3. Public schools—Italy. 
1. Laws, Bertha Margaret. 


5 20-5627 
Library of Congress RC316.18R4 Suppl. 


re) 


Red cross. U.S. American national Red cross. Com- 
mission for tuberculosis in Italy. 

Report of the Commission for tuberculosis, American 
Red cross in Italy, an attempt to establish a method of 
international cooperation in public health and welfare 
work. General report, Wm. Charles White .. - director .. 
Gupptomeptesy report on nursing, Mary L. ;!, Gardner 

upplementary report on Knud S 





. Rome ; a= nazionale Bertero, 1919) 
- 124 p. .. tables, diagrs. (part fold.) 25). 
Tuberculosis— pray 2. Italy—Statistics, Vital. 1. White, William 
Charles 1874 n. Gardner, Mary Sewall. im. Stouman, Knud. 
20-747 
Library of Congress RC316.1 8R4 
—— ~-—— Copy 2. oo 


Red cross. U.S. American national Red cross. Commission 
for tuberculosis in Italy. 

Report of the C for is, American Red 
cross in Italy, Wm. Charles White, director: An attempt to 
establish a method of international cooperation in public health 
and welfare work. Supplementary reports : School hygiene, an 
illustration of a method of work in a foreign country ;by, E. A 

eterson ... Child labor in Italy ;by, Ruth M. Underhill ... 
Housing in Italy ;by, Mildred Chadsey, material collected by 
(Continued on next card) 


(88e1, 





2010282 


Red cross. U.S. American national Red cross. Commission 
for tuberculosis in Italy. Report ... (Card 2) 


Marjorie Daw Johnson. ,Roma, Tipografia nazionale Bertero, 
1919, 


2p. L, (7-147 p. incl. tables. maps, fold. diagr. 2447. 


1. School hygiene. 2 Children — Employment - 
clanmes— 


Italy. 3. Labor and 
laboring 


4. Labor and labort tamee—Italy. L 
Erwin Albert, 1878- 


ing « a 
Peterson. n. Underhill, Ruth Murray, 1884- 
mn Chadaey, Mildred. 


20— 10082 
Library of Congress RCSIE.1 SRA Suppl.2 
(88e1, 
Red cress. U.S. American national Red cross. Commission 


to China. 


The report of the American Red cross commission to China. 
Washington, D. C., The American national Red cross, 1929. 


108 p. 227". (Red crome U. 5S. American nations! Red cross. 
ARC rcalar 270, 


1 China—Famines 


Library of Congress 
Guys a 











Red cross. U.S. American national Red cross. Com- 
mission to France. 
Report of the Red cross commission to France, July- 
December, 1918. Washington, D. C., The American Red 
cross 1919, 


58 p. diagr. 21. 


1. European war, 1914-1918—Hospitals, charities, ete. 
Library of Congress 1629 FBAS 1918, 
—_- ~ Copy 2 


2 


Red cross. I’. S. 
mission to Greece. 
Final report, ay rene of civilian relief, exclusive 

of the districts of the Aegean Islands and eastern Mace- 

donia, by Major A. Winsor Weld ... Athens, July 1, 

1919. Athens, Printed by P. D. Sakellarios, 1919. 


28 p. illus. tables. 23°. 
At head of title: The American Red cross. 


American national Red cross. Com- 


Commission to Greece. 


1. European war, 1914- —Greece. 1. Weld, A. Winsor. 
Library of Congress 1D629.G8W43 _— 
2 


Red cross. U.S. American national Red cross. 
mission to Greece. 


... Relief work among the Aegean Islands, by Major A. 
Winsor Weld... Athens, July 1,1919. Athens, Printed 
by P. D. Sakellarios, 1919. 
59 p. incl. illus., maps, tables. 23™. 
At head of title: The American Red cross. 


Com- 


Commission to Greece. 


1. Islands of the Aegean. 1. Weld, A. Winsor, 1. Title. 
20-10761 
Library of Congress D629.G8W4 
12) 


Red cross. U.S. American national Red cross. 
mission to Greece. 

... Relief work among the villages of Mount Pangaeon, 
by First-Lieutenant G. C. Barry. Athens, June 1, 1919. 
Athens, Printed by P. D. Sakellarios, 1919. 

32 p. incl. illus. map, tables. 23)™. 

At head of title 


Com- 


The American Red cross. Commission to Greece. 


7 Rorepese war, 1914 —Macedonia 1. Barry, Grosvenor C. 
Le ou 
20-10762 
Library of Congress D629.G8B3 
12) 


Red cross. I’. 8. 


mission to Greece, 


Relief work in eastern Macedonia ... Athens, July 
1, 1919. Athens, Printed by P. D. Sakellarios, 1919. 
125 p. illus, map. 23). 
At head of title: The American Red cross. Commission to Greece. 


&. Cappo Th Organization ; the relief stations in On ria, by Lieut.-Col. 
eS eas of fol isi." a by Maj. H Oakley —The last 


American national Red cross. Com- 


by Maj nti B. Dewing. 
1. European war, 1914- —Macedonia 1. Title. 
, 20-10758 
Library of Congress D429.G8A5 1919 
2 
Red cress, U.S. American national Red crow. Com- 
“ on E. Black 
... Survey of the hospitals of Greece, by Ma: 
. Athens, July 1,1919. Athens, Printed by P. D. Sekellarios, 


1919. 
115 p. thus. (incl ports, map) 23”. 
At head of title: The American Red cross. Commission to Greece. 


1. Hoapitals—Greece, Modern. 
1. Tithe, 


& Biack, Carl Etisworth, 1962- 


Library of Congress Dez. GsRe 


CATALOG OF PRINTED CARDS 


Red cross. [’. S. 
mission to Greece. 
... The typhus epidemic in eastern Macedonia, by Major 

Samuel J. Walker ... Athens, June 1, 1919. Athens, 

Printed by P. D. Sakellarios, 1919. 
Bp. illus, diagrs 2H. 

At head of title: The American Red cross. 


American national Red cross. Com- 


Commission to Greece. 


1. Typhus fever—Macedonia 1. Walker, Samuel Johnson, 1867- 


. 20-10760 
Library of Congress D629.G8W3 


73) 


Red cross. U.S. American national Red cross. Dept. 
of civilian relief. 

.. Handbook of information and instructions for home 
service sections, December, 1918. (New York, Press of 
Douglas C. MeMartrie, “1918, 

xviii, 234, 21 p imel. f 


jorms. 23. (iRed cross. U. S. American 
national Ked cross) A R C :circular: 207) 


At head of title The American Red cross, Department of civilian 

relief, Washington, D. C 
Red cross U national Red cross. 2. U. ba 
me efevenen, ete s, $ ‘s— ao Ana 4 allowauces, etc. 4 Insurance, 
Life—War risk: 
19-1285 

Library of Congress D629.U6A3 no. 27a 

Copyright A 09624 Si 


Red cross. U.S. American national Red cross. Dept. of 
civilian relief. 
Handbook of information for home service sections. 
January, 1918. ,New York. D. C. McMurtrie, 1918, 
14, 1) p 2 


uropean war, 1914-1918—Hospitals, chorities, ete. 2 Friendly 
1 Title. 


pa R.. 
B 15-969 
U. 8. Off ofeduc. Library D62y V6A32 
for Library of Congress we 37b1, 


Red cross. U. S. American national Red cross. Dept 
of civilian relief. 
.. Home service and the disabled soldier or sailor. August, 


18. Washington, D. C. 1918 
oe —— v8 American cational Red cross, 
a Re circean ) 


Red cross. U.S. American national Red cross. Dept. 
of civilian relief. 
-.. Manual of disaster relief. October, 1919. 
ington? 1919, 


41 p incl, forms (1 fold) 23° 

tional Red cross ARC + circular 
At head of tithe: .. The American red cross. of civilian 
es aed Department 


(Wash- 


(:Red cross. U. S. American na- 
2) 


1. Disasters. 1 Title. 


Library of Congress D629.U6A3 no. 29 
is 


Red cross. /’. *. 
civilian relief. 
Manusl of home service. 2d ed. 
MeMaurtrie, 1917. 
lt Spee SES ey (Red cross U.S American 


American national Red cross. Dept. of 


(New York, D. C. 


a te _ "The American Red cross. Department of civilian 


1. Buropean war, 1914-1918—Hospitals, charities, ete. 2 Friendly 
visiting. 1 Tithe 1910881 
HIVST5.A3 no. 201 
onl, 


Library of Congress 
—— ——— Copy 2 


$51 


35 10 
HVSTS.A3 no. 200b 


—— —— Copy 2. 3% (961.508) 981.508 


cross. U.S. American national Red cross. Dept. 
of civilian relief. 
... When disaster strikes; 
chapters. Washington, D. C., 
Red cross (1924, 


stions for Red cross 
e American national 


31 p. incl forms (part double) 23°. ((Red cross. U. S. American 
national Red cross; re teircular) 209) 
Published in ig under title Manual of disaster relef 
“Revised July. 
1, Disasters. 1. Tithe. 
24— 18644 
Library of Congress HVS7S.A3 mo. 2090 
Copyright A 804150 1s2$dh. 

Red cross. U.S. American Red cross. Dept. 
of civilian relief of the Bureau of foreign language tr 
formation service 

wee 
Common council for American unity. 
Lingary or Concerss Reramance 
Cangrene wocentnry skttins which eo bot appear as bendings tn depesttory sstlegs 
xX 4-250 
ay 
cross. U.S. national Red cross. Dept. 
of military relief. a my t. AA 


PM hem Dy Soh gn my bh hs 


cross, 
the great war, 1917-1918. mm. p., 19181, 
112 p. front, plates. 230° 





1. Red cross. 2 European war, 1914-1918—Hospitals, charities, etc. 
oo War 24-5 
War College UHSI6S 1914 RSI 
132462) 


Library, U S Army 


cross. U.S. American national Red cross. Disas- 
ae relief pone for the metropolitan area. 
~~ Raport of the Disnatar sullat commitinn Ser the mast 
7 litan area ... 1st 
(New York, 19211- 
v 2. 
At head of title: American Red cross. 


21-9195 
2 
Red cress. U.S. The American national Red cross. 
First aid dept. 
act tid co tee injuved New Tork, Firet aid depart. 
ment American a 
Dp tus Bx 12~. 


1. First aid in illness and injury. 
7-11282t 


Library of Congress MCHRI Copyright 








Red 
Red cross. Ss rm ° 


Red cross. U.S. American national Red 
—— au angua, wd 


Red cross. U. S. American national Red cross. Junior 
membership. 
..» Junior Red cross activities; teachers manual. October, 
1918. ,New York, Press of D.C. ae 1918, 
2p.1, 410 p. titus 23". (Red crom U. 8. American national 
Red cross, A.R.C. (Circular, 606. October 15, 1918) 


as ie ft oe : The American Red cross, Department of develop 

ment, Jun! lor membership, Washington, D.C. 

1. Red cross. U.S American national Red cross. 1, Title. 
L2—181 


U. & Dept. of labor. Libr. HV578.392 
for Library of Congress (HV575.43 no. 606) 
14212, 


cross, J. 8. 
membership. 

A program of junior Red cross service, outlined in pro- 
cewlings of the Educational conference, January 7, 1918. 
yNew York, University printing office, Columbia university, 
1! 18 

*, 19 p20) 

ARC Cirewhar, O08 es iarch 20, ins) 


At head of title: The American Red cross, Department of develop 
ment. Junior membership, Washington, D.C. 


American national Red cross. Junior 


Awerican national Red crons, 


1. ed cross, 1 8 American national Red cross. 1. Title. 
18—12841 
Library of Congress DA20.VGAR 
— ——- Copy 2. DOOTAAS 2d set 
(88e1 
Red croas. (8. .lmevican national Red cross, Life saving 


service. 
Camp fire girls book of aquatics, prepared by American 
cross life saving service ... and the Department of publi- 
cations, Camp fire girls, with ‘the assistance of Miss Marjorie 
Camp ... New York city, The Camp fire outfitting co.. 1925. 
Ip 2ep. Mine Ze. 


1. Swimming. 2 Lifesaving. « Camp fre girls, um. Title. 


2514965, 
GV88T. KA 
(36d1, 


Library of Congress 
Copyright A se0ge7 
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On cover : Official 

1, European war, 1914-1918—Hospitals, charities, etc. 2. Nui 

nursing. 1. Dock, Lavinia L., 1858- m1. Pickett, Sarah Eiieabeth. 
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Chinese foodstuffs, prepared for publication by the Com- 
mittee on war time economy for the household, Nanking 
chapter, American Red cross in China ... pub. by the Nan- 
king chapter, American Red cross in China. ' hanghai, 
Printed at the American Presbyterian mission press, 
1918. 
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ington, Govt. print. off. 1909. 
4 Pa (U. S. Dept. of agriculture. Forest service. Silvical 
1. Norway pine. (1. Red pine: 
Agr 9-1820 


Library, U. S. Dept. of Agriculture 1F762Ls no. 43 


Red pine (Pinus resinosa) Washington, Govt. 





2 off., n. me 
p 2a. of es Dept. of agriculture. Forest service. Forest 
Wesinghen, Govt. print. off. 1907. 
rod Rm, U. 8. , Dept. of agriculture. Forest service. Circular @, 
1, (Red pine: 
Agr 7-482-3 
Library, U. S. Dept. of Agriculture 
Red er cattle club of America. 
The red polled herd book of cattle descended from the Nor- 
fed pew pe gry American series. v. 1- 2 Py 
Red polled cattle .lub of America, 1890- 
¥. plates 24". 
vat es we caited’ “American edition v. 1-18 (Bagiich series 
v. 1-18)" 


1. Red-polled cattle. 2 Cattle—Herd-books. 1, Tithe: The Red 
berd beok 


polled .. Amerteen series. 
1— 25720 
Library of Congres SF198 R3R3 
1421, 





LIBRARY OF CONGRESS 


The Red Republican: equality, liberty, fraternity. Ed. by 
G. Julian Harney. v. 1; June 22-Nov. 30, 1850. London, 
S. Y. Collins, 1850. 
1p. b, 1980p. 28)". weekly. 

Continued as the Friend of the people. 
1. Harney, George Julian, ed. 
15-347 
Library of Congress DA559.7.A2R3 
:39b1, 
Red Riding-Hood 
see 

Little Red Riding-Hood. 

21-3048 
Library of Congress iy 


Red river association of Frimitive 
Baptists (Texas) 


Primitive Baptists. Texas. Red river 
association of Primitive Baptists. 





Red River association of the 
Primitive order of Baptists 
(Kentucky end Tennessee) 


see 
Primitive Baptists. Kentucky. Red river 
association « Primitive order of 
Baptistse 
Red river insurrection. Hon. a MeDougall’s conduct re- 
viewed. Montreal, J. Lovell, 1 
op 21" 


1. Red river rebellion, 1860-1870. 2. Macdougall, William, 1822- 


1 — 28346 
Library of Congress 1063. R80 


Mel, 


Red river line co. 
List of landings on Red river and its tributaries. Com- 


piled by the Red river & coast line, July, 1883. New 
Orleans, M. F. Dunn & brother (1883) 

52 pp. nar. 16°. 

Subject entries: Red river of Louisiana. oes 


Library of Congress, no. F377. R3R3. 


556 


Red river settlement. 
Memorial du peuple de la riviére Rouge aux gouverne- 
ments anglais et canadiens, accom d’observations sur la 
colonisation de la partie centrale de Amérique Britannique 
du Nord, et l'étqblissement d'un grand chemin territorial du 
Canada & in Colombie Anglaise. Soumis au gouvernement 
canadien, par Sandford Fleming, imprimé par ordre de |’As- 
semblée législative. Quebec, Imprimé pour les entrpre- 
neurs ,!, par planter, B Rem ot Lemieux, 1863. 
(60, Ay 247. Ca Parlement. Documents de la seasion (no, 
Memorial of the people of Red river settlement 
1. Canadian Pacific railway. 2. ge — Canada. 
3 Manitoba. q ing. Sir Sandford, 1827-1915. 
Bur. of railway econ. Libr. 
for Librar; 


ry of Congress yatibl, 


Red River Settlement. 


Memorial of the people of Red River to the British and 
Canadian governments, with remarks on the colonization 
of central British North America, and the establishment 
of a great territorial road from Canada to British Co- 
lumbia. Submitted to the Canadian government, by 
Sandford Fleming. Printed by order of the Legislative 
assembly. ag Printed for the contractors by Hun- 
ter, Rose & co., 1 

S7,1hp. 24 

Hp e+ of the people of Red River Settlemen 

Canadian Pacific mew 2. Railroads—Canada. 3. Manitoba 1 
Flanine. Sir "Sandiord, - 


10-33509 


Library of Congress HE2809 M3R4 


The red road book for all New England and eastern New 
York; forty-four sectional plates, sixty-four city street 
maps, detailed topographical road maps of the White 
Mountains, cetailed topographical maps showing 
camps, trails, lakes and ponds in the fishing and hunt- 
ing sections of Maine. Boston, Mass., The Bullard 
company, “1914 
112 p. illus. (maps) 24) x 245™ 
Includes advertisements. 

Maps on lining-paper: 


#200 


1, Automobiles— Road guides 


2. New England— Syn. & trav —Guide- 
books. 3 w Youk ( 


ate)—Descr. & trav —Guide-books. 

1418432 
Library of Congress 
Copy 2 
A 379313 





Copyright 


Red ruin: or The romance of anarchy in America 
New York, R. K. Fox “1888, 


72 p. illus. (inel. ports.) 22)" 


1. Anarchism and anarchists—Fiction 
cA 10-2942 Unrev'd 


Library of Congress 
© 1a: 17116 


HX846.C4R3 


The red shoes. 
The red shoes. New York, T. Nelson and sons, 1928. 
88 p. incl. col. front. col. illus. 18, 


Illustrated by Anne Anderson. 
Illustrated lining-papers. 


1. Anderson, Anne, tllus. 


Library of Congress 
Copyright A 1068479 


Red Sleeves 
see 


Mangas Coloradas, Apache chief, d. 15637 








Red spinner, pseud. 
see 


Senior, William. 


Red Sulphur Springs, Monroe county, W. Va. A min- 
eral water unequaled for catarrh and all diseases of 
the mucous membrane . . . ,Buffalo, N. Y., Matthews, 
Northrup & co., 1884) 
16 pp. incl. front, 16°. 


}. Red Sulphur Springs, W. Va.—Desc. 2. Mineral waters 
F249. R3R3 


1-16090—M 1 


A red triangle girl in France. New York, George H. Doran 
company (1918, 


vill p., 11, 11-168 p. 109*. $1.00 


1. European war, 1914-1918—War work--Y¥. MC. A 


18—20841 
Library of Congress nase. YTR4 


— Cops 2. 


Consright A cameTe R21 


le overseas. 
Aug. 3, 1918- 
Paris, 1918- 


PPR pee De 


v.1- 


official publication of the American Y. M.C. A. overseas.” 
Batted by the Publicity department. 


1, Buropean war, ware 9, Beeee wee, war, ean 
War work—Y. M. C. oung men's Christian associa 
24—17048 
Library of Congress DSL RA 
101, 


Red, white and blue book 
see 


U.S. & 
How the war came to smerica..- 


The Red, white, and blue songster. 
songs, written to popular airs ... 
Perrine ,1861, 
ep om. 

No more publisbed? 


no. 1. National patriotic 
JB. Ind., C. O. 


1. American ballads and songs. 


Library of Congress S110 


CATALOG OF PRINTED CARDS Redaelli 


Red Wing, Minn. Charters. Red Wing seminary, Red Wing, Minn. 
The charter of the oy of Red Wing, Minnesota. Drafted 
and proposed by the Red Wing Charter commission, with 


nore coatieially co Ly aN because it 
amendments to November 1, 1925. Red Wing, Minn, Red Teneae ak, Ameren Evangelical 
it 1 Luther 
Wing printing company ,1925, " ay ot he Ostend oe sane Hamline, St, Pesd, ond 
Ip lL, 6-218, 512). 2”. Park, St Paul, to form Luther theological seminary, St. Paul. 
: 1926. Pubtiohes uy authority of the 
Thomas Moho, esq. ci A ty 
City counc!! ae eit of the cite of hed Wing, Minasootn (sovleed an of June 4 
1928)": Siz p. (at end) 
1 Red Wing, Minn. Charter commission. u. Mohn, Thomas. 


‘30 8087 20-21876 

Library of Congress JS1839.R45A8 1926 
a Leary of Congress” ed 
Red Wing boy Red Wing seminary, Red Wing, Minn. 
see see also 
Grondahl, Jens Kristian, 1969- Luther theolagical seminary, St. Paul. 
: Union Theol. Semina: Library 

Library of Congress Library of Gaon” 2 


Red Wing directory co.'s pes Wing city and Goodhue 


Red Jing, Minn. State training 
Cuy directory, 1909/1 


school for boys and girls 
Red Wing, Minn., Red Wing directory co., *1909- 


see 
v. 24". 


Minnesota. State training school for 
boys and girls, 


1. Red Wing, Minn.—Direct. 2 Goodhue Co., Minn.—Direct. 


918987 


Library of Congress F614.R3A18 Copyright 


Red Wing, Minn. Hamline university 





Hamline university, St. Paul, Linn, cusan, egados y otras autorid: 





1824, 
4p. 159". 
Caption title. 
1. Indians of Mexico. 2. Mexico (Archdiocese) % Tithe. 
‘2815088 


Library of Congress 2 


Red Wing, Minn. Lutheran ladies’ 


Redactor oaxaquefio. t. 1-4 (nim. 1-200); 1 feb. 1831-80 
seminary enero 1833. Oaxaca ;Imprente del - & cargo 
ciudadano A. Valdés y Moya, 1831-83. 
see ‘. 20". 2 no. a week. 
Caption title. 
Lutheran ladies’ seminary, Red Zing, = 
Minn. 


Superseded by Ei Baluarte de la ley. 
L. C. set incomplete: v. 3 


1. Moreen, Mexico (State)—Pol.& govt. 1. Oaxaca, Mexico (State) 


Ga 28-1104 Unrevd 
Library of Congress 


Red Wing, Minn. Seminary 





Tecnica i genesi ed anatomia pato- 
see logica generale delle micosi umane e degli animali. Bologna, 
Red Wing seminary, Red Wing, Minn. pobre en 


2p.L, T2271 p. Mins, 2 fold. tab, 254". 


1, Fungi, Pathogenic. 


Union Theol. Seminary Library of Congress QRIG RE 
Library of Congress ry 


$57 








Redal 


Redal, Olav, 1882- 


En norsk bygds historie: nordre Bottineau County, 
North Dakota, av Olav Redal. (Stanley? N. D., Forfatte- 
rens forlag, 1917. 


24 p° illus. 22". 


1. Bottineau Co, N.D. 2. Norwegians in North Dakota. 


Library of Congress FO42.B6R3 


Redan, Pierre, pseud,. 
see 
Andre, Pierre J. 


Bologna, L. Cappelli 


1, Political science—Hist. 2. State, The. 8. Political science—Hist.— 


Italy. 1, Title. 
‘35-15482 
Library of Congress JASLRA 
12; 3209 
Rédares, 


. Le chasseur taupier, ou L’art 
par “des mo ~ surs et faciles; Pr é de leur histoire 
naturelle. Nouv. éd. Augm. d’un traité 
sur la destruction des animaux et - insectes nuisibles 
au jardinage ..._ Paris, Roret, 1 


85, 1) p. mpl 159. (Manuels-Roret) 


rendre les taupes 


ca 17-2331 Unrev'd 
SB94.M7R3 


‘ahrangen wesentlich umgestaltet 
1. Weimar, B. F. Voigt, 1873. 


vi, 107 fold. ™ ¢ 
La ee. Fae aap Dit, Smee. 


1. Rabbit 1. Octtel, Robert, tr. 


Agr 7-1165 


Library, U.S. Dept. of Agriculture 47M33 


Rédares, F. 
see 


Redarés, Jean M Me 


LIBRARY OF CONGRESS 


Rédarés, J M M. 

Des abeilles et de leurs produits, ou, Considérations géné- 
rales sur les meurs et la culture de ces insectes, et sur le miel, 
la cire et le propolis. Par J.-M.-M. Rédarés ... Paris, Emler 
fréres ete., 1828. 

xv, 3508p. 6pl 15”. 


1. Bees. (1. Apiculture, 


Agr 32-143 


Library. U. 8. Dept. of Agriculture 424R24 


Rédarés, Jean M M. 
Etudes | 
ln maconnerie yanelgs suivies ‘te Vinfluence 
maconnerie sur l'esprit des nations, par le F.’. Réda 
L‘auteur, 1858. 
2p. 1, x2, 376 p. 18 


on to nh ante ® 
morale 
res. 





A 


1. Freemasons 1. Title. 


HS425.R4 
fib], 


Library of Congress 


Redburn: or The schoolmaster of a morning. New York, 
W. M. Christy, 1845. 

Tip. 18". 

In verse. 


Library of Congress PS001.A1R3 


Redeay, Edward Edgeworth, 1902- 
County training schools and public secondary edu: cation for 
ay ag in the South by, Edward E. Redeay ... W' g 


(Redeay, Edward Edgeworth, com, ic secondary 
schools for Negroes in the hvetiionn oun 7, the United 
States . 1935. (Card 2) 


Negroes since 1911 
this study and ro. 
printed form. Io the eX 4, it 
data that bad Cn on collected for this 
is the outcome of that decision.” —Foreword. 


wz, (825.2000TS) 871.974007S 
Reference card 
Redcliff, Rebecca Fergus, pseud. 
Freckles. (1882, 
see 
Redd, Mrs. Rebecca Fergus. 
Library of Congress aes 
Redd, Annie Bell. 


Christmas greens, by Annie Bell Redd. (Columbus, 
Ga., J. J. & T. Gilbert, printers, °1905, 


3p.1, 11 numb. L 27 
Printed on one side of leaf only, the printed pages facing each other. 


541782 
Library of Congress Copyright 
Redd, F Marion. 
be ate mere by Hon. F. M. Redd... Fourth talk ine 
series wer radio station WBT by Charlotte cham- 





D. C., The John F. Slater fund , 1985, 
2p. 1, vit-avif p, 11, 168 p. 11 fold. map, facsims., dingr 
= (ra, v.)—Columbia university, 1985. 
Published also without thesis note in the John F. Slater fund studies 
in Negro education. 
oe p. 117-124. 
Education. 2. High schools—Southern states. 3 Me 


1. Negroes— 
ers, Training of—Soutbern states. 4. John a Stater fund. 
1 Title: Secondary education for Negroes in ¢! 


224". 


362880 
LC2801.R4 1985 
1881, 


Library of Congress 


Columbia Univ. Libr. 871. 9T400TS 


Redcay, Edward Edgeworth. 

County training schools and public secondary education for 
Negroes in the South, by Edward E. Redcay, ru. vp. Wash 
ington, D. C., The John F. Slater fund, 1935. 


TM gh ey TPAD fold. map. facsims., diagr. 234°. (The 
Zohn F. Slater fund studies in Negro education) 
Bibliography: p. 117-124. 

Negroes—E4 2 High schoole--Southern states. 3. > 
on, “Traini ing of— “southern states. 4. Jobn F. Slater fund. 1 Tithe. 
1. Title: Secondary education for Negroes in the South. 

Library of Congress Lc2s01. R4 
—— ——- Copy 2. 
Copyright A 83461 (30K5, 371.9740975, 


Public secondary schools for Negroes 
of the United States; a complete list of all public schools for 
Negroes in the states of the United States that offer 
any instruction at all on the secondary level, as of October 1, 
1983. ,Washington, D. C., 1935. 


ber of commerce, Wednesday, September 10, 1930 ... Char- 
lotte, N.C. (19301, 


cover-titie, (8; p. 224™. 


1. Charlotte, N_ ©. 1. Charlotte, N.C. Chamber of commerce. 
1. Title. 
36-3743 
Library of Congress FIemcane 91756 


Redd, George. 
A late discovery, extremely interesting to planters and 
farmers, relative to fertilizing poor and exhausted lands, 





upon & p and easy plan; with some remarks and ob- 
servations on and gard By George 
Redd, of Frederick County, vi irginia. Winchester, (Vir.), 
Printed by J. A. Lingan, 1809. 

16 p. 24". 

1. Salt. 2 Fertilizers and manures. 


12-13972 


Library of Congress S663 R3 


Redd, John, b. 1755. 

-.. General Joseph Martin. By John Redd. With accom- 
panying . 
1900 See etek TO T6, 195)-199, (257,268) 


1. Martin, Joseph, 1740-1808. 


(1—18861 
Library of Congress 206.873 
— —— Copy 2, de tacked 
e391, 





XUM 








Redd, Mrs. Rebecca Fergus. 


The Brierfield tragedy. By Rebecca Fe Redd .. 
New York, J. W. Lovell cupeay, 1884. — 


lp bl, N2p. 18)". (On cover: Lovell’s library, v. 8, no. 408) 


ca 96120 Unrev'd 
Library of Congress 


(Redd, Mrs. Rebecca Fergus, 

... Freckles, by Rebecca Fe: Redcliff wseud, N 

York, J. W. Lovell company “1882, a var 
cover-title, 3-299 p. 187. (Lovell’s library, v. 1, no. 16) 


ca 96121 Unrev’é 


2 


Library of Congress PZ3.R266SF 
(Copyright 1882: 15370) 


(Kedd, Mrs. Rebecos Fergus, 
‘*Freckles.”’ Rebecca Fergus Redeliff pseud. 
New York, J. Ww. Porat company “1882, . 


299 p. 187. (On cover: Lovell library) 


7-095 


Library of Congress PZ3.R2665F 
(Copyright 1682: 11555, 11809) 


—— —— Copy2 


Redd, Richard Menefee. 

Reminiscences of Richard Menefee Redd, better as 
Colonel “Dick” Redd, from childhood to old age ... Lexing- 
ton, Ky., Clay printing company, 1929. 

2, ;2 p. incl. fromt. (port.) 249”. . 


29-14011 
Library ef Congress OT275.RB4543 
-—— ——- Copy 2 
Copyright A 0076 2 


Reddale, Frederic, paaud, 
e0e 


Reddall, Henry Frederic, 18656-1921. 


Reddell, Arther H 1880- 
by Arthur H. 


Reddall ... York, F. S. Crofts & co., 1927. 
xi, 988 p Mes 25°. (Ths international iife enderwriters library) 





“agereved by National ‘Life sate 

wites cmoctation of Cuneta” — 

1 Aévertising—Incusence, Lif 12 Publicity, 1 Tithe 
‘17008 

Lavery of Csngrem EPenel1 ame 

Copyright 4 seems = 


CATALOG OF PRINTED CARDS 


Reddall, Henry Frederic, 1856-1921. 

Climbing the ladder of fame, comp. from various sources, by 
Frederick Reddall ..  ;Chicago, Educational publishing com- 
pany ,19081, 

3, 7-201 p. Ulas. 19". (On cover: Young people's library) 

Cover-title: Bright boys. 

ConrTants.—Some young musicians.—Youthful scientists and schol- 
ars.— poets. — of great writers —Immature inven- 
tors.—Boy commanders.—Early days of famous artists. 

}Bee-ees. 2. Blography—Juventle literature. 8 Success. 

1 


Library of Congress CT107.RS 


(a20d1, 


Reddall, Henry Frederic, 1856-1921. 

Columbus the navigator: the story of his life and work, 
together with an account of the pre-Columbian discovery of 
America; by Henry Frederic Reddall ... New York, Empire 
pub. company ,“1892, 

285 p. incl. illus, port. map. front., port. 20". 


1. Colombe, Cristoforo. 2. America—Dise. & explor—Noree. 
Tite 


L 


21003 


Library of Congress Elllga1 


a37b1, 


Henry Frederic, 1856-1921, comp. 

Fact, fancy, and fable: a new handbook for ready reference 
on subjects commonly omitted from cyclopedias; comprisi 
personal sobriquets, familiar phrases, popular 
geographical nickn literary p yms, mytholog 
characters, red-letter days, political slang, contractions and 
abbreviations, technical terms, foreign words and phrases, 
Americanisms, etc., comp. by Henry Frederic Reddall ... Chi- 
cago, A: C. McClurg & company, 1889. 

¥, (Ty086 p. 2h. 
pT language—Terms and phrases. 2 Terms and phrases. 


12—ST082 


DR ctenionh 





L 





Library of Congress AGS.RA 
— Copy 2. 
Copyright 1880: 26710 ajI, 


Reddall, Henry Frederic, 1856-1921, comp. 

Fact, fancy, and fable: a new handbook for ready reference 

on subjects commonly omitted from cyclopedias; compris- 

ing permenel ettsiquets, faeiller phonies, pepuier copie 

Sneiosl aaeotheon, sod-tettor dag, polilea contractions 
by Henry Frederic ove 


Americanisms, etc. Comp. 
Chicago, A. C. McClurg & company, 1892. 





+, (S88 p. am. 
1. English language—Terms and phrases. 2. Terms and phrases. 
L Title. 
‘1523072 
Library of Congress AGGRA 1902 
:37f1, 
Reddall, Henry Frederic, 1856-1921. 


Reddall, Henry Frederic, 1856-1921. 

... Henry M. Stanley. A record of his early life and strug- 
gies: his career in the Confederate army, in the United States 
navy, and as a war correspondent in Abyssinia; how he found 
Livingstone, traced the course of the Congo, and founded the 
Congo Free State; with « full account of his latest and great- 
est achievement, the rescue of Emin bey. Compiled from 
Stanley's narratives and other authentic records, by 
Frederic Reddall. New York, R. Bonner’s sons, 1890. 

2 p. L, @411 p. incl ports. mapa front. 18)%. (On cover: 
Uprary. no. 18) 

Series title also at head of t.-p. 

1 , Sir Henry Merton, 1841-1904 2 Schnitser, Hduard, 
known as Emin Pasha, 1840-1802. 

6 5376 

Library of Congress DT351.86R4 


035b1, 


Reddall, Henry Frederic, 1856-1921. 


School-boy life in merrie . Pen-pi of 

the reat pale sols of Eland, i eaten ond 

stories of famous scholars. By Henry Frederic 

“ ~~ Phillips & Hunt; Cincinnati, Cranston & 
we, | 


286 p. incl from. 19™. 


Includes music, 
1. Public schools (Endowed) —England. 1. Title. 
Library of Congress LAG3S.R4 


sa2Sel, 


:Reddall, Henry Frederic, 1856-1921, comp. 





1S 2. School 
118 
Library of Congress ‘MT@80.B31 
aid, 
Reddall, Heary Frederic, 1856-1931, comp. 
taney am, Tee Sane Go gee, Collected and er- 
ranged — -» Boston, Rend Avery 


1, Ameritas wit nd bemer. & a2.v.e-mie 
on tT a : The femny aiée 
eas 

Library of Osngress Pwensi.Penss 1609 
Ceperight 105) 10600 -_ atems 
(Reddall, Henry Frederic, 1856— 

Buccessful , How to become successful 
sithor. Bring #haodY’ book of hint and bp fo al 
who have any aspirations. By Bed. 
dale peeud., ... New York, J. &. Ogilvie publishing com- 
pany, ‘1907. 

ip tsp =. 

7 

Library of Congress (Coprrige 97 A MII) 





Reddall 


Reddall, Henry Frederic, 1856-1921, comp. 

The sunny side of politics; or, Wit and humor from conven- 
tion, canvass and congress, compiled by Henry Frederic Red- 
dall St. Paul, The Price-McGill company ,1892, 

2p, 312 p 195. 


1. American wit and humor. 2. Anecdotes—-U. 8. & U. 8.—Pol. & 


gort. 1. Tithe. 
‘37-33006 
Library of Congress PN@2Z31. P6R388 
Copyright 1992: 2n673 3 917.0822 


Reddall, Henry Frederic, 185-1921, comp. 


White House music book; being « collection of the most 
famous words and melodies, enriched with valuable historical 
and biographical! sketches of renowned authors and composers. 
Compiled by Henry Frederic Reddall. The musical scores 
edited by Dudley Buck Philadelphia, Pa., National pub- 
lishing co. ,1902, 


1p. L, vil, 28), 17-5683 p. front. ius. (incl. music) plates, ports. 
2. 
1. Buck, Dudley, 1598-1900. u. Title. 
2-25618 Revised 
Library of Congress M1. R312 
Copyright A 38120 (38b2, 


Reddall, Henry Frederic, 1856- 

Who was he? Six short stories about some of the 
mysterious characters and well-kept secrets of modern 
times. By Henry Frederic Reddall ... New York, Phil- 
dips & Hunt; Cincinnati, Cranston & Stowe, 1887. 


Wp. 197 
Contents. —The los’ belo of the Bour' —The unknown of the Bas- 
Som —The youth who rie fom crown to kitchen, and some similar strange 


foundling of Nuremberg —The wandering Jew.—Junius and 
ne Y Josie quest. 


1. Title. iu. Title: Mysterious characters. 


13-19766 


Library of Congress D24.R4 


Copyright 1887. 6789 


;Reddall, Henry Frederic, 1856-1921. comp. 

Wit and humor of American statesmen; a collection from 
various sources classified under appropriate subject headings. 
Philadelphia, G. W. Jacobs & co. ,1902, 

233 p. front. (port.) 16°. 


1 Tithe. 
228071 
Library of Congress PN6Z31.P6RS 
——— Copy 2 
Copyright yaS4b1, 


(Reddall, Henry Frederic, 1856-1921, comp. 

Wit and humor of American politics; a collection from va- 
rious sources classified under appropriate subject headings. 
Philadelphia, G. W. Jacobs & co. ,1903 

216 p. front. (port.) 16°. 


1, American wit and bumor. 2. U. 8.—Pol. & govt. 1. Title. 
324057 
Library of Congress PN@231.P6R4 
—-———- Copy 2. 
Copyright A 64825 (a33b1, 


(Reddall, Herry Frederic, 1856. 
aut ond us nae of business; a collection from various 
fied under appropriate subject headings. 
Pulleaeignin¢ G. W. Jacobs & co. (1908, 


2351p. front (port) 16™. 


8.25712 


Library of Congress (Copyright 1998 A 208905) 


LIBRARY OF CONGRESS 


(Reddall, Henry Frederic, 1856-1921. 

Wit and humor of the American bar; a collection from va- 
rious sources classified under appropriate subject headings. 
Philadelphia, G. W. Jacobs & co. ,*1905, 


238 p. front. (port.) 154. 


1, Law—Anecdotes, facetiag, satire, ete. 1. Title. 


PN6231.1AR4 
(a33b1, 


Library of Congress 
Copyright A 112036 


(Reddall, Henry Frederic, 1856-1921. 

Wit and humor of the A i pulpit; « 
various sources classified under appropriate subject 
Philadelphia, G. W. Jacobs & co. :1904, 

248 p. front. (port.) 16™. 





ion from 
headings. 


1, American wit and humor. 2. Theology, Pastoral—Anecdotes, face- 
tiae, satire, etc. 1 Title. 
422975 
Library of Congress PN@231.CSR4 
Copyright A 88600 a35b1, 


;Reddall, Henry Frederic, 1856-1921. 

Wit and humor of the physician; a collection from various 
sources classified under appropriate subject headings. Phila- 
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24-19013 sas Ca 86-1108 Unrev'é 
Library of Congress DAGT0 1L2K3 Library of Congress PNG120.HTRET 
Library of Congress CT7@B.RISA3 a33b1, Copyright D ped. 83279 2 Yo DAR 
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Redding 


Redding, Isabella Remshart, “Mrs. J. H. Redding.” 
My beloved country ;by, Isabella Remshart Redding. 
Savannah, Ga., Braid & Hutton, inc., printers, 1918. 


4p.1, 7-16 p. 24" 
A “collection of historic studies.” 


1. U. S.—Hist.— Addresses, essays, lectures. 1. Title 
19-1812 
Library of Congress E173.R3 
Copyright A 511373 2) 


Redding, Isabella Remshart, «.W+«. J. H. Redding.” 
Life and times of Jonathan Bryan, 1708-1788. By Mrs. 
pe - Redding Savannah, Ga., The Morning news print, 


Tp. 1821. 


1. Bryan, Jonathan, 1706-1788. 


247 
Library of Congress 


Copyright 


Redding, Mrs. J. H. 


see 
Redding, Isabella Remshart "Mrs. J. H. 
Redding". 


Redding, Jacob. 

Physiology: its seience and philosophy ... by Jacob 
Redding ... New Castle. Ind, The Courier company 
press, 1891. 

632 p. front. (port) illus, 3 pl 24 

1. Physiology 

+2070 
Library of Congress QOPI.KS 
w24dl 
(Redding, James, 


Lenten thoughts; or, How to keep Lent. By a missionary 
priest. New York, H. J. Hewitt, printer, 1886. 


204 p. 159". 
1 Lent st. Tithe 
‘S7-17424 
Library of Congress BVS6.RA 
Copyright 1886: SHO 2 z2e68 


ye teary ' 

To make « poet black ,by, J. Saunders Redding. Chapel 
Hill, The University of North Carolina press, 1939. 

=p.22,8-1a@p 2. 

“Factual material and critical opinion on American Negro litera: 
ture."—Pref. 

Bibliography : p. ,131;-136. 


1. Negro literature—Hist. & crit. tL Title, 
39—27275 
Library of Congress PS153.NSR4 
— —— Copy 2 
Copyright A 127388 141k3; 3109 


LIBRARY OF CONGRESS 


Redding, John Patrick, 1910- 
. The influence of St. Augustine on the doctrine of the 11 


Council of Orange concerning original sin ... by Rev. John P. 
Redding Washington, D. C., The Catholic university of 
ica, 1939. 
xi, 8p. 2 
Thesis (s, 7. o.)—Catholic university of America, 1988. 
t head of title: Universitas re Americas Washingtonit. 8. 
a t . 1987-88, No. 53. 


“Selected bibliography” : p. :85,-00. 


1. Sin, Original. 2 ae, Aurelius, Saint, bp. of Hippo. 
3 Orange, Couneil of, 2d, 5: 
41-8744 Revised 
Library of Congress BT720.R4 1939 


422) 233.14 


Redding, Joseph D. 
Causes of the decrease of salmon in the Sacramento 
River. By Joseph D. Redding. 





(in Bulletin of the — States fish for 1887. iagton, 
1909. 224°. vol. VII, p. 57-58) 
1. Salmon fisheries—Sacramento River. 
F 18-6 


Library, U. &. Bur. of Fisheries 


Redding, Joseph D. 


Character of the ore introduced by Capt. Henry Rob- 
inson about 1830. By J. D. Redding. 


Us ek j of > by 9 States fisb 
1884, 22%". IV, p. 266-267) 


for 1884, 





1. Fish-culture—New York (1. Fishes—Acclimatization, 2. Carp. 


F 18-308 


Library, U. S. Bur. of Fisheries 
Redding, Joseph Deighn, 1859- 

The atonement of Pan, a music drama. Book by Joseph D. 
Redding, music by Henry Hadley. Produced by members of 
the Bohemian club in their grove, Sonoma county, California, 
on the evening of August the tenth, nineteen hundred and 
twelve. ,San Francisco, Printed by Taylor, Nash and Taylor, 
*1912, 

vill, 48p. mounted front. 23°. 


Pe dpb 4 music”: p. 30-48. 
the cremation of Care”: : ty D., inserted. 
© aah Henry Kimball, 1871-1967. u. Bobemian club, San Fren- 
cisco, mt Tithe 


22--1566 
PS3535.E224A8 1912 


adic, 


Library of Congress 


Redding, Joseph Deighn, 1859- 

‘The enlarged jurisdiction of the Court of claims. In the 
Circuit court of the United States, ninth cireuit, Northern dis- 
trict of California. Southern Pacific railroad company, net 
tioner = complainant, vs. United States of America, 
eut 7411. Before the Hon. Lorenzo Sawyer, jalge. 
Scpusem of Joseph D. Redding. Presented Monday, Novem- 
ber 26, 1888, on demurrer to the petition. (San Francisco? 
18887, 

cover-tithe, 1, 49 p. 23". 

1. Seuthern Pacitle railroad company—Claims vs. U.S 

the va i company, petitioner. nm, United States, wn), m1. 
ts ‘ ireult court (0th cireult) 





AM B2 
Stanford univ, Library 


for Library of Congress pa4tht, 


Redding, Joseph Deighn, 1859- 

Southern Pacific railroad co., plaintiff and pa grerer 
vs. W. W. Terry, defendant and Brief on behalf 
of plaintiff and appellant. Joseph D. Redding, of counsel for 


plaintiff. Filed April 1686 ... Syan, Fyrancisco, Calif., 
Croe ker & co., printers (1886, 
werthle, 4p. 24 
Nt bead of tithe: No. — In the Supreme court of the state of Call- 


fornia 
we lnvelving the deed and title to a certain tract of land in Call- 
fornia 
1. Land tithes—California 
Maintit. vw. Terry, W. W., 


Pacific ratiroad company, 


1. Southern 
defendant. 1. California, Supreme court 


ABI 





yl anie,  Libewey 
brary ef Congress 





astbty 





Redding, Michael John, 1853- 
Brochure of Irish achievements in government, art, 
architecture, literature and try, by Michael J. 


ding ... (Baltimore, Printed y Roliman & Achioss, 1913. 
155 p. front. (prt.) col. illus, pl. 224° 2.00 
“Authorities quoted”: p. 133-135. 
1. Ireland—Civilization 1, Title 
13-24854 
Library of Congress DA925.R4 


Copyright A 357690 


Redding, Moses, Wolcott. 


Guide to Mt. Moriah and the vast substructions of 
King Soiomon’s temple. By M. Wolcott Redding ... 
New York, Redding & co., 1874. 

17 p. fold. plan. 19°. 

1. Jerusalem. Teimple 

428052 


Library of Congress 


DS109.3.R32 


| Redding, Moses Wolcott, 

The illustrated history of free masonry, containing an au- 
thentic history of the institution from its origin to the present 
time ... Embellished with over 100 fine engravings, 70 of 
which are full-page plates. 8 colored. By the author of Ruing 
and relics of the Holy City New York, Redding & co. 
(1892, 

723 p. incl. illus. plates (part col.) plates. 204 x 24j™ 


1, Freemasons—Hist 1. Title. 


11983 


HS408.R48 
1838D1) 


Library of Congress 
Copyright 1892: 15311 


Redding, Moses Wolcott. 

The illustrated history of free masonry. This work con- 
tains an authentic history of the institution from its origin to 
the present time ... Embellished with over 100 fine engrav- 
ings, 73 of which are full-page plates. By Moses W. Red- 
ding ... New York, Redding & co. ,1903, 

721 p. incl. iMus., plates. front. 29”. 


1. Freemasons—Hist. 


Library of Congress 


Copyright A 53091 


18408 RS 
w31d2, 


Redding, Moses Wolcott, 

Masonic antiquities a the Orient unveiled; containing a 
concise of the bl ruins of King Solomon's 
temple, and store cities, together with those of all the most 
ancient and renowned cities of the East, including Babylon, 
Nineveh, Damascus, and Shushan ... By the author of Guide 





to Mount Moriah New York, Masonic publishing union, 
876. 
xi, oe inel. plates (part fold.) col. front., fold. col. pl., 2 fold. 
ma 
t within ornamental border. 
“List of interesting and valuable works on the Holy Land”: p. 541. 
1, Ania, Western—Antiq. 2. Asia, Western— . & trav. 3. Free 
masons 1. Title. 
9 31633 
Library of Congress HS427.R3 
Copyright 1876: 1687 (3341, 


Redding, Moses Wolcott. 


Masonic antiquities of the Orient unveiled ; containing 
a concise description of the remarkable ruins of King 
Solomon's temple, and store cities, together with those 
of all the most ancient and renowned cities of the 
including Babylon, Nineveh, and Damascus. By M. Wol- 
cott Redding ... New York, Redding & company “1894, 
vill, 9-454 p. incl. plates. 199°. 


1. Asia, Western — Antiq. 2. Asia, Western —Deser, & trav. 3. Free- 


931631 


Library of Congress HS427.R4 


ts22e]; 








Redding, Moses Wolcott. 


The practical monitor, containing the monitorial in 
structions used in the degrees of entered apprentice, fel- 
low craft, aud master mason, with a compend of masonic 
law and jurisprudence .. By M. Wolcott Redding. New 
York, Redding & co., 1876. 

2p. L, v, 7-182 p. fold. col. front., plates (1 fold.) 

Some plates printed on both sides. 


“™ 





2 F Laws, decisions, etc. 
918427 


Library of Congress HS457 R3 


Redding, Moses Wolcott. 

The ruins and relics of the Holy City, accompanied by a 
plan of Jerusalem, compiled from the latest ordnance sur- 
veys and explorations. By M. Wolcott Redding. New York, 
Redding & co., 1871. 

6 p. incl. fold. front. illus, 3 pl, plan, 19, 

“Authorities consulted”: p. 6; 


+—20631 
Library of Congress D8100.R31 


(34b1, 


(Redding, Moses Wolcott, 

Scarlet book of freemasonry ; containing a thrilling and 
authentic account of the imprisonment, torture, and mar- 
tyrdom of freemasons ts templars, for the past 
six hundred years; also an authentic account of the edu- 
cation, remarkable career, and t: death of the re- 
nowned philosopher ras. By the a ~ of Ma- 
sonic antiquities of the Orient unveiled ... New York, 
Redding & co. “1879, 

320 (i. ¢. 378) p. incl. illus, plates. col. front. plates (1 fold.) 23™. 

1. Freemasons and Catholic church. 2 Persecution. 1. Title. 

9—27886 

Library of Congress HS#SR3 

Copyright 1879: 10753 om 


Redding, Moses Wolcott. 
Scarlet book of free masonry: containing a thrilling and 
authentic account of the imprisonment, torture, and martyrdom 
of free masons and Knights templars, for the past six hundred 
years; also an authentic account of the education, remarkable 
career, and tragic death of the renowned philosopher Pytha- 
goras. By M. W. Redding ... New York, Redding & co., 
1895. 
S48 p. incl. ius. plates (1 fold.) front. 
Haif-title, part 1, not counted in paging 
1. Freemasons and Catholic church, 2 Persecution 
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1. Title 


28-14742 


Library of Congr: ss 11S8495.R3 1805 


Redding, Robert Jordan, 1836-1914. 
Essential steps in securing an early crop of cotton. By 
R. J. Redding Washington, Govt. print. off., 1905. 


Mp. 2". (0.8. Dept. of agrieuiture. Farmers bulletin 217) 


1. Cotton growing avd manufacture. (1. Cotton- Culture, 
Agr 7-285 


Library, U. 8. Dept. of no. 217 


serieniture TAF 
Library of Congress (R21.A6 po. 217) 


ya R2b1 
Redding, Tracy Warren, 1888- 


When home and school get together ;by, Tracy W: Redding 
New York, Association press, 1938 


ix, 118 p. diagre 21”. 


1. Teachers. 2 Child study. & Parent and child. 4 Parents’ and 
associa’ L Tithe. 


teachers’ tions. 3828017 
Library of Congress LB1775.R38 

——— —Copy2 

Copyright A 127TH 120, 871.1 


CATALOG OF PRINTED CARDS 


Redding, Tracy Warren, 1888- 
You and your boys; some won for work with pur 


posive groups, by Tracy Warren New York, 
Association press, 1932. 

xii, 136 p. diagrs. 10)”. 

“For further study” at end of some of the chapters. 

1. Boys—Societies and clubs. 2. Boys. 1 Title. 

33482 

Library of Congress 183308.R4 

Copyright A 57518 13443, 368.42 


Redding, William A. 

The millennial kingdom; a book of surprises containing un- 
usual statements supported by positive testimony ... by Wm. 
A. Redding. Kansas City, Mo., Hudson-Kimberly pub. co., 
printers, 1894. 

305 p. port., geneal. tab. 184”. 

No, 2 of a series of books by the author on “Our near future”. 


1. Millennium. 1. Title. 


Library of Congress 
—--———- Copy 2. 
Copyright 1894: 30612 


Redding, William A. 

Mysteries unveiled: the hoary past comes forward with 
astonishing messages for the prophetic future. By William A 
Redding. Navarre? Kan., *1896. 

4p. 1, 195 p. incl. front. (port.) ilus., 2 diagr. 204°. 
At head of title: No. 9. 


No. 9 of a series of books by the author on “Our near future”. cf. Ad- 
vertisement at end 
1. Occult setences. 1. Title. 
22— 11416 
Library of Congress BF1O00.R4 
(39b1, 


Redding, William A. 

. The three churches, showing many mysterious and won- 
derful things just now coming to the surface after traveling 
down the path of the ages 6000 years. By William A. Red- 
ding. n. p. 1897. 

36 pp. 2. 


‘pooks by the acthor on “Our near future”. of. 





Reddish, George Fultz. 

\ morphological, cultural and biochemical study of rep 
resentative spore-forming anaerobic bacteria, by George 
F. Reddish and Leo F. Rettger Baltimore, 1924 
2" 

‘Thesis (em. v.)—Vale university, 1922. 


T note st on cover Pa 
“fepiated from Jearal 01 bacteriology, vol. tx, no. 1, January, 1924. 


cover-title, p. 135-57. 


Keferences” : 

1, Bacteria, Anacrobic 1. Rettger, Leo Frederick, 1874- joint 
author. 

24-19120 
Lisery of Congress OR46R33 1922 
le Univ. Libr [Ps 
. 

Reddish, Halford Walter —... 


Principles and practice eae ont 
— profite tax, by of intend Ww. L. 
and HG . W. Teverson ... St. Albans, Metropolitan col- 
lege ; an Sir I. Pitman & sons, itd. 1924, 
xvii, 415 9. 200". 
sag llggented “Sucstemen ... 30th Angus, WON with epestel tp. ens ong 
ton. 


1. Income tax—Gt. Brit. — Law. 7 ens Taxation. & o> 


porations—Gt. Brit. 1. Teverson, Henry George William, 
nu. Gt. Brit. Laws, statutes. ete, 1910- (Ceorge ¥) uz + ~~ 
tax. 1. Title: Corporation profits tax. 
23-027 
Library of Congress HJ4707.R4 


ih 
565 


Reddy 


1p. lL, wav, 816 p. 2y~. 


1. po o-, Brit—Law. 2 tlons—Gt. Brit —Taxation. 
1. Teverson, Hen joint author. n. Wil 
liams, Ernest Gould, ed. mt. Lord, Albert, joint ed. tv. Tithe: Sur-tex. 


88-5072 
Library of Congress HJ470T. R4 1086 
5) 336 240042 


Reddish, Halford Walter Lupton, 1898- 

The principles and practice of income tax and sur-tax, by 
Halford W. L. Reddish ... and H. G. W. Teverson ... 
ed., revised by E. G. Williams ... and P. F. Hughes .. 
Albans, The Donnington press; London, The Gregg publish- 
ing co. Itd. (1939, 

xvi, 3991p. 23". 


Eve 


1. Income tax — Gt. Brit.—Law. 


2. Corporations—Gt. Brit.—Taxa 
tion. t Teverson, ry George William, 1897- Joint author. nm 
See oe Saae Gould, ed. mt. Hughes, Percy Frederick, joint ed. tv. 

39-25076 
Library of Congress HJsTOT.RA 1980 
3) 336.240042 
Reddish, Ruth Bathurst (Edmondson) 1893- 
Some experiments with a boric-acid cannin; eae 
(By, Ruth B. Edmondson, Charles Thom, and L. T. Gilt- 


ner. Washington, Govt. print. off., 1922 
12 p. 23. (U.S. Dept. of agriculture. Department circular 237) 


Contribution from the Bureau of chemistry and the Bureau of anima! in- 
dustry 


1. Boric acid 


t. Giltner, Leigh T., 1884 joint author. 1. Thom, 
Charles, 1872- der. 


joint author. 1 Title Canning po: 
Agr 22-797 


Library, U. S. Dept. of no. 237 


Agriculture 1Ag84D 
4 


Reddy, Alonson, 5. 1809. 

Nazarite theology. embracing some things old and many 
things new from God, including an experience of the writer, 
A. Reddy, a cosmopolite. six months a prisoner for the word 
of God, the testimony of Jesus Christ, and the guidings of 
the Holy Ghost ... |Hornellsville, A. Reddy & D. Baker. 


1869. 

vip, 11, &-08 p. tus. (port.) 137°. 

Autoblography 

1 Title. 

37-23804 
Library of Congress BR1716.R4N3 
2) 922 

Reddy, Anne Waller, 1390- comp. 

Virginia marriage bonds, Richmond city ... ,By, Anne 


Wailer Reddy and Andrew Lewis Riffe, iv. Staunton, Va. 
Priv. print. by the McClure co., inc. ,1989- 


¥. frost, ay. 
L Ucenses Richmond 1. Rife, Andrew Lewis, joint 
comp. m. 
41-4331 
Library of Congress F234. RSRS 
3, (928 BOUT S45 1 


nee, Anne Waller. 

West Virginia revolutionary ancestors whose services were 
non-military and whose names, therefore, ae ie 
Waller Reddy, 1990 soldiers and sailors. 


ington, D. C., company, 7 
7” aoa ee MOMS 


ve on many times ‘et of the 
bave been divided a 
soretemenety Game ofc county end Wp mamas of Gis Countian GOGED 
from it is submitted.” — ao 
Geves| Sources. ._ 
Feo nat 


(3243, ora 345 








Reddy 


Reddy, C Ramalinga. 
Universities ;by, C. Sesaaiings Reddy .. 
Government branch press, 1914. 


1p. L. wr-ix p, 21, 77 p. 218". 


Mysore, 


(Deputation studies, 1) 


1. Universities and colleges. 


E 18-1031 


Library, U.S. Bur of Education LA183.R25 


Reddy, Charles Steven. 


Bacterial blight of rve 


By C. S. Reddy 
kin ... and A 


. James God- 
. G. Johnson ... 


(a U.S. Dept. of agriculture. aed i ge research. vol. 
EXVUT, no. 10, June 7, 1924, p. 040. shington, 1924) 


mtnbution from Bureau of Lame cota (G—414) 
Publ shed November 29. 192 


1 Racternmn translucens = secalis 2. Rye—-Diseases .and pests) 1. God- 
kin fame joint author Johnson, Aaron Guy, 1880- joint cones. 
m ithe 

Agr 24-983 

Library, U.S. Dept of Agriculture 1Ag84J vol. 28 


4 


Reddy, Charles Steven. 
The black-bundle ~ mys ofcorn. By Charles S. Reddy 
. and James R. Hol 
“uote ip en maegall of agricultural research. vol. 
REVI, no. 4, p. 177-206. illus, 6 pl. (1 aa) a 41, diagr. 25°. Wash- 
ington, 1924) 
seal expert from Bureau a 4 Hass industry, Wisconsin and Illinois agri- 
“Literature cited” : 


\Cephalosporium ccremeniemy 2. Maize—Diseases ,and pests) 
1 Hilbert James Ransom, 1890- —joint author. 1. Title. 
Agr 24-476 
Library, U. S. Dept. of Agriculture 1Ag84J vol. 27 


a 


Reddy, Charles Steven, 1887- 
Differences in resistance to bacterial wilt in inbred strains 
ad crosses of dent corn. By C. 8. Reddy ... and J. R. Hol- 


ul i ay fp ge bo 
3 eet 10, 9 16, 1 905-910. ora ines, Washington. 


, on from Bureau of plant industry (G—€26) 
Published August 1928. 
“Literature cited” b 910. 

1. Maize — Disease resistant varietio 2 — Diseases and 

pests, 1 Hothert, James Ransom, 1860- sunt aah nm. Tithe: 
Bacteriat wilt in inbred strains and crosses of dent 

See toeen 

Agriculture 1Ag#J voil.36 
Cod] 


Library, U. 8. Dept. of 


Reddy, Charles Steven, 1887- 
Further Ray with seed treatments for sweet-corn 


diseases. By C. S. Reddy .. syne R. Holbert .. 
ay 
¥. 


earns 1, 19m8, o eaeaet ot apislaral march, 


Coatribution from Huresu of plant industry (G—@21) 
Published April 18, 1028. 


1. Maize—,Reed, 2. Seeds. 3. Disinfection and disinfectants (2, 3. 
Reets —Disinfretion, Holbert, James Ransom, 1800. joint au- 
ther. m Tile: Seed treatments for sweet-corn 

Agr a0 
Agriculture 1Ag%J vol. 36. 
(3083) 


Library. U8 Dept. of 


Reddy, Charies Steven. 
luvestigation< of heat canker of flax. By ©. 5 


Reddy and W. KE. Browtzel ... Washington Govt. print 
off., 1922. 

Sp. vpl_on 31, diagrs DY (U.S Dept. of agriculture. Bulle 
tin no, 11.20. Profeesonal paper) 


_ Comtrihution from the Bes srean of plont jade sity in cooperation with the 
Dakota agricuhural_ ¢ 


“Literature ened p. 17- 


\. Plax 


Diseares 1. Brentrel, William Hdwerd, 1899- joie 
suthor, «. Tithe: Meat canker of flax 
Agr 23-248 
Lileary, U. S. Det. of Agricusure TAgMB no, 1120 


4 


LIBRARY OF CONGRESS 


Reddy, Charles Stevens. 
Seed treatments for sweet-corn diseases. By C. S. Reddy 
. and J. R. Holbert ... and A. T. Erwin 
in U. 8. Dept. peptone, jeune! 

fs 8, Oct. hs . p. 769-779. , hey of mara emearch, 


Contribution from Bareau of plant industry (G—5S44) 
Published October 26, 1926. 


1. ee Destaleetien, 2. Seeds. 3. Disinfection and disinfectants. 2, 3. 
Seeds— Dis 1 Erwin. Arthur Thomas, 1874- joint autbor. 
1. Holbert, James Ransom, joint author. 1. Title. 

Agr 26-1476 

Library, U. 8. Dept. of Agriculture 1Ag®4J vol. 53 

rt 


Reddy, Marie E. 

Mr. Simmie; or, The square dance in the clearing, by a 
E. Reddy; with illustrations by Leonora Quarterman. 
ton, The Christopher publishing house ,*1940, 

Ip...5-50p. tus 2. 


1, Quarterman, Leonora, illus. 1. Title. 


40-7808 
Library of Congress PZ10.8 R28Mi 
—— —— Copy 2. 
Copyright A 186542 a 
Reddy, William. 


Prayer and Providence in relation to the death of Presi- 
dent Garfield ; a vindication of the efficacy of prayer and 
of the administration of Providence. By Rev. Wm. 
Reddy ... of Central New York conference. Published 
by request of said conference ... Syracuse, N. Y., Mas- 
ters & Stone, printers, 1881. 


6p. 22". 


1, Garfield, James Abram, pres. U. S., 1831-1881 1. Title. 


23-6183 
Library of Congress E687 9.R31 
Rede, Kenneth. 


A note on the author of The times, by Kenneth Rede . . 
;Baltimore?, 1! 


Ip. tl, 7p. 2. 
“Reprinted from American literature, volume two, number one, Marcb, 
1930." 


Suggests Daniel Batwell a8 a possible autbor of The times, a satirical 
poem variously ascribed to Jonathan Odell and Cockings. 


1. Katwell, Dantel, f. 1751-1783. 2. Odell, Jonathan, 1737-1818. The 
times 
80-19441 


Library of Congress F:206.027 


(Rede, Leman Thomas, d. 1810. 

Strictures on the lives and characters of oa eminent 
lawyers of the present day: including, among ot 
names, those of the r 4 chancellor, and the twelve judges .. 





donald. —Sir Jon Revtt.--Mr. Anstrather. honest 
"4> 
—_ Brit. 24 it. 1, Wynne, 
mower! 01 734, sup posed author. m. Ti 
Library of Congress 4041, 


Rede, Leman Thomas Tertius, 1799-1832, comp. 

Aucedotes & biography. including many modern characters 
in the circles of fashionable and official life, selected from the 
portfolios of a distinguished literary and political character 
lutely deceased. Alphabetically arranged. By L. T. Rede ... 
London, Printed by J. W. Myers for R. Pitkeathley, 1799. 

Ip lh. @pxte, 1p. 21 





1. Aue. 2 Anecdotes 1 Tithe. 
4783078 
Librery of Congress PN6251 RE 
8 S28.0522 
566 


Leman Thomas Tertius, 1799-1832. 

Memoir of the Right Honourable George Canning ... with 
his parliamentary orations, all his poems, essays, &e. By 
Leman Thomas Rede ... London, G. Virtue, 1827. 

vi, (7-080 p. 4 port. (incl. trout.) 214™ 


1. Canning, George, 1770-1827, 
S—1191 
LAbrary of Congress Da5S22.C2R3 


(87), 


Rede, Leman Thomas Tertius, 1799-1832. 

The road to the stage, contains clear and ample instructions 
for obtaining theatrical engagements ... To which is added 
a List of the London theatres ... an account of the Dramatic 
authors’ society ... and a copy of the dramatic copyright act. 
By the late Leman Thomas Rede. A new ed., rev. im- 
proved. London, J. Onwhyn, 1836. 


vill, 100 p. 159™. 
Advertisement signed: W. L. R. d. ¢. William Leman Rede, 


1. Acting. 2. Theater. 3. London—Theaters. 1. Rede, William Le 
man, 1802-1547, ed. m1. Title. 


11—17612 


Library of Congress PN2065.R4 


a33b1, 


Rede, Robert, bp. of Chichester, d. 
1415 


see also 


Chichester, Enc. Citeseae) Bishan. 
1397-1415 (Robert Rede) 


Rede, Sir Robert, gd, 1519 


see also 


Rede lectures, 


Rede, William Leman, 1802-1847. 


An affair of honour: a faree, in one act, by William 
Leman Rede Printed from the acting copy, with re- 
marks, biographical and eritical, by D.—G. ... As per- 


formed at the Theatres Royal ... London, G. H. David- 
son in. dy 

28 p. incl. front. 15°". (Cunsberland’s British theatre. London, ca. 1825- 
55. v. 44 no. 3) 

Kemarks by George Danie! editor of the series 

Reissue of Cumberland’s earher edition 

1. Title. 

22-0078 


Library of Congress PRIA vol 4 


> 


Rede, William Leman, 1802-1847. 

The devil and Doctor Faustus: a drama, in three acts, 
by William Leman Rede ... Printed from the acting 
copy, ly~ remarks, biographical and critical, by D.—G 

A« performed at the Theatres Royal ... London, 
Davidson .n. ¢ 

36 p. incl. frome, 15°*. 
55. v, 43 sno. 2:) 

Remarks bv George Daniel, cditor of the series. 
1. Tithe 


PRI243.C8_ vol. 45 

(Davidson's shilling volume of Cum- 
ca. 1849-55. v. 3 mo. 5) 

PR1243.C82_ vol. 3 


3) 


(Cumberland’s British theatre. London, ca. 1825- 


1 Faust—Dramatic representation. 
21-21992 
Library - Congress 


ny 2 
derland’s on ” Lenten, 





XUM 











XUM 


Rede, William Leman, 1802-1847. 


. The flight to America: or, Ten hours in New York! 
a drama, in three acts. By William Leman Rede ... 
Correctly printed from the most approved acting copy, 
with a description of the costume, cast of the characters, 
entrances and exits, relative positions, and the whole of 
the stage business; to which are added properties and 
directions, as now performed in the London and Ameri- 
can theatres... Philadelphia, F. Turner; New York, 
Turner & Fisher ,184-?; 
47 p. incl. front. 15°. (Turner’s library of acting plays. v. tv, no. 28) 


owe 
Library of Congress, no. 


Rede, William Leman, 1302-1847. 


His first champagne: a farce, in two acts, by William 
Leman Rede ... Printed from the acting copy, with 
remarks, biographical and critical, by D. 
performed at the Theatres Royal .... London, Davidson 
cn. a. 


43 p. front. 15°. (Cumberland’s British theatre. London, ca. 1825-55 
v. 44 ino. 1)) 


Remarks by George Daniel, editor of the series. 
Reissue of Cumberland’s earlier edition. 
1. Title. 


22-0079 
Library of Congress PRI243.C8_ vol. 44 


> 


12 


Rede, William Leman, 1802-1847. 

Jack in the water, or, The ladder of life. A domestic 
burletta, in three acts, by Leman Rede ... Printed from 
the acting copy, with remarks, biographical and critical, 
by D.—G As performed at the metropolitan minor 
theatres .... London, J. Cumberland m. dy 


50 p. incl. front, 15°". (Cumberland’s Minor theatre. London ica. 1830- 
55; v. 16 no. 6) 


Remarks by G je Daniel, editor of the serie 
Reissued in Davide ms. shilling volume of Cumberland's plays, v. 4 no. 5, 
1. Title. 


22-3618 
Library of Congress PRI243.C84_ vol. 16 


2; 


Rede, William Leman, 1802-1847. 

Jack in the water, or, The ladder of life: a domestic 
burletta, in three —_ by ——_" Rede s Ep from 
of we ing copy, wi er aphi pnd 

DG. As performed ‘at the 


y De ‘heatres Royal .. 
fie. G. H. Davidson a. _ 


ait p. incl, front. 15%. (Davidson's shilling volume of Cumberland’s 
London, ca. 1849-55. v. 4 no. 5) 


pth “ Cumberland’s mi pe Mey S no. 148 (v. 16 no. 6) 
Remarks wy George Daniel, edos of the original series. 


1. Title 


20-13887 


Library of Congress PR1243.C82_ vol.4 


Rede, William Leman, 182-1847. 

The Queen's bench: a faree, in two acts, by William 
Leman Rede ... Printed from the aeting copy, with re- 
marks, biographical and eritiesl, by D. As per- 
formed at the metropolitan theatres... London, G. H. 
Davidson in. d. 


42 p. incl. front. 15°. (Cumberland’s British theatre. Londen, ca, 1#25- 
$5. ». 44 0,7 


Remarks by George Daniel, editor of the series 
Reissue of Camberland’s carher edition 
1. Title. 


22-Ded 
Library of Congress PRIM308 vol.44 


Rede, William Leman, — 


bay Fenny) og — in three acts, by Wil- 
liam Leman Rede .. Kew York, O. A. Roorbach ,18561, 


Sip. 18. (apenser’s Remten thentra. ¥. 10, no. 74) 


A10—-258 


Michigan Univ. Library 
for Li! rary of Coc evens avr, 


CATALOG OF PRINTED CARDS 


Rede, William Leman, 1802-1847. 

The eat pregee, 0 Same & Con ame By William 
Leman Rede... London, T. H. Lacy ,186-1, 

48 p. front. 184°. (Om cover: Lacy's acting edition. 470) 


1. Title. 


41-41730 
Library of Congress PRS5219.R18R3 


Rede, William Leman, 1802-1847. 


Sixteen-string Jack, a romantic drama, in three acts, 
by Leman Rede ... Printed from the acting copy, with 
remarks, biographical and critical, by D. 
formed at the Theatres Royal .. 


son in. dy 


—G.... As per- 
London, G. H. David. 
57 p. incl. front. 15°". (Cumberland’s Minor theatre. London ,ca. 180- 
$5, v. 16 no. 10,) 
Remarks by George Daniel, editor of the series. 
1. Title. 
Library of Congress 


——— Another issue. 
berland’ splays. London ,ca. 


22-4619 
PR1243.C84 vol. 16 
(Davidson's shilling volume of Cum- 
1849-55, _v. 2 «no. 3) 
PR1243.C82_ vol. 2 


ra 


Rede, William Leman, 1802-1847. 


The two Greens. A farce, in o. gt. by Leman Rede 
... As performing at the Royal 0) oe theatre, cor- 
rectly printed from the prompt copy ... London, J 
Pattie m. dy 


ay front. 178. (The Universal stage ... London, 180. v. 1 
mo. 


Library of Congress PRIZ71.U6 voli 


(Rede, William Leman, 1802-1847. 
York castle, in the nineteenth century; being un account of 
all the principal offences committed in Yorkshire, from the 
year 1800 to the present period; with the lives of the — 
offenders ... By Leman Thomas Rede, esq. 
nett ; ,ete., ‘ete. ‘1831. 
2p. 1, dity-vil, TI6 p. froat., plates, porta, 214. 
Added t-p., engraved, with me de Leeda, J. ey 
Writes, ‘William Leman oe 


to form « 
part of a more eftensive work. 


1. Crime and port, tg 1. Rede, Leman 
‘Thomas Tertius, 1790-1832. a. Title. om 
Library of Congress HV6s0.YSRS 
a3Tb1-, 


Rede, Wyllys, 1859- 
Striving for the mastery; a aw! for te by Wyllys 
Rede... New York, Longmans, Green, & 


= 2198p. 1". 


1. Lent—Prayer-books and devotions—English. 2 Protestant Episco- 
og in the U. &. A —PrayerDooks and devotions — English. 
L . 


3T-17423 


Library of Congress BVS.R4AS 
Copyright 1886: 6617 ry “2 


Rede tot Drakestein, Hendrik Adriaan van 
see 
Reede tot Drakestein, Hendrik Adriaan van, 16371-1691. 


Library of Congress 


567 


Rede family. 

The Boarstall wy by the Rev. H. E. Salter ... with 
the assistance of Dr. H. Cooke. Oxford, The Clarendon 
press for the Oxford ‘visorical society, 1930. 

xi, (1), 358 p. 1 1 229". (Helf-titte: Oxtord historical society 
«Publications, v. 88) 


“The Boarstall aa | .. ls the private cartulary drawn up in 
1444 and the following yp 


rs for Edmund Rede the younger.”—Introd. 


t Salter, Herbert Edward, 1963- ed. um. Cooke, Alfred Hands. 
m1. Title. 
Bo—30708 
Library of Congress DAGB0.09708 vol 88 
(S7al, (942.57) 383.3004257 


Redecker, Sydney B. 

Palm-oil industry of Sumatra and West Africa. By Syd- 
ney B. Redecker. American consul, Medan, Netherlands East 
Indies and Frank Messenger. Foodstuffs division ... (Wash- 
ington, Govt. print. off., 1927, 

i, 17 p. inet a. 2. (U8 Bysese of Seten ont Guam 
commerce (Dept. of commerce) Trade ition bulletin, no. 471) 


1. Palm-oil. 1. Messenger, Frank, joint author. 
27-26427 
Library of Congress HF105.C285 no. 471 
une amen Gugy HD9490.A4W4S 
(3243, 


The redeemed captive: a narrative of the captivity, 
sufferings, and return of the Rev. John Williams, minis- 
ter of Deerfield, Massachusetts, who was taken prisoner 
by the Indians on the destruction of the town, a. p. 1704. 
For Sabbath schools. New-York, 8. W. Benedict & co., 


1833. 
iy, (S116 p. 2 ot fect frost.) 13". 


Copyrighted 
Originally lished in the New York resodlias, February-March, 1833. 
orm 


n al , im the f of letters, o! ohn Williams’ “The re 
deemed captive returning to Zion,” first ceuliaed Bostes, 1707. 

Al ix: p, 89-116. 

1. Indians of North Aasatien~Coapain, 2 Mass.— Hist.— 
Colonial period. 3. J, S.— Hist. Anne's war, 1702- 
1713—Personal narratives. 1. Williams, John, 1664-1729. u. Leav- 
“ees pia E87.W729 7-132 

brary of ‘congress — 
va20d2) 


Rédei Lés2lé térténeti maradvanyai, 1658-1663. A 
Magy. Kir. egyetemi kon: eredeti kézirataibél kozli 
‘esten, 


Nagy Ivan ... mberger Nando. M. Akad. 
kényvérusnél, 
xii, 0 p29". (Added tp: Magy 2 a FI 


folyam, 5. kotete) 


1. Hungary—Hist—1000-1683. 1, Nagy, Ivin, 184-1898, od. 


Library of Congress DB9OI M2 


Redeke, Heinrich Cari, 1873- oa 

Flora en fauna der Zuid fie van een brak 
gebied onder redactie van dr. H. C. Redeke en met medewerk- 
ing van Tera van Benthem Jutting, H. Engel, H. C. Funke 
@ a, ... witg. de N 
ter 








Continued oo next card) 
. = 24-11808 Revised 


ed. Flora on fauna der 


| 


met modowerking ven pref. dr. L. F. Py mt Ae 
Jutting ... ¢. a, witg. door de 
der Nederlandsche dierkundige vereeniging, een bijlage: 
ameatea woot de C. G. Beten ten Kate. 
Den Helder, N. v. drukkerij en uitgeverij v/h C. de Boer jr., 


23 


1%, @ ius. ver pl. on 41, fold. map, fold. tab, 25". 
* most of the the articles. 

Botany —Zayder Zee. & See | Nedeste nderte 
Merkundige verreniging u. Kate, Gerrit Reread tea. 1801- 
24¢-11308 Revised 


2 o7aaa1 





Redeke 


Redeke, Heinrich Carl, 1873- 
Flottierende stationen. Von H. C. Redeke 
abbildung.) 


(Mit einer 


Handbuch der pg ny 
forschung de> Casteshan angen Met thle 
ghft. 2, (:1927,) p. 1249,-1257. 1 iflus.) 


1, Biological taboratortes. 1. Title. 

AC364703 

‘Title from Ohio State Univ. 

Libra: Congress (QHS24.43 1920 abt.9,t 2) 

2 (874.072) 
Redeke, H o. 

Ueber die wirtschaftliche bedeutung und die natur, 
schichte der seezunge. (Solea vulgaris). By H. C. 
deke und J. J. Tesch. 

Bp mo 
an ee: Yeendehg oh bes Ritatinatienet veer bet enter- 

1. Platfishes. 2 Sole fishery. 3. Sole. 

Fil-277 


Library, U. S. Bur. of Fisheries 


Redeker, Martin, 1900- 
Humevitét, volkstam, christentwin in der erziehung; ihr 
wesen unl gegenseitiges verhiiltnis an der gedankenwelt des 
nm Herder fiir die gegenwart dargestellt von lic. dr. Mar- 
tin Nedekes Berlin, Junker und Diinnhaupt, 1934. 
2 p. 2. 
quai der 
“Literatar” : p. 206-207. 


oo, Neue fors-hung: arbelten ur geistes- 
Fromapischen vilker ... 28) 


1. Herder, Johann Gottfried von, 1744-1803. 2. Education—Philos- 
1. Tithe. 


34-16067 


Library of Congress PT2Z355.R4 


a (370.1) sale 
Redeker, Philip B od 
Refrigerated locker storage; a modern method of food pres 
ervation—a summary of practices being used by experienced 
locker plant operators in storing meats, fruits, and vegetables 
P. 





K. Redeker. Detroit, Mich., Business news publish- 
ing co. (°1939, 
112 p. tus. (loc! plans) diagrs, 22°. (On cover: The refrigeration 
‘brary .. Manual no. LS-1) 
“Originally published ... to ... Air ace & refrigeration news.” 
1. Cold storage. 2. machinery, 3% 
Pood, Fronen | Rusioess pews ee eaten co. Detroit. mn. Title 
41-27015 
library of Congres TPweR« 
3% nas 


Redelmeier, Willy. . 

The goki standard, by W. Redelmeier. With an introduc 
tion by C. M. Short (Toronto, Can., Pub. for the author by 
the MacLean publishing compary, limited, ‘1941 

Sp 2 

“Erratum” slip jaserted. 


1 Gold 2 Money. 
ails 


New York. Public library 
for Library of Congress 2 


Redeman, Clara P 

Our first forty years, by Clara Redeman 
The Caxton printers, Itd., 1941. 

3184p. plates. porta 23)". 

“Privately printed.” 


Caldwell, Id., 


| Marie Heard denconess home and baspite! Spokane. 1. Tite. 
+277 
Library of Congress RASS2 STBMST 
3 92. 1)0979T 





LIBRARY OF CONGRESS 


Reden, Friedrich Wilhelm Otto Ludwig, /reiherr von, 1804— 
1857. 


Allgemeine vergleichende finanz-statistik. Vergleichende 
darstellung des haushalts, abgabenwesens und der schulden 
Deutschlands und des dbrigen Europa. Vom Frhrn. Friedr. 
von Reden Darmstadt. G. Jonghaus, 1851-56. 

2. in 4 tables (2 fold.) 22" 

cues continuousis 

abth.. p. 1-240 sppeared separately in 1852 as 11. bft. oder 

Fas bft.; p. o1- vos in 1853 as 12. bft.. oder u. bd, 2 bft.; 
=o. 2. abth., p. 1-100, in 1852 as 1 18. hft. oder u. bd., 3. bft 


(Continued on next card) 


R—-RIZS 
(2041, 
Reden, Friedrich Wilhelm Otto » frei von, 1804- 
1857. Allgemeine vergleichende finanz-statistik 
1851-56. (Card 2) 


Folded tables paged : 337-344, 345-352. 





Contents. — 1. abth. Boyern, Wirttemberg, Baden, grossher- 
2ogthum Teeaoee, kurfGrstenthum Hessen, Nassaa bd., 2. abth. Han- 
pover. Braunschweig. Oldenb es Mekienburg, kinigreich, gross! 
wogtbum Sael Anhalt, Schleswig. 
Holstein, Lavenburg, ag - my Limburg. die firstenthimer wi 
stidte Deutachiends.— . bd. abth. Ocesterreich —u. bd., 2. abth. 
Preussen. 

1. Finance—Germany. 2. Finance—Austria. 3. Finance—Prussia 

5 8223 

Library of Congress AJ237.R4 

(294), 


Reden, Friedrich Wilhelm Otto Ludwig, fretherr von, 
1804-1857. 


All A wy oo 





handels- und gewerbs-geogra- 
wet und statistik . . vom Dr. freiherrn Friedr. Wilh. von 
n. Berlin, T. C. F. Enslin, 1844. 
xx, 1062p. 22>. 


1. Geography, Commercial. 2 Commercial statistics. 


5-38159+ 


Library of Congress HF1025.R3 


Reden, Friedrich Wilhelm Otto Ludwig, freiherr von, 1804- 
1857. 
Der boden und seine benutzung im kaiserstaate Osterreich. 
Versuch, auf veranlassung der jubelfeier der Kaiser]. kénigl. 
landwirthscha fts-gesellschaft in Wien, von d' freiherrn F. W. 





von Reden Wien, Kaiserlich-kénigliche hof- und staate- 
druckerei, 1857. 

23% p. 21" 

“Versuch elner h der hen Ovster 
reichs und thre phe a wy von D, Star”: p. 56-111 

1. Agriculture — Austria Stat. 2. Botany, Economic. 3. Botany— 
Austria 1. Stur, Dtonys 

12-0276 
Lébrary of Congress 8469. A9It 
—— Copy 2. 1351, 


Reden, Friedrich Wilhelm Otto Ludwig, fre‘herr von, 1804- 
1857. 


Erwerbs- und verkehrs-statistik des kinigstaats Preussen 


vom frbr. Friedr. Wilh. von Reden Darmstadt, G. Jong 
haus. 1853-54 

ay. 2 

Pa ged continnonsls v1: g, B08 pss. 2: Lp. b, 08,1588 pv. 3: 
etl, (158@)-2323, (1) p. 

1. Preesta—todus. 2 Prowsia—Comm. %. Communication and traf 


jo— Prussia 


21000 
Library of Congress HC2ST.PORS 


(3501 


Reden, Friedrich Wilhelm Otto Ludwig, freiherr von, 1804- 
1857. 
Législation des chemins de fer en Allemagne, par M. de 
Reden; traduit de l’allemand avec une introduction et des 
notes, par Prosper Tourneux ... Paris, L. Mathias, 1645 


p.L, xxxil, 572 p. 2147 


1. Ratiroads and La pon —” 2 Raliroad law-- Germany 


\iroeds—Germany- Legistation 1. Tourneux, Prosper, 1812 
tr. m1, Title 
A461 
Bur. of railway econ. Libr. HESUTS R24 
for Library of Congress 04001, 


Reden, Friedrich Wilhelm Otto Ludwig, freiherr von, 1804- 
1857. 


Ost-Europa. Kampf-gebiet und sieges-preis in geschicht- 
lich-statistischer darstellung, vom dr. frhr. Friedr. Wilh. von 
Reden ... Frankfurt am M., K. T. Véleker, 1854-56. 

2. 219°. 


Contents. —1. abth. Russiand’s kraft-elemente und ae — 
2. abth. Die Tiirkei und Griechenland in threr entwicklungs-fihigk 


1, Russia —rencmte conditions, 2 geal Economic conditions. 
3. Greece, Modern—Economic conditions. 
521145 
Library of Congress HC240.R3 
1a35b1, 


Reden, Gussy von. 
. Aussehnitt- a, bearb. von Gussy von Reden. 
bhild 34 


Mit 153 pp gen mustertafeln. 
Leipzig, 0. Beyer “1913, 





incl. front. (port.) mn, 27. (Handarbeitsbicher der Deut- 
schen moden-zeitung. 37) 190 
Three folded patterns laid in. 
1. Embroidery. 1. Title. 
14-2314 
Library of Congress TT770.R4 


Conyright A—Foreign 9265 


Reden, Gussy von. 
. Aussehnitt-stickerei, bearb. von Gussy von Reden. 
Mit 158 abbildungen und 3 doppelseitigen ‘mustertafeln. 
2. aufl. Leipzig, O. Beyer ,°1915, 
ne 


56 p. incl. front inert) .; (Beyers handarbeitsbicher der 
) 


Deutschen moden->: 
Three folded ane of patterns laid in. 


1. Embroidery. _ 1. Title. 
16-16713 
Library of Congress TT770.R4 1915 
Copyright A—Foreign 13899 
Reden, Gussy von. 


.. Hedebo-stickereien, diinische original-arbeiten und 
verwandte moderne stickereien. Mit 126 abbildungen 
und 2 doppelseitigen mustertafeln. Bearb. von Gussy 
von Reden. 2. aufl. neu durchgesehen und vermehrt. 
Leipzig, O. Beyer ,°1913, 


4 ». incl. front (poe) 8 a. 
schen moden-zeitung,’ bd 


264. (Handarbeitsbicher der “Deut- 


2 fold. plates of patterns laid in. 


1. Embroidery 1. Title 
14-4601 
Library of Congress TT771.R4 
Copyright A—Foreign 9711 
Reden, Vrs. Mary E Martin. 


A true American; author, Mary E. (Martin) Reden ... 
Wichita, Kans., Negro star publishing co., “1922. 


12 p. illus, 16", 
t. Tithe 
23-13079 
Library of Congress BJ 1595.35 
Copy 2 12) 
Reden-Esbeck, ¥.icdrich Johann, freiherr von. 
Caroline Neuber und ihre zeitgenossen. Ein beitrag 


zur deutschen kultur- und theatergeschichte von Friedr. 
Joh. freiherrn v. Reden-Esbeck. Mit sicben kunstbei- 
= Leipzig, J. A. Barth, 1881. 


li, 357, chi p. front. (port.) pl, facsims. 234° 


1. Neuber, Friederike Caroline, 1697-1760. 2. Theater—Germany—Hist. 
16-3882 


Library of Congress PN26S8.N4R4 








Reden und ansprachen 


gehalten am 24. juni 1908 bei der 
feier vi on Gustav Schmollers ie 


tag. Nach ste- 

andschrift gedruckt. 

"Anodbare.' Pierersche hotbuchdr 8. Geibel & co.) 1908. 
3p. 1.7p 2m 





1. Schmoller, Gustav, 1838- 


12-20542 


Library of Congress HB107.S3R4 


Reden van dat die Vvest-Indische compagnie oft handelinge, 
niet alleen profijtelijck, maer oock noodtsaeckelijck is, tot 
jenisse van onsen staet. ,In 's Graven-Hage!, (Ghe- 
druckt in’t iner ons Heeren 1636. 
4p. 20" 


1. Nederiandsche West-Indische compagnie. 
13— 16463 
Library of Congress HFss3.W7 1636 


138b1, 


zur feier ‘ler nationalen erhebung in der aula der 
Universitat Heidelberg. am tage der deutschen arbeit, 1. mai 
1933. Heulelberg, (. Winters universitiétsbuchhandlung, 1933. 
21 p. 22). ‘Heidelberger oniversitiitereden, 20) 
Contuins addresses by P Se 0. H. Bra liefler, G. A 
forming only part of the complete program of the day. given 





1 Subreretitee and volleges—e 
1884— 


Sehmitthbenner, Paul, 
FErdmonnaddrffer Orto “Heinrich, 1878 m Scheel, 
rat 


Gustav Adolf. tv. Heidelberg Universit! 
AC a+-185 

[A8182.H49 no. 20) 

a 


Title from Harvard Univ 
Library of Congress 


Redenbacher, Else. 


Francois Frédéric Chopin. Von Else Redenbacher. 
Leipzig, P. Reclam, jun. 1911, 


BWp.il 15. (Musiker-biographien. 30. bd.) 
On cover: Universal-bibliothek, 5327 


D pf. 


1. Chopin, Fryderyk Franciszek, 1810-1849. 


11-2a719 
MLAIO.CS4R3 


Redenbacher, Fritz, 1900- 

. Platen-bibliographie; zum hundertsten jahrestag des 
todes August von Platens, mit unterstiitzung der m- 
geselischaft veréffentlicht von der Uni bl 
Erlangen. Erlangen, Universititsbibliothek. 1936. 

vill, 1600p. 22)". 


1. *Piaten-HallermOnde. A: graf von, 1706-1835—Bibi. 1 Platen- 
greclischaft, Eriangen. Universitit. Bibitothek. 
37-11708 
Library of Congress ‘ZAABS & RIP 
2; o12 


Redenbacher, Wilhelm, 1800-1876. 
The emerald. fun Go Gann tS William Redenbacher, 
| EY 2 © ee ~ Philadelphia, Lutheran board of pub- 


ne ger frost, pl 17. (Holf-titie: The tathertand 
cortes) 


Added tp dated 1871. 


& Locman, Acqua Selman, 1000-0008, ©. = Latheres beard 
of publication. mm. 
Library pf Congress VER RCE 


a 


CATALOG OF PRINTED CARDS 


Redencion de cautivos, Order 
see 


Mercedarians. 


Redenen «jie de Aller-Christelykste koning gehad heeft, om 
het testament van Carel de m. voor de verdeelinge van de 
snecessie van —- te kiesen. De voordeelen, die hem daar 
van tve komen, met de belangen van de princen van Europe in 
cen 200 grooten voorval. Gelijk ook het middel om den oorlog 
voor te komen, die daar uit zoude konnen ontstaan ... (m. p., 
1701, 

58 p. 20™, 


1. Spenish succession, War of, 1701-1714--Couses, 


ca 81-773 Unrev'd 


Lidrory of Congress 


D2s1.R4 944 083 
Redenen, ende vogesber fo notable omstandigheden : 
Don Fernando Telles de Faro, gewesene extraordinaris 


ambassadeur van Portugael by de H: Staten generael 
der Vereenighde Nederlanden, aengaende sijn vertreck 
uyt’s Graven-Hage ten dienste van den koning van 
Spaenjen, in de Castillaensche tale oom ende in 
de Nederlandtsche overgeset. 

2p. 19". 

Dated at end: In Ceulen, den 6 junij, 1659. 


1 Wipe Faro, Fernando, d 1670. 2 Netherlands—For. rel—Portu- 
el tugal—For. rel —Netherlands. 


Library of Congress DjwIRI 


Redenen waerom het oorbaeriler is dat de Vereenigde Neder- 
landen Haer met de republyq van Engelandt verbinden, om 
t'samen eenderley ende ghemeene vrienden ende vyanden te 
hebben, als met eenighe andere naeburige princen, koninghen, 
of regeringen in ‘t Christendom. Rotterdam, Gedruct by A. 
van Lusthof, 1651. 


Sp. 189°. 


inds—For. rel —Gt. Brit 


etherta: 2. Gt. Brit- 
% Netherlands—Hist —1648-1714 


For. rel.—Nether 
lands 


ca 30-1825 Unrev'd 


Library of Congress DJ17L. Re S27 492 
Redenhall, Eng. (Parish) 

Notes on the parish of Redenhall with Harieston in the 
county of Norfolk, compiled chiefly from the records in 

town chest; by Charles Candler. Lendon, Jarrold 
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(3001 


Redhouse, Sir James William, 1511-1892. 

A Turkish and English lexicon; by Sir James W. Red- 
house .... New impression; printed for the American board 
mission. Constantinople, H. Matteosian, 1921. 

1p. L, vill, 2224 p. 259% 


1. Turkish language—Dictionaries—Englixh. 2. English language— 
Dictionaries—Turkish 


2810248 


Library of Congress PLI9L.RS2 1021 


Redhouse, Sir James ee dey and 1811-1892, 





. Redhouse’s Turkish dictionary, in go pests Regt ond 

Turkish, and Turkish and In which the 

so Se conmans in the r- Ad ae 
their and jon shown in Eng- 
lich letters, a Br 4. W. Redhouse ... 9d ed., rev. and enl. by 
Charles W: . London, B. Quaritch, 1880, 

iv.in2 2. 

Turkish caption at head of title 

1. English language—Dictionaries—Turkish. $e eee 
Dictionaries—English. 1 Wells, Charles, 1888-1917, ed. 


41-41270 
Library of Congress PLIOLES4 1880 


ca 


Redhouse, Sir James William, 1811-1892. 

The Turkish vade-mecum of Ottoman colloquial lan- 
guage; containing a concise Ottoman grammar; a care- 
fully selected vocabulary, alphabetically arranged, in two 
varts—English and Turkish, and Turkish and English; 
also a few familiar dialogues and naval and mi itary 
terms; the whole in English characters, the pronunciation 

ing fully indicated. By J. W. Redhouse ... 4th ed. 
London, K. Paul, Trench, Triibner & co. I, 1909. 

viii, MB pp. 7x 11™ 


9-16210 


Library of Congress 


Redi, Anna Maria 
see 


Teresa Margherita del Sacro Cuore di 
Gesu, Saint, 1747-1770. 


Redi, Francesco, 1626-1698. 

Bacchus in Tuscany, a dithyrambic poem, from the Italian 
of Francesco Redi, with notes original (7) ‘select. By Leigh 
Hunt .... London, Printed for J. and H. L. Hunt, 1825. 

xix, 206 (1, ¢. 228) p. 11 169". 

Pages 226-228 wrongly numbered! 206-208. 


1. *Hunt, Leigh, 1784-1858. 1. Title. 


Ubrary of Congress PQ4s632._R2B35 


ma34b1, 


CATALOG OF PRINTED CARDS 


Redi, Francesco, 1626-1698. 

Bacco in Toscana. Ditirambo di Francesco Redi ... con le 
annotazioni. Firenze, P. Matini, 1685. 

4p.L.4@p.1L. Mp 2. 

Engraved title vignette (device of the Accademia delia Crusca) 


1. Title 
18 -14292 
Library of Congress PQW82 R282 1685 


(30bi, 


Redi, Francesco, 1626-1698. 
Bacco in Toscana, ditirambo di Francesco Redi ... colle 
annotazioni aceresciute. 3. ed. Firenze, P. Matini, 1691. 
4p, p11, ip. 26 


Title v (device of the Accademia dell 
Leveovel: oes Opere del Redi. Tom. w. edeeeess 


1. Title. 


15-21313 


Library of Congress PQ4632.R2B2 161 


Redi, Francesco, 1626-1698. 

Bacco in Toscana, ditirambo di Francesco Redi . 
aleune annotazioni prese quasi tutte da quelle fatte dal. 
1’ autore e messe in ristretto per comodo di seco portare 
> eee opera in qualunque luogo. 4. ed. Lucca, Per 

G. Mareseandoli, 1728. 


an 17". 
Dedication signed: Luigi Bernacca. 


1. Bernacca, Luigi, ed. 1. Title 


Library of Congress PQ4632.R2B2 1728 


Redi, Francesco, 1626-1698. 
Bacco in Toscana; ditirambo di Francesco Redi, con note 
brevi scelte dell’ autore ... Londra, T. Becket ,ete., 1804. 


vil, xiii, 8p. 11. 179. 
Coormmmnn-— Vins 61 Peaneues ati dy Satvine Selsinly— Delia poesia 
da = ditirambo dissertazione di Teobaido 


ditirambice 
Ceva.—Bacco in Toscans 


1 Balvini, Salvino, 1687-1761. .= Teobaido, 1607-1746. 
1m. Mensini, Benedetto, 1646-1704. rv. Title. 


Library of Congress PQ6682. R2B2 1804 
ya38d1) 


Redi, Francesco, 1626-1698. 

Esperienze intorno a diverse cose natvrali, e 
larmente a qvelle, che ci son portate dall’ Indie, 
Francesco $a eon be 


‘atte da 
on reveren- 
= padre Atanasio Chircher .. P. Matini, 


3p.1, 12. 6pl 2 
Tite 437 (Device of the Accademia della Crusca) 


Francesco, 1626-1698. rienze intorno a di- 
eS one ieee, Bara 3) 


i": Osservazioni intorno a quelle gocciole, ¢ 

Py yey i , tutte si stritolano (p. 3-9) 

Raperienss -.. lsterne 0 quel acuma, Ge oi che subito tutti 

== egoneene Go quiete, aprte compe (o. dite: 

Spe cone . Estratta dal 12. Giornale de’ di Roma 
anno 1673 (p. 19-23) Ezsperienze ... intorno a’ sali fattici (8 p.) 


1. Naturai wor) —tarly works. 1. Platt, Thomas. . Title. 


Library of Congress QH4LR4 vol2 


Redi, Francesco, 1626-1698. 


Esperienze intorno > razione deg)’ insetti fatte 
da Francesco Redi 09 da fr wert in en letter al il- 
\vstrissimo od arlo ti irenze, insegna 
della Stella, 1 


. illus, plates (part fold.) 24" 


numbered According fo Rassolis ( i testi di lingua stampa, 
os 
> 287) some copies have in this group. 
1. Insects. 2. Generation, Spontaneous. 1. Title. 
18 18365 
nn, 
Library of Congress QL496.R35 


Redi, Francesco, 1626-1698. 
cl pistanm interne oe one degl’ insetti fatte 
da Francesco Redi ... e da ii ecritte in une lettera allt 
lvstrissimo Si 


r Carlo Dati. 5. impressione. Firenze, 
Stamperia di P. Matini, 1688. 
3p.1, 177 p. 


illus, plates (part fold.) 25™. 

Fitle vigname (Device of the Accodemie dalle Crusca) 
Many of the included in paging 

Lettered: Opere del Redi Tom. m. 

1. Insects. 


2. Generation, Spontaneous. 1. Title 


15-18075 
Library of Congress QH4LR4 vol.3 
Redi, Franceaco, 1626-1698. 

Francisco Redi ... Experimenta circa varias res naturales, 
speciatim illas que ex Indiis afferuntur. Ut & alia eiusdem 
. que qo sequenti narrantur. Amsteledami, apud 

Wetstenium, 1 


2p. L, 312, 32 p. ius. col. plates (part fold.) 142 8°. 
Added t-p., tus. 


1. Natural history —Early works to 1800. 
Agr 27-189 
U. 8. Dept. ofagr. Library 40OR24 
for Library of Congress @3Ab1, 
Redi, Francesco, 1626-1698. 

Experiments on the generation of insects ;by, Francesco 
Redi. of Arezzo: tr. from the Italian ed. paket 1648 by Mab 
Bigelow. Chicago, The Open court publishing company; 
pete. ete, 1909, 

160 p. front.dport.) fins, 22°. $2.00 

qlatened and veriasd by Dv. Kobert P. Bigelow.”—Translator's note. 


phy: p. 13. 
Contains reproduction of t-p. of Sth edition, Firenze, 1688. 


1. Insects. 2. Generation, Spontencons. 1. Bigetow, Mab, tr. 


tt. Bigelow, Robert Payne, 1803- ed. 


® 30641 
Library of Congress 


Copyright A 253031 


QUIRKY 
3g), 


Redi, Francesco, 1626-1698. 
Lettera di Francesco Redi . 


alle sve Osservazioni intorno alle vipere. Seritta alli signori 
abate Bovrdelot, sig. di Condd e di S. Leger, ¢ Alessandro 
Moro. In Firenze, Nella Stamperia della Stalla, woctxx. 
4, dy p 2px 18. 
1. Serpents. 
3218000 

Library of Congress QL608.06R27 508 128 
Redi, Francesco, 1626-1698. 

di Francesco Redi ... sopra zi 
oe & oe Saawes alle vipere. Scritta 

ri ro e - Ki 
——— 


S. & 2. (With his Esperienze intorno a diverse cose natvrali. 


1. Serpents. 


Library of Congress 








Redi 


Redi, Francesco, 1626-1698. 

Lettera intorno all’ invenzione degli occhiali, scritta 
da Francesco Redi all’ illustriss. Signor Paolo Falconieri. 
Firenze, F, Onofri, stampatore granducale, 1678. 

Mp. 2H". 


title (device of the Accademia della C 
nti sets, joke — 


1. Spectacles 
18-13782 
Library of Congress REOLR4 
Redi, Francesco, 1626-16ys. 
Lettera intorno all’ invenzione degli occhiali scritta da 
Francesco Redi all’ illvstrissimo Signor Paolo poscaien. 


Con ate a in questa nuova impressione. Firenze, P. 


— 25. With his Esperienze intorno a diverse cose natvrali. Fi- 
renze, 1686 


Title vignette (Device of the Accademia della Crus--* 


1. Telescope ‘ 


Library of Congress QH4L.R4 vol.2 


Redi, Francesco, 1626-1698. 

Lettere di Francesco Redi ... 2. ed. fiorentina, accresciuta 
di quelle altrove finora pub., e di quelle non pub., che si sono 
potute ritrovare ... Firenze, G. Cambiagi, stampator grandu- 
cale, 1779-95. 

oe ¥. 27". 

Title vignette (device of the Accademia della 
jncesco Redi” scritta in latino a A ra Pebrent, e volga- 


|. Clanfogni, : ¥. 1, p. xi-zxxvil. 
“Elogio di Francesco Redi", signed Domenico Brogiani: ¥. 1, 


Angelo, 1732- 


1 m. Clanfogni, Pier Nolasco, 1710~ 
= ye Domenico, b. 1716. 


20-8386 
CTIIS8.R4A15 1779 


(#261, 


Library of Congress 


Redi, Francesco, 1626-1698. 


Lettere di Francesso Redi. Firenze, Stamperia Magheri, 
1825. 


inty, 272 p. 21)*. 
“Per rhe rae date « luce da D. Moreni.”"—Brunet, Manuel do 
uve, 4, col. 
1, satichi e modern accademict della Crvsca” 2 eee sonene, 
“Impresa de! Ripieno, accademico della Crvsca (Benedetto Buomma t- 
tel," : p. 207-271. 
1, R. Accademia della Crusca, Florence. _1. Moreni, Domenico, 1763- 
1835, ed. u. Buommattel, Benedetto, 1561-1647. 
14— 20068 
Library of Congress CT1138. R442 
0 28e1, 
Redi, Francesco, 1626-1698. 
Osservazioni di Francesco Redi ee 
Perera aaa viventi. > bain, 
p EN 28 pl (part fold.) 243°. 
(Device of the Accademia deila Crusca) 
Opere dei Redi. Tom. 1 
1 Parasites. 2. Zoology —Pre-Linnean works. 
15—18074 
Library of Congress QH4LRA voll 
a42d1, 


Redi, Francesco, 1626-1698. 
Le toneagroah a alle _Vipere fatte da Francesco Redi, 
il della Crvsca. E da lvi scritte 
in vne Setters elf’ illvetriesiane cignor Lorenso ~~. gen- 
tilvomo della camera del ser."* g. dvca li Tose.*. In Firenze, 
All’ Insegna della stella, 1664. 





MH, app. Zt 2". 

Engrs: of the Accademia della Crusca) 
be yf — FI -I4YY 

rding variations in coples bearing this date, cf Gamba. 

‘Test! di Hinges (1890) wo. B18 

1. Serpents. 1 Tithe. 

31-16840 

Library of Congress 91006.00825 10% 596.12 


LIBRARY OF CONGRESS 


Redi, Francesco, 1626-1698. 

Osservazioni intorno alle vipere fatte da Francesco 
Redi ... rivedvte dall’ avtore, e da lvi scritte in vna let- 
tera all’ Mivetriae. Gig. conte Lorenso Magalotti ... Fi- 
renze, P. Matini, 1 


© p. 25™. (With his Esperienze intorno a diverse cose natvrali. Fi- 
renze, 1686, 


Devices of the Accademia della Crusca on t-p. and p. 66. 


1. Serpents. 
15-18070 


Library of Congress QH41L.R4 vol.2 


eee oy 1626-1698. 


le ea > et di song I ee scelte da Piero 
ers xxiv, 282 p. front. pore port.) 16". (Half-title: Le 
pio serittori italiani, sceite da scrittori viventi; 


collesione diretta da Ugo Ojetti. (27,) 


Bibliography’ p.:250;-200. 


1 Glacosa, Piero, 1853-1928, ed. 
28-11508 


Library of Congress PQ4632.R246 1925 


Redi, Francesco, 1626-1606. 

Poesie di Francesco Redi, con le Annotazioni al Bacco in 
Toscana, Firenze, G. Barbéra, 1883. 

xiii, 554 p. port. 1127*. Collesione diamante, 

fue Vita" of Real i rpriated te trom 0. B. Corniant's “I secolt delta 
letteratura ttalinna.”—oc/. 


1 Cornianl, Glanbattista, 1742-1513. 
O—9143 
Livrary of Congress PQHS2.N2AIT 1883 


Redi, Francesco, 1626-1698. 
Poesie. J. H. E. Heitz; Nuova York, G. E. 
Stechert & co,’ ete., etc., 1910, 
181 p. 15°. (Bibliotheca romanica. 115-116. Biblioteca italiana) 
“Prefazione” signed: Camilio Orlando. 
Cover-title and running title: Poesie toscane. 


1. Orlando, Camillo, ed. 
Library of Congress PQ46B2.R2A17 1910 
yadibl, 

Redi, Francesco, 1626-1698. 

Poesie toscane di Francesco Redi Aretino. Firenze, 
Presso L. Ciardetti, 1822. 

312 p. front. (port) 234". 

18- 16295 


Library of Congress PQMRR2A17 1822 


Redic, Margaret, pseud. 
see 


Lyons, Margaret Redic. 


Redicost plan company, Oklahoma City. 

Redicost plans. Oklahoma City, Okla., Redicost plan com- 
pany, °1937. 

(191, p. tas. (incl. plans) 28) x 40". 


1. Architecture, Domestic—Designs and plans. © Title. 
87-11234 
Library of Congress NAT127.R2T7 
—— —— Copy2. 
Copyright A 106307 2) 728.084 
Redier, Antoine, 1878- 
- Les Allemands dans nos maisons ... ,Paris, E. Flam- 
marion ,°1937, 
317, 1)p.  189™. 
ee war, er Bey 1914-1918— 
pat... 3. Germany — Pol. & ae la TV htiteer, Adolf, 
1889- 1. Title. 
(Pull name: Antoine Jean Louts Redier, 
38-22751 
Library of Congress DC387.R37 
Copyright A—Foreign 37488 
3 940.4056 


Redier, Antoine, 1878— 
... Les auméniers militaires francais, 496-1939. E. 
y Paris, 
Spl. 6-28, ,;p 197". 
At bead of title: Antoine Redier ... 'abbé G. Hénocque 


“ 1. France—Army—Chaplaing 1 Hénocque, G., joint author. 
(Pull name: Antoine Jean Louis Redier, 
Library of Congress UB2.FTRA — 
Yopyright A—Foreign se 
2; BR 


Redier, Antoine, 1878- 
.. Les cadets de Saumur. Lyon-Paris, E. Vitte 1940, 
219 p., 11. front. (port.) fold. map. 19°. 


1. Saumur. feole d'application de cavaleria 2 Wi ’ 
1990- +=—France. 1 Title signee 
(Pull name: Antoine Jean Louis Redier, 


Havard univ. Library ‘o—- 
for Library of Coogress a42cl, 
Redier, Antoine, 1878- 
.. Le capitaine. Paris, Payot & c*, 1919. 
2pl@7reaepil 
— Amour. — Justice. — Puissance. — Les soldats—Les fem 


L Tithe. 
Well nome: Aptotne Jean Louis Redier, 
Library of Congress PQ2686.E25C3 1919 
(858, 
Redier, Antoine, 1878— 
. Lecapitaine. Ed. de 1941. Lyon, IAC ;*1941, 


om aac 
Contents. — — Justice. — Puissance — Les soldats — Les 
nner ped el — -— — ——h 


1. Tithe. 
(Pell nome: Antoine Jean Louis Redier, 
A@-191T 
Harvard univ. Library 
for Library of Congress (PQ2685. E25C3 | 
2 





XUM 











XUM 


Redier, Antoine, 1878- 

Comrades in courage (Méditations dans la tranchée) by 
Lieutenant Antoine Redier ; translated by Mrs. Philip Duncan 
Wilson. Garden City, N. Y., Doubleday, Page & company, 
1918. 


Sp |. 3-250, \1)p. 11 199" 


CATALOG OF PRINTED CARDS 


Redier, Antoine, 1878- 


.. Méditations dans la tranchée ... Paris, A. Redier 1980, 
2p... frtep. 2. 1. 


1, European war, 1914-1918. 2. European war, 1914-1918—Persona! 

1 mg te a re 2. E@ropean war, eee ate Genes rench Title. 

narratives, Wilson, Mrs. Philip Duncan, tr. 1. —= eS 7 
(Pull name: Antoine Jean Louis ne sina P 
18—4721 Libra Congress D640.R3 
Library of Congress D640. R83 edn _ 
Copyright A—Foreign 8100 

—— <= Cagy 8. 
Copyright A 492436 130r83d1, a 


Redier, Antoine, 1878- 
.. Garcons d’aujourd’hui; les radios. 
rion ,1936, 


¥, 17,268, (2; p. 10". 


Paris, E. Flamma- 


1. Radio—Biog. 1 Title. 
(Pull name: Antoine Jean Louis Redier, 
87-2422 
Library of Congrese TKOMS AIRS 
Copyright A—Foreign 34027 
2 910.4 


tedier, Antoine. 
++. La guerre des femmes; histoire de Louise de 
jettignies et de ses compagnes. Paris, Biitions 
e la vraie France, 1924, 

xi, [13]-316 p., 11. 19°™, (On cover: Miitions 
e la vraie France. [1]) 


1. Bettignies, Louise Marie Jeanne Henriette de, 
880-1918, 2. European war, 1914-1918-Secret service 


france. I. Title. 24-9465 
library of Congress D639.S7R4 
Jopyright A--Foreign 245oh 


Redier, Antoine, 1878- 


.. Héléne Boucher, jeune fille francaise; préface du général 
Denain ... (Paris, E. Flammarion 1935, 


vil, ®-246 p. 21. 19". 


1 *Boucher, Héiéne, 1908-1084. 
(Pell nerve: Antoine Jean Louis Redier, 


361M 
Library of Congress 


‘TLS40 BOSR4 
Copyright A—Foreign 208) 

ca 

Redier, Antoine. 


Le mariage de Lison. A l’usage des combattants et 
des jeunes filles sans dot. Paris, Payot & ce, 1918. 


2p. 1, 7-243 p,1L 19° fr.4 
1. Title 
18- 14856 
Library of Congress PQ2635.E25M3 1918 
Copyright A—Foreign 15297 
(Redier, Antoine, 1878- : 
.. Méditations dans la tranchée ... Paris, Payot et c’* (*1916, 


Spl, Mp.il 
At bead of title: Lieutenant R 


1. Buropesn war, 1 --y 2 European war, 1914-1918—Personal 
narratives, French 


(Pull name: Antoine Jean Louts Redier, 


16-13968 rev. 
Liorary of Congress DOORS 1916 
Copyright A—Foreign 13719 
(7878, 


Redier, Antoine. 
.. Mes garcons et vos filles. Paris, B. Grasset 1929, 
2p.L, 7B p. 1) 1. 


1. Parent and child. 2. Boys. 3. Girls. 1. Title. 
29-24751 
Library of Congress HQT69.R37 
Copyright A-—Foreign 4059 
a, 
a_i Antoine. 


ae 5 oe "elles 
‘aris, Rail & ree antines 


3p. 1, M251, dip. 1. fr. 350 

On cover: Cinquiéme mille. 

1. European war, 1914- —Fiction. 1 Title 

17-1017 

Library of Congress PZ23.R4PS 
Copyright A—Foreign 14829 
Redier, Antoine. 

La vraie vie de saint Vincent de Paul. Paris, B. Gras 
set, 1927. 

348 p. 21. front. (port.) 19°. 

1. Vincent de Paul, Saint, 15767-1000. 

R12440 

Library of Congress BX4700.V6R4 
Copyrigtt A—Foreign aT 

12, 
, Benjamin E. 

The drama of Bible characters in the faith . B. E. 
Rediger ... Berne, Ind., Pub. by the author; by the 
Economy printing concern, inc. ,“1930, 

2. fronts (ports) 20". 

Comrents.—+v. 1. Old Testament —+v. 2. New Testament. 

1. Bible—Biog. 2 Bible—History of Biblical events, 1 Title. 

BO-18756 

Library of Congress BSSTLRA 

— —— Copy 2. 
Copyright A 26012, 20013 

a 20.92 
Rediger, Benjamin E. 

The faith of our fathers, by B. 2 oe - eee 
the author. Berne, Ind., The Economy concern, inc., 
1929. 

200 p. front. (port.) 20". 

1. Tithe. 

‘22 T08R 

Library of Congress BVsTeT RSS 
Copyright A 5708 a 

585 


Reding 


Redikorzew, Viadimir, 1873- 


Untersuchungen iiber den bau der ocellen der insekten 
-. Mit zwei ee tafeln und sieben figuren 


im text. Leipzig, W. Engelmann, 1900. 
46, 2: p. illus, 2 fold. col. pi. 225™, 
Inang -diss Heide lberg 
Curneulom vita 
Litteraty sveracietunls 1-42 
‘ on™ abdruck aus Peissche fur wissensch. zoologic, ixviit. bd, 
1, Insects—Anatomy. 2. Eve 
o4 
Library of Congress QLMO.R3 _ 
Redin, Mats Algot. 


pounded personal 
(Uppsala, E. Berlings boktryckeri, 1919, 
xiv, 196, (1) p. 249". 
Akademisk evbandling—Upeala. 
‘Reprinted from ‘Uppsala universitets Arsskrift 1919.” 
Bibliography: p. xi-xxi 


2, ete Genee enege— Seat. oo 





Anglo-Saxon ‘Title. m Title: Uncompounded personal 
23—3871 
Library of Congress PE22.R4 1919 
1a83d1, 
Redin, Mats Algot, 1893— 
i ad ome Oe aes 
A.-b. Akademiska bokhandeln 
xiv, 195, 1) p. 24. (pee eerie teine wet, Filosot, 
sprikvetenskap vcs historlahe vetenshaper. 
Inaug.-diss.—Uppsala. 
Bibliography : p. xi-xxi. 
mg gh ny me oe 2 Names, Personal— 
Anglo-Sexou. 8 Names, Brit. 1 Tithe: Uncompounded 
AC 80-204 
Minnesota. Univ. Library 
for Library of Congress ([A8284.U7T 1919) 
ty (378.485) 


Redin, Mats Algot, 1893- 

... Word-order in English verse from Pope to Sassoon, by 
Mats Redin. Uppsala, Almqvist & Wiksells boktryckeri-a.-b., 
1925. 


25p.1. 24". (Uppsala aniversitets Araskrift 1925 (b4. 2, Filesofi, 
‘och historiake 5) 





Bibliography — p. :220)-225. 


1. English language—Word order. 2 English postry—Hist, & crit. 
1 Tithe 


Ae 190 
Minnesota. Univ. Laor. 
for Library of Congress (AS284.UT 1925) 


2 (878.485) 


Reding, Katherine Prue, 1897- 


The generation of 1898 in a8 seen through its fic- 
tional hero, by Katherine P. . Northamp:on, Mass, 
Smith college, Departments of languages of Smith 
college ,1936, 
it, . =. studies in modern vol. 
mtd oan nee languages. 
Bibliography: p. 121-125. 


1. Spanish fiction—Hist. & crit. 2. Characters and characteristics in 
Uterature ——_— 19th cent.—Hist. & crit. 4 Spain— 
Intellectual life. 1. Title. 


31180 
Library of Congress PBiS.86 vel 17,00. 3-4 
878, (008) se8.500 
Reding-Biberegg, Rudolf von, 1859— 


, Ueber die frage der cultussteuern und vorschiige fir ein 

dengn goat ant at, @, ean 0 Se 

“hedutiahen tendiraiioan en Re. 

ding-Biberegg .. Basel, C. Detloll, 1885, 
2pLinp ay 











“Vom gerrbote 
1. Taxation, Exemption from 2 Switserland—Constitutional lew. 
3. Choreh and state L 
o 
B4-16475 
‘Library of Congress HJ5629 SOR4 ‘ABS 





Redington 


Redington, Bernice Orpha, 1891- 

Old-time quilts; a collection of old-time quilt patterns 
chosen from entries in the Post-intelligencer quilt contest 
which were hung in the Post-intelligencer quilt show January, 
1927. By Prudence Penny ,pseud., Seattle. Wash., Post-in- 
telligencer, *1927. 

48 p. iilus, 229" 


1. Covertets. 1. Seattle post-intelligencer, pub 


Title from Montana Univ. 
(28e1, 


Printed by L.C. 


Redington, Edward Dana, 1839- = comp. 

Military record of the sons of Dartmouth in fie Us Union 
army navy, 1861-1865, p come, We eee & D - 
ton, *e1; rev. and ed. by Major Hodgkins, faa 
pub. by ‘the trustees of the college. Boston, Mass., 1907° 
vi, 197 p. 2359. 

After W. H. Hodgkins’s death the work of editing was completed by 
T. Gallagher. 


c 
1, Dartmouth college—Hist.—Civil 
oe ew, oil ye i Ttedgina, Wile bey Le yd Fee take 


15-425 
Library of Congress ES41.D22R3 
James. 


Remarks of the Hon. James Redington, of St. Law- 
rence, in Assembly, on the evening of February 18, 1863, 
in Committee of the whole, on the governor’s message. 
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Lockwood and son, 1931. 

xx. 256 p. incl. tables, dingrs. 214%. 

1. Tachymeter. 2. Surveying—Tables, ete. 1 Title 

82-33549 
Livrary of Congress TASTO.N4 
8 526.910834 


Redmond, Gabriel O'Connell. 


An account of the Anglo-Norman family of Devereux, 
of Balmagir, county Wexford. By Gabriel 0’C. Redmond 
Dublin, Office of ‘‘The Trish builder,’’ 1891. 


Ip i,22p. 257 
Reprinted from “The Irish builder.” 


1. Devereux tamily 
13-15129 
Library of Congress CS499._D5 


593 


Redmond 


George F. 
Financial giants of America, by George F. Redmond ... 
Boston, Mass., The Stratford company, 1922. 
24. ports 21°. 


1, Capitalists and financiers. 1. Title. 





m2—2320T 
Library of Congress HO181 B3 
— Copy 2 
Copyright A 686088 (8741, 
Redmond, Ida E. 


Thoughts, by Ida E. Redmond. New York, Fortuny's “1941, 
2p port mw. 





Poems 
1. Tith, 
41-10006 
Library of Congress PSS585.E280TS 194) 
2 ous 
of the case of the Queen v. Redmond and others, 
wi tried by the Lord Chief Baron (the Right Honor 


the law of conspiracy / as it affects the rights of traders. By, 
Wexford, Printed ac “The Free press” 
persons 


of their tra . 6. 
1. Conspiracy —Iretand. 2 Boycott — Ireland 1 Palles, 
, 1881-1920. 1. O'Connor, M. J., » mL Ire 
land. Courts of oyer and terminer and og delivery. 
Library of Congress 12 80427 
Redmond, Johanna 


see 
Green, Mrs. Johanna (Redmond) 


Library of Congress 


a a 





in Portland cement and 
similar materials ws the use of 8-hydroxyquinoline, by J. C. 

mond and H. A. B: 
RP 2665, i» U. 8. 


journal of research ah 
January, 1931, v. 6, no. 1. p ee +1 ee 





i 
ashington, U. 8. Govt. print. off., 1981, 
cover-titie, . aa incl. tables. 23". ((U. 8, Bureau of stand 
ards. Research paper no. 265. Reprint from Buresu of standards jour- 
ag hy f= ~~ hy 6, January, 1931) 
1, Magvesiom. 2. Portland cement 
joint author. m Title. 


Library of Congress TA435. RA 
——- ——- Copy 2 a 


1. Bright, Harry Aaron, 1880- 
31-26307 


(608) S437 


Redmond, John Carroll, 1907- 
The precipitation and titration of magnesiom 
late in the presence of calcium oxalate and its application 
the analysis of Portland cement and similar silicates, by John 
C. Redmond . 


of standards. Burese of standards 
© ce Pm, fe U & Bavnn of u's pee. 1908. 34. 
= nema aes Int bin 
Running tite a of MgO by 


a a emeetiin 2 Calcium oxalate. 3. Portland cement. 
1 Tite a. Tith Tucrmination of MgO by &hydrocyquinoline 


SS ORAS 
Library of Congress QCLUS2 vol. 10, no. 6 
ae T1.U42 vol 10,n0.6 
& (906.1) €20.135 





Redmond 


Redmond, John Edward, 1857-1918. 

Account of a visit to the front, by J. E. Redmond ... in 
November, 1915. With a speech delivered by Mr. Red- 
mond on 23rd November, 1915. Authorised ed. London, 
New York ete. T. Nelson & sons ,1916 

7p we 


1. European war, 1914- 1. Title. 
16-6573 Revised 
Library of Congress D640.R4 
11942) 


Redmond, John Edward, 1857-1918. 
The Home rule bill, by John Redmond, x. r. 
York ,ete., Cassell and company, limited, 1912. 
vill p., 21, 178, ;1) p. incl. tables. 22". 


“Text of the Home rule bill” : p. :101,-158. 
Appendix: The Home rule bills of 1886 and 1808 compared and ex- 


London, New 


1. Home rule—Ireland. 1. Gt. Brit. Laws, statutes, ete. 
1222088 
Library of Congress JN1413 «1912 


fir19¢1, 


Redmond, John Edward, 1857-1918. 

Home rule, speeches of John Redmond, m. r.; ed., with an 
introduction, by R. Barry O’Brien .. London ,ete., T. F. Un- 
win, 1910. 

=i, 348 p. Incl. front. (port.) 23". 


“The speeches in this volume boy A ay! Tag JB of > Redmond 
public career between 1886 and 1900) led by me, ond 
revised by Mr. Redmond.” —Edtt _ 

Home —Ireiand. 2. Irish questive. Brit.— Pol. & 
fort tar ist, 4. Gt. Brit.—Pol. re etn 808 - to10 t O'Brien, 
Richard Barry, 1847-1918, ed. 

11—35150 
Library of Congress DA060. R3 
tl, 


Redmond, John Edward, 1857-1918. 

Ireland and the war; extracts from speeches made in 
the House of commons and in Ireland since the outhreak 
of the war, by J. E. Redmond .... Dublin, Sealy, Bryers 
& Walker, Itd., 1915. 


cover-title, 7p. 214°" 


1. European war, 1914- —Ire!and. 1 Title. 
18-10687 Revised 
Library of Congress DS20.165R4 
(19d 


Redmond, John Edward, 1857-1918. 

Ireland and the war. Speeches delivered by John E. 

~imond ... at Dublin and Kilkenny, on September 
25th and October 18th, 1914. Reprinted from the 
“*Freeman’s journal.’’ ,London, Printed by Eyre and 
Spottiswoode, Itd., 1914, 

2p 2 


1. European war, 1914- —Ireland. 2. Home rule—Iireland. L 


Title 
19-18188 
Library of Congress DA%62.R33 
12) 
Redmond, John Edward, 1851- 


The Irish nation and the war; Loy tf ay 


made in the House of commons and in Ireland since the 
vutbreak of the war, by J. Redmond, ESTs 
Irish Parliamentary party .. 


Walker, Itd., 1915. 
1 % 7p 2 


1. European war, 1914- 2. Iretand— Pol. & govt —1848- 


A 15-2087 


Title from Bangor Pub 


Libr. Printed by L. ©. 


LIBRARY OF CONGRESS 


Redmond, John Edward, 1857-1918. 


eS delivered by J. E. Redmond, . p., chairman, 
Tris! rliamentary party, at the Waterford city and 


oounty @ convention, on 23rd August, 1915. London, Dar- 
ling & son, limited, 1915. 
2p. 16". 
1. Home rule—Ireland 
Library of Congress DA962.R38 neil 
12 


Redmond, John Edward, 1857-1918. 


Strong words from Mr. Redmond. 
home rule cause. 


1916. 


cover-title, 6p. 173™ 


Treason to the 
London, Sir J. Causton & sons, limited, 


1. Ireland—Pol & govt —1916. 


16-1469 Revised 
DA962.R4 


1119e2) 


Library of Congress 


Redmond, John Edward, 1857-1918. 
Sp win eats aie take ae Se 
and some messages from representative Irishmen 
resarding the Sinn Fein rebellion. London, New York rete., 
T. Nelson & sons ,1916, 


ipl, Sp 1. 


1, Iretand—Hist.—Sinn Fein rebellion, 1916. 1 Title. 
16—15606 
Library of Congress DAG62 RAS 
(STride1-, 
Redmond, Justine, sister. 

. Laicism in the schools of France ... by Sister M. Justine 
Redmond ...  Washirgton, D. C., The Catholic university of 
America, 1932. 

x,79p 2247. 


At head of title: The Catholic university of America. 
Thesis (PH. v.)—Catholic university of America, 1982. 
Bibliography : p. v-vi. 


1 Chureh and ctomtin in France. 2. Education one state— France. 
in France— 





tion. 5. - AL 6 France—Pol aed Ns 1 Title. 
82—17172 
Library of Congress LAG#2.R4 1982 
— Copy 2. 
Copyright A 51602 (40e1, 370.044 


Redmond, Mrs. Mary. 

The standardization of two intelligence Mary Red- 
mond & F. R. J. Davies. , Wellington, Men hedlond toot 
for educational research, 1940. 


xill, (1) p, 1 1, 128 p diagra (1 fold) 22". (Helf-title: Educe- 
research series, no. 14) 


1. Mental tests. Zealahd. 1. Davies, Frederick 
Rekaht Joben Senet onthor, a Title 
41-1029 
Library of Congress Laziz75.B4 
rt sTL38 


Redmond, Mary Justine, sister 
see 
Redmond, Justine, sister. 





Redmond, Nicolaus M d. 1915, 

Short sermons on the Gospels for every Sunday in the year. 
By Rev. N. M. Redmond. New York and Cincinnati, F. Pustet 
& co., 1890. 


222 p. 19" 


1. Church year sermons. 2. Catholic church—Sermons. 3. Sermons, 
American. 


32— 22500 
Library of Congress 


Copyright 1801: 19457 


BX2005.R4 


(38b2, 252.02 


Olney. 
The Olney Redmond plan to end unemployment and depres- 
sion permanently; a job for every man! Schenectady, N. Y., 
O. Redmond ;*:931, 


xi, 287 p. front. (port.) 199%. 
“First printing, December, 1931, 5000 copies.” 


Unemployed—U. 8. 2. U. 8.—Public works. 1, Title. 
‘32 863 
Library of Congress HD6T24. R35 
—— —— Copy 2. 
Copyright A 46201 13243, 331.137073 


Redmond, Patrick H. 

History of Quincy and i its men of mark; or, Facts and 
figures exhibi and resources, manufac- 
tures and comm. By Pat. H. Redmond. Quincy 
dil., Heirs & Russell, printers, 1869. 


2p. 179°. 





1. Quincey, Ill.—Hist. 2. Quincy, Ill.—Biog. 


ume 
Library of Congress F549.Q6R3 

Redmond, Paul John, 1901- 
A flora of Worcester county, Maryland ... by Paul J. Red- 


(Washington, D. C., 


= whe 
23". (Contribution from the Biological laboratory of 
tae Cah Catholic ea of America, no. 11) 
Thesis (ru. | - ;apeheen beenaee 
Biographical | 
Coanplete ect of speci.vens of plants collected fe tn the Herbertem 
sa ag re ccar banana Introd. 
« Catholic university of 


The Catholic university of 


1, Botany—Maryland—Wurcester co. 
America. Herbarium. um. Title. 


(Pull name: Paul John Dominic Redmond, 
3316840 








Redmond, Pauline. 

Business paper writing, a career; new opportunity in a mis- 
understood field of journalism, by Pauline and Wilfrid Red- 
mond. New York, Chicago, Pitman publishing corporation 
11939, 

=i, 104 p ilus (facsima) 23)7. 





Authorahtp—Handbooks, manuals, ete. 2 Journalism. 1, Red. 
mona, when. joint author. m. Title 
30-25, 
Library of Congress PN4888 BSR4 
—— ~~~ Copy 2. 
Copyright A 125601 14004, 020.6 
Redmond, Roland. 
On rainbow trout reared from eggs brought from Cal- 
ifornia. By Roland Redmond. 
sal” Betistio of the Waites Qtotes Set for 1983. 
224". vol. m1, p. 230) 


1. Fish-culture. 2 Trout. 
Fliz7 
Library, U. S. Bur. of 

















Redmond, Walter. 


Francis & Day's select solos for the violin with second 
violin and posed by Wal- 
ter Redmond. sa Francis, Day & Hunter; New York, 
T. B. Harms & co., “1899. 

cover-title, 24 p. 30”. 

At head of title: Book 3. 

Laid in: violin part, 7 p., and second violin part, 7 p. 
Contenta.—1. Caprice.—2. Siciiano.—3. Romance.—4, Legende. 





& Hooter, itd. music publishers, London. (1900. 
ovluae 2 Day & Hunter) nm. Title. 
Music—462 Revised 2 
Library of Congress M312.4.R32 
—— —— Copy 2. 
Copyright C 7322 (3842, 
Redmond, William Brinson, 1901- 


. The cross-immune relationship Somes s > 
astien etieneianend A alidies .. . by W. B. Redmond ... 
Chicago, 1939, 

1p. L, p :278;-287. diagr. 24”. 

Part of thesis (ra. p.)—University of Chicago, 1087. 

“Private edition, distributed by the University of Chicago Mbraries, 

“Reprinted from the Journal of infectious diseases, vol. 64, no. 8, May- 
June 1969." 

1. Birds—Diseases. 2. Malaria) fever. 8. Plasmodium cathemerium. 
4. Plasmodium relictum. 5. Immunity. 

Library of Congress SFOOO.RBS4 1987 

Univ. of Chicago Libr. 
Copy 2. 12) 





Redmond, William Hoey Kearney, 1861-1917. 
Trench pictures from France, by Major William Red- 
mond, mM. P. Killed in action, June 1917; with a biograph- 


ical introduction re E. M. Smith- Dampier . London, 
A. Melrose, itd. 19 
184, thi p. 3 port. (incl. front.) 199° 
Mainly reprinted from the Daily chronicle. 
1. European war, 1914- Persona! narratives, English. 1. Title. 
18-1526 


Library of Congress D640.R43 


Redmond, William Hoey Kearney, 1861-1917. 

Trench pictures from France, by Major William Redmond, 
. P., killed in action, June, 1917, with a biographical intro- 
duction by E. M. Smith-Dampier ... New York, George H. 
Doran company “1918, 

xi, 13-175 p. 3 port. (imel. front.) 193. 

Mainly reprinted from the Daily chronicle. 


1. European war, 1914-1918—Personal narratives, English. 
1 Title. 


18—4T22 
Library of Congress DOW.R4S 1018 
— —— Copy 2 
Copyright A 481867 (35b1, 
Redmond-Howard, Louis G 1884— 


Home rule, by L. G. Redmond-Howard ... with a preface by 
Robert Harcourt, m. r. London ,ete., T. C. & E. C. Jack; New 
York, Dodge publishing co. ,1912, 

ix, 11-08, (1) p. 169". (On cover: The people's books) 

Bibliography : p. 92-08. 


1. Home rule—treland. 2. Ireland—Pol. & govt 
20--108538 
Librury of Congress DAS60.R4 


(89d1, 


Redmond-Howard, Louis G 
John Redmond, the man and te demand * ~, — 
Irish politics, b L. G. mond-Howa: il 
‘ine - inchoding re plate. New York, 





John Lane company, ‘oui. 
xv, 361, 1; p front, 8 port. 23". 
“Printed in Great Britain.” 


Redmond, John fie Rinses, ery Iretand—Pol. & govt. — 19th 
ok. 3. lreland—Hist — «ireland Pol & govt —1900-1910. 
11—8492 
Library of Congress DA962_ R3H6 
a37g1-; 
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Redmond-Howard, Louis G 1884— 

Sir Roger Casement, a character sketch without preju- 
dice, by G. ond-Howard . blin, Hodges, 
kA Itd., 1916. 

&p Im. 

1. Casement, Sir Roger, 1864-1916. 

16-20513 

Library of Congress DA965.C3R4 

Redmond-Howard, Louis G 1884— 


Six days of the Irish republic; a narrative and critical 
account of the latest phase of Irish politics, by L. G. Red- 
mond-Howard ... London, Maunsel & co. Itd.; ,ete., etc., 1916. 


vill, 131, (1) p18. 


1. Ireland—Hist—Sinn Fein rebellion, 1916. =. Title. 
16—22368 
Library of Congress Dagve2 R45 
S871, 


Redmond & co., New York. 


Telegraphic ci in p. by Redmond & co. 
Baltimore, Md., Hinrichs (1 71905, 
1% p 24. 


1. Cipher and telegraph codes—Bs akers and brokers. 
ca6-933 Unrev'd 


331, 

Library of Congress HE7677.B2R4 (Copyright A 119660) 
Redon, A. 

Les chambres d’agriculture allemandes. 

Ann. Inst. nat. agrom. t 21, p. 277-335. Paris, 1928. 

At head of title: 2. rapport de mission (1926-1927) de M. A. Redon, 

-agropome 
“Bibliographie”: p. 334-835. 





1 Germany. 2 societies. (2. Agriculture— 
Societies (Works concerning); 
Agr 20-1272 
Library, U. 8. Dept. of Agriculture 1063In8 ¢ 21 
1 a 
Redon, A. 


Les laiteries coopératives des Charentes et du Poitou. illus. 

Ann. Inst. nat. agron. t. 21, p. 211-276. Paris, 1928. 

At bead of title: Premier rapport de mission (1926-1927) de M. A. 
Redon, ingénieur agronome. 


1. Dairying, (Coopera: 2 Datrying—France—Poltou. 8. Dairy- 
tag--FrenseOlasaae (Deet.} 


Agr 20-1273 
Agriculture 1053 In8 t 21 
ca 


Library, U. 8. Dept. of 
18 


Redon, André. 
. Du et del’ 
louse, Impr. Saint. Cyprien, 1903. 
xii, 275 p. 29". 


Théee— Univ. de Toulouse. 
“ Bibliographie”: p. vii-aii. 





Library of Congress 


595 


Redon, Georges, 1869- 

Aux enfants qui seront la France de demain; texte et 
dessins de Georges Redon. ,Paris, La Société d'études 
économiques et sociales, “1917, 

(32) p. illus. 40°. 

“Tl a été tiré de cet ouve: 


cing cents ex res, numérotés et con- 
“ 


tresignés par l'auteur de 1 a sur papier de Hollande ... 
1. European war, 1914- Pictorial works. 1. Title. 
19-1820 
Library of Congress NC135.R4 
2) 


Redon, Jack. 

The kakeméné of Nagdshigii, a play of old Japan, in one 
act, by Jack Redon ... London, 8. French, Itd.; New York, 
8. French, inc., *1934. 


14 p 189%. (On cower: French's plays for juvenile performers, 
0. 21) 


1 Tithe 
37-32226 
Library of Congress PN6120.A5R33 
Copyright D pub. 29728 3 e229 


Redon, Odilon, 1840-1916. 
A Edgar Poe, 6 lithographies ,par, Odilon Redon. Paris, 
G. Fisehbacher 1882, 


cover-titie, 6 pl. oc 


pry men yA 7 p.4 
‘Album tiré & 50 counpnansen” '—A. Mellerio, Odilon Redon. 


1. Poe, Edgar Allan, 1900-1840. m. Title. 


Library of Congress NE2451.1035 


Redon, Odilon, 1840-1916. 


Dans le réve, 10 |i phies Odilon Redon ... Paria, 
Imp. Lemercier & b+ a9 


cover-titie, 10 pl. 6a*. 


iastrate® cover 
“album tiré & 25 exemplaires.” 


1 Title 


Library of Congress 


Redon, Odilon, 1840-1916. 

Hommage 4 Goya, 6 oo per Odilon Redon ... 
(Paris, Imp. Lemercier & c. 1 

cover-titie, vi pl. 40. 


“Ouvrage tiré & 50 exemplaires. 
Label mounted on pam hae vtes Paris, L. Dumont. 


1 Goya y Lactentes, Francisco José de, 17466-1828. t Tite. 
32-81218 

Library of Cougress NF2451. B55 7. 
Redon, Odilon, 1840-1916. 

Lettres d’Odilon * Redon, 1878-1916, publiées par 
famille, avee une préface de bs ad Leblond. P Paris 
et Bruxelles, G. Van Ocst & o*, 1923. 

142 p., 1 1. inel. front. (port.) ius. 2. 

2712 

Library of Congress NDSSI.RISAG 

12, 








Redon 


Redon, Odilon, 1840-1916. 
. La nvit, 6 dessins lith 





(Paris, Imp. Lemercier & ¢*, 1886. 
cover-title, vi pl. 40. 
Label mounted on cover: Parts, L. Dumont. 


Library of Congress 


Redon, Odilon, 1840-1916. 

Les origines, par Odilon Redon. Paris, Imp. Lemercier & 
o* (1888, 

cover-title, 8 pl. Se”. 

Lilustrated cover. 


imped on cover: Paria, C. Deloriére. 
“Album tiré & 25 exemplaires."—A. Mellerio, Odilon Redon. 


Library of Congress NE2451. R358 7.8 

Redon, Odilon, 1840-1916. 

1891. 
cover-titie, vi pl. 454%. 
At bead of title: A la mémoire de mon ami Armand Claveud. 
“80 exemplaires.” 


:Paris, Chez Dumont, 


1 Tithe. 


Library of Congress NE2451.R36 Tes 


Redondo, Garcia 


Garcia Redondo, Manuel Ferreira, 1854- 
1916. 


Redondo, !necencio. 

... Iglesias primitivas de Asturias, por Inocencio Redondo 
. Oviedo, Estab. tip. de A. A. Mordn, 1904. 

73 p. us (incl. plans) 23". 


At head of title: Comisién de monumentos histéricos y artisticos 
de ta provincia de Oviedo. 


1. Church architectare—Asturtar 1. Oviedo (Province) Comisiéa 
de monumentos histéricos y artisticos. 1. Title. 
33-85214 


Library of Congress NASSOOASRA 720.500461 


Redondo, José Mofino y, conde de 
Floridablanca 


Floridablanca, José wofino y Redondo, 
conde de, 17286-1808. 


LIBRARY OF CONGRESS 


Reference card 


7-1709 
Library of Congress 


Redondo, L Campo 


Campo Redondo, L 


Redondo, Manuel Ferreira Garcia 
see 


att Redondo, Manuel Ferreira, 1854- 
> 


Redondo, Onésimo, 1905-1936. 


E! estado nacional ,por, Onésimo Redondo. Valladolid, 
Ediciones Libertad, 1938, 

Mé6p,31 22". 

“Editado por ia Delegacién nacional de prensa propaganda de 
F.E T dela J. 0.NS r 


Juss 1008 te the weoaines “Likerted” cad “loosens” of. ig 
Contes ts.-Tlacta una nueva politica —El estado nactonal. 
Spaln-—?ol. & govt.—1981- <. Fasctam——Spain. . Falange 
expatola tradictonalista y de las juntas ofensivas 
= (Pull wame; Onéaimo Redondo Ortega, 


41-85440 


Library of Congress DP21.mA 


2 946.08 


Redondo, Onésimo, 105-1936. 
i ,Barcelona, Ediciones F. E., 1939. 


“Editado por la Delegacién nacional de prensa y propaganda de F. E. T. 
y de las J. 0. N. 8." 


1. Spaln—Pol. & govt —1081- 2 Spato—Nationaility. L Fe 
lange espafiola tradicionalista y de las juntas ofensivas 
‘tetas. Delegacién nacional de prensa y propaganda. ma. Title 
(Full name: Onéstmo Redondo Ortega; 
41-18419 
Library of Congress JN&200.1980.84 
2 (320.150046 


Redondo, Pedro Tomas Hernandez 
see 


Hernandez Redondo, Pedro Tomas. 


Redondo, Remigio Anton 
see 


Anton Redondo, Remigio. 


Redondo, Tomas Hernandez 


Hernandez Redondo, Pedro Toms. 


2011854 


de la 





ph hy deny ww 
Redondo Sanz oi Le aol an 
die 736 de diene de 1 Contiene, ademfs, toda la 








sobre estos impuestos. Madrid, 
Sucesores ‘“ Rivadeneyra (s. a.) artes grificas, 1983. 
2p. 1". 
rap cedend yr CAmara oficial de la propiedad urbana de Madrid. 
nearned increment. 2. Land—Taxation—Spain L 
cites haa ds to eaten Ceme,. m1. Tit! 
37-4046 
Library of Congress HJ4375.A6R4 
3 ‘336 220006 


Redondo y Godino, Juan, 1859-1921. 

... Combate naval de Cavite; impresiones de un médico ; con- 
ferencia dada en la noche del 4 de diciembre de 1903, por don 
Juan Redondo ... Madrid, R. Velasco, impresor, 1904. 

33 p. illus. (incl maps) 224. 

At head of title : Centro del ejército y de la armada. 


1. Manila bay, Battle of, 1808. 
S8—STS24 
Library of Congress ET27.R31 


«242b1, 


Redondo y Godino, Juan, 1859-1921. 
Recuerdos de un viaje 6 América, por d. Juan Redondo . 
Madrid, Impr. de la “Revista general de marina,” 1905. 


233 p. 1 L inet. tus, port 27". 


1. U. 8.—Deser. & trav. 2 Burope—Descr. & trav. 


7—17™™4 


Library of Congress 168 R31 


(a36b1) 


Hermosa and Manhattan beaches city directo: 
1921 petal ea (ist~ 


Redondo Beach, Cal., Kaasen directory company, 1921. 
v. 24. 


Redondo Beach, Calif—Direct. 2. Hermosa Beach, Calif —Direct. 
3 bi okesen Beach, Calif —Direct. 


21-9445 


Library of Congress FS. RIBA18 


Copyright A 614542 2 








Redonet y Lépes-Dériga, Luis, 1876- 
Crédito agricola: historia, bases 


CATALOG OF PRINTED CARDS 


Redouin, J. 
-- Les arrhes en droit francais. Paris, Librairie technique et 





(Por) Luis Redonet y Lépez Dériga .. 
(1924, 
20. L, D354 p. 24. 


7 safe Calpe 


(Biblioteca agricola espafiola. wer. 3, no. 5:) 
1. Agricultural credit. 2. Agricultural credit—History; 
Agr 25-1333 
Library, U. S. Dept. of Agriculture 2842R24 
2) 


Redonet y Lépez-Dériga, Luis, 1876- 
. El espiritu rural de Espafia en la colonizacién de Amé- 
rica. Madrid, E. Giménez Moreno, 1932. 
STp. 19. 
At head of title: Luis Redonet. 
4 la Unidn thero-a! deras primicias 


americana, las 
de este modesto trabase, en la tarde del dia 2 am febrero Gitimo.”— 
Advertencia. 


Spain—Colonies—America. 2, Agricultural laws und legislation— 
Spain 1. Title. 


3 -16502 
Library of Congress PMILRG® 
a4), i) 
Redonet y Lépez-Dériga, Luis, 1876- 


Historia juridica del cultivo y de la industria ganadera 
en Espafia, por D. Luis Redonet ae - 
Madrid, Imp. de la sucesora de mesa de los Rios, 


v. 19" 


san — 


dolla! Spain — Hist. 2 Aartesttarel lows end legislation — 


Stock and stock-breeding— 
16-2496 
Library of Congress 


ptblica del 
. Luis Ber gegeemn, apy LAL) ee 
Madrid, Imprenta Viuda e hijos de J. Ratés, 1928. 

2p.7riMp 21. 

—Diseurso del exemo. sr. d. Lais Redonet y Lépes- Dériga — 


excmo. sr. marqués de Laurencin —Contestactén 
py Eduardo Ibarra y Rodrigues —Notas. 


Library of Congress 


Redonet y Lépez-Dériga, Luis, 1876- 


«» Un valle montafiés en el siglo xv1 (Cabuérniga) .. 
Santander, 1982. 


63 p. illus, (facsim.) 


84-18762 


Redouin, J. 

... Les arrhes en droit frangais ... par J. Redouin ... 
Imprimerie G. Subervie ,1935, 

Sp.1,.219p,11 2. 


Thése—Univ. de Paris. 
“Bibllographie” : p. :218;-214, 


Rodez, 


1, Salee—France. 1. Title. 


1936, 
2p.1, 2189p. 11 
“Bibilographie” 


24". 
Dp. :218,-214. 


1, Sales—France. 1, Title, 
38 BONES 
Library of Congress 3, 
Redouté, Pierre Joseph, 1759-1840. 
Album de Redouté, peintre de fleurs .. (Paris, Galerie 


de Bossange pére, 18— 
2p. 1, Dpl Sox seam, 


The illustrated t.-p. and is i 
end garlly oa by hand t plates are engraved, and partly printed in color 


1. Flowers. 


21-17800 


Library of Congress ND1400.R4 


Redouté, Pierre Joseph, 1759-1840. 


Les liliacées; par P. J. Redouté ... 
teur, Impr. de Didot jeune, an x, 1802- 


Sv. in 4. port, 485 col. pl. (1 fold.) 57x 46™. 


Tens of v. 1-4 is by A ml & Candolle; of v. 5-7 by F. de Laroche; 
o! a A. Raffeneau-De' 

Published in eighty part 

In this copy the intended order of the parts is not followed, but the 
arrangement is alphabetical ensavding to the Latin names of the species. 


Paris, Chez |’au- 
16. 


1. Liliaceae. 1, Candolle, Augustin Pyramus de, 


a 1778-1841. 1. La- 
roche, Francois de, 1743-1812 


m. Raffeneau-Delile, Alire, 1778-1850. 


5—31042 
Library of Congress QK495.L72R3 


1s20b1) 


Redouté, Pierre Joseph, 1759-1840. 


Les roses, peintes par P. J. Redouté ... décrites par C. A. 
Thorry dy)... Paris, C. L. F. Panckoucke, 1824. 
2p L, 4 B86, p. M0 col pl. 26. 


Published in 40 parts, 1824-1826. 


1. Roses. L Thory, Claude Antoine, 1750-1827. 


5—31043, 
Library of Congress QK495.R78R25 


03001; 


Redouté, Pierre Joseph, 1759-1840. 

Les roses, peintes par F. J. Redouté, décrites et classées 
selon leur ordre naturel, par C. A. Thory. 3. éd., pub. sous la 
direction de m. Pirolle ... Paris, P. Dufart; ,ete., etc. 1835. 

Sv. front. port. col. plates. 244. 
re later date substitutions: the work a> 

@u roster” 
is prefixed to this one. of. Brit. mus. 


(Net. Diet.) Library. Cat. 
‘otice biographique de C. A. Thory par D. Beaumont,” : t. 1, p. ply-v1. 

1, Roses. 2. Rotany—Pictorial works. Beaumont, D. a. Piroile, 

——, 1773-1845. mt. Thory, Claude Antolve, 175-1827 
Agr 25-1554 
Library, U. 8. Dept. of Agriculture 452.3R26 
Library of Congress (QK496.R78R } 
a34b1, 


Redovallensis, Joannes 


Ridevallus, Joannes, fl. 1330. 


21-OAT 
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Redpath 


Redpath, Beatrice. 
Drawn shutters, Redpath. 
ny tS ey 4 Lane company; 
vip. 11 %p. 2. $125 
Poems. 


London, John 
rete., ete.) 1916. 


Library of Congress PROOSS.E2BD7 1916 


Redpath, George, 17177-1772 
see 


Ridpath, George, 17177-1772, 


Redpath. Jemes. 

The city of many nations. About the Hebrews. 
Foreign New York. Talk about the jews ..+ (New 
York, 1885) 


1L fol. 


F128.9.J5R3 
1-14800— M1 


Redpath, James, 1833-1891, ed. 

Echoes of Harper's Ferry ... (by, James Redpath ... 
ton, Thayer and Eldridge, 1860. 

S18 p. 1039”. 

Collection of anti-slavery papers, poems, etc. commemorative of Joho 
Brown. 


Bos- 


“John Brown's prison letters” (letters addressed to Brown in prison 
at Charlestown, Va.) : p. 385-483. 


1. Slavery in the U. 5.—Controversial Hterature—1860. 2 Brown, 
John, 1800-1858. 1 Title. 


11—27485 


Library of Congress EOLra 


Bet, 


Redpath, James, 1833-1891, ed. 

A guide to Hayti. Ed. by James Redpath. 
Thayer & Eldridge, 1860. 

180 p. front.(map) 19°. 


. Title. 
1, Matti. 1 Tit 2-12800 
Library of Congress 1021 R32 
———— Copy 2. Im perfect: p. 150-168 wanting. 


azial, 


Redpath, James, 1833-1891, ed. 
A guide to Hayti. BA, by domes Redpath, <%h thousand> 
Boston, Haytian bureau of emigration, 186 


180 p. front. (fold. map) 19)”. 
1 Haiti, 1 Tithe oa 
Library of Congress 1921. R33 

—- —— Copy 2. #lel, 








| 
| 
| 





Redpatn 


Redpath, James, 1833-1891, ed. 


A guide to Hayti. Ed. by James Redpath. <10th thou- 


sand>. Boston, Haytian bureau of emigration, 1861. 
180 p. front. ( port.) lus. fold. map. 104°. 


1. Batti 1. Title. 
Library of Congress F1921.R34 
(38d1, 


Redpath, James, 1833-1891. 

Hand-book to Kansas territory and the Rocky mountains’ 
gold region; accompanied by reliable maps and a preliminary 
treatise on the pre-emption laws of the United States. By 
James Redpath and Richard J. Hinton ... New York, J. H. 
Colton, 1859. 


vi, 177, (1) p. 2 fold. maps. 15)* 


1, Kansas—Descr. & 2. Preémption law a 1. 8. Mining law— 
U.S. =. Hinton, Richard. Josiah, 1830-1901. u. 
Re—88 
Library of Wongress F685. RS 


:39g1, 


Redpath, James, 1833-1891. 


The public life of Capt. John Brown, by James Red- 
th, with an perp wed of his childhood and youth 
ston, Thayer and Eldridge, 1860. 


407, 1) p. front. (port.) 19). 
Thirtieth thousand. 


1. Brown, John, 1800-1859. 
7-12006 
32b1, 


Library of Congress E4s1.R32 


Redpath, James, 1833-1891. 

The public life of Capt. John Brown, by James Redpath, 
with an auto-biography of his childhood and youth. Boston, 
Thayer and Eldridge, 1860. 


407, (1, p. front. (port.) 19° 
‘Thirty-sizth thousand 


1. Brown, John, 1900-1850. 
71205 
Library of Congress F451 Ras 
—— —— Copy 2 (BA), 


Redpath, James, 1833-1891. 
The public life of Capt. John Brown, by James Red- 
th, with an cmto-Seqeahy of his childhood and youth. 
Ba asky ,O.) Kinney brothers, 1872. 
407, i p. 21". 


Title vignette. 
Forty first edition. 


1. Brown, John, 1800-18599. 


17-30106 


Library of Congress EASIL.R3B 


Redpath, James, 1833-1891. 

The roving editor: or, Talks with slaves in the southern 
states. By James Redpath ... New York, A. B. Burdick, 
1859. 

xvi, 349 p. front, pl 189”. 


1. Slavery in the U. 8.—Condition of slaves. 2 Southern states— 
Deser. & trav. 


1}—117T00 
Library of Congress 


LIBRARY OF CONGRESS 


(Redpath, James, 1833-1891. 
Shall we suffocate Ed. Green! By a citizen of Malden 
Boston, J. Redpath, 1864. 


Clip. 24. 


1. Green, Edward W. 2. Capital punishment. 1 Title. 
10—22320 
Library of Congress HV8600.U5R3 
a34b1, 


Redpath, James, 1843-1891. 


Talks about Ireland. By james Redpath ... New- 
York, P. J. Kenedy, 1881. 


98 front. ( 2p. . With Conyngham, D. P.... Ireland 
pas ath gran Hee Toky tae, ' 


Revised from reports in American and Irish newspapers, of Redpath's 
speeches. 


Subject entries: Ireland—Descr. & trav. 


oes 

Library of Congrem, no. DA912.C76. 
Redpath, James, 1833-1891. 

Talks about Ireland. By James Redpath ... New-York, 
P. J. Kenedy, 1881. 

88 p. front, ports. 20°. 

1. Ireland—Deeecr. & trav. L Title. 

+17 


Library of Congress DA975.R32 


a31b1; 


Redpath, Lionel V. 


Petroleum in California; pa concise ant sity Maing 
Choe Sie <a oz. ionel 
Redpath ... Los Angeles, Cal., L. V. 
ous On. map. 23”. 

p. 138-188, advertising matter. 


1. Petroleum—California. 


Library of Congress ‘TNS72.C2R3 
F 3) (3001, 
Redpath, Erg, Peter 
see 


Redpath, Grace (Wood) “Mrs. Peter 
Redpath". 


Redressement frangais. 
Cahiers... 


Les cahiers du Redressement frangais. 
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Redruth, Eng. (Parish) 
The parish registers of Redruth in Cornwall, 1560-1716. 


Ed. with notes by Thurstan C. Peter. Redruth, Hoblyn and 
Tayler, 1894. 


xp. 11, 210%. ius, 2 pl. (incl. front.) 2 facsim. 274". 


1. Registers of births, etc.—Redruth, os 2. Redruth, —Hist. 
1, Peter, Thurstan Collins, 1854-1917, ed al 


10—18848 
Library of Congress 8436 R45 
103141, 
Redruth, Eng. Free public library. 
Annual report. 
(Redruth, 18 
v. 19*. 
10-18597 
Library of Congress 2792.32 
Redschid pasha 
see 


Rashid, Mustafa, pasha, 1802-1858. 


Redsecker, Jacob H. 


“*Some doctors of the olden time.’’ Being brief bio- 
graphical sketches of some of the old doctors of Lebanon. 
Paper read before the Lebanon County historical society, 
October 19, 1900, by J. H. Redsecker ... Annville, Pa., 
Press of A. C. M. Hiester 1900, 


1327)-356. 234°". (Lebanon County historical society. Historical 
gabe and addresses; v. 1, no. 16) 


1. Dhysicians—Lebanon, Pa. 1. Title. 


18- 19043 


Library of Congress FiS7.LALS vol.1 


greg 


¢ Women’s aid society of Lebanon during the war 
of ey rebellion. Paper read before the Lebanon County 
historical society, June 16, 1905. By J. H. Redsecker ... 
(Lebanon? Pa., 1905 


Dp. (155)-167. 234°". (;Lebanon County historical society. Historical 
papers and addresses, vol. 111, no. 6) 


1. Women’s aid society, Lebanon, Pa. 2. Lebanon, Pa.—Hist.—-Civil war. 


19-14516 


Library of Congress FIS7LALS vol 3 


3 
my a ree A beck, oe. by the . p 4 class of the 


1 co! ’ 
Okla. = Jas, Tend Johnston ptg. & adv. co., “1914, 
v. ius, ports 2". 





1. Oklahoma agricultural and mechanical college, Stillwater 


14-1182! 
Library of Congress $537.055 


Copyright A 376315 








Redslob, Edmond. 

lids heledanan A 6 haga yp 
ues. Avec 

texte. Pavia, Manon ne e*, 1982. a 

vil, 340 p. illus, mm pl. 259". 


26 bene of op: Société francaise d'ophtaimologie. E. Redslob. 
ibiiographie” at end of chaptery 


1. Vitreous humor. 


32-206TT 
Library of Congress QM511.R4 
Copyright A—Foreign 18112 
12) 611.8447 
Redslob, Edwin, 1854- 


Alt-Dinemark, rw von Edwin Redslob; mit 
334 abbildungen. 3. aufl. Miinchen, Delphin-verlag ,1922, 


xxix, 1), 193 p. illus, 209". (Helf-title: Architektur kunstge- 
werbe des ausiandes. 2. bd.) = 





1. Architecture—Denmark. 2 House decoration—Den: 
mark. 3. Fur- 


i Title. 
Library of Congress NAI2ILRA _ 
(83e2, 
Redslob, Edwin, 1884— 


-«- Des reiches strasse; der der deutschen kultur vom 
Rhein nach Osten, dargestellt auf der strecke Frankfurt-Ier- 
lin. Leipzig, P. Reclam jun. ,1940, 


48 p. ius, fold map (in pocket) 23)”. 
und : Dp 76,488. 





1 Germany—Civilization—Hist, 2 Germany—Hist. 8 Germany— 
Descr. & trav. 4 Roade—Germany. . Tithe 


41-28150 
Library of Congress DD6LRS 


Redslob, Edwin, 1884- 

Garten der erinnerung; ein Weimar-buch von Edwin Reds- 
lob. Hamburg, Deutsche dichter- gedichtnis-stiftung, 1928. 
2p. 1, 7-17 p, 11. flue. (incl. ports.) 219. 


1. Weimar. 2. Goethe, Johann Wolfgang von—Homes and haunts— 
1 Title. 


Weimar. 29-1781 
Library of Congress DDOO1.W4R4 
Copyright A—Foreign 135 
a 


Redslob, Edwin, 1884- 

... Goethes leben, von Edwin Redslob. Berlin, Reichs- 
druckerei, 1932. 

149 p. 1 1. incl. front., itlus (incl. ports, facsims.) 21°. (Deuteche 
kunstbticher) 


1, Goethe, Johann Wolfgang von, 1749-1882—Biog. 


32-6128 
Library of Congress PT2061.R4 
Copyright A—Foreign 15434 
a 93 
Redslob, Edwin, —_ 
Ein jahrhundert ingt; geschichte einer jugend, von 
Edwin Redslob. Bresla .@. Korn ,°1935, 
sp a. 
& Title. 
wma 
lashington. D.C. Pub libr. 
for Library of Congress (PT2035.E j 
2, 


CATALOG OF PRINTED CARDS 


Redslob, Edwin, 1884- 

Die steinernen wunder von Ni finfzig aufnah 
mit der filmkamera, von C. Guta end he beebeees bem 
ao Laipeign E. A. See. 

r 


56 p. incl. front., filus. (incl plan) plates, ports. 234”. 





L Goctpture~-Hesmbeng an der Seale. 2 Naumburg an der Gaale. 
Cathedral. 1. Title. 


Library of Congress 
Copyright A—Foreign 


83-23406 
NBS66.N3RE 
21644 


Redslob, Edwin, 1884- 

... Die welt vor hundert jahren; menschen und kultur der 
zeitenwende um 1840. Leipzig, P. Reclam jun. ,1940, 

480 p, 11 tilus. (incl. porta) 284". 

“Sebrifttum”™ : p. 415)-419. 


1. History, Modern—19th cent. 2. Nineteenth century. L Tithe. 


41-11002 
Library of Congress DS58.R4 
12) 900.81 
Redelob, Friedrich Adolphus 
see 
Redslob, Friedrich A. a, 1891. 


Redslob, Gustav Moritz, 1804-1882. 

De praecepto sousien mm ‘many nya0d in inecriptionsbue 
Psalmorum vm. Lxxxrv conspicuo ... Lipsiae, typis 
F. C. G. Vogelii is, 

ipi@p 2. 

Inaug.-diss.—Leipsig. 


1. Musie—Jews. 2 Bible—Music. 


Library of Congress ML166.R38 


Redslob, Gustav Moritz, 1804-1882. 
Thule. — wy ~ handelswege nach dem Norden, 
de, sowie Die reise des 
Pythes von neue Neu nach dem quellen untersucht von 
d. Gustav Moritz Redslob ... Leipzig, J. C. Hinrichs, 1855. 


Ip l,1m3p 2. 





1 Thole. 2 Phenicians 8 Pytheas, of Massilia 


18—14872 
Library of Congress HFST70.R5 
180d1, 
Redslob, Gustav Moritz. 
Die verurtheil der simonie in mystischer redeform 


in neutestamentlichen stellen a “ —¥ Beitrag 
zur mystischen schrifterklirung ... Hamburg, 1874. 

Dp 7 

Programm. ches und Real-gy q Hamburg. 





“s ca 7-204 Unrev'd 


Library of Congress LF3195.H3JS 


Redslob 








gleich eine htlich und p litische studie iiber Elsass- 
Kroatien-Siavonien, Boanien-Hersegowina, , Inland, 
die territorien der 


amerikanischen Uni 
lien, Sidefrike. Leipzig, Veit & comp., 1914. 
Sp.l,852p. 24". 
Bibliographical foot-notes. 
3. Sovereignty. 2. Burope—Politice—29th and 20th cent. 8. Colonies. 


150643 
Library of Congress IX4011L.R3 


4041, 


Redalob, Robert, 1882- 


.. Entre la France et l’Allemagne; souvenirs d’un Alsacien. 
Paris, Librairie Plon ,1933, 


Sp.1, 4, 22p.21 19. 
“S édition.” 


Redslob, Robert, 1482- 
Histoire des grands principes du droit des gens depuis 


Vantiquité oe ‘a la veille de la grande  - par Ro: 
vert Redslob ... Paris, Rousseau et ¢*, 1923. 


Spl, S-O0p 2 
“Bibliographic” at the beginning of cach chapter; bibliographical foot: 
notes. 


1. International law and relations—Hist. 


23-764 
Library of Congress JX10S.R4 
Copyright A--Forcign 21983 
el, 
Redslob, Robert, 1882- 


Die kriminelle unterlassung. Von Robert Redsiob ... Bres- 
lau, Schletter, 1906. 


of OOo My”. (Added t-p.: Strafrechtiiche abbandiungen ... 


Soest ee op Saas Seenree, Geeta. 
“Quelien™ : Sth prelim. leat. 


1. Crime and criminals. 2 Negtigence. . Tithe 


Jdébrary of Congress 2, 


Redslob, Robert, 1882~ 


Die parlamentarische regierung in ihrer wahren 
und ihrer unechten form. Fine vei studie 


iiber die verfassungen von England, ien, Ungarn, 
Schweden und Frankreich. Tibingen, J. C. B. Mohr (P. 
Siebeck) 1918. 

« 196 pe 

1 Cabinet system 

24003 
Library of Congress JF331.R4 
2) 
Robert, 1882- 
“cen chaften und verhiltniase, welche die 





see wee warmindera, deaguasls nadh deut- 
Sa cat tusahdahan oad. Von dr. jur. Robert Redslob. 
Breslau, Schietter, 1909. 
wth ** 23y". (Added tp: Strafrechtliche abhandlunges ... 


“Literatur” : 84 prelim. leaf. 


1. Punishment. 2 Criminal law —Germany. 3. Criminal lew — 
France. 1 Title. 
3708 


Library of Congress a 





Redslob 


Redslob, Robert, 1882- 

.. Le principe des nationalités; les origines, les fondements 
psychologiques, les forces adverses, les lutions possi! 
Paris, Recueil Sirey, société anonyme ,1930, 

Spl, 275, a) p,11 By". 

“Bibliographie” : p. (250-206. 


1. Nationalism and sationality. 1. Title, 
A 31-1400 
i, 
Title from Johns Hopkins Univ, JC311.R32 Printed by L. C. 
Redslob, Robert, 1882— 


Le principe des nationalités, par Robert Redslob ... 


(in Hague. Academy of international law. Recueil des cours, 1931, 
m. Paris, 1932. 24). 1-82. nscsadl 





v. 37, p. 
“Notice *rincipales vp. 3 
~Apergu bibtlographigue™ D. (70,80. 
1. Nationalism and nationality. 2. Minorities. 1, Title. 


AS22064 


Library JX1205.A3A24 vol. 37 
{(JX74.H3 vol. 87) 


at0el, 


Carnegie endow. int. peace. 
Gor Linonsy of Geum 


Redslob, Robert, 1882- 
Les we du —?¢ moderne, par Robert Redslob 
Paris, A u, 198 
Sat. artepst aie. 


1. International law and relations. 


Library of Congress TX3375.R4P7T 


a mM) 


Redslob, Robert, 1482- 

Das problem des vilkerrechts, eine studic tiber den fort- 
sehritt der nationen zu einem universellen staatensystem, 
das die geltung des vélkerrechts verbiirgt, entworfen un. 
ter verwertung der theoretischen und diplomatisehen ver 
suche, die scit dem rémischen weltreich des mittelalters 
und bis zu den Haager konferenzen unternommen sind, 
und vornehmlich gegriindet auf die entwicklungsge- 
schichte der Schweizer eidgenossenschaft, von dr. Robert 
Redslob ... Leipzig, Veit & comp., 1917 

vi, 392 p. “yw = 

1. International law and relations. 2. Political science 
Library of Congress JX3491. RAP? si 

s24bi 


Redslob, Robert, 1382- 
The problem of nationalities, by Robert Redslob ... 


(in Grotius society. Problems of peace end war. London, 1952. 
27". ¥. 17, p. 21-82) 


1. Nationaliam and nationality. 2 Minorities 1 Title. 
A 32-862 
‘Title trom Carnegie Eudow. Int. Peace 2X1392G7 vol. 17 
Library of Congress {JX31.G7 vol. wait) 
a 


Redslob, Robert, 1842- 
Le régime parlementaire: étude sur les institutions 
f Angleterre. de Belgique. de Hongrie, de Suéde, de France, 
de Tchécoslovaquie. de 'Empire allemand, de Prusse, de 
Ravitre et d’Autriche. Par Robert Redslob ... Paris, M. 
Giard, 1924. 
Spi. pp ae 
Bibiiogra phien! foot-notes 


(Mbliothéque internations\e de drott public) 
1. Legistative bodies. 1. Tithe 


Title from Carnegie 
Library of Congres« 





LIBRARY OF CONGRESS 


Sens Sos ee 


» der 0 hon WN 
von +o ihre grundlagen in der staatslehre an ittarunee 
zeit und in den engli und 
danken, von dr, Robert Redslob ... 
1912. 

4p lL, 368 p. 24g. 

“Bibilographie”: p. ,367,-868. 








Leipzig. v elt & comp., 


Sates science. France. Assembiée nai 





Redstone, Vincent Burrough, ed. 


Memorials of old Suffolk, ed. by Vincent B. Redstone 
don sete. Bemrose & sons, limited, 1908. 
xiv, 288 p. front. 27 a. map, 2 plans. 23 (Half- title: Memorials 
of es: coon ~pa * of ‘Englan 
— “Sih; Remes villas and Saxon burghs; Traces 
of ton Yo) Norse Norman rule and Norman castles; by the ed- 
pms — tose enete, poy hleaoey and structure ; pa B. J. Balding and P. Tur- 
- and ruins, by the editor.—S t Suffolk enestenda, by 
zt W Meitiand The Abbey of St Edmunds = its customary, by 
Charles Cox.—Framlingham cast'e, by F. S. Stevenson. —Th 
Suticl school, by L. P. St 





2 
Natural law. 4. Social contract. "5 Con Constitutional bis 


3106-170 3. 
tory. : Title. 
14—TT48 
Library of Congress INTL 
7b, 


Redslob, Robert, 1882- 

Théorie de la Soriété des nations, par Robert Redslob ... 
Paris, Rousseau & c°, 1927. 

Sp.1, 349 p,11. 259. 


1. League of nations. 


21-24540 
Library of Congress 7X1975.R38 
Copyright A—Foreign 35753 
2, 
Redalob, Robert, 13882- 
Versuch und vorbereitung. Auf der 


schen und franzdsischen strafrechts. Von dr. Robert oSadaeb 
Breslau, Schletter, 1908. 
ay 1, 1600p 239". (Added t-p.: Strafrechtliche abbaodlungen .. 
ry ) 


“Literatur”: Sth-Oth prelim. leaf. 


1. Criminal attempt. 2 Cane intent. 3. Criminal iaw—Germany. 


4. Criminal law—France. 
35-31275 


Library of Congress a 


Redspinner, pseud. 
see 


Senior, @dilliam. 


Edward Harry, 1882- 
. Charles Francis Dorr Belden, by Edward H. Redstone. 


(In Bulletin of bibliography. Boston, 1933. 254°. ¥. 14, p. :205,- 
206. port.) 
At head of title: Our frontispiece. 
1. Belden, Charies Francis Dorr, 1870-1961. 
CD 87-288 
Library of Congress. Card div. ZI00T.BO4 vol. 14 
3 


Redstone, Lilian Jane, 1885- 
Our East Anglian heritage; or, Between the Wash and the 

Stour, by Lilian J. Redstone. Iilustrated by Cecil G. Trew. 

London, Methuen & co. Itd. ,1939, 
xill, 157, 1; p. ius. (incl, ports., map) 


“Pirst published in 1939." 
Ribliography at end of each chapter 


ba 


East Angiia—Hist 1. Trew, Ceci! G., ius. m. Tithe. mz. Tithe 
oe 1. the Wash and the Stour 
A 41-588 
New York. Pubtic library 
for Library of Congress DA6T0.F14R4 
2 H268 


600 


Stour, by F. Hitchcock.—The Suffolk shore; The Chaucers vd — 
Ss and witchcraft in Suffolk; by the editor.—Appendixe: 
1. Suffolk, Eng—Antiq. 2. Suffolk, Eng. —Hist. 
9-6568 


Library of Congress DA670.S9R3 


Red. 





Vincent B h 
Social condition of —eane during the wars of the Roses, 
by Vincent B. Redstone .. 


anil! Sas | historical ', London. Transactions. London 19027, 
22". ns. ¥. 16, p. (li ) 


1. Gt. Brit —Soctal life and customs. 1 Title. 
AC 36-508 
Title from Newberry Libr. 
Library cf Congress ([DA20.R9 o. s., vol. 16) 
2 (942.0062 ) 
Red: Vincent B gh 





Some mercenaries of Henry of Lancaster, 1327-1330. By 
V. B. Redstone ... 


(in 


Bevel Nistectent cociete, Lenten, Transactions. London, 1913. 
22°", 3d ser. v. 7, p. (151,-166) 


1, Mercenary troops. 2. Gt. Brit—History—Edward m1, 1827-1377. 
8. Henry, ear! of Lancaster, 12811-1345. 


ES Libary of Congress 


AC 36—1138 
([DA20.R9 ser. 8, vol. 7) 


1a40c1, (942.0062) 


Redstone, Vincent Burrough. 


= Suffolk Garretts, by Vincent B. Redstone... n. p.; 
1916. 
cover-title, 8 p. 30" 
1, Garrett family 1. Title 
Library of Congress CS499.6375 — 
ih 


Redtel, A. 

Der nasenaufsatz des Rhinolophus hippocrepis ... Mit 
einer lithographirten tafel. Leipzig, Druck von Brwit- 
kopf und Hartel, 1873. 

38 p. fold. pl 26™. 


ions. diss. —Erlangen Zetedeih deaths 
ruck aus der jitschrift fir wisser i zoologie. 
xxrtt "band seite 254-288." 





1. Bats. 2 Nose. 


7-11901t 


Library of Congress QL737.CSR3 


Redtenbacher, Anton. 

Die cephalopodenfauna der Gosauschichten in den 
nordéstlichen Alpen. Von Anton Redtenbacher. Hrsg. 
von der K. K. Geologischen reichsanstalt Mit neun 
lithographirten tafeln. Wien, Aus der Kaiser!. kiénigl. 
hof- und staatsdruckerei, 1873. 

Ip.t, 91)-140 pl. xxr- ane 34 
Geologischen reichsanstalt. bd. v, h’ $ 

At head of title: Ausgegeben am 15 1873 

Each plate rr by leaf with descriptive letterpress 

Bibhography 


1 Paleontology—Alps 


(Abhandlungen der K. K 


2 Cephalopoda, Fossil 
G $ 12-132 


Library, U.S. Geol survey (533) qC bd. S. hit. S 











Redtenbacher, Ferdinand Jacob, 1809-1863. 

Das dynamiden-system. G: einer mechanischen 
paral, von F. Redtenbacher ... mit einer lithographirten ta- 
fel. Mannheim, F. B 1857. 





= 142 p. pl 209". 


1. Mathematica! physics. 
Library of Congress QC20.R36 
(871, 


Redtenbacher, Ferdinand Jacob, 1809-1863. 
Principes de la construction des organes des machines. 
Résistance 


des matériaux. Pitces des machines—Calcul des 
résistances passives. Ci 


des 
nismes du mouvement. Avec un atlas de 45 planches. Par 
F. Redtenbacher ... Edition francaise. Heidelberg, F. Bas- 
sermann ; ;ete., etc., 1872. 
xiv, 4509p. 24° and atlas of 45 pl. (incl. diagra.) 249°. 
Translated in part from “Der maschinenbau”. 





1. Machinery—Construction. 


Library of Congress TJ145.R35 


Redtenbacher, Ferdinand Seok, | 1809-1863. 








Resul: fiir den von dr, F. Redten- 
bacher ... Mit 41 lith hi fi 5. er- 
weiterte aufl. Hrsg. mit musétzen und mi t einem anhange 
versehen, von dr. F. Grashof . Heidelbecr F. Basser- 
mann, 1869. 

xx, 4p. 249° 

1. Machinery—Construction 1. Grashof, Franz, 1825-1893. 

Library of Congress TJMS.R4 saline 


Redtenbacher, Ferdinand Jacob, 1809-1863. 
Résultats ae: et pratiques destinés & la construction 
rF. 2. éd. 


hines. francaise, tr. sur la 
5. éd. allemande, avec notes et edditiona du a’. F.. Grashof . 
Avec un atlas de 41 planches. Heid F. ; 
ete., ete., 1873-74. 


=i, 583 p. incl. tables. 24”. 








ond atlas of 1p. 1, xu pl. 249". 


1. Machinery—Constructioa. t. Geashof, Franz, 1896-1808. 


42-29234 
Library of Congress TI145.R 
2 21 
Redtenbacher, Jacob Ferdinand 
see 
Redtenbacher, Ferdinand Jacob, 1809-1863. 
15-2578 


Library of Congress 
2h, 
Redtenbacher, Ludwig, 1814-1876. 


Coleopteren. Bearb. von dr. Ludwig Redtenbacher ... 
(Wien, 1867, 


iv, 29 p, 51. vpl 3 
From Novara-expedition. Zoolog. th. Bd. n, ath. 1. 


1. Coleoptera. 1. Novara-expedition, 1857-1859. 
Agr 3-809 


Library, U. S. Dept. of Agriculture 427R24C 


CATALOG OF PRINTED CARDS 


Redtenbacher, Ludwig, 1814-1876. 
Fauna austriaca. Die kiifer. Nach der analytischen methode 
bearb. von Ludwig Redtenbacher ... Wien, C. Gerold, 1849. 
xxvii, 883 p 23". 





1. Beetlee—Austria. (1. Coleoptera—Austria, 
Agr 10-813 
Library, U. 8. Dept. of Agriculture 427R™4F 
abl, 
=peaee. Ladwig, 1814-1876. 

‘auns austriaca. Lng Hdtacinir Nach der me 
todo be bearbeitet von gans- 
lich - ba = . Wien, C. Gerold’s 
sohn, 1858. 

exxxvi, 1017 p.m pl 224". 
1. Beetles—Austria. ;1. Coleoptera—Austria, 
Agr 35-491 


Library, U. 8. Dept. of 


ii) 
a 


Redtenbacher, Ludwig, 1814-1876. 

Fauna austriaca. Die kiifer. Nach der = y ~~ 
lich umgearb. und verm. aufi.... Wien, C. Ge- 
rold’s sohn, 1874. 

2v.in lk mpl 2. 


1. Austria. Entomology. 2 Coleoptera. ro 


Library, U. S. Dept. of Agriculture 427R24F. 


Redtenbacher, Ludwig, 1814-1876. 
Die gattungen der deutschen kaefer-fauna nach der analyti- 
schen methode bearbeitet, 7 einem kurz gefassten leitfaden, 


zum studium dieses zweiges der entomologie ... Von Ludwig 
Red . Wien, C. Ueberreuter, 1845. 


Tp. dp op ae. 


oe erento benfitsten schriften” : p. :1T1);- 


1. Beetles. (1. Coleoptera—Germany, 2. Insecte—Germany, 
Agr ¢-8583 
Library, U. 8. Dept. of Agriculture 427R24 


34d), 


Die architektonik der modernen baukunst. _ Bin 4 
buch bei der bearbeitu 
Rudolph Redtenbacher. Mit 895 figuren in holzschnitt. 
Berlin, Ernst & Korn, 1883. 


xxvi, 29 p. illus. 254° 
1. Architecture—Composition, proportion, etc. 
Library of Congress NAZ@O.R4 





1. Tithe. 
12-32157 


La réduction 6 iq 
économie. Par M.*** ... 
6p. 1, 6p 17 





L'amélioration des terres 
Paria, J. BG. Musior file, 1701, 








wich, Conn., A 

tion ,1923, 

150 p. incl. tables. 1 (Internationa! conciliation, pab. 

by tng tise for ‘ ‘uly, 1908, 
bo 


JX1907.A8 no. 188 
(34d), 


The reduction of hours of work in Belgium during the de- 
pression. 


(in International labour review, Geneva. Amgust 1982, v. 36, 
p. (224,282) 


1. Hours of labor—, Belgium, 

Le 
Library, U 8. Dept. of Labor 

Library of Congress (H1D4811.165 vol. 28) 
2) 


Reduction of postage ... 
Wp m-. 


Parliamentary postage commut- 
Pn na atm A 


(London, W. Lake, 1837; 

















Sze 
Library of Congress HE6I47.R32 
Redtenbacher, Rudolf. 
Latiiaden rom coutinne der echestainesttion t k The reduction of the working week in Germany. 
F nd franzésischen bauk nil J labour review, Geneva. Jane 1984, v. 28, p. (105;- 
des = ind = stiles auf grundlage 
ihrer hi --f—T-~ von Rudolf Redtenbacher 
it $44 figuren und 4 tafeln abbildungen. Leipzig, 
T.O. oven S88 
=x, 274p. illus, 4 pl, diagr. 239". oan 
1. Hours of labor—;Germany, 
Lees 


Library of Congres, n>. 
601 








Redus 

ths tn el ogee jor festivals of the Menclogion in the 
pa the ma: of the in 
Greek gospel lectionary ... by Morgan Ward Redus ... ,Chi- 
ert) 
‘Thesis (Px. ».)—University of Chicago, 196 
“Private 
mame TE Sst oewan ismen ovine, recron 
2. Orthodox Eastern choreh. Liturgy Menologion. 
Bible—Criticiem, Tenteal—N. T. ri 4 —— a 

87-8080 

Library of Congress BXST5.M4R4 1985 
Univ. of Chicago Libr 
———— Copy 2. 3 2m1.0192 
Redus, Morgan Ward, 1909- 


... The text of the major festivals of the Menologion in the 
Greek gospel lectionary, by Morgan Ward Redus, ru. p, Chi- 
cago, Lll., The University of Chicago press ,°1936, 

Spl, 8p 24°. (Studies in the lectionary text of the Greek New 
Testament, vol. mr, n0. 2) 

Insued also as thesis (ru. v.) University of Chicago. 

1. Bible. N.T. Episties and Liturgical—Criticism, Textual. 

Eastera Menologion. 8. Bible— 


Gospels, 
2 Orthodox cburch. Venn he and ritual. 
Critictam, Textual—N. T. Episties and Gospels, Liturgical. 1. Title. 


BS1088.5.8A vol. 2,n0.2 


Copyright AA 222637 (2) (225.48) 284.0192 


“-— Problema in ow ages Garston, tactics, map 


ssance. Set at re- 
pp for heutenants and captains with orig- 
80 
Major G. W. 


examiners’ remarks. Ed. 
London (8. Sidders & co.) 1911. 
xii, 114 p. 2 maps and portfolio of 5 col. maps. 26 x 21™. 


wo engineering. 2. Tactics. 3. Military topography. 4 Mili- 


War 12-242 


Title from U. S. Engineer School Libr. Printed by L. C. 


ar George William. 
ang mye a study in ~ Major G. W. Redway 
ce With fi ive maps. . Sonnenschein & co., Itd.; 
New York, The Macmillan -—-t4 1906. 
xvi, 207, 1) p. incl map 5 fold maps 19° 
series. no. 8) 


ps aD pai advertising matter 
maps In pocket. 


(Special campaign 


xiv p. 11, 907 
(aratp Rite: Malitady nandbooks 
vol xm) 


| 
| 
I 


1 Military topogrephy. 


Library of Congress 


—— SS 
vera Hl, by Major W 


i ep 14 fold. maps (in pocket) 199°. (Special campaign series. 
to. 11) 


1861-1862, Bull Run to Mal- 
. Redway ... London, 8. Son- 


1. U. S—Hist —Civil war—Campsigns and batiles 


Library of Congress 


LIBRARY OF CONGRESS 


Redway, George William. 
Wellington and Waterloo, by Major G. W. Redway .. 
don, T. C. & E. C. Jack; ,ete., ete., 1913, 
92 p. incl. map, plan. front. (port.) 17. 
books) 


Lon- 


(On cover: The people's 


Bibliography : p. 90. 


1. wae. Arthur Wellesley, 1st duke of, 1760-1852. 2. Waterloo, 
Battle of, 


A 13-1206 
Chicago. Public library 
for Library of Congress 0391) 
Redway, Jacques Wardlaw, 1849- 
... All around Asia, by Jacques W. Redway ... New York, 
C. Scribner's sons, 1910. 
xiv p, 1 1, 318 p. front., illus. (imel. ports, maps) 19)". (Red- 
way's geographical readers) 
1, Asia—Descr.& trav. 1 Title. 
10—11179 
Library of Congress DS0.R3 
Copyright A 261007 S4kl, 


— Jacques Wardlaw, 1849— 


a i Philadelphia, by Jacques W. 
A Feee rnd company 1888; 
tag front., illus, map. 269%. (Butler's geographical series) 


1. Geography—Text-books—1870- 


1851, 


Library of Congress G1Z7.R312 


Redway, Jacques Wardlaw, 1849- 
... Butler's physical geography, by Jacques W. Redway. 
Philadelphia, E. H. Butler and company “1887, 


127 p. incl. Mus. pl. 30y™. (Butler's geographical series, 


1. Physical geography—Text-books—1870-— 1 Title. 
6—22112 
Library of Congress GBS6. R32 
33b1, 


Redway, Jacques Wardlaw, 1849 

Commercial geography ; a book for high schools, commercie! 
courses, and business colleges, by Jacques W. Redway ... New 
York, C. Scribner's sons, 1903. 

rill, 2), 406 p. incl. ius, mape. double map 20". 


1, Geography, Commercial. 1 Title. 
320804 
Library of Congress HF 1025.R35 
Copyright A e271 (3601, 
Redway, Jacques Wardlaw, 1549- 

; @ book for high schools, com- 
mercial courses, business Rev. ed., by 
aoe. Redway ... New York, ©. Scribner's sons, 

x, 423 p. thus. (incl. maps) double map. 20°. 
Bibliography: p. x 
1, Geography, Commercial 1 Title 
1126205 
Library of Congress HF1025. R35 1911 
Copyright A 257455 (32b2, 


Redway, Jacques Wardlaw, 1849- 
Commercial geography; a book for high schools, com- 
— a or, —— cues Rev. = y 
way ... New York, Chicago 
eae. *s sons,“1917, ; 


x, 423 p. illus. (incl. maps) double map. 20”. 12 
Bibliography: p. x. 
1. Geogtaphy, Commercial. 1. Title. 
17-0744 
Library of Congress HF1025.R35 1917 
Copyright A 479240 seri; 


Redway, Jacques Wardlaw, 1549- 


Elementary physical geography and outline of physiogra- 
phy, by Jacques W. Redway New York, C. Seribner’s 
sons, 1900. 

vill, 383 p. tlus, 209". 


1. Physical geograpby—Text-books—1870- 


GBS5.R32 
r2742, 


Library of Congress 
Copyright 1900 A 15061 


Redway, nny Am be ger 1849- 
El graphy; an — of physiogra- 
mye by ye As v. ig wha ‘ A York, C. Scribner’s sons, 





=p. 11, 8386p. Mlus. (incl mape) 20°. 
“Collateral reading” at end of chapters. 
“Additional reference books”: p. 


1. Physical geograpby—Text-books—1870— 
8—16712 


GBS5.R34 
a37fi, 


Library of Congress 
Copyright A 206738 


Redway, Jacques —s 1849- 





phy, rial, by Jacques W. Red- 
way ... fer’ Tack Chine vies ©. Scribner’s sons ,°1923, 
vilip. 11, 382p. ileus, map. 20”. 
Earlier editions have title: Commercial geography; « book for high 
“Reference and reading” : p. :¥; 


1. Geography, Commercial. 


AP1025.R35 
st, 


Library of Congress 1923 


Copyright A 606418 


(Redway, Jacques Wardlaw, 1849- 
Geography of Indiana; to accom 

geography. Philadelphia, E. H. But 
8p. Mus, map. fol. 


y Butler's Complete 
~y | co., 1888. 


1. Indiane—Deser. & trav 1. Title. 


Library of Congress 


& co., 1888. 


1. Kanene—Dese. & trav. 1 Tithe 


Livrary of Congress 














Redway, Jacques Wardlaw, 

A raphy of New York state, physical and descrip- 
tive _~ eo York, W. D. Kerr (1890, 

110 pp. itlus, 12° 
F124. R32 


1-15905—-M 1 


Redway, Jacques Wardlaw, 1849- 





e geography of P i + — 2 ' descriptive. 
By Jacques W. Redway. Syracuse, N. Y., C. W. Bardeen, 
1891. 
3 p.1, 17-08 p. 4 maps. 179”. 
Two maps op insiae covers. 


(School bulletin publications) 


1. Pennsylvania—Descr. & trav. 


5—32175 


Library of Congress Fis9.R20 


a31di, 


(Medway, Jacques Wardlaw, 1849- 
Geography of the New England states, 


(Southern section) 
To accompany Butler's complete i Philadel phi 


CATALOG OF PRINTED CARDS 


Redway, Jacques Wardlaw, 1849- 
Handbook of meteorology; s manual for cooperative ob- 
servers and students, by Jacques W. Redway ... 





New York, 
John Wiley & sons, inc. ; ,etc., ete.) 1921. 
¥, 204 p. ius (incl. maps) diagrs. 22". 
1. 2 Observers’ manuals. 
21— 12802 
Library of Congress QC8. RA 
Copyright A @22238 (40m1, 


(Redway, Jacques Wardlaw, 1849- 
Idaho. Philadelphia, J. B. Lippincott company, 1890. 
7p. 19% 

wht ie statistics revised, in Chambers’s encyclopedia London, 


1. Idaho. 
1-Re-190 
Library of Congress 
Copyright 1890: 37794 


Redway, Jacques Wardlaw, 1849- 
The ideals of half a century. (The National education 





geography. 


E. H. Butler and co, ,1888, 


cover-title, 17 p. incl. iilua., maps. 31°. 


1. New England—Deser. & trav 1. Title. 
1-10886 rev. 
Library of Congress FO. R32 
(738b2-, 


Redway, Jacques, Wardlaw, 1849— 


Georgia natural advanced phy ; Haag 4 
edition ef the Natural peek om y 
Redway and Russell Hinman. New ag ' Catone 


cetc., American book company ;1903) 
14, xxiv, 7 p. incl. illus, maps. 314". 
“Geography of Georgia. By D. Q Abbott”: 7p. 


Library of Congress, nv. Copyright. 
Redway, Sieoques, Wardlaw, 1849- 


natural elementary geography, being a wa 
edition of the Natural pont : my. W 
Redway and Russell tienen. Bee ork, Ci 
cetc., American book company ;1903) 
104 p. incl. illas., mapa 20". 


Library of Congres, no. Copyright. 


Redway, Jacques Wardlaw, nerd 
school 





text-book t 








edi J = 
printing (1904, 
162, xxiv, 16 p. incl. illus, maps. 314 x 254™ 


New edition of the Natural advanced 
R. Hinman, with suppiement 


(California state series) 


, . W. Redway and 
Geography o fo ay = 


1, Geography. 1. Hinman, Russell, 1853- — joint ~athor. 


Library of Congress 
Capyright 


Gist. R322.Ce 


the half-century mark, 0; 


(In Mational United States Journal of pro- 
coedings 


education association of the 
and addresses, 1912. p. 145-151) 


1. National education association of the United States. 


E 13-701 
Library, U. S. Bur. of 


(Redway, Jacques Wardlaw, 1849- 
Indian territory. Philadelphia, J. B. Lippincott company, 
1890. 


Sp 19". 


1. Indian territory—Deecr. & trav. 


Library of Congress 
Copyright 1890: STT96 


‘Foes. R32 
¢738b2-; 


Redway, Jacques, Wardlaw, 1849- and Hinman, Rus- 
sell. 


Indiana advanced ; being a special edition 
of the Natural adm g ~ithe~ .»» Indianapolis, 
Indiana schoolbook co., 1899. 

14, 7p. illus. fol. 

Appended : Geography of Indiana by C. R. Dryer (7 p.) 


Mar. 2 0 


Library of Congress, no. Copyright. 


Redway, a hapten oe 


Indiana el 
oie Segoe eo cata 
book company, 1 

104 p. illus. (incl. maps) 26x20". 


qh Quewe-See- 1. Hinman, Russell, 1853- joint 
Feb 23,9465 Additions 


Library of Congress GI27 R31816 Copyright 


Redway, Jacques Wardlaw, 1849- 

The making of the American nation; a his.ory for elemen- 
tary schools, by Jacques Wardlaw Redway ... New York, 
Boston ,etc., Silver, Burdett and company ,“1905, 

xii, 420, 56 p. Incl. front. lus, maps (part double) 21. 

“Collateral reading” at end of chapters. 

“A list of reference books”: p. 44-45 at end 


1. U. &—Hist. 
o—T08 
Library of Congress E178.1.R32 
Copyright A 183490 a35b1, 


Redway, Jacques Wardlaw, 1849- 

on making of the Em state, by Jacques Ward- 
law Redway .. Nie Tork Boston min, Bitver, Berdett 
and company (1! 

263 p. front, illus. (incl maps) 19. (Stories of the states) 


4. New York (State)—Hist 1. Tithe 
Library of Congress Fus.Ras 
Copyright B71, 
Redway, Jacques Wardlaw, 1849- 
Natural advanced geography ; is by Jacques W. Red- 


way .. and Russell Hinman New Y: 
ete.) American book company (1898, 


160 p. illus. 32% 244%. (The Natural geographies) 


ork, Cincinnati 


1 ~ yom Text-books—1870- '. Hinman, Russell, 1853- 
uthor. 


joint a 


$—28802 


Library of Congress G127 R322 


1, 


Redway, Jacques Wardlaw, 1849- 
. Natural advanced 
ray and Russell Hinman .. 
American book oo. ;1901, 
162, 16 p.~ illus, maps. Jidx244™. (The natural geographies) 
On cover : Edition for Nebraska and Kansas. 


. by Jacques W. Red- 
ow York, Cincinnati ete, 


1 Text-hooks— 1870— 1. Hinman, Russell, 1853- 


joint 
1—30625 
Library of Congress G1Z7.R322N2 
Copyright A 295 326g) 


Redway, Jacques Wardlaw, 1840- 

. Natural advanced geography, by Jacques W. Red- 
way and Russell Hinman ... New York, Cincinnati ete, 
American book company (1915, 


1 p. L, 162, xxiv p. illus. (incl. maps) 319%. (The natural geogra- 
phies ) 


1. Cuprethy-—Text-batte—-W00- 1, Hinman, Russell, 1853- 


joint author 
23-17061 
Library of Congress Gi2Z7 R322 1915 
Copyright A 410744 ra 
Redway, Jacques Wardlaw, 1849- 
. Natural ofvand @ oh how 8 Jacques 
way and Russel) Hinman a Tok, rs 
cinnati ,ete., American book « company (1921, 
iv, ive-ivb, S162 p. illus, maps. 31™. qnenabenuin 


1. Geography—T ext-books—1870- 1 Hinman, Russell, 1853- 


joimt author. 

21-15561 
Library of Congress Giz Raz 192i 
Copyright A 622465 ra 





Redway 


Redway, Jacques Wardlaw, 1549- 

Natural brief geography. One-book course, based upon the 
Natural elementary and the Natural advanced geographies by 
J. W. Redway and Russell Hinman. New York, Cincinnati 
yete., American book company ,“1900, 


162, xxii p. illus. (incl. map) 20". 
1. Geography-—Text-books—1870— 1. Hinman, Roseell, 1853- 
1912, joint author. 1. Title. 
0-2565 Revised 
Library of Congress G127.R32 
Copyright 1900 A 8493 173402) 
Redway, Jacques, Wardlaw, = 
Natural complete geograph ial edition of 
the Natural odveneal A hag o 5. Redway and 
Russell Hinman. New York, Cincinnati American 


book company (“1901, 
152, 8 p. incl. illus, maps. 32x24)". 
“Geography of North Carolina. By Collier Cobb”: 8 p. at end. 


1 Hinman, Russell, 1853- 
Apr. 25, 1901-115 


1. Geography—Textbooks—1870- 
joint author. 1. Cobb, Collier, 1862- 


Library of Congress G127.R325.N8 Copyright 


Redway, Jscques, Wardlaw, 1849- 

Natural complete geography ,Kansas ed. sf a 
special edition of the Natural advanced geograp hy, by 
J. W. Redway and Russell Hinman. New York, Clacin. 
nati ,etc., American book company (1902) 

152, 9-16 p. incl. illus., maps. 42 x 20". 

“Geography of Kansas," by D. A. Ellsworth, p. 9-16 at end. 





tive 
Library of Congress, no. Copyright. 
— Jacques Wardlaw, 1849- 
. Natural 3! mr go . -¥ Jacques W. 
dway. New Y A i boo! 
company ,1897, 
144 p. illus, 261°. (The natural geographies) 
“Proof copy.” 
1. Geography —Text-books— 1870- 
S—28803 


Library of Congress Gi2Z7.R314 


(3141, 


Redway, Jacques Wardlaw, 1840- 


.. Natural elementary geography, by Jacques W, Red- 
way and Russell Hinman... Rev. ed. New York, Cinein- 
nati ,ete., American book company \“1921 


Mae ws. (incl. maps) 26°. (The natural geographies) 








1 Gengraphy —Text-books— 1870- 1. Hinman, Russell, 1853- 
joint author 


23-17063 
Library of Congress GU7.R34 1921 


Copyright A 627377 2 


Redway, Jacques Wardlaw, 1849— 
.. By Jacques W. Red- 
New "York, Cincinnati ,ete., 


2+. tus. (incl maps) 267. (The natural geographies) 


1. Geography—Text-books— 1870- 1. Hinman, Russell, 1853- 


Jolnt author. 
721408 
Library of Congress G1Z7.RS1S 18070 
Copyright A 178945, ‘178046 
Sofi, 


LIBRARY OF CONGRESS 


Redway, Jacques Wardlaw, 1849- 

... Natural introductory geography, by Jacques W. Redway 
and Russell Hinman ... New York, Cincinnati ,etc., American 
book company ,°1907, 


146 p. incl. titus, maps. 267. (The natural geographies) 


phy —Text-books—1870- 


et 5. Goseas 1, Hinman, Russell, 1853- 
nt aut! 


T—18108 
Library of Congress 
Copyright A 160125 


G12Z7. R315 
(41b1, 


Redway, Jacques Wardlaw, 1849- 

Natural introducto graphy, pt. 1- By 
Jacques W. Redway and Son ft Hinge . New York, 
Cincinnati ete.; American book company ( *1909- 
2x21. (The natural geographies) 


“The ov gat state of New York, by Edward B. Shallow” 
at end of v 


v. illus. (incl. maps) 


pt. 1, xii p. 


1. Geography—Text 1. Hinman, Russell, 1853- 
joint author. 11. Shallow E Sine I Byrne, 1862. 
9-10951 


Library of Congress G127.R31SN7 Copyright 


Redway, Jacques Wardlaw, 1849- 

Natural introductory geography, Jacques W. 
Redway and Russell Hinman . Re . ON New York, 
Cincinnati rete., American book company (1921, 


146 p. illus. (incl. maps) 26%. (The natural geographies) 





1. Geography—Text-books—1870- 1. Hinman, Russell, 1853- 


joint author. 
21-14148 
Library of Congress Gi2Z7.R31S 1921 
Copyright A 622431 ey 


Redway, Jacques Wardlaw, 1849- 

... Natural introductory geography, by Jacques W. Redway 
and Russell Hinman ... Syllabus ed. rev. New York, Cin- 
cinnati ,ete., American book company ,*1921, 

126, xxxii p. tus. (incl. maps) 26°. (The natural geographies) 

“Geography of New York state”: xxvil p. at end. 


1, Geography —Text-books—1870- 1. Hinman, Russell, 1853- 
Joint author. 


317086 
Library of Congress 
Copyright A 430800 


G127.R315 19218 
41b1, 


Redway, Jacques Wardlaw, 1849- 


Natural atroteaer? © geogra Jacques W. 
Redway and Russell Re A, New York, 


ti ete.) A 
146 p. illus. (incl maps) 26™. .~ oma wianenll 





1 —Text-books—1870- 1. Hinman, Russell, 1853- 
aah nei 25-12036 

Library of Congress GI2Z7.RNS 1925 
—- ——— Copy 2. 
Copyright A 855730 3 
Redway, Jacques, Wardlaw, 1849- 

rimary geography ; pins special edition of 

the e Nara mag | geography by 5 W. Redway and 
R. H ow Yon. Cincinnati 44 American book 


co. 1901, 
104 p. illus. 26x20" 


1. Geograpny—Text-books—1870- 1 Hinman, Russell, 1853- 
jomt author 

Ape. 25, 1901-116 
a 313és 
Copyright 


Library of Congress GI2Z7.RN6 1901 


604 





Redway, Jacques Wardlaw, 1849- 


Natural primary geography; being a special edition of the 
Natural elementary geography by J. W. Redway and Russell 
Hinman. New York, Cincinnati ,etc., American book co. 1902, 

104 p. tncl ius, maps. 26°. 


1. Geography—Textbooks—1870-— 1. Hinman, Russell, joint author. 





Library of Congress G127.R316 1902 — 
a Copy 2. 
Copyright (a39b1, 
Redway, Jacques, Wardlaw, 1849- 

Natural primary geography, bein ut s edition of 
the wd pet A ow eography, Vv. tie and 


Russell Hinman. New York, eke yetc., American 
book company ;1902) 


104 p. incl. illus, maps. 26 x 21. 


2 ae 
Library of Congress, no. Copyright. 
Redway, Jacques Wardlaw, 1849- 
-.. Natural school geogra . by Jacques W. Redway 
and Russell Hinman .. Ea for New ngland) pod 


York, Cincinnati ,ete.; ‘American book company (1907) 


2 pt. illus. (incl. maps) 33°". (The natural geographies) 


ar of Maine, W. Stetson: G { New H 
. pa ‘ty, } et ; Grogan of Vermont; ‘Groeraphy of rf Mansa. 
= s, ord; Geogr Rhod: 
2p. a at end’ of pt. 1. land; Geography o! 
—Text-book: N 
1 noe man, Rego 885 at” 2. New England—Descr. & t 


ft author. 11. Stetson, William Wallac 
1349- Ny by ~ gly. -— Selig a, 


7239964 


of Congress 


G127.R323 1907 
Copyright A 181143, E 


181144 


Redway, Jacques Wardlaw, 1849 


. Natural school geography, be by 
and Russell Hinma 
American book company (*1907, 


158, xxviii p. incl. illus, maps. 32 x 26°" 


Jacques W. Redway 
York, Cincinnati ete. 


(The natural geographies) 


raphy — 


1. Geog: Text-books—1870- 
joint author 


1 Hinman, Russell, 1853- 


717664 
Library of Congress 


Copyright A 175378 


G127.R323 1907 


Redway, Jacques Wardlaw, 1849 

Natural school geography, by Jacques W. Redway 
and Russell Hinman. Sixth--seventh, year work. New 
York, Cincinnati ;ete., American book company (“1909 


2 v. illus. (inel. maps) 31°. (The natural geographies) 


eography—Text-books—1870- 


1 1. Hinman, Russell, 1853- 
joint ae 


9-96.30 


Library of Congress 


G127.R323 1909 Copyright 


Redway, Jacques Wardlaw, 1849- 


Natural school seogrephy, by Jacques W. Redway 

and Russell wy al Mabus ed. ed., Fd York, 
Jinei rete. P 921, 
praesent Nea 2. Neen te fa 





L Geography — Text-books—1870- 1, Hinman, Russell, 1853- 


joint 
21-15853 
Library of Congress G127. R323 19218 
Coovrieht A 622826 12) 











Redway, Jacques Wardlaw, 1849- 

Natural school geography, b ues W. Redway and 
Russell Hinman .. hore ork, Cincinnati ete.; 
American book AB... ‘S921, 


158, xxviii p. incl. illus, maps. 32°. 


1. Geography—Text-books—1870- 1. Hinman, Russell, 1853- 


joint author. 
-1 
Library of Congress G127.R323 1921 — 
Copyright A 614842 ih 
Redway, Jacques Wardlaw, 1849- 

Natural school geography, by Jacques W. Redway 
and Russell Hinman ... Rev. ed. New York, Cincinnati 
cete., American book company (1924, 

158, xxviii p. imel. illus. maps. 314. (The natural geographies) 
1. Geography —Text-Looks—1870- 1. Human, Russell, 1853- 
joint author. 
24-20649 
Library of Congress G127.R323 1924 
—— —— Copy 2. 


Copyright A 800590 2 


Redway, Jacques Wardlaw, 1849- 

Natural school geography by Jacques ¥ Redway 
and Russell Hinman .. Syllabus ed., rev. New York, 
Cincinnati ete.) ‘American Rook company (1924, 

176, xxiv p. incl. illus. maps. 314%. (The natural geographies) 
“The state of New York”: p. 141-167. 


1 Caaaety~ -Text-books—1870- 1. Hinman, Russell, 1853- 
ie 23-781 
Library of Congress G1Z7.R3Z3 1924 a 
— —— Copy 2. 
Copyright A 815265 12; 


Redway, Jacques Wardlaw, 1849- 

The new basis of geography: a manual for the preparation 
of the teacher, by Jacques W. Redway. New York, The 
Macmillan company; London, Macmillan and co., Itd., 1901. 


xiv p. 11, => 19)*. (Helf-tttle: Teachers’ professional library, 
4. by N. M. Batier 


eco ll 


1. Geography. 2. Geography—Stady and teaching. 1 Title. 
1—0371 
Library of Congress G73.R31 
Copyright A 10283 (238k1, 10 


Redway, Jacques Wardlaw, 1849- 


The Redway school history, outlining the making of the 
American nation, by Jacques Wardlaw Redwa: 


Y, F. 2. G. 8. 
with many maps and illustrations. New York, 1 
rete., Silver, Burdett and company “1910, 
xii, 424, 99 p. incl. front. (port.) illus. maps. 207. 
tame 
1. U. S—Hist. 
10-1899 


Liorary of Congress 
©1910 AZiM2 


E1781.R33 


Redway, Jacques Wardlaw, 1849- 

The Redway school petenn, aotietnn Ga maiing of Ge 
American nation, by Jacques Wardla = Done B. G. 8. 
With many maps and illustrations. New York, Boston 
rete.) Silver Burdett and company (1911) 


xii, 424, 59 p. incl. front. (ports.) illus. maps. 20”. $1.00 
“Appendix” : 59 p. at end. 
1. U. S—Hist. 

11-16290 


Library of Congres E178.1.R331 


Copyright A 289848 


CATALOG OF PRINTED CARDS 


Redway, Jacques Wardlaw, 1849- 

Jee gee gpl ny nn ane he 1. Sand- and clay- 
modelling with respect to geographical forms. nu. Mep-draw- 
ing and map-projection, by Jacques W. Redway. Boston, D.C. 
Heath & co., 1897. 

Sp ies. (maps. diagra) 177°. 


1. Geography — Study and, teaching 


210-9041 
Library. U. 8. Office of Education LB1S68.R3 
edt, 
Redway, Jacques Wardlaw, 1849- 

The teacher's manual of geography. 1. nits to teach- 
ers. ut. Modern facts and ancient fancies. By Jacques 
W. Kedway. Boston, D. C. Heath & co., 1899. 

174 p. illus, diagrs. 19° 

1. Geography—Study and teaching. 2 Geography 

sat, $-saxset 
Library of Congress G73.R32 


Redway, Jacques Wardlaw, 1849- 

Tennessee advanced geography; being a special edition of 
the Natural advanced phy by J. W. Redway and Russell 
Hinman. New York, Cincinnati ,etc., American book com- 
pany ,“1899, 

144, (7) p. Mus. (incl. maps) dingre. 314 x 243". 

“Geography of Tennessee. By James M. Safford”: (7, p. at end. 


Geography—Text-books—1870- 1 Hinman, Rossell, 
1913, joint po om i Beton, James Merrill, *\s22-100T. mt, = 
Library of Congress G127.R322T2 _— 
Copyright 1890: 36025 (a33b1, 
ae a Jacques; Wardlaw, 1849- and Hinman, Rus- 





T ee 
edition of the Naterel 1 ies ah F by 
Redway and R. Hinman. New York, Cincinnati rete.) 
American book co. (1899, 


104 p. illus. 4°. 
June 29, 99-112 
Library of Congress Copyright 
Redway, Jacques Wardlaw, 1849- 
Urban versus suburban qo aree 
” agriculture. ther bureau. Monthly weather 
om} “ hy ryt a”. Woshlngten, 1919) 
1, Temperature. 1. Title he 


Library, U. S. Dept. of Agriculture 1W37M_ vol. 47 


Si 


Redway, Mrs. Laurance David 


tee 
Redway, Mrs. Virginia (Larkin) 
Lamaaey or Concunss Raremzwce 
oS SR eal ae a Spear co Remdings tn epeory ental 


xX 41-1665 


605 


= Laurance David, 1890- 
Se oe of ae, bie 2 diverting outline of 


medicine and surgery, by Laurance D. Redway ... ,Burling- 
ton, Vt., Free press printing co., 1928, 
tx, (1), 8p. diagr, 19. 
1, Medicine—Anecdotes, facetiae, satire, etc. 1 Title 
‘354208 
Library of Congress RT106.R4 
Copyright A 1068129 2 


Redway, A/re. Virginia (Larkin) 
Music directory wpm be New York city; « file of musicians, 


music publishers and musical instrument-makers listed in New 
ee ied » Sauls eae Se 
most important New York music publishers from 1836 through 
1875, by Virginia Larkin Redway ... New York, The New 
Y ek lic |i > 
« i hep. ic Renegg ey yon 
Prefatory ‘tote toed Cay 
“Tole volume 


Sprague Smith. 
has been published with the aid of « grant from the 
| aadgpoosagesbe dec hcndaer ory tan 

Library of Congress.” 

1. Musiciane—New York (ow) 

York (City )—Direct. 

te —Makers. 


jusica) tnetru- 
5. Music skew gers, (no) = Dare 
1 New ¥. Hoeery. u. Title. 
New York. Public library 1 A4i—614 
for Library of Congress MLIS.NSR4 


Redwine, Fletcher H. 





The infidel boomerang tested: or, A review of R. G. 
Ingersoll’s printed lecture: “What shall we do to be 
saved?” by Dr. Fletcher H. Redwine... (fussy, 1. T.?, 
1902. 

2p.L, 8p. a. oem 

Library of Congrem, no. Copyright. 

Reference card 
Redwing, Morris, pseud. 
see 
Merrill, James Milford, 1847- 
7-11515 

Library of Congress 
Redwitz, Erich, freiherr von, 1888- 

Die pathog peptisch des magens und 
der oberen ite, von dr. Erich freiherr v. Redwits 


und dr. Hans Fuss ... Mit 76 teils farbigen abbildungen. 
Stuttgart, F. Enke, 1928. 


Mas. ( col.) 2". (Added tps 
Nene deatache chiraigie brag vou Hl Rtner .. a2 bd) 


“Literaturversetchnis” : p. 306,887. 


5. Cee 2. Intestines—Uleers, 1 Fuss, Hana, 1897- 


jotnt outer. m. Title. 
A51-1 
‘Title from John Crerar Libr, 61708 Printed by L. ©. 
a 
tipo +Sepecione hy 
Die polizeilichen massregeln 


aes meer tc orca "Yu 
jur. et rer. pol. Josef 
Schletter, 1909. 


Spl. 8p. mr. (Adéeé t.p.: Stratrechtiiche ebbandianges ... 
ft. 102) 


famed as inaugural dissertation, Warsberg, 1909. 
aiiterator”: ath-8th prelim. leaves. 


1. Police—Germany. 2. Criminal law—Germany. 1 Title. 
wT 


Library of Congress co 





Redwitz 


Redwits, Oskar, freiherr von, 1823-1891. 

Amaranth. Von Oscar v. Redwitz. %. sufi, Mainz, 
F. Kirchheim, 1866. 

xxiv, 300 p. 144". 


& Title. 
(Pell nome: Maximilian Heinrich Oskar, fretherr von Redwits, 
2816850 
Librery of Congress PT2402.R643 1°06 
Redwood, Sir Boverton, 1846— 


Petroleum : a treatise on te Foam pean | pane pra 
o! 
By Boverton Redwood ... assisted 8 Geo. T. T. Holle 


way . 

company, limited, 1896. 
2. fronts. illus. fold. maps, fold. diagrs. 23°. 
Paged continuously. 





1. Petroleum. 2 Gas, Natural. 1. Holloway, George Thomas. 


Library of Congress TN870.R32 


Redwood, Sir Boverton, bart., 1846-1919. 
Petroleum : & treatise on the geographical distribution and 
i of p and natural gas; the physi- 
cal and chemical properties, production, and refining of pe- 
troleum and ozokerite; the characters and uses, testing, trans- 
port, and storage of petrol and the | 











enactments relati By Boverton Redwood . 
assisted Geof Hollow Holloway t le other contributors ... 
London, Onin & company, limited; Philadelphia, J. B. 
Lippincott compan y, 1896. 

fronts. (1 col. 

tpen'taan fh Vous. ta. plates, fold. maps, fold. tables, diagrs. 

1. Petroleum. 2 Gas, Natural. 1. Holloway, George 
Thomas, 4. 1917. 

Library of Congress ‘TN870.R33 + AT 

a2stl, 
ReJwood, Sir Boverton, bart., 1846-1919. 

Petroleum : a treatise on the geographical distribution and 
geolog: of p and natural gas; the physi- 
cal and chemical properties, production, and of petro- 
Jeum and ozokerite ; the characters and uses, transport, 
oa <a products; and the ive enact- 
ments relating 3 


London, C. Griffin & company, limited, 1906, 
2+. fronts, (1 col.) Mus, 29 fold. pl. (incl. maps) fold. tables, 23". 


same, BO ns 2. 91808, art.- 


1. Petroleum. 2 Gas, Natural. 1, Dalton, William Herbert, 1848- 
u. Dalton, Leonard Victor, 1887-1914. 
G8 1—s8 

U. 8 Geol. . Library 

for Library of Congress ‘TNBT0. R35 

r42e1, 

Redwood, Sir Boverton, bert., 1846-1919. 

Petroleum : « treatise on the 


1 Petroleum. 3 Gas, Natural 
Gs 13-08 
8B Geol Library 4671 R240p2 
bt ‘Congress TNSTO.RA 19% 
A181, 


LIBRARY OF CONGRESS 


Redwood, ‘ir Boverton, bart, 1446-1919. 

Petroleum: » treatise on the geographical distributioh and 
geological occurrence of petroleum and natural gas; the physi- 
cal and chemical properties, production, and refining of petro- 
leum and ozokerite; the characters and uses, testing, trans- 
port, and storage of petroleum products; and the legislative 
enactments relating thereto ... by Sir Koverton Redwood, bart. 

.. with a foreword by Sir Frederick W. Black, x. ¢. 5. 4th 
ed., reset throughout, rev. and largely rewritten by the author, 
in association with many specialists ... London, C. Griffin & 
company, tanited, ery 

3. fronts. 1, 8; 1 col.) Mus, 31 fold. pl (incl. maps) tables 

(part fold.) s 
(Continued on next card) 


210802 
Alel, 


Redwood, Sir Boverton, bart., 1846-1919. 
1922. (Card 2) 


Paged continuously 
“Bibliography. 
Dalton, 8. L. James, 


led by W. H. Dalton, SS & & 
ES. Ward”: vol, mt, p. 1155-1817. 


2. Petroleum——-Bibi. 3. Gas, Natural. 1, Dalton, 
1848 


1. Petroleum. 
William Herbert, 


2.10882 
TNSTO.RS 1922 


‘lel, 


Library of Congress 


Redwood, Sir apernt sees- 





Petrol and use. Py Be [pgvecten Bed 

wood ... New prea ~ Nostrand, 1 

210 p. 144. (On cover: Van Nostrand’s science series. no. 92) 

Spiders from Oe Cypser tactares Safees he Baciary of arts, London. 
rom the Journal of the Society of arts, London, with the 

quinden of epch porteas ts a usdt can Go of hae hao 

American readers. 


GS 14-526 


Library, U. S. Geol. survey 467 R249pe 


Redwood, Sir Boverton, bert., 1846-1919. 

Petroleum tec! 's pocket-book, by Sir Boverton Red- 
wood, bart., pom Arthur W. Eastlake, with coloured plate and 
8 maps. London, C. Griffin & co., Itd., 1915. 

axiv, 44 p. 1 1. incl. col. front., ius, diagra. 8 double maps (in 
pocket) 10x 14™. 


1. Petroleum. 1. Eastlake, Arthur W., joint author. 
Gsu-3e 
U. 8 Geol. survey. Library «7 Rw 
for Library of Congress yagon, 
—— Hagh. 


, by Hi Red wood. 
ee ha by Hugh London, Rich & 


SpLiutp 1. 


1. Christian life. 2. Thelem 1 Tithe 
(36-82985 
Library of Congress BV4501.R39 
ra) (231) 208 


Redwood, Hugh. 
God in the shadows, by Hugh Redwood. London, Hodder 
and Stoughton, limited ,1982, 





13p 1. 
bat tt ie not “Pref. 
1. Salvation army. & Tithe. 
32-11386 
Library of Congress HV4887.R35 
Copyright A ad int. 16212 2 267.150042 





Kedwood, Hugh. 
God in the shadows, by Hugh Redwood .. New York 
rete. Fleming H. Revell company ,*1932, 
127 p. 194". 
“Autobiographical, but it is pot autoblography.’—Pref. 
1. Salvation army. L Tithe. 
32-25106, 
Library of Congress HV46887.R35 19828 
—- —— Copy 2. 
Copyright A 60016 2, 287 .150042 
Redwood, Hugh. 


God in the slums, at a ws introduction by Evan- 


geline C. Booth . ‘ork, Chicago yete., Fleming H. 
Revell company aa 


16T p. 19. 


1, Salvation army. 2. Poor—Gt. Brit. 1 Title. 


31—S179 
Library of Congress HV4887.R4 
—— —— Onpy 2. 
Copyright A 33806 (3338, 267 150042 


Redwood, Hugh. 
Kingdom come, by Hugh Redwood. London, Hodder and 
Stoughton, limited “Tet, 


128 p. lus. (faceims.) 18)”. 


1. Lord's prayer. 2. Salvation army. 3. Oxford group. 1. Title. 
Library of Congress BV280.R35 1904 
Copyright A ad int. 18806 ra 2269 
Redwood, Hugh. 


Kingdom come, by Hugh Redwood. New York ,etc., Flem- 
ing H. Revell company ,°1934, 


128 p. iMlus. (facsims) 104". 
1. Lord's prayer. 2. Salvation army. 8. Oxford group. 1 Title. 
34-80710 
Library of Congress BV230.R35 10840 
—— —— Copy 2. 
Copyright A 75168 3) 228.9 
Redwood, Hugh, 1883- 


ee ont gees, > Steet London, Hodder 
and Stoughton, limited 1996, 

wip 6. 

Essays which frst appeared in the News chronicle. of. Foreword. 


1. Devotional literature. 


Library of Congress 


Redwood, Hugh, 1883- 

Seated orem ty Be Reend, New York, London 
and Edinburgh, Fleming H. Revell company ,1938, 
2p.L.7-1p um. 

“First printed, 1987 ; reprinted, 1988." 


L Praper. 1 Title. 


‘30 18852 


Library of Congress 











Redwood, Hugh. 


The quiet quest, by Hugh Redwood. London, Hodder and 
Stoughton limited ,1932, 


2p, 7p 12. 
“First published August 1982; reprinted September 1982.” 


1, Conversion. 2. Evangelistic work. 3. Oxford group. 


1. Title. 
33-5622 
Library of Congress BV4520.R4 19320 
Copyright A ad int. 17088 2 248 
——_ Haugh. 
quest, by Hugh Redwood. New York ,etc., Flem- 
ing H. Tr bevel company ,“1932, 
#@p. 1™, 
1, Conversion. 2. Evangelistic work. 3. Oxford group. 1. Title. 
33-7600 
Library of Congress BV4520.R4 1082 
Copyright A 57912 2 248 
Redwood, Ityd I. 


Lubricants, oils and greases. Treated theoretically and 
giving practical information regarding their composition, 
uses and manufacture. A practical guide for manufacturers, 
engineers and users in genera! of lubricants, by Iityd I. Red- 
wood ... New York, Spon & Chamberlain; ,etc., etc., 1898. 

si, % p. 8 fold. pl 22. 


1. Labrication and lubricants. 2 Otls and fats. 


685651 
Library of Congress TJIOTT RBZ 
nt, 
Redwood, Iityd I. 
A practical treatise on mineral oils and their by-products, 
including a short history of the Scotch shale oil industry, the 


geological and geographical distribution of Scotch shales, re- 
covery of acid and soda used in oil refining, and a list of patents 
relating to apparatus and procese~ for obtaining and refining 


mineral oils; by Htyd I. Redwood London, E. & F. N. 
Spon. limited; New York, Spon & Chamberlain, 1897 

siv, SA p. front. (port.) lux. diner «i fold.) 22". 

1. Mineral off« 1 Tithe. 

S Wa 
library of Congress TPiw.K3s 
(32g1, 

Redwood, Lityd I. 

Theoretical and 


ractical ammonia refrigeration. A 
work of reference for engineers and others es 5 - 
the management of ice and . are mee Toe 
Tityd I. Redwood ... 3d ed., rev. and cor. ork, 
papemay-einy London, E. & F. N. Spon, lim., 1898. 


(On cover: Spon & Chamberlain's series 


oid 
of hal Pies See mintehoessten$ 


1. Refrigeration and refrigerating machinery 


A13-53S 
Title from California State Libr. Printed by L. C. 
1819¢2) 
(Redwood, Mrs. M 1 
The Dedicated to the poor. By “Montrose” 
peoud.,... Atlanta, Ga., 1882. 


ip t.@p Mx". 


“A brief sketch of some of the many appalling scenes . of the great 
flood of last spring, 1882." 


1. Misstasipp! river—Ficods. 2. Red crom. U. 5. American sationa: 
1 Tithe. 


Red cross. 2012708 
Library of Congress 384 RE 
Copyright 1882 22306 4ib1, 


CATALOG OF PRINTED CARDS 


Redwood, Sydney. 

The crown jewels and coronation chair, by Sydney Redwood 
... London, Westminster press, limited ,1937, 

2p. L, 8-81, (1; p. front. (port. group) col. plates. 22°. 

“First edition December, 1986. Second edition March, 1987." 


1. Crown jewele—<Gt. Brit. 2 Regalie—-Gt. Brit. 8. Coronations— 
Gt. Brit. 1. Title. 
30- 16008 
Library of Congress NKT415.G7R4 1987 
12, 739 


Redwood, W. 


Canada as I saw it. By W. Redwood, member of the 
Dominion government press party. Bristol Eng.) West- 
ern daily press, 1907. 

70 p. illus. fold. map. 24)™. 

Reprinted from the Western daily press, Brisco! 


1. Canada 1. Western daily press, Bristol, Eng 


Library, Military Information Division 


(Redwood association, San Francisco, 
Redwood in the San Francisco fire. 
Cal., 1 
cover-title, 31 
signed . representing Redwood associa’ 
Paeduinod yi Bay and finish uses as 2 fee, ves pon er material” 
(American lum! Chicago, July 28, 1906): 2 1. at end. 


(San Francisco, 


11 pl. 2x 35™ 


1. Building, Fireproof. 2 Redwood. 1. Wilcox, A. B. 
ca9-2595 Unrev'd 
:32d1, 
Library of Congress TH1073.R32 


Redwood library and athenzum, Newport, R. I. 

Annual report. 
Newport, 18 
v. in 2 


Report 
Organised 1730. Ri 730, Le apt g before 1859(?) were = | eee separately. 
cf. G. ©. Mason, Annals of the Redwood library, 180: 


A 28bOs 
library of Congress Z733.N538 
Redwood library and atheneum, Newport, 2. /. 
of the books in the Redwood li 
to the institution by is pre- 
fixed a bibliography of Calvert's works. Newport, R. 1, 


{A catalogue of the Redwood library and sthensum, in New- 
port, R. L; 0s Se Se ae 
of subjects titles: showing all the books belonging to the 


Redyng 


Bedwood library and es Newport, R. I. 
Proposals for improving the Redwood —y_ # ga 
athenaeum of Newport, Rhode Tslasid. Newport, 1856. 
8p ue. 


Library of Congress 2733.NS382 


Redwood library and athenezum, Newport, R. 1. 

The Redwood library guide to an appreciation of W* 
Shakespeare, his works and fame; bel few explana- 
tory notes on an exhibition of books and manuscripts 
selected from the collection of Mr. Marsden J. Perry. 
Providence, Printed at the sign of the 

Ip 7p 2. 

ae Pi sae for the tenets of the Redweed Bheary ... te Menger, 


1. Shakedpeare, William—Bibl. 1 Perry, Marsden Jasiel, 1850- 


Library of Congress “= 
——- — — Copy 2 
Copyright A 453088 


Redwood library and athensum, Newport, R. I. 
A short sketch of the Redwood library of Newport 


Rhode Island. ,Newport, Priv. print., The Mereury pub- 
lishing company, 1917. 
Tp. h, Se2 dp th ea 


1. Redwood library and athenwum, Newport, R. 1. 


Library of Congress Z733.NSBS 


eee > San Francisco. 
Catalogue .. wood manufacturers company 

tactres of complete rynide plant and equip for el 

rination, hypo-sulphite and copper leaching works 


San Francisco, Redwood qunuiehioen gompany ("1908- 
v. tua, 24. 


1. Cyanide process. 


ca 6—2288 Unrev'd 
Library of Congress ‘TNT6T.RS2 


ra38b1, 


... Redwood. Sequoia sempervirens (Lamb. 
(Washington, Govt. print. off.) 1908. — 
1 iB) 237. (U.S Dept. of agriculture. Forest service. Silvical leaf- 


1. Redwood. 
Agr 9205 
Library, U. S. Dept. of Agriculture 1F742is so. 18 
2th 
Redyng, John 
see 
John of Reading, 14th cent. 
iss 
Library of Congress 

















Ree 
Rée, Anton. 

Die all : Meenshal coer standesschul 
es in Hamburg, zugleich als r ong 
von Th. Hoffmann. Von Anton Rée, dr. Hamburg, Hoff- 
mann und Campe, 1846. 

SSp. 19™. 

1. Elementary education—Hamburg. 1. Title. 

E 13-147 

Library, U.S. Bar. of Education LA775.H2R2 

ye + = van. 
acai A. H. —, 7. 
Spl, 1p, 1k 6p. oe. 
Popetenaette— ageienten, ait 
“Btallingeo” (3 po) iid fo 
1 2. X-ray effect: 
Agr 28-90T 
Library, U. 8. Dept. of Agriculture 448R25 
Rée, Julius, 1817-1874 

Om begivenhederne i enon i 1814, et bidrag til den 
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in4lo2, 


Reed, M/rs. Anna (Yeomans) 1871- 

Junior wage earners; prepared especially for the informa- 
tion and use of business men, normal schools, teachers’ colleges, 
public school teachers, and employees of the United States 
Employment service, by Anna Y. Reed, rn. v., assisted by 
Wilson Woelpper. New York, The Macmillan company, 1920. 

xi, 171 p. tus. diagrs. 20°. 

Bibliographical! foot-notes. 


1, Labor on laboring a as las 8. 2. Vocational education—U. 8. 


8. Employment agencies. U. 8 Employment service. Juntor divi- 
sion. 1, Woelpper, Wilson. 1m. Title. 
20—20074 
Library of Congress HF5381.R36 
Copyright A 601371 130r87 v2, 


—_ Anna (Yeomans) +4 
.. Newsboy service; a study d | and i 

by Anna Y. Reed, ru. 1 D.; egy tu my 

Elliott Howard ... Yonkers-on-Hudson, N. Y., World 





xxvill, 175 p. 18)". (School efficiency monographs) 


1. Newsboys. 2. Children—Employment—Seattle. 1 Title. 


17-20400 Revised 
Library of Congress HD€247.NSR4 
— —— Copy 2. 


Copyright A 467848 18742, 


Reed, Mrs. Anna (Yeomans) 1873- 

of conditions in the state institutions of Washington 

together with recommendations for needed in admin- 

istration and legislation. Submitted by May B. Goldsmith, 

Anna Y. Reed, rx. vp. Olympia, Wash., E. L. Boardman, 

public printer, 1912. 
Rp. 2. 


Letter of transmittal signed: Anna Y. Reed, May B. Goldsmith. 


1. Charities—Washington (State) « Goldsmith, May B. uw. Title. 


12-33339 Revised 
Library of Congress HVS6.W3R3 


1r84b2, 


Reed, /rs. Anna Yeomans, 1873- 
Seattle ey my in school and i in industry, with recom- 
ng the of the school sys- 





tom and for dvereasing g the social and economic waste 
incident to the employment of children 14 to 18 years of 

age, by Anna Y. Reed. ru. vp. Seattle, Wash., rd of 
school directors, 1915. 

103 p. incl. tables. 1997. 

1 Children—! \—Seattle. 2. Seattle—Public schools. 3. (Edu- 
cational surveys; 1. Seattle. Board of school — 

E 15-997 Revised 


Library, U. S. Bur. of 
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Reed, Mrs. Anna (Queen 1873- 
Vocational guid end siiaaitinds - 


P 
(/n National education association of the Unit Addresses 
proceedings, 1917. p. 615-619) fed Ghote, ant 





1. Profession, Choice of. ;1. Vocational guidance, 


E 18-771 


Library, U. 3. Bur. of Education 


Reed, Mrs. Anns — 1878- 





of organization and 
edwinictoation: 


(In National education association of the Unit y 
'n a ; nited States. Addresses and 


1, Profession, Choice of. (1. Vocational guidance, 


E 18-772 


Library, U.S. Bur. of Education 


Reed, Mrs. Anna (Yeomans) 1871- 
Vocational guidance report 1913-1916, by Anna Y. Reed ... 
Seattle, Wash., The Board of school directors, 1916. 


118, 2) p tables. * (Beattie, Board of school directors. Vo- 
cational publication no. 


Choice of. (1. Vocational guidence—Seattle, 
ole" Pubic ee Seattle 
tle 


2. Se 
Board of school directors. m. Ti ‘ 


1. Seattle 
E 17-08 Revised 2 

HFS381 

HP3381.845 no.2 

«r87f2, 


U. 8. Off. ofeduc. Library 
for Library of Congress 


Reed, Arthur Guy, 1892- 
The personal qualifications of instructors and the labo- 


rato’ facilities. for exemplifying and physical 
chuection tests in teacher-prod institutions with 
view to adequate " en of for using such 
tests in the schoo! 


(In National e@ucation association of the United States. Addresses and 
proceedings, 1920. p. 294-256) 


1. Physical education and training) 2. Teachers, Training of,;—,Physi- 
cal education, 


E 21-200 


Library, U. S. Bur. of Education 


Reed, Arthur Lathrop, 1882- 

Ancestors of the descendants of Arthur Lathrop Reed and 
Beulah Douglas Reed, copyrighted ... by Arthur L. Reed. 
Anoka, Minn., 1981. 

2 geneal. tab. 70x 779™ fold. to 27x 23". 


Blue-prints. 
Includes “Reference books”. 


Reed, Arthur William, 1873- 

The beginnings of the English secular and romantic drama: 
& paper read before Ge Ce ete 8 Oe 
February 29, 1920. By Arthur W. Reed, «: (London, 
for the Shakespeare association by H. Miitord. Oxford uni- 
versity press, 1922, 
ah” Dp 244". (On verso of cover: Shakespeare association papers, 


1. Magitsh Grame—Barty meters and Eussbettlio— let. & crit. 
tt ire association, London. 
‘8 6681 
Library of Congress PRMGRe 
(Safi, 


CATALOG OF PRINTED CARDS 


Reed, Arthur William, 18T3- 
Early Tudor drama; Medwall, the Rastells, Heywood, and 


the More circle, by A. W. Reed” ... With nine illustrations. 
London, Methuen & co., itd. ,1926, 


Ev, 246p. 11. incl frout. pilates, ports, facsim. 237. 


1. English drama—Farly modero and Klizabethan—Hist. & crit. 


27-0281 
Library of Congress PROG. RAS 


fig, 


Reed, Arthur William, 1873- 
The editor of Sir Thomas More's English works: William 
Rastell, by Arthur W. Reed. 


(In The gee es . Fourth ser., vol. tv, 1. 
June 1, 1923, p. os si sis ~~ 





society. Sorat on, vol. rv." 
“Read before & Sialiogrenhient society, 19 February 1923.' 


1, Rastell, William, 15087-1565. 

A 83-1665, 
Libr. 
(Z671.L49 4th ser., vol. 4, no. 1) 
2) 


Title from Cleveland Pub. 
Library of Congress 


Reed, Arthur William, 1873- 
John Clement and his books, by A. W. Reed. 


The Library. London, 1926. 214. Fourth ser. vol. vi, no. 4, 
Mar. "1926, p. 3297-839) 


T of the 





society. Second ser., vol. v1." 


1, Clement, John, 4. 1572. 

A 33-1505 
Libr 
{ZAT1.LO9 4th ser. vol. 6, no. 4) 


2) 


Title from Cleveland Pub. 
Library of Congress 


Reed, Augustus Brown, 1798-1838. 

Historical sermon delivered at Ware First parish, on 
Thanksgiving day, Dec. 2d, 1830, by Augustus B. Reed, 
pastor of the First Congregational urch in Ware, Mass., 
and now first printed. ;Ware?t Mass., Printed for J. H. G. 
Gilbert; 1889. 


Zip. 229". 
“50 copies printed for J. H. G. Gilbert.” This copy not numbered 


1. Ware, Mass. First Congregational church. 


18-12654 
Library of Congress F74.W27R3 
Reed, Aurora. 
The woman’s manual of 1000 hints for the home, by 
Aurora Reed. ,Chicago, Laird & Lee, inc., 1916. 
247 p. 20™. $1.00 
1. Domestic economy. 1 Tithe. 
16-22798 
Library of Congress TXISB.R4 
Copyright A 446100 
ans Gee 3 . 
he Reads, the Bisbees, 
the Bradfords of the United Btates ef in the line 
of Esdras Read of Boston and England, 1635-1915. 
Thomas Bes' or Bisbee of Scituate, Mass., and Eng- 
land, 1634 to 1915. Governor William Bradford of Plym- 
outh, 620 to 1915. And their con- 
i th bi illustrations, 
OE hae Ase ta PMS oS, cee 
16-17485 
Library of Congress CS71L.RIM 1915 
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Reed, Benjamin M. 
A history of education in New Mexico. Pertinent 
advice to students. its ti 





and to the 
discovery, conquest, civilization and colonization of New 
Mexico; the ay © of God and the teacher, by Benja- 
min M. Reed . ta Fe, N. M., The New Mexican 
printing company, oT 
Dp. a. 


1, Education—New Mexico—Hist. 
Ei¢-1267 


Library, U. S. Bur. of Education LA33%4.R25 
Reed, Bertha. 


The influence of Solomon Gessner upon English literature 
rby, Bertha Reed Philadel phi 
press, 1905. 


ald tie sae =. 





(Helf-title: Americana germenica. New 


Series title also at head of t.-p. 
“Reprinted German 


American annals, vol, 11.” 
“References” : 2 p. at end. 


1. Gessner, Salomon, 1730-1788. 2 hae Comparative—Germuo 
at English. 3. Literature, Compare and German. 


6—-HTw 
Library of Congress 


Copyright A 128061 


PT1886.287 
yadibl, 


Reed, Boardman, 1842-1917. 
Atlantic City as « winter health resort. offcial 
ical tables, &c., concerning the cl of 





reports, 
Atlantic City, N. J., the testi of eminent as to 
its effects on various forms of disease, nypianis hints for inve- 
lids at the seashore and information about the sanitary condi- 
tion of Atlantic Ci By Boardman Reed, «. pv. 2d ed. 
Philadelphia, Allen, & Scott's printing house (18811, 


2p. 2. 


1. Atlantic City, N. J. 


Library of Congress 
—— —— Copy 2. 


F144.A8R3 
ra35b1, 


Reed, Boardman, 1842-1917. 

Healthfulness of sea-shore resorts: some pertinent facts 
about malaria. By a. on Reed. . Philadelphia, Re- 
print from Medical and surgical reporter, 1883. 

cover-title, 4 p.~ 224. 


2 eee ee, wee 
fever—Atlantic City. 


ete. —New Jersey. 2 Malaria! 


also ‘‘The gastro-intestinal clinic,’’ in which all dis- 
New York, E. B. Treat & company, 1904. 
1021 p. illus. 25”. 


stomach and intestines, with an sccount of their relations to 
other diseases and of the most recent methods applicable to 
the diagnesio snd westmant of chem ia gusel; cleo “The 
gastro-intestinal clinic,” in which all erg he 
by Boardman Reed ... Sded. New Y: 
E. B. Treat & company, 1907. 
2p.l, SST p11, Ae 1081 p. tes 2. 
18170 
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Reed, Brian. 

Diesel locomotives & railcars ,by, Brian Reed. London, 
The Locomotive publishing co.. Itd. ,1935, 

2p. L, 190, 4, p. incl. thus, tables, diagrs. front. 22°. 


1. Diesel locomotives 
Library of Congress TI619.R4 


whe, 21.1331 


Reed, Brian. 
Producer gas for road transport, by Brian Reed ... London, 
The Railway gazette, 1941. 


72 p. tus, diagrs. 2147. 


RC toe ante of conden an He Cake & nd operation of pro- 
ducer gas vehicles and the regulations and taxation affecting them.” 


1. Gas producers. i Title. 


New York. Public Ubrary 
for Library of Congress a 


Reed, Brian. 
Railway engines of the world, by Brian Reed. London, 
Oxford university press, H. Milford ,1934, 


159 p. Xtvit pl. (incl. front.) on 241. 224". 
1. Locomotives. 1. Tithe. 
34. 36080 
Library of Congress 'TJ008.BA 
(35m5, 21.18 
i C. Frank, 1876- 


Workings of money; an analysis of the financial systems of 
4 world, by C, Frank Reed. 
., "1937, 
2 p. 1, 2565 p. incl. tables. 20". 





¥ t ' . 


1, Finance. 2 Currency question. 1. Title. 
38-1484 
Library of Congress HG171.R4 
———— Copy 2. 
Copyright A 112431 2 332 
Reed, C Herbert. 


. Reed's simplified short-hand or universal stenogra- 
phy ... Philadelphia, C. H. Reed & co., 1888. 


cover-title, 21. 2”. 
‘The two leaves are mounted on inside of covers. 


1 Shorthand. 
11-1239 
Library of Congress 736. R32 
Copyright 1888: 6572 
Reed, C Ww illus. 
oan life, by C. W. Reed and Louis K. Harlow, 


dedicated t Grand army of the republic by the ar- 
tists. Munich & New York, r bro’s., “1 


12% p. illus. (part col.) 17) x25". 
Verses from civil war songs, with marginal decorations and colored 


U. S—Hist.—Civil war—Poetry. 1. Harlow, Louis Kinney, 1850- 
a 


spo Title. 
17-1843 Revised 
of Congress 
1888 14393 


E647 R32 
coum 


LIBRARY OF CONGRESS 


Reed, Carlisle. 
Fresh air, diet, and rest for selected pupils. 
anf”, National education association of the United States. Addresses 
proceedings, 1922. p. 626-632) 


1. Open-air schools. 


2. Children—Care ,and hygiene, 1. Title. 
E2198 
Library, U. S. Bur. of Education 
o 


Reed, Carlos Isaac, 1887- 

Vitamin D; chemistry, physiology, pharmacology, = 
ogy, experimental and clinical “eo iby, C. L. Reed .. 
H. C. Struck ... yand, L. E. Steck ... Chicago, Ill., The Uni- 
versity of Chicago press 1939, 

xvilt, $80 p. incl, 1 illus, tables, diagrs, 234". (Half-title: The Uni- 
versity of Chicago monographs ip medicine) 


Bibliography: p. 323-871. 


Vitamins Struck, Harold Carl, 1906- Joint author. 
u, j ey Irving Eniba, 19U8- Joint author. mr. Title. 
Library of Congress QPs01.V5R4 
—— —— Copy 2. 
Copyright A 137019 (40K5, 612.015 


Reed, Carlos 8. 
... Algunos insectos dafiinos a la agricultura argentina, 
a Carlos 8. Reed ... Ed. patroci:ada por el 8. go- 
ierno de San Juan. Mendoza, Imp. y lib. nacional de 
A. Gonzalez y cia, 1912. 
123 p., 21 
At head of title: Entomologia economica argentina. 


front. (port.) illus. 28°*. 


1. Insects—Argentine Republic 


a Agusetine Republic— ~ —pcrateatl 
2. Insects, Injurious and beneficial 


12. Entomology, 
Agr 16-682 


Library, U. S. Dept. of Agriculture 423R25A 


Reed, Carlos 8. 


Apuntes mre la historia del Museo de Concepcién ... 
por Carlos 8 Reed ... Buenos Aires, Establecimiento 
grafico Civelli hnos, 1911. 

67, «1; p. incl. port. 25™. 

Edwyn C. Reed, director of Museo from foundation to 1910. 


én, Chile. Museo de historia natural. 


1, Reed, Edwyn 
1910. 


cat. a1 
Agr 16-1092 
Library, U. S. Dept. of Agriculture 410.9C74 
Reed, Carlos 8. 

. Biolojia de la Laora variabilis F. phil. su relacion 
con la agricultura i noticias acerca de un diptero cuya 
larva vive como oe en su 0 . Por Carlos 8. 
Reed . an Eye y lit. ‘*Concepcion,’’ Soulo- 
dre, Juanchuto y ca., 
1S p. tus. 2497. 

At head of title: Entomolijia econdmica. 


1. Laora variabilis. 


Agr 7-2318 


Library, U.S. Dept. of Agriculture 430R25 


Reed, Carlos Samuel. 

Concordancias en el colorido de diversos insectos de la 
fauna chilena, por Carlos 8. Reed ... S,an,t;ia,go, Imprenta 
y litografia Ia Tlustracién, 1928. 

op =a. 

At bead of title: Rep@blica de Chile. Mivisterio de fomento. Jardio 
Booldgico a 

“Trabajo leido en 


la Academia chilena maturales, en 
que ast ts tenn to tas salads on O ea om ™, p. ails iT, de 
la Heviste oniversitaria.” 


1. Color of insects. 2. Insects—Chile. L Tithe. 
31-1936 
Library of Congress QILAS6. R36 
a 606 70083 
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Reed, Carlos Samuel. 


1904-1915. Bibliografia de Carlos 8. Reed ... 
doza, Imp. y lit. G. Kraft 1915, 
10 p. 25 


Men- 


1. Reed, Carlos Samuel—Bibl 


17-22 





Library of Congress 78736. 3.R33 
Res, Caroline Keating. 
di its and t que for the piano, by Caroline 
Kesting Reed. m. p., °1903. 
Ip Li, 9p Mx. 


1. Music—Manuals, text-books, etc 


7-980 


Library of Congress MT7.R32 
(Copyright 1903 A 72077) 


Reed, Carroll Roscoe, 1884- 
Articulating the school as a social agency with the life of 
the community ;by, Carroll R. Reed. 


(In National ed 
and 


education ition of the United St 
or ings. 1931 nl ‘ates. Addresses 


associa’ 
p. 710-716) 


1, Community life. 2 Public schools—U. 8. 


1. Title. 
E 33-611 
Library, U. 8. Office of Education L13.N212 1961 
Library of Congress {L13.N4 1981) 
a 


Reed, Carroll Roscoe, 1884 


The place of public school extension in a program of adult 
education. 


(In National education association of the United esses 
and proceedings, 1928. . 296-300) a a 


1. Education of adults. (1. Adult education—v. 8, 


E 31-100 
Education Li3.N212 1928 
a) 


Library, U. 8. Office of 


Reed, Carroll Roscoe, 1884- 


The use of scientific measurements as a basis for in- 
struction. 


(/n National education association of the United States. Addresses and 
Proceedings, 1921. p. 448-450) 


1. Grading and marking (Students), 2. Mental tests. 


E 22-145 
Library, U. S. Bur. of Education 
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Reed, Sir Charlies, 1819-1881. 


Address on elementary education, by Sir Charles Reed, 
chairman of the London school board ... London ;Print- 
ed by Spottiswoode and co.) 1875. 


Sp. mm 


Delivered as president of the Education dept. of the Social science con- 
gress, Brighton, October 1875. 


1. Elementary education—Gt. Brit 
EO1M1 


Library, U. S. Bur. of Education LA633.R25 











(Reed, Sir Charles, 1819-1881. 


.. Elementary education in London. Washington, 
Govt. print. off., 1878. 


249 23). (U.S. Bureau of education. Circulars of information. 
1878, no. 2) 


Address of Sir Charles Reed at the meeting of the London school board, 
Metober 2, 1878. 


1. Education— England— London 


Library of Congress LULAS 1878 


Reed, Charles Alfred Lee 

Christian science; a sociological — 
Cincinnati, McClelland and co., I 

32 p. 12°. 


Mar.16, 99-65 


Reed, Charles Alfred Lee, 1856- 


Diseases of women; medical and surgical gyneco 
by Charles A. L. Reed ... with four hundred and fo: 
eight illustrations in the text. New York and London, 
PD. Appleton and company, 1913. 


xxv, 44 p. illus, 244 $6.00 


1. Woman-—Diseases 

‘ 13-21722 
Library of Congress RG101.R4 
Copyright A 354507 


Reed, Charles Alfred Lee, 1856- 
The first estate, by Charles A. L. Reed. Boston, Mass., 


The Stratford company, 1927. 
3p. 1, il, 580 p. 199". 


1. Title. 
27-8683 
Library of Congress PZ3.R207Fi 
— —— Copy 2 
Copyright A 972785 3, 


Reed, Charles Alfred Lee, 1856- 


Marriage and genetics; laws of human breeding and 
applied eugenics, by Charles A. L. Reed Cincinnati, 
©., The Galton press (1913, 


1p 2D $100 


1. Marriage. 2 Eugenics 1. Title. 
13—19157 
Library of Congress HQ751 Ré 
Copyright A 351997 Sith, 


Reed, Charles Alfred Lee, 1856- 


The medical inspection of schools and medical free- 
dom. The public schools and the public health, p; 


(fo Matinee eters caneaitins & Ge Ses Cute. Journal of 
ceedings and addresses, 1912. p. 273-278) 


1. Schools—Medical ‘nspection. 


Library, U.S. Bur. of Education 


CATALOG OF PRINTED CARDS 


Reed, Charles Alfred Lee, 1856- 
The Panama canal mismanagement ; le to the gor 
ernment sho’ how the commission 
itation impossible, by Dr. Charles A 
go, Press of the A medical aeee, ie 
Ip t@p 24>. 


11 Cgfetat trom Go Sensadl of Ge Acuactemn eedient emseciation, Mant 





1 Panama canal—Sanit. affairs. 
611386 

Library of Congress TC776.R32 
Reed, Charlies Alfred ame 1086- 

Rudolf Virehow d before 
the Medical society of the state ot New York, at ‘Albany, 
“7 28, 1903, by rles L. Reed ... Buffalo, 

A. T. Brown press, 1 
30 p. front. (port.) 187. 
“Reprint from Buffalo medical journal, April, 1903.” 





1. Virchow, Rudolf Ludwig Karl, 1821-1902. 


Library of Congress RSIZ.V7R4 
Reed, Charles Alfred Lee, 1856- 
Stoop shoulders and flat chest in school children. 


(/m National association of the United States. Journal of 
ceedings and addresses, 1912. p. 1125-1131. illus) _ 


1. Children —Diseases. 


Library, U. S. Bur. of Education 


Reed. Charles Alfred Lee, 1856- ed. 


A text-book “ prescolony, ed. by Charles A. L. Reed . 
illustrated by R. J. Hopkins. New York, D. Appleton and 
company, 1901. 


xxv, 80 p. Man 249°. 


1. Woman— Diseases, 


Library of Congress hG101 R318 


Copyright A 4471 joni, 


Reed, Charles Alfred Lee, 1856- ed. 


Aucctrated tp 5 howtins Charles A. L. Reed 
illustrated by ns. ed, rev. New York 
and London, D. Appleton and company, ‘1904. 


1p. L, xxv, 0p. illus (partly col) 245°. 


1 Woman— Diseases. 


Library of Congress RG101 RZ 
Copyright 20a, 


Reed, Charlies Bert, 1866— 

Albrecht von Haller, a physician—not without honor, 
by "i Bert Reed, + (Chicago Chicago literary 
$6 p. 11. front. (port) illus. 18. (On cover: Club papers ... Chi- 


ree hundred and 
of May, nineters br 


“Edition, th Printed for the members 
of the club, in the month of and fifteo.” 


1. Haller, Albrecht i. ¢. Victor Albrecht von, 1708-1777. 


Library of Congress 
Copyright A 411992 
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Reed 


pt Charlie Bort Bud, 
‘on of ye novyce, by rles 
with ilmnatredone by Allen E. Philbrick. Chicago, W. 
Ransom, 1923. 
2 p. incl. front, illus. 179°. 
“Two hundred and seventic copies on Whatasn tand-nnde paper Save 
subserybers.” 


been prynted for 
1. Title. 
Library of Congress PS3S3S.E262B4 1923 


Copyright A 765544 a 


Reed, Charles Bert, 1966— 
The curse of Cahawba, by Charles B. Reed ... with an 
Seems cys. Christian Bay. Chicago, P. Covici, 


als front., plates. 24™ 
Each plate accompanied by guard shect with descriptive letterpress. 


1, Cahaba, Ala—Hist. 1. Title 





zs-zy92s 
Library of Congress F334.C2R3 
_ Copy 2. 
Copyright A 875137 ca 


Reed, Charles Bert, 1566- 

The first great Canadian, the story of Pierre Le Moyne, 
sieur d’Iberville, by Charles B. Reed ... with illustrations and 
maps. Chicago, A. C. McClurg & co., 1910. 

3p. lL, pvpvil p. 2 1, 13,285 p. front. (port.) plates, maps (part 
told.) By" 

Bibliography : p. :248;-248. 


1. Le Moyne @ Iberville, Pierre, 1661-1706. 


10-8480 
Library of Congress F1080.1.48 
Copyright A 259020 (30e1, 
Reed, Charles Bert, 1866- 
Four way , by Charles B. Reed, illustrations by 
1 H. Reed. jeago, P. Covici, 1924. 


28 p. iL front, plates. 244° 


Plates accompanied by guard sheets with descriptive letterpress 
“Narratives” relating 0 the Lake Seperior region 


t Title. 2 
Library of Congress FSS2.R32 

— —— Copy 2 

Copyright A 815737 Biel, 


Reed, Charles Bert, 1866- 

The masters of the wilderness: a study of the Hudson's Bay 
company from its origin to modern times; a paper read before 
the Chicago historical society, March 16, 1909, by Charles B. 

‘Chicago, The Society, 1909. 


* p. 137-173. front (fold. map) pl. 21™. (Chicago historical 
Bociet Proceedings. v. 4, pt. 3 


1. Hudson's Bay company. 


10—10181 
Library of Congress FMALCR2 vol. 4. p08 
— ———_ Capy 2. F1000.4.832 
13301, 
Reed, Charles Bert, 1866 


- Masters of the wilderness, by Charles Bert Reed ... Chi- 
cago, Ill, The University of Chicago press 1914, 
ix p. LL, 144 p. plates (1 col) 2 maps (incl. fromt.) 179". (Chi 
cago historical society. Fort Dearborn sertes) 


Bibliography | p. 141-144, 


Conrents. ay 4 - Ky hy om HS way i 
Ray company from its origin to modern times. — ay 
Se er ae ee Sees cae oes 
Tonty ip off Louisiana. 

1. Hadeon's Ray company. 2. Beaver club. 3. For trade—Canada. 
4 Tontl, Henri de, 4.1704. 1 Tithe. 

14—887) 

ee eae 1080.33 
Copyright A saoU ad0j1, 












Reed, Charles Bert, 1866- 


Obstetries for nurses, by Charles B. Reed ... one hun- 
dred thirty illustrations. St. Louis, C. V. Mosby com- 
pany, 1917. 

374 p. illus. 204". $2.90 

1. Obstetrical nursing. 

17-2883 

Library of Congress RG9S1.R4 
Copyright A 473235 
Reed, Charles Bert, 1566- 

Obstetrics for nurses, by Charles B. Reed ... one hun- 


dred forty-four illustrations including two color plates. 
(2d ed., St. Louis, C. V. Mosby company, 192%. 


399 p. col. front, illus, col. pl. 20) 


1. Obstetrical nursing 


23-121 

Library of Congress RGOSL.R4 1923 
Copyright A 711676 12. 

Reed, Charles Bert, 1866- 

Obstetrics for nurses, by Charles B. Reed ... and Charlotte 
L. G . one hundred forty-four illustrations including 
two plates. 3d ed. St. Louis, The C. V. Mosby com- 
pany, 1930. 

390 p. col. front., Utes, col. pl, dlagrs. 20)". 





ectbor. 
30-9007 
Library of Congress ROW1.R4 1990 
Copyright A 2750 (BBdl, 182 
Reed, Charies Bert, 1866 
Operative obstetrics Be eat br ante, a8 pmo 
titioners, by Charles B. .. with two hundred and fifty- 
four illustrations. Philadelphis, P. Blakiston's son & co., inc. 
(1931, 
xvi, S14 p. Mon 264". 
1, Obstetrice—Surgery. 1 Title 
14539 
Library of Congress ROT2.R4 
Copyright A 34160 3) e188 
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64 p. incl. col. front., col. illus. 18. 9.0 
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312 p 


a 


col. front., tltus, col plates. 19°. 


1, Birds, 2. Photography of birds 


11—24374 
QUa7e R24 


35h, 


Library of Congress 
Copyright A 296552 


CATALOG OF PRINTED CARDE 


Reed, Chester Albert, 1876-1912. 
Py hg wild flowers east of the Rockies, by Chester 
A. Reed ... eh hy hog ey drawn by the au- 
thor. Worcester, Mass., C. K. Reed, 1907. 


1 p. lL, 7-202 p. front., tlus. (part col.) ase 


1. Botany—North America. 2. Flowers—North America. 


Library of Congress QK118.R4 1907 “—- 
Copyright A 167060 S71, 
Reed, Chester Albert, 1876-1912. 


Flower guide, rev. and with new illustrations. Wild flowers 
east of the Rockies, by Chester A. Reed ... with 320 flowers in 
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Thesis (rm. v.)—Columbia university, 1932 

Vita 

‘This study ... is concerned with ... girls ... living in a congested aren 
in New York city."—p. (1 
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Reed, Dougtas, 1895— 

Disgrace abounding, by Douglas Reed. 
1939 

488 p. 204". 


Sequel to Insanity fair. 
“First published, March 1980 .. 


London, J. Cape 


Sixth impression, May 1989." 


1 Berepe— Politica 1008- 2. Germany—For. rel —1988- 
8. Jewish question. 1 Title. 

Library of Congress DiMR 10880 

20 40.5 

Reed, Douglas, 1895— 

Fire and aes a ep ey ~ bug ny + 
Reichstag and the at Munich, 
Reed ... Rh eee 

Sp =. 


“First published 1940.” 


1 Berlin. Reichstagagebiude—Fire, 1988 2. Political crimes and of- 
fenses—Munich. 8. Hitler, Adolf, 1889- . Tithe 
A41-1702 
New York. Public library 
tor Library of Congress DD258. RB8T 
a ‘948.085, 


Reed, Douglas. 
Insanity fair, by Douglas Reed. London, J. Cape ,1938, 
Bip my. 

“Firet published, April 1968: thirty-fiftn 


Incindes additional chapters (44. 45, 46, 
porated after the second impression 


October, 1988." 
47) which were incor 
cf. Publisher's note. 


1. Europe—Hist.—1914- 2. Enrope—Politics—1914- 
Title. 


38-1408 
Library of Congress D44.R4 1988 m 
Copyright A ad tnt. 24637 5, 405 
Reed, 


Dougias. 
Insanity fair; a European cavalcade, by Douglas Reed. New 
York, Covici, F’ Friede (°1938, 
Ap. By. 


1. Rurope—Hist —1914- 2. Burope—Politics—1814- 1 Tite. 
wm 3 
Library of Congress 424 Re 
— ——- Ospy 2. 
Copyright A 117684 B04, 905 
Reed, Douglas, 1895— 
Nemesis! The story of Otto Strasser and the black front, by 
Douglas Reed. Boston, Mifflin company, 1940. 
274, yp front, plates, ports. 314”. 
1. Strasser, Otte. 2 National socialiem. 1 Tithe 
Library of Congres DDT SERS 19000 
— —— Copy 2 
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Reed, Dougias, 1895- 

Nemesis? The story of Otto Strasser, by Douglas Reed. 
London, J. Cape ,1940, 

3850p. front.. plates, ports. 21". 

“First published 1940." 


1. Strasser, Otto. 2 National socialism. 1 Title, 
@—11327 
Library of Congress DD247.S8R85 1940 
Copyright 002, ‘928.248 


Reed, Douglas, 1593- 
A prophet at home, by Douglas Reed. 
(1941, 


2p.l..s4Mp wr 


London, J. Cape 


“First published 1041.” 
Sequel to Insanity fair and Diagrace abounding. 


1. European war, 1989- —Gt. Brit, 2 Gt. Brit—Pol. & gort— 
980 1, Title. 
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Reed, Dudley Billings, 1878- 

Keep fit and like it, by Dudley 1. Reed... with an introduc 
tion by Morris Fishbein ... New York, London, Whittlesey 
house, McGraw-Hill book company, ine. ;*1939, 


xt, 325 p. Mus, 21". (Hal/-title: Whittlesey house health series, 
Morris Fishbein ... editor) 


“Keferences” at em) of some of the chapters. 
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Reed, Earl Howell, 1863-1931. 

The dune country, by Earl H. Reed ... with sixty illustra- 
tions by the author. New York, John Lane company; Lon- 
don, John Lane; ,etc., etc., 1916. 

287, ;1; p. incl. front., illus, plates. 24™. 

Depicting life along the southern and eastern shores of lake Michigan. 


1. Michigan, Lake. 2. Senddunes. 1 Title. elites 
Library of Congress F532. M67R32 
—— ——- Copy? 
Copyright A 428234 (r3Th2-; 
Reed, Ear! Howell, 1863-1931. 
Etching; a practical treatise, by Earl H. Reed ... illustrated 
= author. New York and London, G. P. Putnam's sons, 
1914. 


zi. 148 p Incl plates. front. plates 20°. 


1. Etching. 
14-20616 Revined 
Library of Congress NE2130.R4 
—- —- Copy 2 
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Reed, Earl H 1863- 


The age in the tower, an episode in Jacobia, by Earl 
H. Reed. (Chicago, Priv. print., 1921. 


62p, 11. plates. 279° 
Each plate accompanied by guard sheet with descriptive letterpress. 


1. Title, 
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Library of Congress PZ3.R2512Gh 
— ——— Copy 2. 
Copyright A 653187 121 
Reed, Earl Howell, 1863-1931. 


The silver arrow, and other Indian romances of the dune 
country, by Earl H. Reed, with illustrations by the author; 
lyrics by J. U. Nicolson ... Chicago, Reilly & Lee, 1926. 

237, 1, p. front. plates. 247 


L Indians of North America—Fiction 1. Nicolson, John Urban, 
1885- un. Title. 


26— 24500 
Library of Congress PZ8.1. R258! 
——— ———— Cagy 8 
Copyright A 057785 (30r82)1, 
Reed, Earl Howell, 1863-1931. 
Sketches in duneland, by Earl H. Reed ... illustrated by the 


— New York, John Lane company; London, John Lane, 
1918. 


281 p. front.. plates. 24. 


_ ae dream Fangs 4 romance of Mt. Tom.—The heron's 

—The story of the st ‘The moon in the marsh —Holy Zeke.— 

love affair of Happy Cal rr”) Elvirey Smetters.—The of 
Bill Saunders.—The winding river's treasure —The plutocrats. 
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18-20405 Revised 
Library of Congress FS32.M67R33 
-—- Copy 2 
Copyright A 506322 1372, 


Reed, Earl Howell, 1863-1981. 


Tales of « vanishing river, by Earl H. Reed ... illustrated 
by the author. New York, John Lane company ; Lendon, 
John Lane, 1920. 


206 p. front. plates, ports. 24°. 


1, Kankakee river. 


2. Iilinote—Soe. life & cust. 1 Title. 
20-22228 Revised 
Library of Congress FS32.K2R3 
Copyright A 604462 1r33¢2, 


Reed, Earl H istics 

The voices of the chines, and other etchings, by Karl 
i R . . The Ralph Fletcher Seymour com- 
pany 19 
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Hers. top. 

Lach plate aceempanicd by guard sheet with descriptive letterpress 
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= — brothers limited ,1925)- 
v. ius, 19%. (On cover: The Kingsway series) 
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Reed, Edna Mary. 

6 ee er ee Reed and 
staf of Fox Meadow school. 
through grade vit, Fox Meadow school, Scarsdale, N.Y. Prin- 
cipal, Claire Zyve. Superintendent, Vernon G. Smith. New 
York city, Bureay of publications, Teachers college, Columbia 
university ,*1! 





Ny 2. Gites wy ty Eh 7 (3. Project 
: 


work, . N.Y. Fox Meadow school. 
B81-145 
U. 8. Off. of educ. Library LB1027.CT no. 8 
for Library & 


Reed, Edward, ft. 1873. 

Amerika zoo als het is. Een handboek voor den landver- 
huizer en voor elkeen, die officiéele opgaven verlangt, omtrent 
de Vereenigde Staten, gevende eene beschrijving van elken 
staat en elk gebied, de loonen, die in elk hunner worden betaald, 
de kosten van levensonderhoud, enz. zoomede eene opgave van 
de vrachtprijzen per spoortrein naar alle deelen des lands, van 
af de havens van aankomst en vele andere nuttige inlichtingen, 
uit officiéele bronnen bijeenverzameld door Edward Reed. 
a het Engelsch ...  Veenendaal, Le Cosquino de Bussy, 


area ts 


Library of Congress 


* X aa 19°. 
1. Title. 
E168.R32 
(38b1, 


Reed, Edward Bliss, 1872-1940, ed. 

Christmas carols printed in the sixteenth century, including 
Kele’s Christmas carolles newely inprynted, reproduced in 
facsimile from the copy in the Huntington library, edited by 
Edward Bliss Reed. Cambridge, Mass., Harvard university 
press, 1932. 

Ixil!, (1), 104 p. Incl. facsims. (incl. music) 
ington library publications) 

Facsimiles paged in duplicate 

“A bibliography of collections of en Christmas carols” : p. 38-00) 


1 oom J English poetry — Early modern (to 1700) 1. Kele, 
a nm. Title. Christmas 


204". + (Hel/-titte: Hunt- 





mm. 1. Title: newely in- 
32--12400 
Library of Congress ML2881. E7TR4 
Copyright A 511% 41nd 788.65 


Reed, Edward Bliss, 1872- od. 

The Commonwealth fund fellows and their impressions ot 
ica, edited by Edward Bliss Reed. New York, The Com- 
monwealth fund, 1932. 

Spl, 8-148 p. frost. jy". 








Reed, Edward Bliss, 1872- 

English lyrical poetry from its origins to the present time, 
by Edward Bliss Reed ... New Haven, Yale university press; 
cete., ete., 1912. 


6p.1,616p. 22°. 


book represents, in part only, a series of sixty lectures delivered 
annually since 1899 to members of the senior class at Yale college.”— 


Bibliography : p. (585;-550 


1. English poetry—Hist. & crit. 


12—13906 
Library of Congress PRSO® LSR3S 
—— ——— Copy 2. 
Copyright A 814521 :39f1, 


Reed, Edward Bliss, 1872-1940. 
Lyra levis, by Edward Bliss Reed 
versity press, 1922. 
Sp 10" 


New Haven, Yale uni- 


1. Title. 
221428 


Library of Congress POs EIHeLs 1922 
~~~ —— Copy 2. 


Copyright A 686650 aid, 








Reed, Edward Bliss, 1872- 

Lyra Yalensis, by Edward Bliss Reed ... 
Yale university press (1913, 

viii, © p. 18. 


“Some of these verses have alread: wes: Life, the Fi 
Oxiord vmagasine the Yale record, the Re -- ‘magnates, the Yale 


New Haven, 


1, Yale university 1, Title. 


Library of Congress PN6110.C7R4 
s19dh) 


Reed, Edward Bliss, 1872- 

Sea moods, and other ms, by Edward Bliss Reed. 
New Haven, Yale university press; ,ete., ete. 1917. 

viii p, 11,66 p. 199". $1.00 

Reprinted in part from various periodicals 


1. Title. 

Library of Congress 
— ——~— Copy 2. 
Copyright A 473708 


17-2511 
PS3535 E2648S4 1917 


Reed, Edward Bliss, 1872- 

Seven hundred French terms for American field Fomeree 
men, by Edward Bliss Reed ... with a foreword by Lieutenant 
Colonel Robert M. Danford ... New Haven, Yale university 
press ; Londen Ba Milford, 1917. 


4, 4p 124510". 
Four unnumbered pages at end blank for “Additional terms”. 


1L ane art and science—Dictionaries. 2 French language—Con- 
versation and phrase books (for soldiers, etc.) 1 Title 
17—20827 
Library of Congress PC2120.8TR4 
——- —— Copy 2. 
Copyright A 477331 a 40b1, 


Reed, Edward Bliss, 1872- 
700 French terms for American field rT 
Edward Bliss Reed ... with a S 
Colonel Robert M. Denfoed . 2d ed., A and ai 
New Haven, Yale university press; cete., ete., 1918. 
6p.1,db-65, 7p. x10". g050 
Six unnumbered pages at end blank for “Additional terms.” 





1. Military art and science—Dictionaries. 2. Prench language—Conver- 
sation and phrase books (for soldiers, <tc.) 1 Title. 


PC2120.S7R4 1918 


Reed, Edward Bliss, 1872- ed. 
Songs from the British drama, edited by Edward Bliss Reed 
. New Haven, Yale university press; ,etc., ete., 1925. 
x1, 3868p. 23)". 
“A selected bibliography” : p. 857,-861. 


1 English baliads and songs. 2 English drama (Selections: Extracts, 
ete.) L Tithe. 
S248 
Library of Congress PR1187.R85 
—— ——— Copy 2. 
Copyright A 875087 40u1, 


Reed, Edward 


Charles. 
The free heart, by Edward Charles Reed ... London, J. 
Long, limited ,1927, 


S18 p. 199". 
1 Title. 
21-16236 
Library of Congress PT3.R2618Fr 
Copyright A ad int. 90460 a 


CATALOG OF PRINTED CARDS 


Reed, Edward Charies. 
Edward Charles 
don Stone, Kanites soe = Sep 


Zp, 7-38 p. 1. 


1 Title. 
> 
Library of Congress PZ3.R2515Pa — 
Copyright A ad int. 8383 a 


Reed, Sir Edward James, 1830-1906. 

Japan: its history, traditions, and religions. With the nar- 
rative of a visit in 1879. By Sir Edward J. Reed ... London, 
J. Murray, 1880, 


2. fronts, plates, fold. map. 22”. 


1. Japan. 1. Title. 


Library of Congress 


Reed, Sir Edward James, 1830-1906. 


i. p., 1881, 
cover-titie, 12 p. 23)". 


1. Tehuantepec ship-railway. 
Library of Congress TCT86.Ra2 
274i, 


Reed, Sir Edward James, 1830-1906. 
Letters from Russia in 1875. By E. J. Reed... (Reprinted 
from ‘The Times, with a preface.» London, J. Murray, 1876. 
xvi, 0p. 2”. 


1. Russia—Deser, & trav. 2. Russia—Navy. 
4) -24861 
Library of Congress DK26.R32 
a3Tb1-, 

Reed, Sir Edward James, 1830-1906. 

Modern ships of war, by Sir Edward J. Reed ... and Edward 
Simpeon .. and notes by J. D. 
Jerrold Kelley «» New York, & brothers, 1! 


x, 204 p. incl. front., illus, plates, port. 23”. 


Reed 
Reed, Sir Edward James, 1830-1906. 

A treatise on the stability of ships. By Sir Edward J. 
Reed ... With numerous and tables. London, 
C. Griffin and company, 1885. 

xxiv p, 11, 3p. 7 fold tab, diagrs. 24. 

1. Stability of ships. 
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Library of Congress VM199.R4 


Reed, Edward Looman. 
» embryology, ont coney of Gath lees 
joy Baeard L ‘Chicago, 1994, 


oprah, 9, be ~en um. 
laboratory 325 


(Contributions from the 
Hull botanical 


olleidtaes tae 


for from vol. 
a , — 1 penne the Botanical gazette, vol. LXXVIIL, 
“Literature cited”: p. 310. 
1. Peanuts. 
Library of Congress ‘SB3S1.P3IR4 
Univ. of Chicage Libr. 
—— ——— Copy 2. 2 
Reed, Edward Oliver, 1883- 
Determination of the fiber content of Results of co- 





Ilpl,6@p. tables (1 fold.) 234". 
‘Technical bulletin, no. 1,) 


ofice. / 


1. Paper—Testing 1. Machmer, Robert 
1 Title. m1. Title; Fiber content of paper. 


Library of Congress ‘T81100. RS 
—_— | Z1B.ASUS 0.1 
«r80f2, 


April 20, 1997 by E. O. Reed, technical director. Washing: 
ton, U print. off., 1927 


1p. L, 12 p. inet. tables, 23)”. 
ae bend of tito: Salted Staes Conummans geteting oles, George H 


af Oates satieny eat age 


‘13088 


1. Printing, Public—U. 8. 
1 U. 8 Government printing office. 


1. Shakespeare, William — Authorship — Baconian theory. 2 Bacca, 
Francis, viscount St. Albeas, 1561-1638. 
2 oor 
Library of Congress PRIOR 19080 
r@1b1, me 
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Reed, Edwin, 1835-1908. 

Bacon vs. Shakspere; bulef for lag by Edwin 
Reed ... 7th ed., rev. and enl. Boston, Joseph Knight 
company, 1897. 


xxiii, 11), 296 p. incl. illus, plates, ports. facsims. front., fold. facsim. 
2". 


First published as pamphlet under title: Brief for plaintiff. Bacon vs. 
Shakespeare 


1. Shak William—Authorship—B: 





theory 


Library of Congress 
Copyright 1896: 41309 


PRO“R3 1897 


Reed, Edwin, 1835-1908. 
Brief for plaintiff. Bacon vs. Shakespeare. By 
Edwin Reed "Chicago, Rand, McNally & co., 1890. . 
27 p 199. (Popular topics, no. 1) 
Published ic 1897 under title: Bacon vs. Shakspere; brief for plaintiff. 





ie —_ 
17-22030 

Library of Congress 
Copyright 1890: 26832 


PR244.R3 1890 


Reed, Edwin, 1835-1908. 
Brief for plaintiff. Bacon vs. Shakespeare. By 
Edwin Reed. eed. Chicago, Rand, MeNally & co., 1890. 
Bp wm. 
Peake ic tae? cedar tite: Bacon vs. Shakspere; brief for plaintiff 


1. Shakespeare, William—Authorship—Baconian theory. 





17-22032 

Library of Congress PR264R3 18900 
Reed, Edwin, 1835-1908. 

Brief for Fm ged Bacon v¥ by Edwin 
Reed ... 5th ed., rev. and Ny “New. York, Printed at the 
De Vinne press, 1892. 

12». 2 

Commendations of “Brief for plaintiff”: p. 109-112. 

1. Shakespeare, William—Authorship—Bacon controversy. 1. Title. 

13-33717 
Library of Congress PRIMOR3 imu 
— —— Copy? 
Copyright 1892: S770 
Reed, Edwin, 1535-1908. 
id and Shak by Edwin Reed . 


Bacon 
Boston, Coburn publishing co., 1906. 
4p1. 166 p. front. (port) 2 


Seite tose op eamaeaton of Oe Ort Gage & ay ‘Francis Bacon. 
our Bbhake-speare, published tp 1! ~Pref. 


1. Shakespeare. William—Actborship—Beconian theory 1. Title. 
@—13700 
Library of Congress PR2O44 48 
—-—— Cop) 2 Beek. Mate of Dr. Ernest Lewis McEwen 
Copyright A 143002 asidl-, 


Reed, Edwin, 1535-1908. 
Francis Bacon our Shakespeare, by Edwin Reed .. Bos 
ton, C. E. Goodspeed, 1902. 


242 p. incl front. (facsim.) 25°. 





1 Tithe. 


2—11728 
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Seei, 


LIBRARY OF CONGRESS 


Reed, Edwin, 1835-1908. 
Francis Bacon our Shake-speare, by Edwin Reed ... Lon- 
don, Gay and Bird, 1902. 


Spl, dh),-242 p. front. (fecsim.) 25°. 
Book-plate of Dr. Ernest Lewis McEwen 


1 Will 





-Baconian theory 1. Title. 
3232826 

Library of Congress VR26GRG 19028 22.33 
Reed, Edwin, 1835-1908. 

A new view of the temperance question. By Edwin 

- Boston, Press of 5. Usher, 1889. 
Bo a. 
1. Temperance. 
10-4515¢ 

Library of Congress HVS000.R4 
© 16m: 27090 
Reed, Edwin, 1835- ed. and comp. 

Noteworthy Epinions pro and con. Bacon vs. Shaks- 
pere. Compiled and edited by Edwin Reed ... Boston, 
Coburn publishing co., 1905. 

4p.1,79p. front. (port) 257. 

S-15524 


Library of Congress 


Reed, Edwin, 1835-1908. 
The truth concerning Stratford-upon-Avon, and Shak- 
spere. With other essays. By Edwin Reed, a. sm. Or- 
namentations designed by Frank K. Rogers. Boston, Co- 
burn publishing co., 1907. 
3p. 1,61 p. front, illus. 25°. 
Cowrs: —1 The Shake-spear 


pseudonym 
speare on ioe —1. The truth coneegiog Stratford. upon-Avon and Shak- 
spere (taken from the records) —tv. Portraits. 


1 Shakespeare, \W\ illiam—Authorship—Baconian theory 


7-38003 
Library of Congress 


Copyright A 181263 


PR2M4.RS 
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Reed, Edwin Thomas, 1872- 
Inland windfalls, by Edwin T. Reed. Chicago, New York, 
W. B. Conkey company 1896, 


mp 1" 
Poems 
1 Title 
tate a 
Library of Congress P3685. E26515 168 
Copyright 1808: 1007 8115 


Reed, Edwin Thomas. 
Lyrics ... Wausau, Wis., The Philosopher press 1900, 
Ah p sq 12" 
Edition of 100 copies or Dickinson hand-made paper 


Apr. 25, 1901-118 


Library of Congress (Copyright 1901 A 4233) 
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Reed, Edwin Thomas, 1872- 


The open hearth, by Edwin T. Reed. Philadelphia, Dor- 
rance and company ,°1927, 


126, 1; p. 20°. (Helf-title: Contemporary poets of Dorrance, 55) 
1. Title. 
27-14681 
Library of Congress PS3535.E26507 1927 
Copyright A 996070 2, 
“—_ Edwyn C. 


La Psychi ; |, chilensis por Edwyn C. Reed 
Imprenta nacional, 1 1871. 


1p.1, 0p age 


pratense Pape chen for aye C Bad 


1. Buprestidae. 2 Psyche chilensis. 3. Beetles—Chile. 


Library of Congress QL596. B8R3 


Reed, Edwyn 0. 


Catélogo de los por Edwyn C. Reed . 
Santiago de Chile, Tape. Correa a 1897. 

ap m™. 

“Publicado en los Anales de la universidad.” 


other stories, by Eleanor C. Reed. 
Chicago, A. C. McClurg & co., 1901. 


map aw. 
Cowrerts.—The battle invisible. — Patience and Prudence. — Trans 
planted.—Tolliver’s fool —The widow Perkins. 
1 Tithe 
1-23684 Revised 

Library of Congress PZB.R2514B 

(r42b2, 
Reed, Eliza Dickerman. 
Kitchen carols and games for 


irls. ee Dicker- 
man Reed. Vineland, r, 1894. 
3p SSH p 17> 


J, A 


1. Games. 2 Children's songs. 


Library of Congress GV1215.R31 


Reed, Mrs. Elizabeth (Armstrong) 1842-1915. 
The Bible eres being « reply to a work entitled 144 
self-contradictions of the ) — by Andrew Jackson 


Davis. By Mrs. H. V. Reed Harvard, Il., H. V. Reed, 
1866. 

Mp. 1. 

1. Burr, William Henry, 1819-1908. Self-contradictions of the Bible. 
2 Bible -Evidences, authority, ete. 1 Tithe. 


39 10802 Revised 
Library of Congress BSS83.B8R4 1366 
ee, 





shia, Dor- 


rance, 55) 


27-14681 


za Dicker- 


S-29296+ 


of the Bible. 
02 Revised 





Reed, \/rs. Elizabeth (Armstrong) 1842-1915. 





The Bible triumphant: twelve dozen ame 
refuted. A reply to an infidel work 144 self-contra- 
dictions of the Bible. By Mrs. H. V. Reed .. Revised with 
a preface, an appendix ng infidel imonies to 
the truth of the Bible. By H. L. Hastings ... Boston, H. L. 
Hastings; London, S. Bagster & sons, 1882. 

¥, (7-156, 82, (157)-100 p. 18". 

1 , Willie’ . 1819-1908. Self-contradictions of the Bible. 
2. Bible — Evidences, ai ete. 

eo. a. Tithe 
29-10808 Revised 


Reed, Mrs. Elizabeth (Armstrong) 1842- 

Daniel Ay it a character sheteh, wi Elizabeth A 
Chicago, The Uriversity aaa n18o0, 
$18 poe trent. illus., ports, facsims. 20%. (On cover: The patriot, 





'By+ 
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1. Webster, Daniel, 1782-1852. 
W648 Revised 
Library of Congress E176.P31 vol. 1,av.10 
— —— Copy 2. EMO.W4R3 
Copyright 1899: 8715 


Reed, Mrs. Elizabeth (Armstrong) 1842-1915. 

Daniel Webster, | a character sketch, by Elizabeth A. 
Reed ... with and 
Milwaukee, Wis., H. @. Campbell publishing co. (1899; 


112 p. incl. front, illus, ports, facsims. 199. (Lettered om cover: 
‘True stories of great Americans) 





1. Webster, Daniel, 1782-1852. 
310212 
Library of Congress EMO.W4R32 
Copyright 1899: 8715 1a26il) 


Reed, A/rs. Elizabeth (Armstrong) 1842-1915. 

.» Daniel Webster, a character sketch, by Elizabeth A. 
Reed ... with supplementary essay, pr" G. Mercer A: Adam . 
together with d logy Mil- 
waukee, H. G. Campbell publishing co., ro 

180 p. incl. front. (port.) ius, 104°. (Great Americans of history) 

Original copyright, 1808. 





1. Webster, Daniel, 1782-1852. 1 Adam, Graeme Mercer, 1830-1912. 


3-H 
Library of Congress EMO. W4R 
Copyright (03901, 


Reed, Mrs. Elizabeth (Armstrong) 1842-1915. 

Hindu literature; or, The ancient books of India. By 
Elizabeth A. Reed ... Chicago, S. C. Griggs and company, 
1891. 


xvill, 4p 2m, 


1. Sanskrit literatore—Hist. &crit. 1 Title. 
13—14673 


Library of Congress PK2008.R5 
Copyright 1800: 84227 (seb) 


Reed, Mrs. Elizabeth (Armstrong) 1842-1915. 
Hinduism in Europe and wy Elizabeth A 
Reed ... G. P. 


.. New York ood London, tnam's sons, 
1914. 
vilip, 11, Mp. 2. «$125 
Bibliography p 193-195 
1. Tithe 
14 18405 


Library of Congress 
Copvriaht A 380885 
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M 
Persian literature, ancient and modern, by Elizabeth A. 
. Chicago, 8. C. Griggs and company, 1893. 


=v, 419 p. 2 tacsim. (incl. col. front.) 20)". 


Reed, Mrs. Elizabeth (Armstrong) 1842-1915. 
Reed 


1. Persian literature—Hist. & crit. 
13—14671 
Library of Congress PROsO6.BS 
Copyright 1883: 3317 8Te1, 


Reed, Mrs. Elizabeth (Armstrong) 1842-1915. 
Primitive Buddhism, its origin and teachings, by Elizabeth 
A. Reed ... Chicago, Scott, Foresman & co., 1896. 


218 p. 2". 


1. Buddha and Boddhiem. 1 Title. 


Library of Congress BLIA0L. RA a 
Copyright 1808: 45715 (*34b1, ms 
Reed, Elizabeth Liggett. 


Bible homes and homes today ,by, Elizabeth Liggett Reed. 
Leader's manual presenting units of - experience in 
Christian education for primary ou - Published for = 


vacation church school oer dhe ‘Boston, Chicago, The ay 
grim press ,“1937, 

vill, 152 p. illus, 22". (The cooperative series of vacation church 
school texts) 





4 on @ scriptive outlines developed by Protestant Christian 
forces of the United States 
of religious education, and 
(Continued on next card) 
ST—18554 
fd, 


Reed, Elizabeth Liggett. Bible homes and homes toaay ... 
1°1987, (Card 2) 


“At work beside His Father's bench” (words and music) : p. 10. 
Includes bibliographies: 


1. Vecation schools, Religious—Teachers’ manuals 1. International 
council of retigious education. om. Tithe. 
87—18554 
Library of Congress BV1585.R4 
radi, 288.61 


Reed, Ellery Francia. 

An analysis of the report of the Ohio Minimuin wage com 
mission, by Ellery F. Reed ..._ ,Published by the Consumers’ 
league of Ohio and the Ohio Council of women in industry. 
Toledo! 1925, 

118 p. 26. 


1. Ohio. Legislative minimum wage commicsion. 2. .Wages,—Min 
imum wage—Obio 3. Woman- Fmployment--Ohio 


Law 
Library, U. 8. Dept. of Labor 
a2Sel, 


Reed, Ellery Francis. 

Federal transient program; an evaluative survey, May to 
July, 1004, by Ellery Fr Reed with recommendations 
the Committee on care of transient and homeless. New York 
city, The Committee on care of transient and homeless ;1934, 


148 p. incl. tables, forms. 23". 


1. Unemployed—U. & 2 Charitiee—U. & 8 U. eederai emer 
gency relief administration 1. Committee on cai so of transient and 
homeless. 1. Title. 

85 — 14842 

Library of Congress HDST24. R37 

(30g1) 331. 137978 


Reed 


Reed, Ellery Francis. 
Psychic mechanisms and social radicalism, 
Francis Reed ... Chapel nN C., 1923, 
cover-title, 4p. 27™. 
Thesis (ru ee Pera, A Wien, tg. 
a = Ge Jommaad of coetsl Caeere 


by Ellery 


1. Social peychology. 1. Tithe 


of HM2SLR4 
Un of Wiseensis Libr a = 


Reed, Ellis Nelson, 1884- 

Late cabbage, from seed until harvest, also seed rais- 
ing, by E. N. Reed... 1st ed. New York, John Wiley & 
sons, inc. ; :¢te., ete.) 1917. 


xii, 1381p. illus 184" $125 


1. Cabbage. 
17—14182 
Library of Congress SBIILR4 
Copyright A 467034 


Reed, Mrs. Else. 
A man forbid, by Else Reed. New York, W. Morrow & co., 
1935. 


4p lL, 3-281 p 197". 


. Tite. 
85-20108 
Library of Congress P73.R2615Man 
— —— Copy 2. 
Copyright A STeel s 





theory, design and op a prac- 
tical engineering viewpoin a ae. 
coustag nduns od ee duslouiog and operating engineer. 

Emerson G. Reed New York, D. Van Nostrand company. 


x, 285 p. incl. front. (lus, diagrs. 20°. 


1. Edectric transformers. 


Library of Congress TK2551. R4 
Copyright A 705200 r3Th2, 


Reed, Emerson Golden, 1876— 
eer eS 
ion, by Emerson G. Reed ... 2d ed., rev. Fe 5 New 
You D. Van Nostrand company, inc., 1927 
xii, 401 p. front. ius, diagrs 22y”. 


m 10708 
Library of Congress TEK@LE« i9eT 
Copyright A OTeame 332, 
Reed, Emerson Golden, 1876- 


ion , by Bneran @. 
Reed .... ist ed. New York ete., McGraw- Hill book com. 
pany, ine., 1925. 
xii, 227 p. incl. front. titus, dingrs 234" 


1. Blectric transformers. 1 Title. 
‘19900 
Library of Congress TK2061 ROS 
———— 
Copyright A 1088504 tet, 





Reed, Emily Hasen. 


LIBRARY OF CONGRESS 





44, 12: p. incl. front, illus, port. z-. 


& Gate 11-2Be02 
Library of Congress 
Copyright A 30045! 


RCAM RS 


— Etta E (Sellick) “Mrs. ¥. A. Reed,” 1861- 


ue Heed pasties tor Gp corsusticn of stammeri: 
6thed. By Mrs. Frank A. Reed... Detroit, Mich., ok. 


4 p.. 1 incl. front, illus, ports. 23”. 


1. Stammering. 

20-20642 
Library of Congress RCA24.R4 1920 
Copyright A 604057 12 


Reed, Etta E (Sellick) “Mrs. F. A. Reed,” 1861- 
Speech work in the Detroit public schools. 


(in National education association of the United States. Journal of 
Proceedings andé addresses, 1916. p. 870) 


E 17-1006 
Library, U. S. Bur. of 


Reed, Eugene Clifton, 1901- 

. Correlation of drilled in the Midland Forster 
well near Fremont, Nebraska, by FE. C. Reed. ,Lincoln, Pub- 
lished by authority of the state Nebraska, 1938. 


20 p. tect tables, diagra 24)™. 


(Nebraska. Geological survey. 
Paper no. 18) 


2 Water, Underground— Nebraska L 
Tite : Midland Forster well near Fremont. Nebraska. 
- x2 » GO830-115 
bat tie Library (288) 90 
tor Library of Congress (QEISS.A43 no. 18) 
(302, (Ta) 





New York, J. 
Wiley & sons, inc.; London, Chapman & Hall, limited, 1929. 


2p. 1, Ml-ax, 233 p. ius, diagrs. 234". 
Table on frost lining-paper. 


1. Iron 2. 





3. P 
raphy. « Tithe, 
2112 
Library of Congress ‘TNOGB.1 TRST 
42f1, 

Reed, Fannie Kimball, 1870- 
oh np eatery ont en Gate by Fannie Kimball 

Cleveland, Privately printed for the author, 1900. 
“Tae 2 


‘Two hundred copies, privately printed for the author. 


L Title. 
1-29658 Revised 
Library of Congress PZ3.225100 
Copyright 1900 A 30198 (182c2, 


Reed, Fanny. 


Reminiscences, musical and other, by Fanny Reed ... 
Boston, Knight and Millet, 1903. 
11,18 p front, pl, ports, facsim. 2”. 
op Seams -lotly days —-Liszt—The Marquise de Bloqueville— Pont 


“Lenjammm - Constant — Munkaczy. — Madeleine 
Conpetin Stenesnes ~ Paderewski — Bayreuth —Finale 


1. Title 


(A6b1, 
Library of Congress CTIIORS 


Copyright A 38144 


Reed, Mrs. Florida 


Vesta; or, The hidden cross. By Florida P: 
Atlanta, Ga., The Foote & Davies co., printers, 1 


mp wn 


Reed. 


LU. S—Hist—Civil war—Fiction. 


1WN 


Library of Congress PEARasiyy 1903; 29041) 


Reed, Evan L. Reed, Frances M. 
Whence came you! And how to the answer; The government of the United States. by Frances M. 
Life of A. P. Dosti; or, The evafiict of Mow Orleans. manual for ancestral seekers, by Evan L. Reed. Chicago, Iil., = ? 
} 4 i Reed . rand, Helen E. M. Jensen ... ,San Francisco, Press 
Emily Hazen Reed ... New York, W. P. Tomlinson, publishing & supply co. ;°1936, of Phillips & Van Orden co., ine., 1986, 
k va ene >= cover-title, 1 1, 68 p. incl. Illus, diagrs., forms. 214. ap 2. 
Ad-374 p, yom, , Photollthogrenned. At bead of title: San Francisco public schools, Edwin A. Lee, superin- 
Pubtiched eine 0s pert of the euthesy Enew your government. 
1. U. S—Pol. & gort—Handbooks, manuals, ete, 2. U. 8 —Hist 
. Gevesiogy. 1 Title. 1. Title: A manual for ancestral seekers. 
1, Dot, Anthony Posi 1821-1866. 2. New Orleane—Hist—Civil war. . _ tos 1 — 1. Jensen, Helen E. M., joint autor. 1. Title aii 
Ss Library of Congress caer Library of Congress JK274.RA32 
; —— —— Copy 2. -— ——— Copy2 
Library 0: Congress oanntes — Conte 4 ie a 929.1 = Copyright A 96117 2 42.733 
Reed, Frances M. 
Reed, Ernest, 1890- (Reed, Evelyn True. Know your -"1~ iby, Frances M. Reed ... ,an:l, Helen 
of formative stuffs as to Inspirations rhymed iby, Evelyn True ... St. Louis, E. M. Jensen... San Francisco, 1936. 
aryennalim cae weg oth Mo., Home printing company, 1905. Spi. tt, 1p 2° 
1p.1,88p. front. (port) 179™. Calfornia: p. (108)-1 
ithe, p. 113-142. illus. 24. — oko’ io aay “under title: The government of the United 
Thesis (rm. ».)—University of Mi Bibliography ; p. 168-160. 
ue “Contribution no. 189 from the Baw of the University of 
ichigan” from the at . 2 1923." 1. vs. tet & govt. —Gheihene, me manuals. ete. P Uv. s. —— 
a prow dn a gazette, Lxxy, no. 2, April 3. Californte Pol. & govt . Helen E ern 
1. Growth (Plants) 2. Bryophyllum calycinum. Library of Congress 3K274.R33 
wane cum same sect wares 
YenwsiSee, = gene Liar of Congr cone 
Reed, Etta E (Gellick) “Mrs. ¥. A. Reed,” 1861- rt en rT Reed, Francis R b. 1883 
rrectio: t of iron w ee: 
ce eee, By Mice: Pronk A. Heed. "Detrott, with « foreword by Dr. Albert Sauveur .. 
Mick 1911. 


Experience of a New York clerk. By R. F. R. New-York 
F. R. Reed, 1877. 

125 p. tus. (forms) map. 15) x12". 
Title vignette. 


Conrente.—pt. 1-3. Experience of o thn Ont Gut. Bvery 
man the architect of bis own fortune, « iat 


1, Clerke—New York (City) 1 Tithe 


Library of Congress 


(Reed, Prank, 1857- 


The dollar is still a dollar, and other “ay essays 
.. By Archibald Signorelli ipsewd., n. p., 


cover-title, 99, «lip. 154°". 


1. Social provlems— Miscellanea. 


1. Title. 
20-1436 

Library of Congress HN78.R4 
—— —- — Copy 2. 4 
Reed, Frank, 1857- 

Plan of creation; or, Sunt of truth, by Archibald 
Signorelli (Frank Reed) .. Chicago, C. i. err & com- 
pany, 1916. 


2p.1,7-305p. illus 2 $100 


vs Cosmolog) —Curiosa and miscellany 1. Tithe. wu. Tithe: Creation, 
Library of Congress 


Copyright A 431415 


16-14040 
BD701. R36 


Reed, Frank A. 

The Reed method for the cure of stammering, by Frank 
A. Reed... Detroit, Press of Curtis-Mulford adv. co., 
1902) 

38 p. Inel. front. (port.) pl. Zr 


Subject entries Stammering. oem 


Library of Congres, no. 











Reed, Frank A. 


Text baok used in the Reed school for the correction of 
the stammering habit ; originated by the late Frank A. 





Reed, and adapted by Mrs. 
Frank A. Reed ... Detroit? 1910, 

Dp,i. 2 g100 

1. Stammering. 1, Reed, Etta E. (Selick) “Mrs. F. A. Reed,” 1861- 


10-22814 


Library of Congress RC424.R35 


© Sept. 6, 1910; 2c. Sept. 17, 1910; A 270943; Etta E. Reed, Detroit, Mich. 


Reference card 
Reed, Mrs. Frank A. 
see 
Reed, Etta E (Sellick) “Mrs. F. A. Reed,” 1861- 


10-31324 
Library of Congress 
Reed, Frank Henry, 1862- 
The improvement of Rai t 


Alabama, by Mr. F. H. Reed .. 
in Professional A ae s, pe ' Engineer 
teparumentatarge Weshingon, 1 ¢ Ar a Pp. 544-551 





Bar, Tombigbee River, 


1. Dredging. 2. Excavation. 3. Sand-bars. 1. Tombigbee River. 


ES16-58 


Title from U. S. Engineer School Libr. Printed by L. C. 


Reed, Frank Hynes. 

... I. Notes on the t of the cond ity of 
solutions. m. The behavior of mixtures of two salts con- 
ey) common ion in anhydrous formic acid solution 

rank Hynes (Easton, Pa., 1919 

22p. 1 illus. 26= 

Thesis —University of Chicago, 191 

“Privat edition, di Un dawibeted be by the Oke of Chicago libraries, 

“Reprinted journal American chemical society, 
sui eos If ond UL, evenher end borean aa - 
1. Electrolytes—Conductivity. 2. Solution (Chemistry) 





20-21958 


Library of Congress 


Univ. of Chicago Libr. } eae 


Reed, Frank Le Fevre, 1871- 


... Musie education in the University of Texas, by 
Frank Le Fevre Reed .... Austin, Tex., The University 
(1921) 
june’, ‘iit ies 

“Bibliography of piano technic” : yp. 44,-S2. 


diagt. 224%. (University of Texas bulletin. no. 2131: 


4 eal University. Dept. of music. 2. Musico—Instruction and study. 
' a 


21-27253 
Library of Congress 
~~ Copy 2. 


Reed, Frank Le Fevre, 1871- 

Music memory stories, by Frank Lefevre Reed ... Inter- 
scholastic league division, Bureau of extension ... ,Austin, 
University of Texas press, °1923, 


112 lus. (mastic, facsim.) 22°. (University of Texas bulletin 
Ro pe October 1, 1923) 


1. Muste—Analysia, uterpretation, appreciation. L Tithe. 
2TH 
Library of Congress MT4.A9TS1 
—- ——  Capy 2. ASSETS no. 2387 
Copyright A Tas0ee td, 


CATALOG OF PRINTED CARDS 


Reed, Frank M., New York, pub. 

Preserving and manufacturing secrets. Giving plain 
directions for preserving, canning and storeing all kinds 
of fruits and vegetables, and for a all kinds 


of foreign and domestic a, home made 
summer beverages. New York, F. M. Reed fists, 
Rp 2. 
1. Canning and preserving. 
7-26523¢ 


Li of Congress TX6O1.R32 
ee (Copyright 1875; 4108) 


Reed, Frank Walker, 1881- a 

On singular points in the 1” a a 
— function ... by Frank Walker Reed 
York, 1909. 

cover-titie, p. 485-00. diagrs. 279*. 

Theai: I Virginia, 1907. 

“Reprinted tro ag RB of the American mathematical 
goctety, vol. x., a 


1. Perturbetion 
Library of Congress Qnse2.n4 1907 
Univ. of Virginia Lite. 


— —— Caps 2 2 521.4 


Reed, Frank Wild, 1874 

A bibliography of Alexandre Dumas pare, by F. W. Reed. 
London, J. A. Newhuys, 1933. 

ai, (1), 467, 1) p 259 

“Only 300 copies of this work bave been printed, of which this ls 
po. 21.” 


1, Dumas, Alexandre, 1802-1870—Bibi. 


/ 33-2546 
78247. R32 


7 a2 


Library of Congress 


Reed, Frank Wild, 1874- 
M. Dumas obliges: the story of romance with two endings, 
by F. W. Reed. 


a 4 The Colophon. (New York, “199. 27} x21}. pt. 17 mo. 7, 


Printed by the Southworth-Anthoensen press, Portland, Maine cf. 
Contents to pt. 17 of the series. 


£m sate, 1802-1870. Le page da duc de Savoie 
1 je! 


AC 38-1980 
Grosvenor library Z1007.CT1 pt. 17, m0. 7 
for Library of Congress [Z1007.CT1 pt. 17, no. T) 
th (010.5) 


Reed, Frank Wild, 1874- 
.. Notes on English and American translations of Alexandre 
Dumas, pore, by F. W. Reed ... ,Whangarei, New Zealand, 





1939, 
2p. ¥ nom Lot ” alarclaathaaderadie 2". (Hw Dumas 
DiDliegraphicn! matter, 
Type ritten 
Numbered leaves 107 bis and 290 bis inserted. 
1. Duums, Alexandre, 1802-1870—Bibi 
30 32337 
Library of Congress 7247 R34 
3s o1z 


Reed, Franklin Weld. 
A working plan for forest lands in central Alabama. By 
Franklin W. Reed .... Washington, Govt. print. off., 1905. 


Ti poy pl. (incl. front.) 2 fold. mays 23". (US Dept. of agri- 
re. Forest service. Bntletin 68) 


1. Forests and, forestry—-Alabama. 2 Forest management 


Agr 6-333 
(8D11.42 no. 68) 


Agriculture 1FT6B no. 6 
a80b1, 


Library, U. 8. Dept. of 


627 


Reed 


Reed, Frederic Alonso, 1821-1883. 
The boy-Lollard: a tale 
New Testament in the times of Henry vm. By Rev. Fred- 
eric A. Reed . Congregationa) Sunday-school 
and publishing society “1883, 
4p. 1, 1-82 p front, plates 20”. 
“Biographical note”: 24 prelim. leaf 


1. Leollards—Fiction. 
7seoS2t 
of PZAR2S19B 
Library of Congress j tan: 
Reed, Frederick Richard Cowper, 1869- 

... Alguns lamelibriinquios triissicos do Brasil e do Pera- 
guai, por F. R. Cowper Reed ... Rio de Janeiro, Imprensa 
nacional, 1940. 


30. \1) p. pl, maps (1 fold.) 23". (Brasil. Departamento nacional 
produgiv mineral Servico © mineralégico. Boletim o. 96) 
At hand of ttle: itiatetérto da agricetera, 


aactonal 
Servico geoligico ¢ mineralégico, Eusebio Paulo 
carnica na America do Sul, por 


a producho mineral. 
de Oliveira, diretor. 





sobre « 
oe. Pp. (23)-80. 


p. 

1. Lameilibranchiata, Fossti, 2 aoe Hy 3 Paleoatol- 
og) Paraguay. 1. Paiva Glycon de. nm. Erichsen, 
Alberto I big ig 
U.S Geol. survey. Library G84-1% 

for Library of Congress } - masaead no 8 

t (381) S061 


Se a 1960- 

Pt. Pal logy of the Brachiopod. 
wre per Reed .. 
silgeg New York ont 
ea.) 


metas SAP rs Ak 


Halt-titte. 
Part « Recent Brechiopods, by A. E. Shipley. 





1. Brachtoporla, Fosxti. 


Library of Congres 
Cops 2 


QIA6.18 
an, 


Reed, Frederick Richard Cowper, 1869- 

= Cain ant Gti Sat ee ee T- R. 
Cowper Reed Calcutta, Office of the survey of 
India; ,ete., ete., 1934. 


2p i, Bp. 7 at 2 a. nea Geological survey. I's. 
lmontologia (Adica, 5 «. vol. xxi 


Memotr po. 2 
Hibliographical foot-r tes. 


1. Paleontology—India—Kashmir. 2 Paleontology —Cambrian. 
3. Paleontology—Ordovictan, 1. Title. 
ors-3 
U. & Geol. survey. Li 


brary (60) g? a. 8, vol. 21,ne2 
for Library of Congress 


(QET.14A4 vol. 21, no. 2) 
adr, 


(Reed, Frederick Richard Cowper, 1969- 

The Devonian faunas of the northern Shan states. Plates 
3 to xz. (By R. F. Cowper Reed, Caleutta, Office of the 
Geological survey: ,etc.. ete., 1908. 


2pb. 18. Wl xe pl Ba 
ontologia indica ¥. 2, memotr 


(lodia. Geological survey. Pale 
Be wo. 5) 


At bead of title: Memotr« of the Geological survey of India. 


1. Paleontology India. 2 Prieontology — Devonian 
Gs 61T 


Surrey (640) qP aa. vol 2eod 
QETM 1 4A4 


asad, 


Library. U. 8 Geotegien! 
Library of Congres 


Reed, Frederick Richard Cowper, 1869— 

Devonian fossils from Chitral and the Pamirs, b, 
F. RB. Cowper Reed Caleutta, Geological survey of 
India, 1922. 


v% 1M» ae pl I (Satin Uwolgical survey. Malcontohgia 
indica, n. +. vol. vi, memoir no 
£8 Seed of atte Memoirs of the G peal survey 
plate ace y Gussigave 
Raslucgrorbicel fort macs. 
1 Paleontology Jodia 2 Daleomtulgy  Devenan — India 1. Tithe 


G 8 22.37 Revived 


Library. U.S Geukgical Survey (640) ql ns. 6, vol 6a02 


or thet 





Reed 


Reed, Frederick Richard Cowper, 1869- 
Faunas triassicas do Brasil, pelo dr. F. KR. Cowper Reed 
Rio de Janeiro, Papelaria Americana, 1929. 








. ep 2 (Brasil Service oe ininetalogico. Mon 
pa * ua, v9) 
t head yf tithe: Ministerio da agricultura, Industria e comuner 
Hibliegraphical foot notes 
Palestolegy — Mrasil Paleontology — Tria 1. Title 
GS31—31 
U.S. Geol survey. Library " vet 
for Labeary of Congress 7 vol.v 





Reed, Frederick Richard Cowper, 1869- 

The geological history of the rivers of East Yorkshir« 
being the Sedgwick prize essay for the year 1900. B 
F. R. Cowper Reed London, C. J. Clay and sons, 1901 


vip, 1 1, 103, chy p. incl, maps. front. (fold. map) 224° 


“List of works referred to in the text”: p. 95-96. 


1, Rivers—Gt. Brit. 2. Geology—England— Yorkshire. 


225177 


Library of Congress 


QE262 Y8R 
ra22ch) 


Reed, Frederick Richard Cowper, 1869— 





The geology of the British Empire, by F. R. C. Reed 
London, E. Arnold, 1921 

i, (1), 490 p. Sus, maps (12 fold.) 22" 

Contains “References 

1. Geology 

G8 21—108 

U. 8. Geol. survey. Library 208 R25 

for Library of Congress QEG. RA 

aon 


Reed, Frederick, R.ichard, Cowper. 

A handbook to the geology of ¢ nsettigettion, for the 
use of students, by F. R. Cowper Reed ... Cambridge, 
University press, 1897. 

x p. 1 1, 276 9p. incl. front., illus, diagrs. 19° 
bridge natural science manuals. Geological series) 
243-253 


(Half-title: Cam 


Bibliography : p. 


1. Geoiogy—England—Cambridgeshire 


G$7-137 


Library, U. S. Geol. eurvey 


Reed, Frederick Richard Cowper, 1869- 

... The lower Palaeozoic faunas of the southern Shan states, 
by F. R. Cowper Reed Caleutta, Geological survey of 
India, 1936. 

2p.L, x, 1380p. wa pl 36". (India ——— survey. 

Pa imontologia indica, n. +. vol. 1, Memoir no. 3) 

Each plate preceded |\y leaf with descriptive letterpress. 
Bibliographical foot-notes 


Memoirs 


1. Vateontology —lodia—Shan states. 2. Palevntology—Paleorolc 
Title. 


e 





34-140 
Library, U.8 ee (0) qP a6, vol. 21, n0.3 
4A3 u. 8, vol. 21, 3) 


Survey 
Library of Com (QETSI 





Reed, Frederick Richard Cowper, 1369- 

The Lower Palwozoic foxsils of the northern Shan states, 
Burma. ,Platesito vm. By F. R. Cowper Reed, Calcutta, 
Office of the Geological survey: ete.. ete. 1996. 

cover-title, Mp. St ius, vor pl. 3447. (India. Geolog- 
teal survey Pobmemetents indice. n 4. 2. memoir no. 3) 
bend of title: Memoirs of the Geological survey of India. 








lL. Paleontology—Paleorote. 2. Paleootviogy—Burma 





G815-418 
U. 8. Geol. survey. Library (0) qP 0.8, 7.2.00. 
tor Congress (QETS.1 444 vol ee 3} 
a3Tbl, 


LIBRARY OF CONGRESS 


Reed, Frederick Richard Cowper, 1869- 

The lower Palwozoic trilobites of the Girvan district, Ayr 
iy F. R. Cowper Reed London, Printed for Pale 
ontographical society, 1903-06. 

2n Limp ap oe 

Hach Ory preceded by leaf with eae fla letterpress. 

Addec ‘The Palmoutographical se 


shire 


Supplement, by F t Cowper Reed Landon, 
Printed for the Paleontographical society, 1914 
Ip i.%p wip 2 
At head of tithe Paleontographical society, 1013. 
Continued on next card) 
G8 1836 


12r84d1, 


The lower 
Ayrshire. 1903- 


Reed, Frederick Richard Cowper, 1569- 
Paleozoic trilobites of the Girvan district, 
ca Card 2) 

Supplement no. 2, , being a revision of some species 


deserbed ty FL R Reed. London, 
1931 


previously 
Printed for the Palw« 


Cowper 
tographical society 
“pl. yp 2he™. 


At head of title laleontographical society, 1929. 
References nD. 














Trilobites. 2 Paleontology—it. rit 3. Paleontology—Paleonoic 
G S134 
jeol. survey. Library 
r Library of Congress 
Ieed, Frederick Richard Cowper, 156 
n sraph of the British ¢ vieian aml Siluri 
wea, by F. R. Cowper Reed Lomwlon, Palaeou 
t ‘ i} sowiety, 1920-21 
p incl. tables. xu pl 299% 
te: Pa mntene bien} society, 1918-1910 












t ach plate preceded by lent w 
Also inaued in the Paleor 
1918-1019) 
Whlished originally in parts, each having its own t-p. 
Uhegraphical foot notes 


h descriptive letterpre 
stographical society. ;Monographs, v. 7 


leontology Silurian a 
ovician ond Silurian itette 





‘alecntolagy — Ordovician 
Fomnit t 


r 
<n, Fone 1. Title: Uritish Ord 





survey Library "i 


&. Gen 720) qP2R25 
for \brary of Congress 


1 





Reed, Frederick Richard Cowper, 1869- 

New fossils from the agglomeratic slate of Kashmir, by 
F. R. Cowper Reed Calcutta, Government of India cen- 
tral publication branch, 1932. 


13 1. xt pl. (inel. fold. map) 36°. (India. Geo. 


25 ii, 78 p. 
ogica! survey Paimontologia indica, n. «, vol. xx, Memoir no. 1) 


biiographical foot-notes. 


leontology —1Indiay—Kashmir 
itle Aggiomeratic 


2. Pajeontology—Carboniferous. 
slate of Kashmir, New foastis from the, 


G 833-28 


Library, U. 8, Geological 
Library of Congress 





Survey (640) qP n«., +7) 20, v0.1 
(QETS6.1 4A4 + 20, no, 1 


a 


Reed, Frederick Richard Cowper, 1869- 
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Contribution from California agricultural experiment station (Calif — 
“L freshers cited” 


p. 2%. 
aper 1, University of California, Graduate school of tropical 
egdotene @ and citrus experiment statton, Riverside, Calif 
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2 pL, p. 37-58. illus. 22°. (Virginia. Agricultural experiment sta- 
tion, Blacksburg. Technical bulletin no. 2) 
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